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INTRODUCTION 

Presented  in  this  supplement  to  the  budget  document  proper  are  the  complete  and  detailed  data  on  approved 
stafiing  for  all  state  agencies.  This  information  has  been  published  in  a  separate  volume  to  (1)  reduce  the 
quantity  of  detail  in  the  budget  document  and  thereby  focus  attention  on  the  programs  and  actvities  of  the 
several  state  agencies;  (2)  simplify  the  mechanics  of  budget  preparation  and  printing;  and  (3)  consolidate 
information  on  number  and  classification  of  positions,  pay  rates,  and  salary  and  wage  expenditures. 

For  each  state  agency  the  information  is  reported  for  the  1967-68  fiscal  year  on  an  actual  basis  and  for 
1968-69  and  1969-70  on  an  authorized  basis.  A  more  thorough  explanation  of  the  content  and  interpretation 
of  this  supplement  is  given  below  and  on  the  immediately  following  pages. 


Position  Titles 

In  this  volume,  positions  encompassed  by  state  civil 
service  have  been  listed  by  the  official  class  titles  as 
established  by  the  Personnel  Board  effective  July  1, 
1968.  Positions  exempt  from  civil  service  have  been 
listed  by  the  official  class  titles  established  by  (1) 
statute,  (2)  The  Eegents  of  the  University  of  Califor- 
nia, (3)  The  Trustees  of  the  California  State  Colleges, 
or  (4)  such  other  authority  as  may  have  been  desig- 
nated by  law. 

Authorized  Positions 

For  the  1968-69  and  1969-70  fiscal  years,  positions 
reported  as  authorized  are  those  which  were  included 
in  the  1968-69  Budget  as  approved  by  the  Legisla- 
ture. Exceptions  to  this  rule  are  explained  by  footnote 
in  all  cases  other  than  technical  adjustments  of  posi- 
tion classification  to  more  accurately  reflect  assigned 
duties. 

In  some  instances,  certain  classes  have  been  com- 
bined to  provide  replacement  of  positions  at  a  higher 
level  either  (a)  upon  completion  of  a  training  period 
or  (b)  after  temporary  downward  classification  for 
recruiting  purposes.  Such  positions  are  indicated  by 
showing  both  class  titles  on  the  same  line,  with  a 
salary  range  of  the  minimum  salary  of  the  lower  class 
and  the  maximum  of  the  higher  class.  For  example : 
administrative  trainee-junior  staff  analyst,  $614^783. 

Expenditures 

Estimated  salary  payments  for  each  group  of  like 
positions  are  reported  for  the  1968-69  and  1969-70 
fiscal  years.  These  estimates  represent  salary  costs  on 
the  basis  of  continuous,  100  percent  occupancy  of  all 
authorized  positions  and  include  the  cost  of  merit 
salary  adjustments  where  applicable.  Exceptions  are 
explained  by  footnote  for  those  special  cases  in  which 
the  above  general  rule  was  not  followed.  Appropriate 
adjustments  to  recognize  probable  position  vacancies 
are  included  in  the  budget  document  as  estimated  sal- 
ary savings.  For  the  1967-68  fiscal  year  actual  salary 
expenditures  are  reported  for  each  budget  function. 

Number  of  Positions 

For  the  1967-68  fiscal  year,  the  number  of  positions 
represents  actual  man-years  (A  man-year  is  equal  to 
12  months  full-time  employment  of  one  person — 12 
persons  employed  for  one  month,   two   persons   em- 


ployed for  sis  months,  or  any  similar  combiaation 
equal  one  man-year.)  of  employment  expressed  in 
terms  of  fuJl-time,  full-year  equivalents  counted  to 
the  nearest  tenth  of  a  man-year. 

Positions  for  1968-69  and  1969-70  are  counted  to 
the  nearest  tenth  of  authorized  jobs  expressed  in 
terms  of  full-time,  full-year  equivalents.  The  only 
exception  is  in  the  case  of  positions  to  be  established 
after  July  1.  In  such  instances,  the  positions  are 
counted  without  adjustment  for  delayed  establish- 
ment, e.g.,  a  full-time  position  to  be  established  Jan- 
uary 1  is  counted  as  1.0  position,  not  as  0.5  position. 

As  in  the  case  of  expenditures,  appropriate  adjust- 
ments are  included  in  the  budget  document  to  reduce 
authorized  positions  for  1968-69  and  1969-70  to  an- 
ticipated available  manpower. 

Salary  Range 

Eates  of  pay  listed  under  this  heading  represent 
salary  ranges  established  by  (1)  the  State  Personnel 
Board  for  civil  service.  Disaster  Office  interim  merit 
system,  and  Maritime  Academy  classifications;  (2) 
the  appointing  authority  with  the  approval  of  the 
Director  of  Finance  for  Non-Civil  Service  positions; 
(3)  statute;  (4)  The  Eegents  of  the  University  of 
California;  (5)  The  Trustees  of  the  California  State 
Colleges;  (6)  the  Board  of  Directors  of  the  Hastings 
College  of  the  Law;  or  (7)  San  Francisco  Port  Au- 
thority (Crafts  and  Trade). 

The  amounts  shown  are  the  (1)  minimum  and  max- 
imum monthly  or  hourly  rates,  (2)  flat  monthly  rate, 
or  (3)  annual  compensation  as  indicated.  The  mini- 
mum of  the  range  serves  as  the  normal  entrance  rate 
for  new  appointees  to  any  position  in  a  class  and 
represents  the  lowest  rate  to  be  paid  to  any  employee 
who  is  considered  qualified  for  appointment  to  or 
retention  in  a  position.  The  maximum  of  the  range 
represents  the  highest  rate  payable  to  an  employee 
who  occupies  any  position  in  the  class. 

In  some  classifications  and  positions  with  unusual 
conditions  of  work  or  where  it  is  necessary  to  meet 
prevailing  rates  or  practices,  more  than  one  salary 
range,  or  rate  or  method  of  compensation  has  been 
established  within  a  class.  These  "alternate  ranges" 
and  the  criteria  for  their  application  are  established 
by  the  Personnel  Board.  For  classes  which  have  alter- 
nate ranges,  salaries  indicated  in  this  supplement 
show  the  minimum  step  of  the  lowest  range  and  the 
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maximum  step  of  the  highest  range.  The  specific 
ranges  and  criteria  for  instructional  positions,  other 
than  higher  education,  are  shown  on  Page  6. 

Under  the  pay  plan  adopted  by  the  State  Personnel 
Board,  the  intermediate  steps  in  each  salary  range 
have  been  fixed  at  a  uniform  percentage  interval  of 
5  percent.  This  plan  is  used  also  for  most  salaries 
fixed  for  exempt  positions.  A  table  of  salary  ranges  in 
the  state  service  is  included  at  the  end  of  this  section. 
Thus,  $342-415  indicates  a  monthly  salary  range  hav- 
ing steps  of  _$342-$359-$377-$395-$415.  Salary  ranges 
for  instructional  positions  and  librarians  in  the  state 
colleges,  academic  positions  in  the  University  of  Cali- 
fornia and  instructional  positions  in  other  state  agen- 
cies are  set  forth  on  pages  six  through  ten. 

Merit  Salary  Adjustments 

Subject  to  availability  of  funds,  Section  18854  of 
the  Government  Code  provides  that  each  employee  in 
the  civil  service  receive  a  merit  salary  increase  of  one 
intermediate  step  in  his  salary  range  during  each  year 
in  a  position  provided  the  employing  agency  certifies 
to  the  Personnel  Board  that  the  employee's  job  per- 
formance meets  the  level  of  quality  and  quantity  ex- 
pected by  the  agency  considering  the  employee's  ex- 
perience in  the  position. 

Special  In-grade  Salary  Adjustments 

The  following  classes  falling  within  prescribed 
ranges  are  eligible  for  special  in-grade  salary  adjust- 
ments, that  is,  from  the  first  step  to  the  second  step  of 
a  salary  range  at  the  end  of  six  or  three  monthly  pay 
periods,  unless  excluded  by  a  board  resolution  at  the 
time  the  specific  classification  action  was  taken : 

1.  All  classes  with  a  maximum  of  $492  or  lower. 

2.  Classes  with  a  maximum  of  $505  to  and  in- 
cluding $692,  or  classes  substantially  equivalent  to 
those  with  a  maximum  $692,  if  recruitment  is  from 
outside  state  service. 

3.  Classes  with  a  maximum  of  $710  to  and  includ- 
ing $905,  or  classes  substantially  equivalent  to  those 
with  a  maximum  $905,  as  designated  by  the  Execu- 
tive OfiScer,  when  recruitment  is  from  outside  state 
service  and  the  state  has  experienced  recruitment 
difficulties. 

a.  Classes  with  maximums  higher  than  $905  are 
not  eligible  except  as  classes  may  be  deter- 
mined to  be  substantially  equivalent  to  those 
with  a  maximum  of  $905. 

Except  for  employees  of  the  University  of  Califor- 
nia, provision  for  the  salary  adjustments  to  which 
present  employees  will  become  entitled  during  the  bal- 
ance of  the  current  year  and  in  the  budget  year  has 
been  included  in  the  amounts  shovm  opposite  each 
position  or  group  of  like  positions.  Inasmuch  as  turn- 
over of  personnel  generally  results  in  replacement  at 
a  lower  step  in  the  salary  range,  the  amount  included 
for  salary  adjustments  has  been  offset  by  a  lump  sum 
deduction  for  downward  adjustments  included  in  the 
deduction  for  estimated  salary  savings. 

Similar  amounts  for  salary  adjustments  have  been 
provided  for  exempt  positions,  where  requested  by  the 
agency.   Such   adjustments  have  been   computed   in 


accordance  with  the  salary  schedule  in  effect  for  the 
respective  positions. 

Merit  salary  adjustments  for  employees  of  the  Uni- 
versity of  California  and  the  State  Colleges  are  deter- 
mined in  accordance  with  rules  established  by  the 
regents  and  the  trustees,  respectively. 

Salary  Range  Adjustments 

In  determining  the  appropriate  salary  level  for  a 
class,  a  number  of  factors  are  taken  into  consideration 
by  the  State  Personnel  Board: 

1.  Rates  of  pay  of  private  employers  and  of  other 
public  jurisdictions  for  comparable  work. 

2.  Internal  consistency  of  rates;  equal  pay  for 
equal  work,  and  pay  differentials  based  on  differ- 
ences in  the  kind,  difficulty,  or  responsibility  of  the 
work. 

3.  Conditions  of  work  in  the  class. 

4.  The  adequacy  of  existing  appropriations 
which  may  be  used  for  salary  increase  purposes. 

The  rates  of  pay  of  casually  employed  trades  work- 
ers and  printing  trade  employees  in  the  state  ser-\dee 
are  established  at  the  hourly  wage  rates  negotiated  by 
unions  with  private  employers  in  the  county  in  which 
they  are  employed.  These  employees  receive  all  the 
collateral  benefits  of  premium  pay  for  night  work, 
travel  time,  and  overtime  pay  provided  by  private 
industry.  For  these  two  groups,  the  state  also  pays 
the  full  cost  of  hospital,  surgical  and  medical  insur- 
ance benefits  for  both  the  employees  and  their  de- 
pendents, where  such  health  and  welfare  benefits  are 
provided  by  private  employers. 

Casually  employed  trades  workers  working  for  the 
state  do  not  receive  the  same  benefits  of  vacation,  sick 
leave  and  retirement  that  permanent  state  employees 
receive.  However,  the  state  does  pay  into  vacation 
and  retirement  funds  where  such  benefits  are  the 
prevailing  practice  in  private  industry. 

Printing  trades  employees  receive  all  of  the  benefits 
enjoyed  by  other  state  employees  with  one  exception. 
Other  state  employees  receive  an  average  of  11  holi- 
days a  year.  Printing  trades  employees  are  provided 
the  number  of  paid  holidays  received  by  their  counter- 
parts in  private  industry. 

The  salary  ranges  reported  herein  are  those  which 
had  been  approved  by  the  appropriate  salary  fi:sing 
authority  on  or  before  July  1,  1968.  Salaries  fixed 
by  statute  are  those  established  in  Government  Code 
Sections  11550  to  11563.5  inclusive  as  revised  effective 
November  13,  1968.  Statutory  salary  provisions  for 
judges  and  justices  of  courts  of  record  are  included  in 
Government  Code  Sections  68200  to  68203. 

Section  12,  Article  V  of  the  Constitution  prohibits 
a  change  in  the  salaries  of  the  Governor,  the  Lieuten- 
ant Governor,  the  State  Controller,  Secretary  of  State, 
Superintendent  of  Public  Instruction  and  the  State 
Treasurer  during  their  current  term  in  office.  In  ac- 
cordance with  the  provisions  of  the  Constitution, 
changes  in  the  salary  of  these  elected  officers  became 
effective  January  2,  1967,  concurrent  with  the  begin- 
ning of  their  new  term  of  office. 
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ABBREVIATIONS  USED  IN  SALARY  SUPPLEMENT 


In  order  to  conserve  printing  space  in  the  Salaries  and  "Wages  Supplement,  a  series  of  abbreviations  will 
be  used. 

NOTE — Abbreviations  will  not  be  punctuated;  i.e.,  there  will  be  no  period  (.)  at  the  end.  Multiple  word 
abbreviations  will  not  be  punctuated  or  have  spaces  between  the  letters;  e.g.,  "electronic  data  processing"  is 
"EDP"  (not  "B.D.P."  or  "EDP"). 


Word 
and  — 


Abbreviation 


accounting acetg 

accounts aects 

administrative   adm 

agricultural  _: agric 

associate assoc 

assistant asst 

automotive   auto 

board    bd 

bureau    bur 

captain    capt 

clerk elk 

center cntr 

construction    constrn 

deputy   dep 

department dept 

departmental    deptl 

development develmt 

district dist 

division div 

data  processing DP 

economic eeon 

electronic  data  processing EDP 

education   educ 

educational  television educ  TV 

electrical    elec 

engineer    engr 

engineering   engrng 

equipment equipt 

executive exec 

federal    fed 

field fid 

general  gen 

hospital hosp 

hydraulic hyd 


Word  Abireviation 

information info 

intermediate    inter 

junior    jr 

laboratorj' lab 

legislative legis 

machine mach 

maintenance    maint 

mechanical    mech 

manager    mgr 

management   mgt 

officer   off 

operator   opr 

physical    phys 

principal prin 

recreation    recr 

registration   ~ regis 

rehabilitation rehab 

representative   rep 

section    sect 

secretary    secty 

sergeant sgt 

senior sr 

standards stds 

stenographer steno 

superintendent supt 

supervising    supvng 

supervisor supvr 

supervisory    supvry 

tabulating tab 

technical    tech 

technician teehn 

transactions trans 

training trng 

teletypewriter   TWX 

vocational voe 
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Range 

No. 

1 $310 

1.5 318 

2 326 

2.5 334 

3 342 

3.5 350 

4 359 

4.5 36T 

5 377 

5.5 386 

6 395 

6.5 405 

7 415 

7.5 425 

8 435 

8.5 446 

9 457 

9.5 469 

10 480 

10.5 492 

11 505 

11.5 517 

12 530 

12.5 543 

13 556 

13.5 571 

14 584 

14.5 599 

15 614 

15.5 62S 

16 644 

16.5 660 

17 676 

17.5 692 

18 710 

18.5 728 

19 746 

19.5 , 764 

20 783 

20.5 801 

21 821 

21.5 842 


Salary  Ranges  in  the  California  State  Civil  Service 

As  of  July  1 , 7  968,  Unless  Otherv/ise  Noted 

Range 
Steps No. 

$326  $342    $359  $377      22 863 

334  350  367  386      22.5 884 

342  359'  377  395      23 905 

350  367  386  405      23.5 927 

359  377  395  415      24 950 

367  386  405  425      24.5 973 

377  395  415  435      25 998 

386  405  425  446      25.5 1,023 

395  415  435  457      26 1,048 

405  425  446  469      26.5 1,074 

415  435  457  480      27 1,100 

425  446  469  492      27.5 1,128 

435  457  480  505      28 1,155 

446  469  492  517      28.5 1,183 

457  480  505  530      29 1,213 

469  492  517  543      29.5 1,243 

480  505  530  556      30 1,273 

492  517  543  571      30.5 1,305 

505  530  556  584      31 1,337 

517  543  571  599      31.5 1,371 

530  556  584  614      32 1,405 

543  571  599  628      32.5 1,439 

556  584  614  644      33 1,475 

571  599  628  660      33.5 1,512 

584  614  644  676     34 1,548 

599  628  660  692      34.5 1,587 

614  644  676  710      35 1,626 

628  660  692  728      35.5 1,667 

644  676  710  746      36 1,708 

660  692  728  764      36.5 1,750 

676  710  746  783      37 1,793 

692  728  764  801      37.5 1,8.37 

710  746  783  821      38 1,882 

728  764  801  842     38.5 1,929 

746  783  821  863      39 1,976 

764  801  842  884  395  2  026 

783  821  863  905     40^ 2  076 

801  842  884  927      *"v ^'"i" 

821  863  005  950     *"  i'iil 

842  884  927  973      41 2,179 

863  905  950  998     41.5 2,233 

884  927  973  1,023      42 2,288 


Steps 


905 

950 

998 

1,048 

927 

973 

1,023 

1,074 

950 

998 

1,048 

1,100 

973 

1,023 

1,074 

1,128 

998 

1,048 

1,100 

1,155 

1,023 

1,074 

1,128 

1,183 

1,048 

1.100 

1,1.55 

1,213 

1,074 

1,128 

1,183 

1,243 

1,100 

1,155 

1,213 

1,273 

1,128 

1,183 

1,243 

1.305 

1,155 

1,213 

1,273 

1,337 

1,183 

1,243 

1,305 

1,371 

1,213 

1,273 

1.337 

1,405 

1,243 

1,305 

1,371 

1.439 

1,273 

1,337 

1,405 

1.475 

1,305 

1,371 

1,439 

1,512 

1^337 

1,405 

1,475 

1,548 

1,371 

1,439 

1,512 

1,587 

1,405 

1.475 

1,548 

1,626 

1.439 

1,512 

1,587 

1,667 

1,475 

1,548 

1,626 

1,708 

1,512 

1,587 

1,667 

1,750 

1,548 

1.626 

1,708 

1,793 

1,587 

1,667 

1,750 

1,837 

1,626 

1.708 

1,793 

1,882 

1,667 

1,750 

1,837 

1,929 

1,708 

1,793 

1,882 

1,976 

1,750 

1,837 

1,929 

2,026 

1,793 

1,882 

1,976 

2,076 

1,837 

1,929 

2.026 

2,127 

1,882 

1,976 

2,076 

2,179 

1,929 

2,026 

2,127 

2,233 

1,976 

2,076 

2,179 

2,288 

2,026 

2,127 

2,233 

2,346 

2,076 

2,179 

2,288 

2,403 

2,127 

2,233 

2,346 

2,463 

2,179 

2,288 

2,403 

2,523 

2,233 

2,346 

2,463 

2,586 

2,288 

2,403 

2,523 

2,649 

2,346 

2,463 

2,586 

2,715 

2,403 

2,523 

2,649 

2,782 

Salary  Schedules  for  Instructional  Positions— Other  Than  Higher  Education 
as  of  July  1,  1968,  Unless  Otherwise  Noted 

(Ranges  and  Criteria  of  Application  for  Teachers) 

Range  Steps 

A $710  $746  $783  $821  $863 

B 746  783  821  863  905 

O 783  821  863  005  950 

D 821  863  905  950  998 

E 863  905  950  998  1,048 

F 905  950  998  1,048  1,100 


CRITERIA 

FOR  RANGE 

DETERMINATION 


ACADEMIC 
(Pi-eparation) 


Range  A 
Range  B 
Range  C 

Range  D 


Ranges 
EandF 


Provisional  or  special  credential,  without  bachelor's  degree. 

Bachelor's  degree  or  regular  elementary,  junior  high,   or  kindergarten-primary  credential. 

Bachelor's  degree  or  regular  elementary,  junior  high,  or  kindegarten-primary  credentials ;  plus 
12  upper  division  or  graduate  units  which  were  not  counted  toward  degree  or  which  were 
taken  subsequent  to  obtaining  credential. 

Bachelor's  degree  or  regular  elementary,  junior  high,  or  kindergarten-primary  credential ;  plus 
24  upper  division  or  graduate  units  which  were  not  counted  toward  degree  or  which  were 
taken  subsequent  to  obtaining  credential.  Or  regular  general  secondary  credential. 

Used  only  for  "incentive  increases"  when  a  teacher  receiving  less  than  Range  F  completes  at 
least  6  units  in  college  level  courses  approved  by  his  department  and  taken  after  appoint- 
ment. He  shall  then  be  entitled  to  advance  to  the  corresponding  step  in  the  next  higher 
salary  range  for  the  class,  and  such  an  advance  shall  be  known  as  an  "incentive  increase." 


VOCATIONAL 
(Preparation) 


Three  years  experience 
as  journeyman  crafts- 
man. 

Qualification  for  spec- 
ial secondary  Voca- 
tional Class  A  Creden- 
tial in  T  and  I  and  PS 
Education. 
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Academic  Salary  Schedule— UnWersify  of  California 

(Based  on  Salaries  Effective  July  1,  1968) 

STEPS 


RANK  1 
REGULAR  ACADEMIC  RANKS  * 

Professor    $18,000  c 

Professor    (AY)    15,400  c 

Associate   Professor   14,300  b 

Associate  Professor  (AY) 12,300  b 

Assistant  Professor    (Acting) 10,824  a 

Assistant  Professor  (Acting)   (AY)  9,216  a 

Assistant  Professor 11,400  b 

Assistant  Professor  (AY) 9,700  a 

Instructor    (Acting)    9,312  a 

Instructor    (Acting)     (AY)    7,980  a 

Instructor    9,800  a 

Instructor    (AY)    8,400  a 

Associate  in  ** 7,908 

Associate  in  **    (AY)    6,816 

Lecturers       10,584 

Lecturers    (AY)     9,156 

Regular  Academic  Ranks — Law : 

Professor      19,800  a 

Associate  Professor 16,700  a 

Assistant  Professor   12,300  c 

Regular  Academic  Ranks — Medical  School 
Clinical  Departments :  d 

Professor  (Strict  Full  Time  B)   __  31,500a 

Professor  (Strict  Full  Time  A)   —  28,100  a 

Professor  (Strict  Full  Time) 21,200  a 

Professor  (Strict  Full  Time — 
Clinical  Departmental  Compen- 
sation Plan)   19,300  h 

Professor    19,300  c 

Asosciate    Professor     (Strict    Full 

Time    B)     27,000  a 

Associate    Professor     (Strict    PuU 

Time  A)    23,700  a 

Associate    Professor     (Strict    FuU 

Time)      17,300  a 

Associate  Professor  (Strict  Full 
Time  Departmental  Compensa- 
tion   Plan)    16,200  h 

Associate  Professor   16,200  b 

Assistant    Professor     (Strict    Full 

Time    B)     22,100  a 

Assistant    Professor     (Strict    Full 

Time    A)     19,400  a 

Assistant    Professor     (Sti'lct    Full 

Time)      13,700  a 

Assistant  Professor  (Strict  Full 
Time  Departmental  Compensa- 
tion Plan)   12,300  h 

Assistant  Professor    (Acting) 11,688  a 

Assistant  Professor 12,300  b 

Instructor   (Strict  Full  Time  B)__  18,500  a 

Instructor   (Strict  Full  Time  A)_-  16,300a 

Instructor   (Strict  Full  Time) 12,200a 

Regular  Academic  Ranks — Dental : 

Professor      24,400  a 

Associate  Professor   20,300  a 

Assistant   Professor   15,500  a 

Instructional  Assistants : 

Teaching  Fellow    {i   Time)    (AY)  3,960  a 

Teaching  Assistant  (4  Time)   (AY)  3,240  e 

Tutor    2.61-3.62  hr 

Reader      2.48-2.61  hr 

Professional  Research  (Nonf acuity)  : 

Full  Research  Rank 18,000  c 

Full  Research  Rank    (AY)    15,400  c 

Associate    14,300  b 

Associate    (AY)    12,300  b 

Assistant      11,400  b 

Assistant    (AY)    9,700  b 

Postgraduate      7,716  a 

Research  Assistant   (+  Time) 3,420  e 

Specialists : 

Specialist      14,916  c 

Associate      11,388  b 

Assistant    8,940  b 

Junior      7,524  e 

Coordinators  of  Public  Programs : 

Coordinator    15,700  c 

Associate      12,100  b 

Assistant       9,400  e 

.Junior     8,000  e 

For  footnotes  see  next  page. 


$10,800  c 
17,100  c 
15,200  b 
13,200  b 
11,400  a 
9,684  a 
12,000  b 
10,200  b 

$22,000  c 
18,900  c 
16,300  a 
14,100  a 
12,060  a 
10,356  a 
12,700  b 
10,900  b 

to    9,852  a 
to    8,520  a 
to   24,480  a 
to   20,844  a 

- 

21,300  a 
17,700  a 
13,300  a 

22,900  a 
18,700  a 
14,300  a 

33,700  a 

30,200  a 
23,000  a 

36,400  a 
33,400  a 
24,700  a 

20,800  b 
20,800  c 

22,000  h 
22,000  c 

28,500  a 

30,000  a 

24,700  a 

25,900  a 

18,300  a 

19,400  a 

17,000  b 
17,000  b 

18,000  b 
18,000  b 

23,200  a 

24,200  a 

20,000  a 

20,800  a 

14,700  a 

15,600  a 

13,300  li 
12,636  a 
13,300  b 

14,200  h 
13,488  a 
14,200  b 

26,300  a 
21,400  a 
16,500  a 

28,300  a 
22,700  a 
17,600  a 

3,285  e 
3.20-4.19  hr 

3,330  e 

19,800  c 
17,100  c 
15,200  b 
13,200  b 
12,000  b 
10,200  b 
8,100  a 
3,480  e 

22,000  c 
18,900  c 
16,300  a 
14,100  a 
12,700  b 
10,900  b 
8,520  a 
3,540  a 

16.404  c 

12,252  b 

9,600  b 

8,100  e 

18,564  a 
13,164  b 
10,332  a 

17,300  c 

12,900  b 

10,000  e 

8,600  e 

19,100  a 
13,700  b 
10,700  e 

$24,100  a 
20,800  a 


12,828  a 
11,112  a 
13,500  a 
11,700  a 


24,600  a 
15,300  a 


39,200  a 
36,700  a 
26,500  a 


24,100  b 
24,100  a 


25,300  b 

25,300  a 
21,700  a 
16,400  a 


14,800  b 
14,064  a 
14,800  b 


30,300  a 
18,700  a 


24,100  a 
20,800  a 


13,500  a 

11,700  a 

8,940  a 


13,836  a 


21,000  a 
14,600  a 
11,400  a 


$26,300  a 
22,800  a 


26,300  a 


42,400  a 
39,200  a 
28,400  a 


26,300  b 
26,300  a 


$28,000  a 


45,600  a 


32,600 « 


26,300  a 
22,800  a 


9,372  a 


23,000  a 


9,852 1 
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Academic  Salary  Schedule— UniversHy  of  California— Continued 

(Based  Upon  Salaries  Effective  July  1,  1968) 


STEPS 


$22,200  a  $24,200  a 


23,000  a 


RANK 
Supervisors    in    Physical    Education 
(AY): 

Supervisor   

Associate    

Assistant       

Junior     

Military  or  Air  Science  Personnel : 

Blilitary   or  Air   Science  Assistant 
Hospital  House  Stafl : 

Chief  Resident 

Resident     

Intern     — 

Agriculturists    and   Home   Economist 
in  Agricultural  Extension : 

Agriculturist,  Home  Economist 

Associate      

Assistant      

Junior     

Specialists  in  University  Extension  : 

Specialist      

Associate    

Assistant     

Junior     

Supervisors  of  Teacher  Training  and 
Demonstration  Teachers : 

Class  VI   

Class  V      

Class  IV    

Class  III  

Class  II  

Class  I  

Librarians : 

University  Librarian 

Associate  University   Librarian 

Assistant   University   Librarian 

Bio-medical  Librarian  II 

Bio-medical  Librarian  I 

Librarian  V 

Librarian   IV   

Librarian  III 

Librarian  II 

Librarian  I 

*  Period  of  employment  may  cover  either  academic  year   (AX)   or  full  12  months. 
**  Designation  of  speciality  completes  classification  title. 

a  Usual  salary  period  is  not  specified. 

b  Usual  salary  period  is  two  years. 

«  Usual  salary  period  is  two  years. 

a  Strict  full-time. 

e  Usual  salary  period  is  one  year. 

f  Amounts  include  $2,500  paid  by  hospital. 

g  The  last  annual  increments  are  allowable  only  to  persons  with  the  Doctor's  Degree. 
Schedule  A  is  applicable  to  faculty  members  in  departments  of  Medicine,  Pediatrics,  Psychiatry,  Neurology,   Dermatology,  Reha- 
bilitation. Preventive  Medicine   (where  patient  care  departments)  and  other  medical  subspecialties. 
Schedule  B  is  applicable  to  faculty  members  in  departments  of  Surgery,  Anesthesiology,  Radiology,  Neurosurgery,  Ophthalmology, 
Urology,  Orthopedic  Surgery,  Plastic  Surgery,  Oto-rhino-laryngology,   and  other  surgical  subspecialties,  Patholosy.   Obstetriea- 
(Jynecology. 
(AY)  Academic  year  as  defined  by  the  institution. 


$13,600  e 

$14,600  c 

$15,700  a 

- 

10,900  b 

11,500  b 

12,500  a 

— 

8,900  b 

9,600  b 

10,400  a 

- 

7,900  e 

8,400  e 

- 

— 

33Ga 

- 

- 

- 

8,800  a 

_ 

_ 

_ 

5,400  a 

6,200  a 

6,800  a 

$7,500  a 

4,800  a 

— 

" 

~ 

15,000  c 

16,500  c 

18,800  a 

20,200  a 

11.600  b 

12,400  b 

13,200  b 

14,000  a 

9,100  b 

9,700  b 

10,400  b 

11,100  a 

8,200  a 

- 

- 

- 

15,700  c 

17,300  c 

19,100  a 

21,000  a 

12,100  b 

12.900  b 

13,700  b 

14,600  a 

9,400  e 

10,000  e 

10,700  e 

11,400  a 

8,000  e 

8,600  e 

-~ 

~" 

10,140  to  14,760  in  15  annual  increments  g 

9,900  to  13,512  in  12 

annual  increments 

9,660  to  13,284  in  12 

annual  increments 

9,432  to  13,056  in  12 

annual  increments 

8,796  to  12.600  in  12 

annual  increments 

8,544  to  12,180  in  12  annual  increments 

18,000 

to     30,000 

16,404 

to      19,932 

14,916 

to      18,120 

14,916 

to      18,120 

12,552 

to      15,936 

12,552 

to     15,936 

10,848 

to     13,164 

9.372 

to     11,388 

7,908 

to      10,092 

7,164 

to       7,908 
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Academic  Salary  Schedule— State  Colleges 

(Based  Upon  Salaries  Effective  July  1,  1968) 

RANK 
INSTRUCTIONAL  FACULTY: 
Regular  Academic  Ranks  :  a  STEPS 

12-month  Appointment :  12                        3                        4                        5 

Professor  lib $17,424            $18,288            $19,224            $20,160            $21,180 

Professor  Ic 16,008              17,424              18,288              19,224              20,160 

Associate  professor  lib 13,644              14,328              15,036              15,804              16,608 

Associate  professor  Ic  13,008              13,644              14,328              15,036              15,804 

Assistant  professor  lib 10,800              11,340              11,904              12,504              13,116 

Assistant  professor  Ic  10,284              10,800              11,340              11,904              12,504 

Instructor  lib  9,804              10,284              10,800              11,340              11,904 

Instructor  Ic  9,324                9,804              10,284              10,800              11,340 

Assistant   8,052                8,460                8,892 

Academic  Year  Appointment :  d 

Professor    lib    15,036              15,804              16,608              17,424              18,288 

Professor    Ic    14,328              15,036              15,804              16,608              17,424 

Associate  professor  lib  11,808              12,384              13.008              13,644              14,328 

Associate  professor  Ic  11,244              11,808              12.384              13,008              13.644 

Assistant  professor  lib  9,324                9.804              10,284              10,800              11,340 

Assistant  professor  Ic  8,892                9,324                9,804              10,284              10,800 

Instructor  lib  8,460                8,892                9,324                9,804              10,284 

Instructor  Ic  8,052                8,460                8,892                9,324               9,804 

Assistant   6,972                7,320                7,680 

Vocational  Instruction : 

12-month  Appointment : 

Principal    17,424              18.288              19,224              20,160              21,180 

Senior , 13,644              14,328              15,036              15,804              16,608 

Intermediate   10.284              10.800              11.340              11,904              12..504 

Junior 9,324                9,804              10,284              10,800              11,340 

Academic  Year  or  10-month  Appointment  :3 

Principal    15,036              15,804              16,608              17,424              18,288 

Senior 11,808              12,384              13,008              13,644              14..328 

Intermediate   8,892                9,324                9.804              10,284              10.800 

Junior 8,052                8,460                8,892                9,324                9,804 

Instructor  :  e  SALARY  RANGES 

12-month  appointment 8,052      to      21,180 

Academic  year  appointment  d 6,972      to      18,288 

Lecturer :  ' 

12-month  appointment,  range  A-H 9,324      to      21,180 

Academic  year  appointment,  range  A-H 8,052      to      18,288 

SALARY  RANGES 

Academic  Yeai-  12  Month 

Associate  dean  of  school  gn 6.972      to      18,288                                        8.0.52      to      21,180 

Division  chairman  gh 6,972      to      18,288                                        8,052      to      21,180 

Curriculum  supervisor  gh  6,972      to      18,288                                        8,052      to      21,180 

Curriculum  evaluator  gh 6,972      to      18.288                                        8.052      to      21,180 

Director  of  gib 6,972      to      18.288                                        8.052      to      21,180 

Coordinator  of  gib __  6,972      to      18,288                                        8,052      to     21,180 

Production  manager  gb  6,972      to      18,288                                        8,052      to      21,180 

Farm  manager  gh 6.972      to      18,288                                        8.052      to      21,180 

Horse  department  manager  gb 6,972      to      18.288                                        8.052      to      21,180 

Counselor  e 6,972      to      18,288                                        8.052      to      21,180 

Test  officer  g 6,972      to      18,288                                        8,052      to      21,180 

Placement  officers 6,972      to      18,288                                        8,052      to      21,180 

Publications  managers 6,972      to      18.288                                        8,052      to     21,180 

Placement  officer 6,972      to      18,288                                        8,052      to      21,180 

Publications  manager 6.972      to      18.288                                        8.052      to      21,180 

Housing  coordinator 6.972      to      18,288                                        8,0.52      to     21,180 

Vocational  instructor — building  program 6,972      to      18,288                                        8,052      to     21,180 

Summer  session  instructional  faculty 6,972      to      18,288                                        8,052      to      21,180 

Extension  instructional  faculty 6,972      to      18,288                                        8,052      to      21,180 

STEPS 

Laboratory  Demonstration  Elementary  School :  12                       3                       4                       5 

Principal    9.324      to      21,180 

Assistant  principal 9,324      to      21,180 

Laboratory  School  Teacher : 

Range  A 9,168                9,612              10,104              10,608              11,124 

Range  B 10,104              10.608              11,124              11,676              12,276 

Range  C 11,124              11,676              12,276              12,888              13,536 

Extension  Instructional  Faculty : 

Range  A  (lecture  or  discussion  course) 286      to           361  per  semester  unit 

Range  B  (activity  course) 372      to           470  per  semester  unit 

Range  C  (science  laboratory  course) 429      to           542  per  semester  unit 

Summer  Session  Instructional  Faculty : 

Resident  faculty 198      to           472  per  unit 

Visiting  faculty — in-state 265      to           519  per  unit 

Visiting  faculty — out-of-state 1,050      to        3,150  per  session 

Demonstration  instructional  faculty 5      to             20  per  demonstration 

a  The  maximum  percentages  for  the  academic  ranks  of  professor,  principal   instructor,   principal   vocational   instructor  and   associate 

professor,  senior  instructor  and  senior  vocational  instructor  will  not  exceed  60  percent  of  the  total  number  of  all  faculty  members 
having  academic  rank. 

b  Persons  whose  minimum  academic  or  professional  preparation  is  equivalent  to  a  doctor's  degree. 

c  Persons  whose  minimum  academic  or  professional  preparation  is  equivalent  to  a  college  degree. 

d  Academic  year  as  defined  by  the  institution. 

e  The  ranks  and  salaries  of  persons  with  this  classification  parallel  those  indicated  for  regular  academic  ranks. 

'  Range  and  rate  of  pay  dependent  upon  experience  and  professional  achievements. 

g  Academic  rank  and  salary  of  persons  in  these  classifications  dependent  upon  academic  or  professional  preparation. 

b  Classification  and  salary  range  not  yet  established  by  the  Trustees  of  the  California  State  Colleges.  -,,— - : 

1  Designation  of  specialty  or  activity  completes  classification  title. 
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Salary  Schedule  for  Librarians— State  Colleges 

(Based  Upon  Salaries  Effective  July  1,  1968) 
STEPS 


1 

College  librarian $17,604 

Librarian  V 12,192 

Librarian  IV 11,076 

Librarian  III 9,108  9,564  10,044  10,548  11,076  $11,628 

Librarian  II 7,932  8,328  8,748  9,180  9,648  10,128  $10,632 


Librarian  I 7,200 

Library  assistant  II 6,852 

Library  assistant  I 5,904 


2 

3 

4 

5 

$18,480 

$19,404 

$20,388 

$21,396 

12,804 

13,440 

14,112 

14,808 

11,628 

12,192 

12,804 

13,440 

9,564 

10,044 

10,548 

11,076 

8,328 

8,748 

9,180 

9,648 

7,560 

7,932 

— 

— 

7,188 

7,536 

7,920 

8,304 

6,204 

6,516 

6,852 

7,188 
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LEGISLATIVE 


11 


LEGISLATIVE   COUNSEL   BUREAU 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
60 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Administrative : 

Legislative    counsel    

Cliicf  deputy  legislative  counsel 

Legal : 

Prin  deputy  legislative  counsel  II 

Principal  deputy  legislative  counsel  I 

Deputy  legislative  counsel  IV 

Deputy  legislative  counsel   III 

Deputy  legislative  counsel  II 

Jr  counsel 

Student  legal  asst   

Indexing : 

Supervisor  of  law  indexing 

Asst  supvr  of  law  indexing 

Sr  law   indexers 

Law  indexers 

Clerk  steno  II 

Library  : 
Librarian   III    

Office: 

Supvng  legal  steno  II 

Siipvng  legal  steno  I 

Secretary   II    

Accountant    I    

Sr   legal    steno    

Sr  steno   

Sr  clerk-typist 

Sr  file  clerk 

Clerk-typist  II 

Clerk  II   

Clerk    I    

Temporary   help    

Overtime     

Totals,    Authorized    Positions    


SALABY  RANGE 


1 

1 

1 

$30,319 

$30,319 

$30,319 

1 

1 

1 

1,882-2,186 

26,232 

26,232 

4.8 

3 

3 

1,708-2,076 

87,192 

74,736 

2 

6 

6 

1,626-1,976 

140,234 

142,272 

5.3 

8 

15 

1,548-1,882 

147,567 

289,098 

7 

11 

12 

1,213-1,475 

155,410 

179,449 

13.1 

10 

7 

905-1,100 

111,975 

79,800 

5.7 

5 

— 

7S3-950 

40,624 

— 

0.5 

1 

1 

710-863 

7,008 

7,008 

0.5 

1 

1 

998-1,213 

12,276 

12,888 

1 

1 

1 

905-1,100 

11,130 

11,688 

- 

2 

2 

599-728 

16,342 

16,608 

6 

6 

6 

543-660 

42,500 

44,660 

0.2 

1 

1 

- 

5,467 

5,743 

0.8 

1 

1 

710-863 

8,277 

8,439 

1.6 

1 

1 

710-863 

9,510 

9,776 

1.6 

2 

2 

628-764 

18,048 

18,336 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

584-710 

8,520 

8,520 

7.9 

10 

10 

543-660 

75,687 

77.009 

2.2 

3 

3 

505-614 

19,908 

21,392 

1.3 

1 

1 

492-599 

7,188 

7,188 

1.1 

1 

1 

492-599 

6.908 

7,188 

3.2 

2 

9 

415-505 

10,630 

12.020 

2.8 

2 

2 

415-505 

12,120 

12,120 

0.8 

2 

2 

359-435 

8,994 

9,426 

34.8 

18 

18 

(204,770) 

128,296 

128,296 

0.9 

1 

1 

(6,392) 
$1,048,524 

10,208 
$1,167,966 

10,208 

109.1 

103 

103 

$1,259,815 

LAW   REVISION   COMMISSION 


Commission  member  (7)  per  diem. 

Executive   secretary   

Asst  executive  secretary 

Sr  attorney    

Administrative  asst  I 

Jr  counsel 

Sr  legal  steno 

Clerk-typist  II    

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

0.2 

- 

- 

$20  day 

$3,500 

$3,500 

1 

1 

1 

1,708-2,076 

24,912 

24,912 

1 

1 

1 

1,548-1,882 

20,496 

21,516 

0.4 

1 

1 

1,337-1,626 

16,044 

16,860 

1 

1 

1 

783-950 

10,440 

10,950 

0.6 

1 

1 

783-950 

9,624 

10,104 

0.1 

1 

1 

543-660 

7,188 

7,188 

1 

1 

1 

415-530 

6,060 

6,060 

0.8 

1 

1 

(7,043) 

7,395 

7,395 

6.1 


$78,417 


$105,659 


$108,485 
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JUDICIAL 


SUPREME  COURT 


SALAEIES  AND  WAGES 


NO.  0 

h  KOBI 

IONS 

ACTUAL 

ESTIMATED 

PROPOSED 

67-68 
(Filled) 

68-69 
(Auth.) 

69-70 
(Aulh.) 

1967-68 

1968-69 

1969-70 

SALARY  RANGE 

1 

1 

1 

$41,578 

$40,312 

$41,578 

6 

6 

6 

39,132 

229,460 

234,792 

1 

1 

1 

23,100 

23,100 

23,100 

1 

1 

1 

20,475 

20,475 

20,475 

1 

1 

1 

1,708-2,076 

24,912 

24,912 

6.3 

8 

8 

1,548-1,882 

166,006 

170,938 

2 

2 

2 

1,273-1,548 

37,079 

37,152 

1 

1 

1 

1,100-1,475 

17,700 

17,700 

3 

2 

2 

1,155-1,475 

31,734 

32,436 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

1 

905-1,213 

13,200 

13,200 

5 

5 

5 

950-1,155 

69,300 

69,300 

1 

1 

1 

950-1,155 

12,226 

12,836 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

905-1,100 

13,200 

13,200 

1 

2 

2 

905-1,100 

24,060 

24,600 

2.S 

2 

905-1,100 

24,600 

25,176 

2 

2 

2 

853-1,048 

25,1.52 

25,152 

1 

i 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

710-863 

10,356 

10,3.56 

1.5 

2 

2 

710-863 

18,876 

19,308 

11.8 

12 

12 

783-863 

120,492 

124,272 

10.4 

10 

10 

644-783 

90,088 

91,780 

1 

1 

1 

644-783 

9,026 

9,396 

1 

1 

1 

556-676 

8,112 

8,112 

1 

1 

1 

543-660 

7,920 

7,920 

1 

1 

1 

492-599 

7,188 

7,188 

1.1 

2 

2 

(10,102) 

15,236 

15,236 

1 

2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Chief  justice  a  

Associate   justice  a    

Clerk   

Reporter  of  decisions 

Principal  attorney 

Attorney  IV 

Asst  reporter 

Cliief  deputy  clerk 

Attorney  III    

Asst  chief  deputy  clerk 

Law  librarian    

Deputy  clerk — sr  grade 

Administrative  asst  II 

Secretary    

Deputy  clerk    

Research  asst  II 

Attorney  II   

Asst  secretary  II 

Asst  reporter  of  decisions  I 

Administrative  asst  I 

Bailiff    

Asst  secretary  I 

Research  asst  I 

Judicial  secretary  II 

Asst  librarian    

Deputy  bailiff 

Judicial  secretary  I 

Sr  clerk 

Temporary  help 

Totals,  Authorized  Positions 69.9         72  72  $988,038  $1,109,746 

a  In  accordance  with  Section  68203  of  the  Government  Code,  salary  range  changes  based  on  per 
vided  effective  September  1,  1968. 


$1,132,051 
capita  income  increases  were  pro- 


JUDICIAL  COUNCIL 


Adm  director  of  the  courts 

Deputy  director 

Attorney  IV 

Research   director 

Attorney  III 

Personnel  &  budget  officer 

Sr  statistician 

Administrative  asst  II 

Assoc  statistician 

Attorney   II   

Office  supvr  I 

Secretary  II  

Judicial  secretary  II 

Statistical   clerk    

.Judicial  secretary  I 

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions. 


SALARY  RANGE 

1 

1 

1 

$31,500 

$31,500 

$31,500 

1 

1 

1 

1,793-2,179 

26,148 

26,148 

5 

5 

5 

1,548-1,882 

108,445 

111,496 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

- 

2 

2 

1,155-1,475 

27,720 

29,112 

1 

1 

1 

1,155-1,405 

16,656 

16,860 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

2 

2 

2 

950-1,155 

27,720 

27,720 

2 

9 

2 

950-1,155 

27,720 

27,720 

2 

_ 

- 

90.5-1,100 

- 

- 

1 

1 

1 

783-950 

11,400 

11.400 

1 

1 

1 

644-783 

9,396 

9,396 

2.9 

3 

3 

644-783 

27,348 

27,781 

2 

2 

*> 

556-676 

16,224 

16,224 

4.5 

5 

5 

543-660 

34,294 

36,013 

1 

1 

1 

415-530 

5,691 

5,985 

0.2 

0.1 

0.1 

(1,796) 

583 

583 

2S.6 


29.1         29.1 


$376,859 


$406,281 


$413,374 


COMMiSSION   ON   JUDICiAL   QUALSFECATIOS^S 


SALARY  RANGE 


Executive   secretary   

Secretary 
Temporary  help 

1 
1 

1 
1 
0.1 

1 
1 
0.1 

$1,27.3-1,548 
543-660 

$18,357 

7,920 

951 

Totals,  Authorized  Positions 

2 

2.1 

2.1 

$24,106 

$27,228 

$18,576 

7,920 

951 

$27,447 
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COURT   OF  APPEAL,   FIRST  APPELLATE   DISTRICT 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllld)      lAalh.)       (Aulli.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  RANGE 

Presiding  justice 4              4              4  $30,687  a  $142,280  $146,748 

Associate  justice 8             8             8  36,687  a  284,560  293,496 

Clerk    111  18,900  18,900  18,900 

Attorney  III   2              2              2  1,155-1,475  33,360  34,152 

Chief  deputy  clerk 111  950-1,155  13,860  13,860 

Deputy   clerk   2.2           3              3  863-1,048  35,596  37.278 

Kesearch  asst  I 12            13            13  783-863  130,284  134,376 

Judicial  secretary  II 13            14            14  644-783  129,654  130,260 

Janitor 12              2  415-505  11.160  11,412 

Temporary  help 0.7           0.7           0.7  (6,097)  4,582  4,582 

Totals,  Authorized  Positions 44.9         48.7        48.7  $675,777  $804,236  $825,064 

a  In  accordance  with  Section  68203  of  the  Goveinment  Code,  salary  range  changes  based  on  per  capita  income  increases  were  pro- 
vided effective  September  1,  1968. 

COURT  OF   APPEAL,  SECOND   APPELLATE   DISTRICT 

SALARY  RANGE 

Presiding  justice 5              5              5  $36,6847  a  $177,850  $183,435 

Associate  justice 10            15            15  36,687  a  470,013  550,305 

Clerk   111  18,900  18,900  18,900 

Attorney  IV 1.7           5              5  1,548-1,882  97,356  101,124 

Attorney  III   6              9              9  1,155-1,475  116,120  141,416 

Chief  deputy  clerk 111  950-1,155  13,860  13,860 

Attorney  II   1.3           1              1  905-1,100  10,860  11,040 

Deputy  clerk   5              7              7  863-1,048  72,630  81,198 

Court  reporter-secretary   4              4              4  821-998  44,388  45,606 

Research  asst  I 9.2         11            11  783-863  109,198  111,816 

Judicial  secretary  II 16.2         22            22  644-783  190,317  200,292 

Judicial  secretary  I ^ 2.8           2              2  543^660  15,282  15,648 

Accounting  technician 0.8           1              1  492-599  6,204  6,504 

Janitor  foreman  I 111  457-556  6,672  6,672 

Janitor    2              2              2  415-505  12,120  12,120 

Temporary  help 0.3           -             -  (1,907) 

Totals,  Authorized  Positions 67.3         87            87  $980,642  $1,361,770  $1,499,936 

a  In  accordance  with  Section  68203  of  the  Government  Code,  salary  range  changes  based  on  per  capita  income  increases  were  provided 
effective  September  1,  1968. 

COURT  OF  APPEAL,  THIRD   APPELLATE   DISTRICT 

SALARY  RANGE 

Presiding  justice   111  $36,687  a  $35,570  $36,687 

Associate    justice    2              3              3  36,687  a  106,710  110,061 

Clerk   111  17,325  17,325  17,325 

Attorney  IV 2              2              2  1,548-1,882  39,188  41,162 

Attorney  III 0.3           2              2  1,155-1,475  20,665  31,560 

Attorney  II    0.5           1              1  905-1,100  11,130  11,688 

Deputy  clerk    111  863-1,048  11,400  11,976 

Court  reporter-secretary 111  821-998  11,130  11,688 

Research  asst  I 1.3          -             -  783-863  1,700 

Judicial  secretary  II 4              5              5  644-783  37,472  44,652 

Janitor    111  415-505  6,060  6,060 

Temporary  help 0.1           0.1           0.1  (631)  458  458 

Totals,  Authorized  Positons 15.2         18.1         18.1  $223,669  $298,808  $323,317 

a  In  accordance  with  Section  68203  of  the  Government  Code  salary  range  changes,  based  on  per  capita  income  increases,  were  pro- 
vided effective  September  1,  1968. 
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COURT  OF  APPEAL,   FOURTH  APPELLATE   DISTRICT 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
[Filled)       (Anlh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  RANGE 

Presiding  justice 2              2              2                    $36,687  a  $71,140  $73,374 

Associate  justice 4              4              4                      36,687  a  142,280  146,748 

Clerk   1              1'            1                      17,325  17,325  17,325 

Attorney  II 2.2           2              2                905-1,100  22,170  23,280 

Deputy  clerk 3              3              3               863-1,048  35,616  36,778 

Court  reporter-secretary 2              2              2                   821-998  23,061  23,616 

Research  asst  I 5.2           6              6                   783-863  60,174  62,010 

Judicial  secretary  II 4              4              4                   644-783  37,251  37,584 

Judicial  secretary  I 111                   548-660  7,160  7.507 

Temporary   help    0.4           0.2           0.2                   (2,966)  1,050  1,050 

Totals,  Authorized  Positions 24.8         25.2         25.2               $365,066  $417,227  $429,272 

a  In  accordance  with  Section  68203  of  the  Government  Code,  salary  range  changes  based  on  per  capita  income  increases  were  provided 
effective  September  1,  1968. 

COURT   OF   APPEAL,   FIFTH   APPELLATE   DISTRICT 

SALARY  RANGE 

Presiding  justice 111                    $36,687  a  $35,570  $36,687 

Associate  justice 2              2              2                      36,687  a  71,140  73,374 

Clerk    111                      17,325  17,325  17,325 

Attorney  III 2              2              2            1,155-1,475  31,448  33,040 

Deputy  clerk 111                863-1,048  12,576  12,576 

Court   reporter-secretary   111                   821-998  11,976  11,976 

Research  asst  I 1.5           2              2                   788-863  19,746  20,712 

Judicial  secretary  II 2              2              2                  644-783  18,237  18,792 

Temporary  help 0.1           0.1           0.1                      (171)  903  903 

Totals,  Authorized  Positions 11.6         12.1         12.1              $188,098  $218,921  $225,385 

a  In  accordance  with  Section  68203  of  the  Government  Code,  salary  range  changes  based  on  per  capita  income  increases  were  pro- 
vided effective  September  1,  1968. 
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SECRETARY   FOR   BUSINESS  AND   TRANSPORTATION 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Fllltd)      (tolh.)      lAnlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


Administrator    

Asst  to  the  agency  adm 

Secretary  II  

Secretary  I  

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

$28,875 

$28,875 

$28,875 

1 

1 

1 

24,675 

24,675 

24,675 

0.5 

1 

1 

644-783 

9,396 

9,396 

- 

1 

1 

5S4-710 

8,010 

8,520 

2.5 


$56,010 


$70,956 


$71,466 


SECRETARY   FOR   HUMAN   RELATIONS 


ADMINISTRATION 

Administrator 

Asst  to  the  agency  administrator 

Asst  to  the  administrator 

Secretary  II  

Supvng  clerk  I 

Sr  stenographer 

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

$28,875 

$28,875 

$28,875 

1 

1 

24,675 

24,675 

24,675 

1 

1 

1,475-1,793 

18,654 

19,594 

1 

1 

644-783 

9,396 

9,396 

- 

1 

571-692 

7,728 

8,112 

1 

— 

- 

505-614 

— 

- 

$83,053 


$89,328 


$90,652 


70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 
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SECRITARY  FOR   RESOURCES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
38 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 


Secretary  

Asst  to  the  secretary 

Resources  planning  coordinator 

Federal  resources  project  coordinator- 
Secretary  II 

Sr  stenographer 

Stenographer  II  

Temporary  help 

Totals,  Authorized  Positions 


SALARY  EANGB 

1 

1 

1 

$28,875 

$28,875 

$28,875 

1 

1 

1 

24,675 

24,675 

24,675 

- 

1 

1 

1,213-1,475 

14,556 

15,276 

1 

1 

1 

1,155-1,405 

15,788 

16.588 

1 

1 

1 

644-783 

9,396 

9,396 

0:6 

2 

2 

505-614 

13,308 

13,728 

2.3 

1 

1 

446-543 

6,516 

6,516 

0.2 

0.3 

0.3 

(1,086) 

1,626 

1,626 

7.1 


8.3 


8.3 


$92,697 


$114,740 


$116,680 


SECRETARY  FOR  AGRICULTURE  AND  SERVICES 

ADMINISTRATION  a 

SALARY  RANGE 

Secretary -             1              1                    $28,875  $22,859  $28,875 

Asst  to  the  secretary -              1              1                      24,675  19,534  24,675 

Secretary  II -             1              1                  644-783  7,438  9,396 

Sr  stenographer -             1              1                  505-614  5,833  7,368 

Totals,  Authorized  Positions -  4  4  -  $55,664  $70,314 

a  The  Secretary  for  Agriculture  and  Services  succeeded  to  the  function  of  the  Youth  and  Adult  Corrections  Agency  by  virtue  of  Re- 
organization Plan  No.  1,  Statutes  of  1968,  effective  September  14,  1968. 

YOUTH  AND  ADULT  CORRECTIONS  AGENCY 

ADMINISTRATION  a 

SALARY  RANGE 

Administrator _  _  _  $28,875 

Assistant  to  the  agency  administrator  0.4  -  -  24,675  $4,393  - 

Secretary  II 0.3  -  -  644-783 

Sr  stenographer 0.2  -  -  505-614  -  - 

Totals,  Authorized  Positions 0.9  -  -  $13,285  $4,393 

a  The  Secretary  for  Agriculture  and  Services  succeeded  to  the  functions  of  the  Youth  and  Adult  Corrections  Agency  by  virtue  of  Be- 
organization  Plan  No.  1,  Statutes  of  1968. 


EXECUTIVE 
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DISASTER  OFFICE 


SALAHIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFillid)      (Aiith.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 
63 

64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Executive: 

Director    1  1 

Deputy  director 0.4  1 

Asst   to   tlie  director 1  1 

Sr   stenographer   -  1 

Planning  and  Operations  Division : 

Chief    1  1 

Sr   stenographer   1  1 

Planning  Section  : 

Sr  emergency  operations  planner 1  1 

Sr  coordinator 1  - 

Sr  program  analyst 0.7  1 

Asst  project  oiBcer 0.3  - 

Training  and  education  officer 0.8  1 

Information  officer -  1 

Asst  emergency   operations  planner  1  1 

Stenographer   II    -  1 

Communications  Section : 

Communications  and  warning  officer  0.6  1 

Operations  officer 0.1  - 

Coordinator,  communications 3.1  3 

Warning  controller 4.2  4 

Cleik-typist    II    1  1 

Radiological  and  Intelligence  Section  : 

Radiological  and  intelligence  officer  -  1 

Administrator,   tech  operations 1  — 

Coordinator,  radiological 0.1  - 

Law  Enforcement  Division : 

Chief   1  1 

Sr   coordinator,   law   enforcement 0.2  1 

Coordinator,  law  enforcement 0.7  1 

Clerk-typist   II    1  1 

Fire  and  Rescue  Division  : 

Chief    1  1 

Sr  coordinator,  fire  services 0.2  1 

Coordinator,   fire  services 4.8  4 

Heavy  equipment  mechanic -  1 

Stenographer  II —  1 

Clerk-typist  II -  1 

Medical  and  Health  Division  :  a 

Emergency  medical  consultant 0.5  — 

Sr  coordinator 1  - 

Emergency  nursing  coordinator 0.5  - 

Field  representative 0.9  - 

Medical   programs   assistant 0.1  — 

Fiscal  and  Administration  Division  : 

Chief 1  1 

Secretary  II 1  1 

Federal  Financial  Programs  Section  : 

Chief    -  1 

Administrator,  fed  assistance  div 1  - 

Supervisor,  fed  assistance  programs  0.1  — 

Surplus  property  representative  II  1  1 

Sr  stenographer -  1 

Sr  tvpist-clerk 1  1 

Clerk-typist  II -  3 

Disaster  Service  Unit : 

Emergency  fed  assistance  officer 1  1 

Stenographer  II —  1 

Protective  Shelter  Design  Unit : 

Protective  shelter  oflicer 0.2  1 

Engineering  specialist  I 0.8  — 

Field  rep,  shelter  planning 0.5  1 

Stenographer  II -  1 

Personnel  Section : 

Sr  stenographer 0.5  — 

Sr  typist-clerk -  O.S 

Clerk-typist  II 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


1 
1 
1 
1 

SALARY  RANGE 

Sl,881 

1,337-1,626 

998-1,213 

505-614 

$22,575 

17,210 

14.556 

7,098 

$22,575 
18,065 
14,556 

7,368 

1 
1 

1,213-1,4.07 
505^14 

17,700 
7,368 

17,700 
7,368 

1 
1 

1 

1 
1 
1 

998-1,213 
998-1.213 
998-1,213 
950-1,155 
950-1,155 
90.5-1,100 
746-905 
446-543 

14,556 

12,680 

11,400 

lO.SGO 

10,860 

5,467 

14,556 

13,310 

11.976 

11,400 

10,860 

5,743 

1 

3 

4 

1 

1,155-1,405 

99,8-1.213 

863-1.048 

764-927 

415-530 

13,860 

37.378 

43,770 

6,060 

14,556 

37,728 

44.281 

6,060 

1 

1,100-1,-337 

1,213-1,475 

863-1,048 

16,044 

16,044 

1 

1 
1 
1 

1,213-1,475 

998-1,213 

863-1,048 

435-530 

17,700 

14,382 

10,692 

6,360 

17,700 

14,556 

11,220 

6,360 

1 

1 
4 

1 
1 
1 

1,213-1,475 

998-1.213 

863-1,048 

710-783 

446-543 

415-530 

17,700 

13,310 

50,304 

9,396 

6,516 

6,060 

17.700 

13,976 

50.304 

9.396 

6.516 

6,060 

- 

1,304-1.587 

950-1,155 

905-1,100 

746-905 

746-905 

- 

- 

1 
1 

1,213-1,475 

644-783 

17,700 
9,396 

17,700 
9,396 

1 

1 
1 
1 
3 

1,100-1,337 
1,150-1,405 
905-1,100 
746-905 
505-614 
492-599 
415-530 

16,860 

10,860 

7,278 

7,188 

18,180 

16,860 

10,860 
7,368 
7,188 

18,180 

1 
1 

998-1,213 
446-543 

14,556 
6,516 

14,556 
6,516 

1 

1 
1 

998-1,213 

905-1,155 

863-1,048 

446-543 

14,556 

12,576 
6,412 

14,556 

12,576 
6,516 

0.8 

1 

505-614 
492-599 
415-530 

5,013 
6,060 

5,265 
6,060 
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EXECUTIVE 


DISASTER  OFFfCi — Continued 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Office  Services  Section  :  SALARY  RANGE 

Manngement  services  officer 0.1  -  -  998-1,213 

Accounting  officer  III 111  950-1,155 

Business   services   officer 111  783—950 

Accountant  I -  1  1  584^710 

Supvng   typist-clerk   I 111  571-692 

Sr  account  clerls -  1  1  492-599 

Accounting  techn 111  492-599 

Duplicating  machine  opr  II -  1  1  457-556 

Account  clerk  II -  1  1  415-505 

Clerk-typist  II 12  2  415-530 

Clerk   II   -  2  2  415-505 

Building  maint  man 0.9  1  1  584-644 

Laborer -  1  1  505-556 

Janitor   foreman   -  1  1  457-556 

Janitor -  1  1  415-505 

Regional  Office  Services : 
Region  I  and  VI : 

Regional  manager  II 0.6  1  1  1,213-1.475 

Coordinator    1.2  -  -  863-1,048 

Coordinator,   communications 111  863-1,048 

Regional  plans  field  rep -  3  3  746-905 

Federal  programs   rep 0.3  1  1  676-821 

Surplus  property  rep  I 0.8  -  -  614—746 

Stenographer  II   1  1.7  1.7  446-543 

Region  II : 

Regional  manager  II 111  1,213-1,475 

Coordinator    0.7  -  -  863-1,048 

Field  rep,  shelter  planning 0.5  1  1  863-1,048 

Regional  plans  field  rep -  1  1  746-905 

Region  II : 

Federal  programs  rep   0.3  1  1  676-821 

Surplus  property  representative  I 0.7  -  -  614-746 

Stenographer  II   12  2  446-543 

Region  III  &  IV  : 

Regional  manager  I 0.7  -  -  1,100-1,337 

Coordinator    0.4  -  -  863-1,048 

Regional  plans  field  rep 0.1  1  1  746-905 

Clerk-typist   II    0.8  1  1  415-530 

Region  V : 

Emergency  operations  planner 0.6  -  -  863-1,048 

Coordinator,  communications 111  863-1,048 

Coordinator,  radiological 0.1  -  -  863-1,048 

Sr  clerk-typist -  1  1  492-599 

Radiological  Instrument  Study 
Contract :  b 

Project   officer   0.9  0.6  -  905-1,100 

Asst  project  officer 1  0.6  -  746-905 

Sr  instrumentation  tech 1  0.6  -  728-884 

Instrumentation  tech 0.4  0.6  -  628-764 

Skilled  laborer 0.3  -  -  584-644 

Clerk-typist   II    -  0.6  -  415-530 

Radiological  Instrument  Maintenance 
Contract :  c 

Radiological  maintenance  officer 1  0.8  -  998-1,213 

Inspector 1  2.4  -  728-884 

Sr  instrumentation  tech 2.7  1.6  -  728-884 

Instrumentation  tech 3.6  3.2  -  628-764 

Clerk-typist  II -  0.8  -  415-530 

Laborer -  0.8  -  505-556 

Community  Shelter  Planning 
Contract :  d 

Community  shelter  planning  officer 1  1  —  1,155-1,405 

Demographer    -  1  -  950-1,1.55 

Sr  delineator -  1  -  746-905 

Graphic  artist -  1  -  584-710 

Sr  stenographer —  1  —  505-614 

Clerk-typist   II   -  1  -  415-530 

Temporary  help -  1  1  (10,154) 

GRAND  TOTALS,  AUTHORIZED  PO- 
SITIONS          72         104.1  85.5  $810,336 

a  Program  transferred  to  the  Department  of  Public  Health  January  1,  1968. 
b  Federal  contract  expires  January  31,  1969. 
c  Federal  contract  expires  April  30,  1969. 
4  Federal  contract  expires  June  SO,  1969. 


13,860 

13,860 

11,400 

11,400 

8,520 

8,520 

8,304 

8,304 

6,740 

7,076 

7,132 

7,188 

5,622 

5,910 

6,060 

6,060 

12,120 

12,120 

10,584 

10,800 

7,248 

7,608 

6,672 

6,672 

6,185 

6,490 

6,060 

6,060 

14,556 

15,276 

11,220 

11,784 

26,856 

28,188 

9,510 

9,852 

10,634 

10,841 

17,700 

17,700 

12,576 

12,576 

8,952 

9,396 

9,510 

9,852 

12,772 

13,032 

8,989 

9,434 

6,060 

6,060 

11,640 

12,226 

6,572 

6,908 

7,286 

_ 

5,747 

— 

5,853 

- 

4,396 

- 

3,535 


12,130 
24,898 
16,776 
26,736 
5,050 
5,560 


15,980 
11,400 
8,952 
7,008 
7,278 
5,100 
5,000 


$1,037,752 


5,000 


$877,724 


EXECUTIVE 
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COUNCIL   ON    INTERGOVEi^NMENTAL   RELATIONS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllsil)      (Auth.)      (Amh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALAEY  RANGE 

Executive  secretary 111           $1,155-1,405                $16,860  $16,860 

Sr  planner  a -             1              1            1,155-1,405                  13,345  16,860 

Assoc  planner  a -              1              1               950-1,155                    9,169  12,126 

Asst  planner  a -              3              3                  783-950                  28,188  29,556 

Sr  steno   0.1           1              1                  505-614                    6,060  6,516 

Steno  II  a -              2              2                  446-543                    9,932  12,824 

Temporary  help _              _              _                            (50)                           -  - 

Totals,  Authorized  Positions 1.1           9              9                   $16,941                $83,554  $94,742 

a  Positions  transferred  effective  9-13-68  from  the  Department  of  Finance  in  accordance  with  the  Governor's  Reorganization  Plan  No.  1. 

OFFICE   OF   THE   LIEUTENANT   GOVERNOR 


Lieutenant  Governor   

Executive  asst  to  Lieutenant  Governor 

Asst  to  Lieutenant  Governor 

Public  info  officer  II 

Administrative  asst  II 

Administrative   asst   I 

Jr   staff   analyst   

Secretary    II 

Student   legal   asst : 

Administrative    trainee    

Sr  steno 

Sr  clerk-typist 

Steno  II  

Clerk-typist  II 

Steno  I  

Temporary  help 

Totals,   Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

$25,000 

$25,000 

$25,000 

- 

1 

1 

1,405-1,708 

20,496 

21,520 

1 

1 

1 

1,337-1,626 

19.512 

19.512 

- 

1 

1 

1,048-1,273 

15,276 

16,040 

1 

2 

2 

950-1,155 

27,720 

29,106 

0.7 

_ 

_ 

7S3-950 

- 

- 

1.8 

1 

1 

644-783 

9,396 

9,396 

0.5 

1 

1 

64-1-783 

9,396 

9,396 

0.4 

— 

_ 

480-863 

— 

— 

0.8 

_ 

_ 

610-710 

- 

- 

1 

1 

505-614 

7,368 

7,368 

0.5 

1 

1 

492-599 

6,334 

7,334 

0.6 

_ 

_ 

446-543 

— 

— 

1.3 

2 

2 

415-580 

12,135 

12,720 

0.4 

_ 

405^92 

— 

- 

0.4 

- 

- 

(2,525) 

- 

- 

10.4 


12 


12 


$107,386 


$152,633 


$157,392 
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Bss^rd  of  Administration 


GENERAL  ADMINISTRATION 


PUBLIC   EMPLOYEES'   RETIREMENT  SYSTEM 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tilth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 
50 
51 
52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


ADIVIINISTRATION 

Executive : 

Executive  officer   1  1 

Asst  executive  officer  a 1  1 

Actuarial : 

Actuary     1  1 

A.sst    actuary    2  2 

Actuarial   asst -  1 

Retiremeut   officer  II   1  1 

Sr  clerk-tvpist 1  1 

Clerk-typist  II 1  1 

Legal : 

Administrative    adviser    1  1 

Asst  counsel 1.8  2 

Sr   legal   stenographer   1  1 

Legal  stenographer 1  1 

Investments :  b 

Chief   of   investments 1  1 

Sr  stenographer 1  1 

Bond  Investments : 

Investment    officer    0.5  0.5 

Asst   investment   officer 0.8  1.5 

Asst  economic  analyst 1.5  1 

Administrative — trainee    0.1  1 

Sr    stenographer    0.9  1 

Mortgage  In-^'estments : 

Mortgage  loan  officer 1  1 

Mortgage  loan   specialist 3  3 

Asst  mortgage  loan  specialist 2  2 

Sr   stenographer    1  1 

Stock  Investments : 

Investment  officer 0.6  2 

Securities    trader    —  1 

Asst  investment  officer -  1 

Sr   stenographer   -  1 

Administrative  Services : 

Adm  service  officer  I 1  1 

Assoc  research   analyst 1  1 

Assoc  mgt  analyst 1  1 

General  auditor  III 0.8  1 

Supvng   clerk   II 1  1 

Accountant   I 1  1 

Supvng  file  clerk  I 1  1 

Sr    stenographer    1  1 

Sr  clerk 1.1  2 

Sr    clerk-typist    2  2 

Sr  file  clerk 1  1 

Stock  clerk 1  1 

Clerk-typist    II    6.8  6 

Clerk   II   16  15 

Clerk-tvpist  I 0.1  1 

Clerk    I    0.8  1 

Electronic  Data  Processing  Services :  « 

Division    chief    —  1 

Data  processing  manager  I -  1 

Assoc   data   processing   sys    analyst  0.8  3 

Computer   operations   supvr  II 2  2 

Supervisor,  EDP 1.5  2 

Computer  operations  supvr  I 1  3 

Programmer   II,   EDP 0.9  6 

Sr   computer   operator   2.3  3 

Programmer  I,   EDP 5.2  2 

Computer   operator 2.8  6 

Key  punch  supvr  I 1  1 

Sr  account  clerk 0.9  1 

Accounting  technician 2  2 

Tabulating  mach  operator 2.6  3 

Clerk-typist  II 0.5  1 

Key  punch  operator ,_  10.4  11 

Clerk  II 1  1 

Account  clerk  II 1.1  2 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1,337-1,626 

19,512 

19,512 

1 

1,548-1,882 

20,414 

21,431 

2 

1,1.55-1,405 

33,448 

33,720 

1 

863-1.048 

10,356 

10,860 

1 

783-950 

10,860 

11,400 

1 

492-599 

7,188 

7,188 

1 

415-530 

6,060 

6,060 

1 

1,337-1,626 

19,512 

19,512 

905-1,100 

23,094 

24,256 

1 

543-660 

7,920 

7,920 

1 

409-571 

6,852 

6,852 

1 

1,475-1,793 

20,086 

21,091 

1 

505-614 

7,368 

7,368 

0.5 

1,337-1,626 

8,430 

8,850 

1.5 

998-1,213 

18,189 

19,098 

1 

783-050 

9,396 

9,852 

1 

614-710 

8,520 

8,520 

1 

505-614 

7,128 

7,368 

1 

1,337-1,626 

19,512 

19,512 

3 

950-1,155 

41,580 

41,580 

2 

783-950 

22,485 

22,800 

1 

505-614 

7,368 

7,368 

2 

1,337-1,626 

32,564 

34,210 

1 

1,273-1,548 

15,276 

16.044 

1 

998-1,213 

11,076 

12.576 

1 

505-614 

0,060 

6,360 

1 

1,048-1,273 

12,576 

13,200 

1 

950-1,155 

13,860 

13,860 

1 

950-1,155 

13,255 

13,860 

1 

950-1,155 

11,400 

11,976 

1 

660-801 

9,612 

9,612 

1 

584-710 

8,520 

8,520 

1 

571-692 

8,304 

8.304 

1 

505-614 

7,368 

7.368 

o 

492-599 

13,396 

14,068 

2 

492-599 

12.998 

13,648 

1 

492-599 

7,188 

7,188 

1 

480-584 

6,135 

6,438 

6 

415-530 

37.560 

37,560 

15 

415-505 

88,702 

89,828 

1 

377^57 

4,650 

4,880 

1 

359-435 

4,506 

4,722 

1 

1,155-1,405 

13,860 

14,5.56 

1 

1,048-1,273 

12,576 

13,200 

3 

950-1,155 

34,200 

35,928 

2 

950-1,155 

25,070 

26,323 

2 

950-1,155 

23,280 

24,452 

3 

783-950 

28,686 

30,102 

6 

783-950 

56,756 

59,532 

3 

644-783 

25,680 

26.497 

2 

676-783 

16,700 

17,544 

fi 

556-676 

41,934 

44,032 

1 

492-599 

7,188 

7,188 

1 

492-599 

6,438 

6,768 

2 

492-599 

13,522 

13,844 

3 

480-584 

18,431 

19,348 

1 

415-530 

5,835 

6.060 

11 

425-517 

66,377 

67,023 

1 

415-505 

6,060 

6,060 

2 

415-505 

11,080 

11,544 

GENERAL  ADMINISTRATION 


Board  of  Administration 


21 


PUBLIC   EMPLOYEES'   RETIREMENT  SYSTEM — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)       («Dtli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


RETIREMENT  PROGRAM 

Membership  : 

Division  chief 

Retirement  officer  II 

Supvng  clerk  I 

Supvng  account  clerk  I 

Sr  clerk 

Sr  clerk-typist 

Sr  account  clerk 

Clerk-typist  II 

Clerk   II   

Clerk  I 

Area  Offices :  <3 

Retirement  officer  III   

Retirement  officer  II   

Sr  clerk-typist 

Accounting : 

General  accountant  IV 

General  accountant  III 

General  accountant  II 

Accountant  trainee 

Accountant  I 

Sr  account  clerk 

Accounting  technician 

Bookkeeping  mach  opr  II 

Stenographer   II    

Clerk-typist  II  

Clerk  II  

Account  clerk  II 

Benefits : 

Division  chief 

Retirement  officer  III 

Retirement  officer  II 

Supvng  account  clerk  I 

Sr  clerk-typist 

Sr  account  clerk 

Stenographer  II  

Clerk-typist   II    

Account  clerk  II 

Temporary  help 

Totals,  Authorized  Positons 

HEALTH    BENEFITS  PROGRAM 

Division  chief 

Associate  research  analyst 

Retirement  officer  III 

Retirement  officer  II 

Sr  stenographer 

Sr  account  clerk 

Stenographer   II   

Clerk-typist  II 

Clerk  II 

Temporary  help 

Totals,  Authorized  Positions 11.4 

SOCIAL  SECURITY  PROGRAM 


SALARY  RANGE 

1 

1 

1 

$1,155-1,405 

$13,860 

$14,556 

1.3 

2 

2 

783-950 

19,614 

20,586 

1.3 

o 

2 

571-692 

14,772 

15,492 

1 

i 

1 

571-692 

8,304 

8,304 

3 

3 

3 

492-599 

21,424 

21,564 

3 

3 

3 

492-599 

21,564 

21,564 

14.3 

15 

15 

492-599 

102,718 

104,452 

14.1 

15 

15 

415-530 

86,835 

88,782 

9.9 

9 

9 

415-505 

52,819 

53,865 

1 

1 

359-435 

4,524 

4,740 

2 

o 

2 

863-1,048 

25,152 

25,152 

4 

4 

4 

783-950 

44,766 

45,285 

1.9 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

1,155-1,405 

16,860 

16.S60 

1 

1 

1 

950-1,155 

13,860 

13,860 

3.4 

5 

5 

783-950 

48,907 

53,924 

0.3 

2 

2 

644-746 

16,872 

17,268 

3 

3 

3 

584-710 

23,346 

24,090 

5 

8 

8 

492-599 

51,688 

54,194 

5.1 

5 

5 

492-599 

35,352 

35,688 

1 

1 

1 

457-556 

6.672 

6,672 

1 

1 

1 

446-543 

5,513 

5,789 

4 

5 

5 

415-530 

25,847 

28,793 

9 

2 

2 

415-505 

11,390 

11,659 

10.8 

11 

11 

415-505 

61,289 

63,359 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

863-1,048 

12,576 

12,576 

2 

2 

2 

783-950 

22.008 

22,530 

2 

2 

2 

571-692 

16,608 

16,608 

2 

2 

2 

492-599 

14,096 

14,376 

22 

23 

23 

492-599 

162.944 

164,708 

1 

1 

1 

446-543 

6,334 

6,516 

13.1 

14 

14 

415-530 

81.522 

83.156 

4.1 

4 

4 

415-505 

23.346 

24,165 

5 

8 

8 

(25,225) 
$1,807,015 

43,036 
$2,247,423 

43,036 

246.4 

284 

284 

$2,306,658 

1 

1 

1 

$1,155-1,405 

$16,860 

$16,860 

- 

1 

1 

950-1,155 

11,400 

11,976 

1.8 

4 

4 

863-1,048 

43,644 

45,156 

2 

3 

3 

783-950 

32,196 

32,652 

0.9 

1 

1 

505-614 

7,368 

7,368 

_ 

1 

1 

492-599 

5,904 

6,204 

2.7 

4 

4 

446-543 

24,014 

24,898 

2 

2 

2 

41.5-530 

11.460 

11,712 

_ 

1 

1 

415-505 

5,100 

5,352 

1 

0.3 

0.3 

(5,546) 

1,908 

1,908 

18.3 


18.3 


$96,750 


$159,854 


$164,086 


Division  chief 111  $1,155-1,405  $16,860  $16,860 

Retirement  officer  III 111  863-1,048  12,576  12.576 

Retirement  officer  II 2.4           4              4  783-950  40,716  42,144 

General  auditor  II 111  783-950  11,400  11,400 

Sr  clerk-typist 111  492-599  7,188  7,188 

Sr  account  clerk 111  492-599  7,188  7,188 

Clerk-typist  II 4.5           5              5  415-530  28,238  29,335 

Account  clerk  II 2.6           3              3  415-505  16,764  17,304 

Temporary    help    0.5           0.8           0.8  (1,416)  1,465  1,465 

Totals,  Authorized  Positions 15  17.8         17.8  $116,452  $142,395  $145,460 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS    272.8       320.1       320.1  $2,020,217  $2,549,672  $2,616,204 

a  Operations  abolished  to  reflect  actual  administrative  relationship.  Positions  transferred  to  other  units :  Assistant  executive  officer 
transferred  to  the  executive  unit ;  one  associate  management  analyst,  one  general  auditor  III,  one  senior  clerk-typist,  and 
one  clerk-typist  II  transferred  to  administrative  services.  The  area  offices  are  transferred  to  the  retirement  program  (member- 
ship division). 

b  Investments  is  restructured  to  reflect  new  stock  program  and  two  existing  investment  programs.  _ 

cThis  unit  established  to  organizationally  reflect  the  service  center  operation  in  cooperation  with  State  Teachers'  Retirement  Sys- 
tem and  the  Department  of  Veterans  Affairs. 

SArea  offices  transferred  from  operations  to  retirement  program  ( membership  division)  to  more  accurately  reflect  actual  organization 
(see  a). 
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GENERAL  ADMINISTRATION 


DEPARTMENT   OF   G£^SERAL  SERVICES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
28 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE  OFFICE 

Director 1 

Deputy  director 2.4 

Asst  director 2 

Planning  oiBcer 0.6 

Secretary  II 1 

Secretary  I  2 

Sr  steno 1.4 

Steno  II 0.1 

Totals,  Executive  Office 


ADIVIINISTRATIVE  SERVICES 


10.5 


MANAGEMENT  PLANNING 

Supvng  management  analyst 0.9 

Sr  DP  systems  analyst 1 

Sr  management  analyst 1.9 

Assoc  DP  systems  analyst 2.7 

Assoc  management  analyst 3.3 

Asst  management  analyst 1 

Jr  staff  analyst 0.6 

Delineator 1 

Programmer  trainee 0.7 

Sr  steno 0.8 

Steno  II 1.8 

Clerk-typist  II 0.2 

Overtime 0.1 

Totals,  Authorized  Positions 

Data    Processing     Service    Revolving 
Fund : 

Tab  operations  supvr  IV 

Computer  operations  supvr  II 

Supervisor,  EDP 

Tab  operations  supvr  III 

Computer  operations  supvr  I 

Programmer   II 

Tab  operations  supvr  II 

Programmer   I 

Programmer  trainee 

Key  data  supvr  II 

Computer  operator 

Sr  tab  mach  operator 

Key  punch  supvr  I 

Sr  account  clerk 

Tab  mach  operator 

Steno  II 

Clerk-typist  II 

Key  punch  operator 

Account  clerk  II 

Tab  mach  operator  trainee 

Key  data  operator  trainee 

Overtime 

Temporary  help 

Totals,  Authorized  Positions 

Totals,  Management  Planning  Office  _         55.8 


11 


11 


SALARY  RANGE 

$24,675 

2,055 

1,626-1,976 

1,626 

644-783 

584-710 

505-614 

446-543 

$171,463 


$1,273-1,548 

1,155-1,405 

1,155-1,405 

950-1,155 

950-1,155 

783-950 

644-783 

614-746 

614-710 

505-614 

446-543 

415-530 

(511) 


$24,675 
73,980 

47,424 

9,396 
17,040 
14,526 


$187,041 


$15,276 

13,976 

30,720 

50,712 

35,720 

9,586 

7,728 

8,952 

6,060 
11,983 


60.3 


LEGAL  OFFICE 

Chief  counsel 1 

Asst  chief  counsel 2 

Sr  counsel 1.9 

Assoc   counsel    4.3 

Asst  counsel 4.7 

Jr   counsel    0.4 

Student  legal  asst 0.2 

Supvng  steno  I - 

Sr  legal  steno 5 

Legal  steno 1.9 

Steno  II 0.9 

Temporary  help 0.1 

Totals,   Legal   Office 22.4         24 


60.3 


$419,642 


$1,708-2,054 

1,548-1,882 

1,337-1,626 

1,213-1,475 

905-1,100 

783-950 

4S0-S63 

584-710 

543-660 

469-571 

446-543 

(397) 


24 


$272,155 


$475,573 


$24,648 
44,100 
37,142 

128,834 
24,115 

6,048 

8,520 

31,003 

12,902 

6,029 


$323,341 


$24,675 
73,980 

47,424 

9,396 
17,040 
14,736 


$187,251 


$16,044 
14,676 
31,416 
51,872 
37,512 
10,062 
8,112 
8,952 

6,360 
12,590 


16 

17 

17 

$175,100 

$190,713 

$197,596 

1 

_ 

_ 

$998-1,213 

_ 

_ 

0.5 

1 

1 

950-1,155 

$11,400 

$11,976 

_ 

1 

1 

950-1,155 

11,400 

11,976 

0.5 

_ 

— 

905-1,100 

- 

- 

0.5 

1 

1 

783-950 

11,400 

11,400 

0.9 

2 

2 

783-950 

20,214 

21,207 

0.6 

746-905 

- 

- 

1 

_ 

_ 

676-783 

- 

_ 

0.1 

1 

1 

614-710 

7,578 

7,952 

1 

1 

1 

571-692 

8,112 

8,304 

1.3 

3 

3 

556-676 

21,160 

22,224 

1 

_ 

530-644 

— 

— 

1.8 

2 

2 

492-599 

13,648 

14,040 

1 

1 

1 

492-599 

7.188 

7,188 

3.8 

4.5 

4.5 

480-584 

27,008 

28,362 

1 

1 

1 

446-543 

6,129 

6,438 

1 

1 

1 

415-530 

6,060 

6,360 

12.4 

16 

16 

425-517 

88.399 

92,099 

4.9 

5 

5 

415-505 

27,758 

28,855 

2.1 

0.5 

0.5 

377-^15 

2,361 

2,480 

2.3 

1 

1 

377-il5 

4,722 

4,960 

0.6 

0.9 

0.9 

(3,506) 

6,884 

6,884 

0.5 

0.4 

0.4 

(3,147) 

$244,542 

3,439 
$284,860 

3,439 

39.8 

43.3 

43.3 

$296,144 

$493,740 


$24,648 
45,168 
38,015 

132,416 
24,936 

6,350 

8,520 

31,392 

13,564 

6,334 


$331,343 


GENERAL  ADMINISTRATION 
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DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1966-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATIVE  STAFF 
SERVICES 

Centr.nl  Jl.iil  and  File  Room : 

Sr   clerk    

Clerk  II  

Clerk  I  

Personnel  Office : 

Training   officer  II 

Personnel  officer  II 

Assoc  personnel  analyst 

Asst  personnel  analyst 

Personnel  asst  III 

Siipvng  clerk  I 

Sr  steno 

Sr  clerk-typist 

Sr  account  clerk 

Steno   II 

Clerk-t.Tpist  II 

Clerk    II   

Clerk-typist  I 

Training  Office : 

Training  officer  II 

Accounting  Office : 

Accounting  officer  IV 

General  accountant  III 

Accounting  officer  III 

Assoc  administrative  analyst 

Accounting  officer  II 

Business  service  officer  I 

Records  mgt  analyst  I 

Asst  administrative  an.ilyst 

Supvng  account  clerk  II 

Accountant  I 

Supvng  clerk  I 

Property  clerk  I 

Sr  clerk 

Sr  clerk-typist 

Sr  cashier   clerk   

Sr  account  clerk 

Accounting   technician    

Bookkeeping  mach  operator  II 

Steno   II  

Clerk-typist  II 

Clerk  II  

Bookkeeping  mach  operator  I 

Account  clerk  II 

Clerk-typist  I 

Clerk   I   

Budget  Office : 

Sr  budget  analyst 

Assoc  budget  analyst 

Asst  budget  analyst 

.Tr  staff  analyst 

Sr  steno   

Accounting  technician   

Steno  II  

Devonshire  Downs : 

Sr  maint  man 

Laborer   

Clerk-t.vpist   II    

California  Disaster  Office 

Temporary  help 

Overtime   

Totals,   Administrative   Staff   Services       124.7       101.6       101.6 


STATE  POLICE   DIVISION 

Administration : 

Police  security  inspector 1  1 

Steno  II 1  1 

Zone  I — Sacramento  : 

Capt 0.6  1 

Police  lieutenant 1  1 

Police  sgt 6.1  7 

Policeman   60.5  62 

Zone  II — San  Francisco  : 

Police  lieutenant 0.8  1 

Police  sgt   4.9  4 

Policeman   30.2  33 


ADMINISTRATIVE  SERVICES— Continued 


SALARY  RANGE 

1 

1 

1 

$492-599 

$7,188 

$7,188 

3.9 

4 

4 

415-505 

22,880 

23.740 

0.1 

- 

- 

359-435 

- 

- 

0.7 

_ 

_ 

1,155-1,405 

_ 

_ 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

0.4 

_ 

_ 

950-1,155 

_ 

_ 

1.4 

2 

2 

783-950 

22.530 

22,800 

0.3 

1 

1 

660-801 

8,844 

9,279 

0.8 

_ 

571-692 

_ 

_ 

0.3 

1 

1 

505-614 

7,098 

7,368 

0.7 

1 

1 

492-599 

6,464 

6,796 

1 

1 

1 

492-599 

7,188 

7,188 

1.8 

1 

1 

446-543 

6,004 

6,308 

3.3 

4 

4 

415-530 

22,888 

23,432 

1 

1 

1 

415-505 

5,553 

5,835 

0.2 

- 

- 

377-457 

- 

- 

0.3 

1 

1 

1,155-1,405 

15,852 

16,656 

1 

1 

1 

1,15.5-1,405 

16,860 

16,860 

1 

1 

1 

950-1,155 

13,860 

13,860 

2 

9 

2 

950-1,155 

27.720 

27,720 

0.9 

1 

1 

950-1,155 

12.526 

13,1-48 

1.9 

2 

o 

78.3-950 

21,216 

22,260 

1 

1 

1 

783-950 

10,995 

11,400 

0.3 

_ 

_ 

783-950 

— 

— 

0.1 

_ 

_ 

783-950 

_ 

_ 

1 

1 

1 

660-801 

9,612 

9,612 

4.3 

4 

4 

584-710 

32,392 

33.152 

2 

2 

2 

571-692 

16,608 

16,608 

1 

1 

1 

530-614 

7,728 

7,728 

4.1 

4 

4 

492-599 

28,584 

28,752 

0.8 

_ 

492-599 

— 

— 

1 

1 

1 

492-599 

7,188 

7,188 

4.4 

5 

5 

492-599 

33,480 

34,452 

5.5 

7 

7 

492-599 

46,165 

47.414 

1 

1 

1 

457-556 

6,672 

6,672 

2.1 

2 

2 

446-543 

11,988 

12,420 

14.6 

15 

15 

415-530 

89,259 

90,105 

5.1 

5 

5 

415-505 

29.276 

29,843 

1 

1 

1 

415-505 

5.180 

5,440 

14.3 

16 

16 

415-505 

91,583 

94,023 

0.2 

1 

1 

377-457 

4,820 

5,060 

0.6 

- 

- 

359-435 

— 

- 

_ 

1 

1 

1,155-1,405 

13,918 

14,616 

1.5 

_ 

_ 

950-1.155 

— 

_ 

1.4 

2 

2 

783-950 

21.214 

21,714 

0.1 

644-783 

- 

- 

0.5 

1 

1 

50.5-614 

6,868 

7,218 

0.7 

1 

1 

492-599 

6,154 

6,464 

0.5 

- 

- 

446-543 

- 

— 

0.2 

_ 

_ 

584-644 



_ 

0.2 

_ 

_ 

505-556 

— 

- 

0.2 

_ 

_ 

415-530 

- 

- 

29.2 

_ 

_ 

(176,649) 

- 

- 

0.7 

3.6 

3.6 

(4,525) 

30,641 

30,641 

0.1 

- 

- 

(790) 

- 

— 

$833,571 


$751,040 


$767,004 


1 

1 

$927-1,128 
446-543 

$13,536 
6,334 

$13,536 
6,516 

1 

1 

7 
62 

842-1.023 
764-927 
692-842 
599-728 

10,909 

11,124 

68,605 

523,467 

11,446 

11,124 

69,489 

530,780 

1 

4 

33 

764-927 
692-842 
599-728 

10,780 

37,941 

265,154 

11,124 

39,309 

272,604 
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DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aiith.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4. 

5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATIVE  SERVICES— Continued 


STATE  POLICE  DIVISION— Continued 

Zone  III — Los  Angeles : 

Police  lieutenant 1 

Police  sgt 4 

Policeman 28.5 

Temporary  help 0.1 

Terminal  leave 0.2 

Overtime 5 

Totals,  State  Police  Division 144.9 


INSURANCE  OFFICE 

Insurance  officer 1 

Asst  insurance  officer 2 

Sr  steno 1 

Steno  II 0.6 

Steno  I 0.3 

Totals,  Insurance  Office 4.9 


1 

4 
32 

4 


1 

4 

32 

4 


152 


152 


SALARY  RANGE 
764-927 
692-842 
599-728 
(592) 
(1,325) 
(36,849) 

$1,127,777 


$1,213-1,475 

950-1,155 

505-614 

446-543 

405-192 


$54,570 


OFFICE  OF  ADMINISTRATIVE  PROCEDURE 

Administration : 

Sacramento : 

Executive  officer 

Hearing  officer  II 

Hearing  officer  I 

Assoc  counsel 

Administrative  asst  II 

Hearing  reporter 

Sr  legal  steno 

Legal  steno 

Account  clerk  II 

San  Francisco : 

Hearing  officer  II 

Hearing  officer  I 

Hearing  reporter 

Sr  legal  steno 

Legal  steno 

Los  Angeles : 

Hearing  officer  II 

Hearing  officer  I 

Supvng  hearing  reporter 

Hearing  reporter 

Supvng  steno  I 

Sr  legal  steno 

Sr  clerk 

Hearing  transcriber-typist 

Clerk-typist  II 

Clerk   II   

Temporary  help 

Codification : 

Deputy  legislative  counsel  II 

Steno  II  

Totals,    Office    of   Administrative   Pro- 
cedure             62.3 


OFFICE  OF  PROCUREMENT 


62.5 


62.5 


$790,729 


9.735 

37,682 

257,835 

26,279 


$1,279,381 


$17,700 

27,720 

7,368 


5,080 


$57,868 


$845,428 


10.2.30 

39,022 

265,516 

26,279 


$1,306,975 


$17,700 

27,720 

7,368 

5,331 

$58,119 


1 

1 

1 

$1,626-1,976 

$20,666 

$21,694 

2 

2 

2 

1,548-1,882 

45,168 

45,168 

1.8 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1 

1,213-1,475 

17.700 

17,700 

1 

1 

1 

950-1,155 

13.860 

13,860 

3 

3 

3 

842-1,023 

36,828 

36,828 

2 

2 

2 

543-660 

15,840 

15,840 

2 

2 

2 

469-571 

13,186 

13,508 

1 

1 

1 

415-505 

6,060 

6,060 

2 

2 

2 

1,548-1,882 

45,168 

45,168 

3.1 

2 

2 

1,405-1,708 

40,992 

40,992 

5 

5 

5 

842-1,023 

61,380 

61,380 

2 

2 

2 

543-660 

14,520 

14.856 

2 

2 

2 

469-571 

13,704 

13,704 

3 

3 

3 

1,548-1,882 

67,752 

67,752 

9 

9 

9 

1,405-1,708 

184,464 

184,464 

0.7 

1 

1 

927-1,128 

12,888 

13.536 

9 

10 

10 

842-1.023 

118,552 

119.768 

1 

1 

1 

584-710 

8,520 

8,520 

4 

4 

4 

543-660 

31,680 

31,680 

2 

2 

2 

492-599 

13,816 

14,236 

1.7 

2 

2 

492-599 

12,259 

12,878 

0.1 

_ 

- 

41.5-530 

- 

- 

0.9 

1 

1 

415-505 

6,060 

6,060 

- 

0.5 

0.5 

- 

4,153 

4,153 

1 

1 

1 

90.5-1,100 

13,200 

13,200 

1 

1 

1 

446-543 

6,516 

6,516 

$850,017 


urchasing 

Administration : 

Area  I — Sacramento : 
Procurement  officer 

1 

2.8 

0.3 

1 

1 

2.1 

1 

8.2 

1.8 

0.1 

1 
3 

1 
1 
1 
1 
3 
1 
9 
3 
2 

1 
3 
1 
1 
1 
1 
3 
1 
9 
3 
2 

$1,548-1.882 

1,273-1.548 

1,100-1.337 

998-1.213 

99S-1.213 

998-1,213 

998-1,213 

905-1,100 

863-1,048 

863-1.048 

821-998 

$19,840 
57,660 
13.200 
14,556 
14,556 
13.200 
41,688 
13,200 

107,448 
34,908 
20,250 

$20,836 

Deputy  purchasing  agent 

Quality  control  supvr 

Assoc  materials  &  research  engr 
Chief  of  purchasing  services 

Purchasing  analyst 

Principal  buyer 

Surplus   property   coordinator 

Buyer  II 

57,660 
13.860 
14,556 
14,556 
13.860 
42,312 
13,200 
109,026 

Asst  purchasing  analyst 

Asst  mech  engineer 

36.012 
21,261 

GENERAL  ADMINISTRATION 


25 


DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
jfllledl       (Auth.)       (Ailth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
18 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
■59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


OFFICE  OF  PROCUREMENT— 
Continued 

Purchasing — Continued 

Administration — Continued 

Area  I — Sacramento — Continued 

Jr  mech  engineer 

Buyer  I 

Business  mgt — trainee 

Sr  steno   

Sr  clerli 

Steno  II  

Clerk-typist  II 

Clerli   II   

Clerk-typist  I 

Clerk  I   

Traffic  Management: 

Traffic  manager 

Traffic  analyst 

Sr  rate  clerk 

Rate  clerk 

Clerk-typist  II 

Clerk-typist  I 

Area  II — San  Francisco  : 

Deputy  purchasing  agent 

Principal  buyer 

Buyer  II 

Buyer  I 

Sr  steno   

Sr  clerk-typist 

Duplicating  mach  operator  II 

Steno  II   

Clerk-typist  II 

Clerk  II  

Area  III — Los  Angeles : 

Deputy  purchasing  agent 

Principal  buyer 

Buyer   II    

Buyer  I 

Duplicating  mach  operator  II 

Steno  II 

Clerk-typist  II 

Clerk  II 

Clerk-typist  I 

Temporary  help 

Overtime  

Terminal  leave 


Totals,  Authorized  Positions 103.8 

Central  Stores  Service  Revolving  Fund 


ADMINISTRATIVE  SERVICES— Continued 


SALARY  RANGE 

0.2 

1 

1 

783-905 

9,624 

10,104 

7.4 

8 

8 

676-S21 

73,624 

76,484 

0.8 

1 

1 

614-710 

7,458 

7,824 

4 

4 

4 

505-614 

28.972 

29,322 

1 

1 

1 

492-599 

,     7,188 

7,188 

5 

4 

4 

446-543 

26.064 

20,064 

21.9 

16 

16 

415-530 

95,273 

96,216 

4.1 

4 

4 

415-505 

24.240 

24,240 

3.5 

1 

1 

377^57 

5,484 

5,484 

1 

1 

1 

359-435 

5,220 

5,220 

_ 

1 

1 

1,100-1,337 

13,200 

13,860 

- 

2 

2 

950-1,155 

22,800 

23,952 

1 

_ 

_ 

746-905 

_ 

— 

9 

9 

2 

676-821 

19,100 

19,552 

1.1 

2 

2 

415-530 

11,280 

11,544 

0.2 

- 

- 

377-457 

- 

- 

0.3 

_ 

_ 

1.273-1,548 

_ 

_ 

0.3 

_ 

_ 

998-1,213 

- 

— 

0.6 

_ 

_ 

863-1.048 

- 

- 

0.7 

_ 

_ 

676-S21 

- 

— 

0.3 

_ 

_ 

505-614 

— 

— 

0.3 

_ 

_ 

492-599 

- 

— 

0.2 

_ 

_ 

457-556 

- 

— 

0.5 

_ 

_ 

446-543 

— 

— 

2.3 

_ 

_ 

415-530 

— 

- 

0.3 

- 

- 

415-505 

- 

- 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

998-1,213 

14,556 

14,556 

3.8 

4 

4 

863-1,048 

49,224 

49,804 

2 

2 

2 

676-S21 

18.768 

19.211 

0.8 

1 

1 

457-556 

5,645 

5,935 

4.5 

3 

3 

446-543 

19,548 

19,548 

8.4 

6 

6 

415-530 

35,482 

30.085 

1 

1 

1 

415-505 

6,060 

6,000 

0.5 

1 

1 

377-457 

4,668 

4,900 

0.7 

_ 

- 

(3.256) 

- 

- 

1.5 

- 

- 

(8,450) 

- 

- 

0.3 

- 

- 

(1,900) 

— 

— 

94 


94 


$823,615 


$872,560 


$888,868 


Headquarters  Office : 

Staff  management  analyst 

_ 

1 

1 

$1,048-1,273 

$15,276 

$15,276 

Asst  management  analyst 

_ 

1 

1 

783-950 

11,976 

12,576 

Manager  of  stores 

1 

1 

1 

821-998 

11,976 

11,976 

Storekeeper  II 

1 

1 

1 

614-783 

8,952 

8,952 

Clerk-typist  II 

2.5 

1 

3 

1 

8 

1 

415-530 
415-505 

17,125 
6,060 

17,690 

Clerk  II 

6,060 

Sacramento : 

Storekeeper  IV                      _  _ 

1 

1 

1 

746-905 

10,860 

10,860 

0.7 

4.7 

1 
5 

1 
5 

614-783 
530-676 

8,952 
38,070 

8,952 

Storekeeper  I 

38,550 

Truck  driver 

0.9 
6.1 

1 
6 

1 
6 

584-644 
480-584 

7,368 
42,048 

7,728 

Stock  clerk 

42,048 

Material  handler 

0.1 

1 

1 

530-584 

6,784 

7,008 

San  Francisco  : 

Storekeeper  II 

0.3 

_ 

_ 

614-783 

— 

— 

Storekeeper  I 

0.6 

_ 

_ 

530-676 

— 

— 

Truck  driver 

0.3 

_ 

_ 

584-644 

- 

- 

Stock  clerk 

0.4 

_ 

_ 

480-584 

— 

— 

Los  Angeles : 

Storekeeper  III 

1 

1 

1 

676-821 

9,852 

9,852 

Storekeeper  I 

0.9 

1 

1 

530-676 

7,728 

7,728 

Truck   driver 

1 

1 

1 

584-644 

7,728 

7,728 

Stock  clerk 

2.9 

3 

3 

480-584 

20,532 

20,856 

Overtime 

0.4 

0.9 

0.9 

(2.810) 

5,702 

5,702 

1.1 

0.7 

0.7 

(4,339) 
$197,007 

3,856 
$240,845 

3,856 

Totals.  Authorized  Positions 

27.9 

30.6 

30.6 

$243,398 
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GENERAL  ADMINISTRATION 


DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (Agth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
38 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


OFFICE  OF  PROCUREMENT— 

Continued 

Documents  Section  Service  Revolving 
Fund 

Stock  &  shipping  supvr 

Sr  clerk 

Sr  clerk-typist 

Stock  clerk 

Material  handler 

Clerk-typist  II 

Clerk  II 

Clerk  I  

Temporary  help 

Overtime  

Totals,  Authorized  Positions 

Totals,  Office  of  Procurement 

CENTRAL  OFFICE  SERVICES 

Interagency  Messenger  Service : 

Chief    

Supvng  clerk  I 

Truck  driver 

Clerk-typist  II 

Clerk   II   

Clerk  I 

Temporary  help 

Totals,  Authorized  Positions 

Office  Machine  Repair  Service 
Revolving  Fund 

Sacramento : 

Office  machine  service  manager 

Office  mach  service  leadman 

Calculating  mach  repairman  II 

Calculating  mach  repairman  I 

Typewriter  repairman  II 

Reproduction   machine  repairman„ 

Typewriter  repairman  I 

Laborer   

Clerk-typist  II 

San  Francisco  : 

Office  machine  service  manager 

Typewriter  repairman  II 

Typewriter  repairman  I 

Los  Angeles : 

Office  machine  service  manager 

Typewriter  repairman  II 

Typewriter  repairman  I   

Office  mach  repairman  trainee 

Overtime   

Temporary  help 

Totals,  Authorized  Positions 

Reproduction  Services  Service 
Revolving  Fund 


ADMINISTRATIVE  SERVICES— Continued 


1 

1 

1 

1.9 

1 

7 

1.7 

0.3 

0.1 


15 


12.1 


31.2 


Reproduction  mach  supvr  II 1 

Duplicating  mach  supvr  I 2.2 

Vari-typist    1 

Duplicating  mach  operator  II 14.3 

Clerk  II 1.2 

Duplicating  mach  operator  I 8.4 

Overtime   1.6 

Temporary  help - 

Totals,  Authorized  Positions 29.7 

Totals,  Central  Office  Services 73 


1 
1 

1 
2 

1 
7 
2 

0.8 
0.4 


1 
1 
1 
2 

1 
7 
2 

0.8 
0.4 


16.2 


16.2 


146.7       140.8       140.8 


SALARY  EANGB 

$556-676 
492-599 
492-599 
480-5S4 
530-584 
415-530 
415-505 
359--135 

(437) 

$87,729 

$1,108,351 


$8,112 
7,188 
7.188 

12.943 
7.008 

40,586 

11,324 

4,410 
2,625 


$101,384 
$1,214,789 


12.7 


12.7 


$74,879 


$83,218 


43.6 


43.6 


$235,168 


$352,692 


1 

1 

$746-905 

$10,860 

2 

2 

530-644 

15,246 

1 

1 

492-599 

6,768 

18 

18 

457-556 

113,499 

2 

2 

415-505 

11.280 

5 

5 

395-480 

27.160 

l.S 

1.8 

(9,195) 

9,363 

0.5 

0.5 

- 

3,002 

31.3        31.3 


87.6 


87.6 


$174,552 
$484,599 


$197,178 
$633,088 


$8,112 
7,188 
7.188 

13,243 
7,008 

41,413 

11,590 

4,410 
2,625 


$102,777 
$1,235,043 


1 

1 

1 

$863-1,048 

$12,576 

$12,576 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

584-644 

7.728 

7,728 

1 

1 

1 

415-530 

6,060 

6,060 

6.4 

6.5 

6.5 

415-505 

38,202 

38.760 

1.6 

2 

2 

359-^35 

9,174 

9,620 

0.1 

0,2 

0.2 

(243) 

1.174 

1,174 

$84,222 


1 

1 

1 

$692-842 

$10,104 

$10,104 

1 

1 

1 

692-764 

9,168 

9,108 

1.3 

3 

3 

692-764 

26,748 

27,504 

3.8 

4 

4 

628-692 

32,832 

33,216 

6.8 

9 

9 

628-692 

65,600 

66,048 

- 

2 

2 

599-660 

15,840 

16,608 

9 

2 

2 

599-660 

23,056 

23,760 

2 

2 

2 

505-556 

13,344 

13,344 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

692-842 

10,104 

10.104 

2.7 

3 

3 

628-692 

24,592 

24,912 

1.2 

3 

3 

599-660 

22,992 

23,760 

1 

1 

1 

692-842 

10,104 

10,104 

1.3 

6 

6 

628-692 

48,128 

49,668 

4.4 

3 

3 

599-660 

23,004 

23,632 

0.7 

1 

1 

469-517 

5,766 

6,054 

- 

0.6 

0.6 

(137) 

5,250 

5,250 

- 

- 

- 

(202) 

- 

- 

$359,296 


$10,860 

15,456 

7,104 

116,492 

11,544 

27,938 

9,363 

3,002 

$201,759 

$645,277 
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DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFilleill       (Aulh.)       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STATE   RECORDS  SERVICE 

Staff  management  analyst 

Assoc  management  analyst 

Records  mgt  analyst  I 

Archivist 

Asst   archi%ust   

Laborer   

Steno  II  

Clerk-tvpist  II 

Clerk  II  

Temporary  help 

Totals,   State  Records 

TOTALS,  ADMINISTRATIVE  SERV- 
ICES    


BUILDINGS  AND  GROUNDS 
DIVISION 

Ad  m  i  n  istrat  Ion — Statewide 

Chief   

Asst  chief 

Sr  landscape  architect 

Administrative  asst  II 

Sr   steno   

Terminal  leave 

Totals,  Authorized  Positions 


ADMINISTRATIVE  SERVICES— Continued 


S.\L.\RY  R.4NGE 

0.6 

1 

1 

$1,048-1.273 

$14,976 

$15,276 

0.4 

— 

— 

950-1,155 

_ 

— 

0.9 

2 

2 

T83-950 

20,292 

21,800 

1 

1 

1 

628-764 

9,168 

9,168 

2.3 

2 

2 

517-628 

15,072 

15,072 

1.2 

1 

1 

505-556 

6,672 

6,672 

0.7 

4 

4 

446-543 

13,982 

23,140 

0.(5 

1 

1 

415-530 

6,060 

6,060 

4.6 

5 

5 

415-505 

28,541 

29,195 

0.4 

0.4 

0.4 

(1,486) 

853 

853 

12.7 


17.4 


17.4 


$86,967 


$115,616 


657.9      662.2      662.2  $5,349,824  $5,883,165 

PROPERTY  MANAGEMENT  SERVICES 


6.8 


Sacramento  Buildings 

Administration : 

Building  manager  IV 1 

Storekeeper  II 0.7 

Stock  clerk 1 

Steno  II 0.9 

Steno  I - 

Area  I : 

Building  manager  II 1 

Chief  engineer  II 1 

Supervisor 1 

Electrician  II 2 

Painter  II 1 

Electrician  I 7.4 

Plumber  I 2 

Carpenter  I   2 

Painter  I   2.9 

Locksmith 2 

Building  engineer 10.7 

Janitor   foreman   III    1 

.Tanitor  foreman  II 4 

Window   cleaner   2 

Building  maint  man 4.6 

Sr  inform.ation  clerk 1 

Elevator   starter   0.3 

Supvng  housekeeper  I 1 

Steno  II 1 

Elevator  operator 1 

Area  II : 

Building  manager  II 0.9 

Chief  engineer  II 0.8 

Supervisor 1 

Electrician   II    1 

Painter  II 1 

Electrician  I 3.9 

Plumber  I 1.5 

Carpenter  I 3 

Painter  I   4.5 

Building   engineer 12.8 

.Janitor  foreman  II 5.9 

Window   cleaner    1.7 

Building  maint  man 3.7 

.Janitor  foreman   I   1.9 

Steno  II 1 


12 


12 


$82,099 


$118,607 


$126,736 


$6,001,505 


1 

1 

1 

$1,475-1,793 

$21,516 

$21,516 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

0.8 

1 

1 

1,100-1,337 

14,382 

15,096 

1 

1 

1 

950-1,155 

13,860 

13,860 

2 

2 

2 

505-614 

14,736 

14,736 

1 

6 

6 

(7,439) 

35,969 

35,969 

$119,321 


1 

1 

$1,128-1,371 

$16,452 

$16,452 

1 

1 

614-783 

8,844 

8,952 

1 

1 

480-584 

6,700 

7,008 

446-548 

_ 

— 

1 

1 

405-492 

5,000 

5,247 

1 

1 

927-1,128 

13,374 

18,536 

1 

1 

801-978 

11,676 

11,676 

1 

1 

801-927 

11,124 

11,124 

2 

2 

764-842 

20,208 

20,208 

1 

1 

728-801 

9,612 

9,612 

8 

8 

728-801 

75,211 

76,267 

2 

2 

728-801 

19,224 

19,224 

2 

f) 

692-764 

18,386 

18,336 

3 

3 

692-764 

27,324 

27.504 

2 

2 

692-764 

18,836 

18.336 

11 

11 

692-764 

98,544 

100,272 

1 

1 

584-710 

8,520 

8,520 

4 

4 

530-644 

30,016 

30,492 

2 

2 

530-644 

15,456 

15,456 

5 

5 

584-644 

38,220 

38.580 

1 

1 

492-599 

7,188 

7,188 

1 

1 

457-556 

5,484 

5,760 

1 

1 

457-556 

6,672 

6,672 

1 

1 

446-543 

5,651 

5,929 

3 

8 

415-505 

16,020 

16,500 

1 

1 

927-1,128 

13,536 

13,536 

1 

1 

801-973 

11,676 

11,676 

1 

1 

801-927 

11,124 

11,124 

1 

1 

764-842 

10,104 

10,104 

1 

1 

728-801 

9,575 

9,612 

4 

4 

728-801 

38,448 

38,448 

1 

1 

728-801 

9,612 

9,612 

3 

3 

692-764 

27,504 

27,504 

4 

4 

692-764 

36,456 

36,672 

18 

13 

692-764 

117,636 

118,968 

6 

6 

530-644 

43,804 

44,832 

2 

2 

530-644 

14,244 

14,568 

4 

4 

584-644 

30,582 

30,912 

2 

2 

457-556 

12,657 

12,957 

1 

1 

446-543 

6,516 

6,516 

28 


GENERAL  ADMINISTRATION 


DEPARTMEhST  OF  GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Anth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY  MANAGEMENT  SERVICES— Continued 


BUILDINGS  AND  GROUNDS 
DIVISION— Continued 

Sacramento  Buildings — Continued 

Area  III : 

Building  manager  II 1 

Chief  engineer  II 1 

Supervisor    1 

Electrician  II 1 

Painter   II   1 

Electrician  I   4 

Plumber  I 1 

Carpenter   I   3 

Painter   I   4 

Building  engineer 9. 

Janitor  foreman   II   S 

Window  cleaner 2 

Building  maint  man 3 

Janitor  foreman  I 3 

Clerk-typist   II    1 

Elevator  operator 1. 

Area  IV : 

Building  manager  II 1 

Chief    engineer    II    1 

Supervisor 1 

Electrician   II    1 

Electrician   I   3. 

Plumber  I 1 

Carpenter  I   2 

Painter  I 2 

Building  engineer 10. 

Janitor  foreman  II 5 

Window  cleaner 1. 

Building  maint  man 2 

Auto  equip  operator  I 1 

Janitor  foreman  I 3. 

Clerk-typist    II    1 

Area  V : 

Plumber   I    0. 

Storekeeper    II    0. 

Painter  I   0. 

Building  engineer 7. 

Machinist    0, 

Janitor  foreman   III   1 

Maint  services  supvr 1 

Building   maint   man    1 

Auto  equipt  operator  I 1 

Janitor  foreman  I   2 

Laborer   0 

Clerk-typist   II    1, 

Area  VI : 

Building  manager  II 0, 

Chief  engineer  II 1 

Supervisor 1 

Electrician  I 2 

Plumber  I 1 

Carpenter  I 1 

Painter  I 1 

Building  engineer 7 

Janitor  foreman  II 3 

Window  cleaner 2 

Building  maint  man 3 

Janitor  foreman  I 2 

Steno  II 1 

Grounds  Maintenance : 

Supvng  groundsman  I 1 

Lead  groundsman 3 

Tree  maint  man  I 2 

Truck  driver 3 

Groundsman     30 

Area  VII : 

Building  manager  II - 

Electrician  I - 

Plumber  I - 

Building  maint  man — 

Janitor  foreman  II — 

Window  cleaner - 

Janitor  foreman  I — 

Steno  II 

Clerk-typist   II    


SALARY  RANGE 

1 

1 

927-1,128 

13,536 

13,536 

— 

— 

801-973 

_ 

_ 

1 

1 

801-927 

11,124 

11,124 

1 

1 

764-842 

10,104 

10,104 

1 

1 

728-801 

9,612 

9,612 

4 

4 

728-801 

38,300 

38.448 

1 

1 

728-.801 

9,612 

9,612 

3 

3 

692-764 

27,504 

27,504 

4 

4 

692-764 

36,564 

36,672 

8 

10 

10 

692-764 

91,104 

91,536 

8 

8 

530-644 

59,312 

60,654 

2 

2 

530-644 

15,456 

15,456 

3 

3 

584-644 

23,184 

23,184 

3 

3 

457-556 

19,808 

20,016 

1 

1 

415-530 

6,060 

6,060 

9 

2 

2 

415-505 

10,200 

10,704 

1 

1 

927-1,128 

13,536 

13,536 

1 

1 

801-973 

11,676 

11,676 

1 

1 

801-927 

11,124 

11,124 

1 

1 

764-842 

10,104 

10,104 

S 

4 

4 

728-801 

37,608 

38,041 

1 

1 

728-801 

9,575 

9,612 

■> 

2 

692-764 

18.336 

18,336 

2 

2 

692-764 

18,336 

18,336 

7 

12 

12 

692-764 

109,080 

109,584 

5 

5 

530-644 

38,070 

38,640 

6 

2 

2 

530-644 

14,270 

14,596 

2 

2 

584-644 

15,456 

15,456 

1 

1 

584-644 

7,728 

7,728 

3 

4 

4 

457-556 

26,116 

26,688 

1 

1 

415-530 

6,060 

6,060 

6 

1 

1 

728-801 

9,612 

9,612 

3 

614-783 

_ 

_ 

7 

1 

1 

692-764 

8,988 

9,168 

3 

9 

9 

692-764 

80,784 

81,648 

9 

1 

1 

692-764 

8,304 

8,736 

1 

1 

584-710 

8,520 

8,520 

1 

1 

644^710 

8,520 

8,520 

1 

1 

584-644 

7,728 

7,728 

1 

1 

584-644 

7,728 

7,728 

2 

2 

457-556 

13,344 

13,344 

9 

1 

1 

505-556 

6,672 

6,672 

7 

2 

2 

415-530 

10,452 

10,920 

.7 

1 

1 

927-1,128 

13,482 

13,.536 

1 

1 

801-973 

11,676 

11,676 

1 

1 

801-927 

11,124 

11,124 

2 

2 

728-801 

19,224 

19,224 

1 

1 

728-801 

9,612 

9,612 

.3 

1 

1 

692-764 

9,168 

9,168 

.4 

2 

2 

692-764 

18.336 

18,336 

7 

7 

692-764 

63,708 

64,140 

3 

3 

530-644 

22,194 

22.914 

2 

2 

530-644 

15,456 

15,456 

.8 

4 

4 

584-644 

30,402 

30,762 

2 

2 

457-556 

13,032 

13,344 

1 

1 

446-543 

6,516 

6,516 

1 

1 

614-746 

8,952 

8,952 

3 

3 

530-644 

23,184 

23,184 

■> 

o 

556-644 

15,456 

15,4.56 

4 

4 

584-644 

30,192 

30,552 

35 

35 

505-584 

221,847 

242,254 

1 

1 

927-1,128 

11,216 

11,776 

1 

1 

728-801 

5,678 

9,168 

1 

1 

728-801 

4,259 

9,168 

3 

3 

5S4-644 

12,260 

22,104 

3 

3 

530-644 

8,166 

20,016 

1 

1 

530-644 

3,182 

6,672 

2 

2 

457-556 

5,481 

11,520 

1 

1 

446-543 

5,355 

5,628 

1 

1 

415-530 

2,489 

4,740 

GENERAL  ADMINISTRATION 
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DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FilleJ)      (tulh.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


PROPERTY  MANAGEMENT  SERVICES— Continued 


BUILDINGS  AND  GROUNDS 
DIVISION— Continued 

Sacramento  Buildings — Continued 

Area  YIII : 

Chief  engineer  II 

Janitor 

Temporary  help 

Legislative  help 

Overtime   

Totals,  Authorized  Positions  . 

San  Francisco  Buildings 

Administration : 

Building  manager  III 

Building  manager  I 

Storekeeper  I  

Sr  clerk-typist 

Sr  account  clerk 

Steno  II 

Clerk-typist  II 

Crafts : 

Supervisor    

Electrician  I 

Carpenter  I 

Painter   I   

Window  cleaner 

Custodial : 

Janitor  foreman  III 

Janitor  foreman  II 

Janitor  foreman  I 

Janitor    

Maintenance : 

Chief  engineer  II 

Chief  engineer  I 

Building  engineer 

Building  maint  man 

Groundsman 

Laborer   

Temporary  help 

Overtime  

Totals,  Authorized  Positions 

Los  Angeles  Buildings 

Administration : 

Building  manager  IV 

Building  manager  I 

Sr  clerk     

Sr  account  clerk 

Steno  II  

Clerk-typist  II 

Clerk  II 

Crafts : 

Supervisor  bldg  trades 

Electrician    II    

Electrician    I   

Carpenter  I   

Painter  I   

Window  cleaner  foreman 

Window   cleaner   

Custodial : 

Janitor  foreman   III   

Janitor  foreman  II 

Janitor  foreman  I   

Janitor    

Elevator    operator    

Maintenance : 

Chief  engineer  II 

Building  engineer 

Storekeeper   I    

Lead  groundsman 

Building  maint  man   

Groundsman 

Laborer  


SALARY  KANGB 

346 

5.7 

15.1 

1.8 

1 

395 

16.3 

8 

2 

1 
395 
16.3 

8 
2 

801-973 
415-505 
(30.138) 
(72,388) 
(14,202) 

$4,152,257 

11,676 

2,155,924 

102,476 

35,368 

15,026 

11,676 

2,309,646 

102,476 

35,368 

15,026 

633.4 

717.3 

717.3 

$4,707,990 

$4,943,417 

1 

1 
1 
1 
1 
1 
1 

1 
1 
1 
1 

1 
1 
1 

$1,023-1,243 
842-1,023 
530-^76 
492-599 
492-599 
446-543 
415-530 

$14,916 
12,276 
7,728 
7,188 
7,188 
6,516 
6,060 

$14,916 
12,276 
7,728 
7,188 
7,188 
6,516 
6,060 

0.6 

3 

4 

3.7 

3.6 

1 
3 

4 
4 
4 

1 
3 
4 
4 
4 

801-927 
728-801 
692-764 
692-764 
530-644 

10,909 
28,836 
36,672 
36,060 
29,544 

11,124 
28,836 
36,672 
36,492 
29,856 

1 

5.9 

5.9 

103.4 

1 

6 

6 

102 

1 

6 

6 

102 

584-710 
530-644 
457-556 
415-505 

8,520 

45,828 

39,133 

593,303 

8,520 

46,188 

39,746 

603,848 

1 

1 

10.6 

4 
2 
2 

0.9 

1 

1 
11 

A 

2 
2 
1 
0.5 

1 
1 
11 
4 
2 
2 
1 
0.5 

SOl-973 
801-927 
692-764 
584-644 
505-584 
505-556 

(6,739) 

$1,002,762 

11,038 
11,124 
97,860 
30,912 
13,344 
13,344 
12,077 
5,030 

$1,085,406 

11,584 
11,124 
99,552 
30,912 
14,016 
13.344 
12,077 
5,030 

159.6 

160.5 

160.5 

$1,100,793 

1 

1 

1 

0.1 

1.1 

0.7 

1 

1 

1 
1 
1 
1 
1 
1 

1 
1 
1 
1 
1 
1 
1 

$1,128-1,371 
842-1,023 
492-599 
492-599 
446-543 
415-530 
415-505 

$15,726 
12,276 
7,188 
5,904 
6,516 
5,264 
6,060 

$16,452 
12,276 
7,188 
6,204 
6,516 
5,530 
6,060 

1 
3 
4 
3 
1 
3.9 

1 
1 
3 
4 
3 
1 
4 

1 
1 
3 

4 
3 
1 
4 

801-927 
764-842 
728-801 
692-764 
692-764 
584-710 
530-644 

9,612 
10,104 
27,960 
36,672 
27,504 

7,008 
30,912 

10,104 
10,104 
28,392 
36.672 
27,504 
7,368 
30,912 

1.1 

4.1 
6.3 

82.4 
0.1 

1 

4 

6 

80 

1 

4 

6 

80 

584-710 
530-644 
457-556 
415-505 
415-505 

8,520 

30,912 

40,032 

451,127 

8,520 

30,912 

40,032 

456,360 

2 
14.9 

1 

1 

6.6 

4.1 

1 

2 

15 

1 

1 

7 
4 

1 

2 
15 

1 
1 

7 

4 

1 

801-973 
692-764 
530-676 
530-644 
584-644 
505-584 
505-556 

23,352 

136,044 

7,728 

7,728 

52,326 

26,688 

6,672 

23,352 

136.908 

7,728 

7,728 

53,616 

28,032 

6,672 

30 


GENERAL  ADMINISTKATION 


DSPARTMI^ST   OF   GENES^AL  SERVICES — Ccntinusd 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (iuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY   MANAGEMENT  SERVICES— Continued 


BUILDINGS  AND  GROUNDS 
D!  VISION— Continued 

Los  Angeles  Buildings — Continued 


Temporary  help 
Overtime 


Totals,  Authorized  Positions 

Oakland  Buildings 

Building  manager  II 

Cliief  engineer  I 

Electrician  I 

Carpenter  I   

Painter  I 

Building   engineer   

Janitor  foreman  II 

Window  cleaner 

Steno  II  

Clerk  II   

Janitor 

Temporary  help 

Overtime  

Totals,  Authorized  Positions 25.5 

Fresno  Buildings 

Building  manager  II 

Chief  engineer  I 

Electrician    I    

Carpenter  I   

Building  engineer 

Janitor  foreman  II 

Groundsman 

Steno  II  

Clerk  II  

Janitor 

Temporary  help 

Overtime   

Totals,  Authorized  Positions 21.4 

San  Diego  Buildings 

Building  manager  II 

Chief  engineer  I 

Electrician    I    

Building  engineer 

Painter  I 

Janitor  foreman  II 

Building  maint  man 

Groundsman 

Steno  II 

Clerk   II   

Janitor 

Temporary  help 

Totals,  Authorized  Positions 25.5 

Stockton  Buildings 

Building  manager  I 

Building   engineer 

Building  maint  man 

Groundsman   

Janitor  foreman  I 

Steno  II  

Janitor 

Temporary  help 

Overtime   

Totals,  Authorized  Positions 11 


SALARY  RANGE 

0.5 

2 

2 

(2,881) 

12,122 

12,122 

0.2 

0.8 

0.8 

(2,557) 
$966,550 

5,030 
$1,016,987 

5,030 

147.1 

148.8 

148.8 

$1,028,294 

1 

1 

$927-1,128 

$13,536 

$13,536 

1 

1 

801-927 

11,124 

11,124 

0.6 

1 

728-801 

8,736 

9,168 

1 

1 

692-764 

9,168 

9,168 

1 

1 

692-764 

9,168 

9,168 

1.9 

2 

692-764 

17,832 

18,264 

0.9 

1 

530-644 

6,438 

6,756 

1 

1 

530-644 

7,488 

7,728 

1 

1 

446-543 

6,516 

6,516 

1 

1 

415-505 

6,060 

6,060 

15 

15 

15 

415-505 

89,722 

90,334 

- 

0.4 

0.4 

- 

2,520 

2,520 

0.1 

~ 

~ 

~ 

"~ 

~ 

26.4 


26.4 


$170,495 


$188,308 


22.4         22.4 


$144,022 


$159,664 


1 

1 

$927-1,128 

$13,536 

1 

1 

801-927 

9,653 

1 

1 

728-801 

9,612 

2 

2 

692-764 

18,336 

- 

1 

692-764 

8,304 

1 

1 

530-644 

7,728 

1 

1 

584-644 

7,728 

0.7 

1 

505-584 

6,260 

0.9 

1 

446-543 

6,004 

1 

1 

415-505 

5,860 

15.9 

16 

16 

415-505 

90,974 

- 

0.5 

0.5 

- 

3,304 

27.5 


27.5 


$161,661 


$187,299 


11.2 


11.2 


$70,879 


$77,701 


$190,342 


1 

1 

1 

$927-1,128 

$13,536 

$13,536 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

692-764 

9,168 

9,168 

2 

o 

2 

692-764 

18,012 

18,336 

1 

1 

1 

530-644 

6,672 

7,008 

1 

1 

1 

505-584 

6,672 

7,008 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-505 

6.060 

6,060 

11.4 

12 

12 

415-505 

69,758 

70,711 

- 

0.4 

0.4 

_ 

2,534 

2,584 

- 

- 

- 

(32) 

- 

- 

$161,613 


$13,536 

10,146 

9,612 

18,336 

8,736 

7,728 

7,728 

6,568 

6,308 

6,060 

92,978 

3,304 

$191,040 


1 

$842-1,023 

$12,276 

$12,276 

1 

692-764 

9.168 

9,168 

1 

584-644 

7,728 

7,728 

1 

505-584 

6,672 

7,008 

0.9 

457-556 

5.885 

6,185 

1 

446-543 

6,516 

6,516 

5 

5 

5 

415-505 

28,850 

29,685 

0.2 

0.2 

_ 

606 

606 

0.1 

- 

(205) 

- 

- 

$79,172 
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DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fill>d|      (Anlh.l      {Auth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1959-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY   MANAGEMENT  SERVICES— Continued 


BUILDINGS  AND  GROUNDS 
DIVISION— Continued 


San  Bernardino  Buildings 

Building  manager  II 111 

Chief  engineer  I 111 

Electrician  I 111 

Building   engineer   111 

Janitor  foreman  II 111 

Building  maint  man 111 

Steno  II 111 

Janitor 8  8  8 

Temporary  help -  0.4  0.4 

Overtime   _  _  _ 

Totals,  Authorized  Positions 15  15.4         15.4 

Totals,    Buildings    and    Grounds    Divi- 
sion        1,045.3    1,141.5    1,141.5 


BUILDING   STANDARDS 
COMMISSION 

Chief  building  code  analyst 111 

Sr  building  code  analyst 0.9  1  1 

Building  code  analyst 2  2  2 

Constrn  office  manager  I 0.1  —  — 

Steno  II 2  2  2 

Totals,    Building    Standards 6  6  6 


SAL.\RY  It.^NGE 

$927-1,128 

$13,536 

$13,536 

801-927 

10,482 

10,995 

728-801 

9,612 

9,612 

692-764 

8,988 

9,168 

530-644 

6,952 

7,308 

584-644 

7,728 

7.728 

446-543 

6.516 

6,516 

415-505 

44,546 

46,483 

- 

1,202 

1,202 

(59) 

- 

- 

$99,589 

$109,562 

$112,548 

$6,850,314 

$7,651,524 

$7,926,540 

$1,273-1,548 

1,100-1,337 

998-1,213 

950-1,155 

446-543 

$67,183 


FACILITIES  PLANNING  DIVISION 

Administration : 

Chief    

Sr  Steno  

Space  Utilization : 

Sr  constrn  analyst 

Assoc   architect   

Assoc  constrn   analyst   

Architectural  assoc 

Advance  Planning : 

Associate  facilities  planner 

Asst  facilities  planner 

Steno  II  

Architectural  asst 

Leasing : 

Sr   facilities   planner   

Assoc  facilities  planner 

Asst  facilities  planner 

Steno  II 

Clerk-typist  II 1 

Temporary    help    

Totals,  Facilities   Planning 25.2  25.2  25.2 


OFFICE  OF  ARCHITECTURE  AND 
CONSTRUCTION 


$278,777 


$18,576 
15.216 
25,672 

13,032 


$72,496 


$297,418 


$18,576 
15,980 
26,950 

13,032 


$74,538 


1 

1 

1 

1 

1 

1 

$1,337-1,626 
505-614 

$19,512 
6,952 

$19,512 
7,308 

0.7 
4 

0.1 
2 

1 
5 

1 

1 
5 

1 

1,155-1,405 
998-1,213 
998-1,213 
950-1,155 

16,860 

71,589 

13,860 

16.860 
72,258 

13,860 

0.9 

1 

1 

1 
1 

1 
1 
1 

950-1,155 
783-950 
446-543 
821-998 

13,860 

10,734 

5,835 

13,860 

11,265 

6,129 

0.6 

5.4 
3.7 
3.8 
1 

1 
5 
3 
3 
1 
0.2 

1 
5 
3 
3 
1 
0.2 

1,155-1,405 

950-1,155 

783-950 

446-543 

415-530 

14,266 
65,784 
33,318 
17,707 
5,985 
1,156 

14,976 
67,020 
33,930 
18,605 
6,060 
1,156 

$302,799 


Executive : 
Architect 

1 

1 
1 
1 
1 
1 
2 
1 
2 
1 
1 

1 
1 

1 
1 
1 

1 

1 
1 
1 
1 
2 
1 
2 
1 
1 

1 
1 

1 
1 
1 

$22,050 

1,793-1,836 

1,793-1,836 

1,337-1,626 

1,048-1,273 

998-1,213 

905-1,100 

505-614 

492-599 

446-543 

1,213-1,475 

1,100-1,337 

998-1,213 

950-1,155 

505-614 

$22,050 
22,032 
22,032 
19,512 
15,276 
29,112 
13,200 
13,936 
7,188 
6,516 

17,700 
13,200 
14,556 
13,860 
7,368 

$22,050 

Deputy  chief 

1 

22,032 

Deputy  architect 

Supvng  project  analyst 

1 
1 

22,032 
19,512 

Specification  writer  III 

Assoc  project  analyst 

Information  officer  I 

0.9 

2 

1 

15,276 
29,112 
13,200 

Sr  steno 

Sr  clerk-typist 

2 
1 

14,264 
7,188 

Steno  II 

1 

6,516 

Administrative  Service : 
Sacramento : 

Administrative  Office : 

Adm  service  officer  II     _ 

Architectural  sr 

Assoc  project  analyst 

Administrative  asst  II 

Sr  steno 

1 

0.6 

1 

0.8 

1 

17,700 
13,860 
14,556 
13,860 
7,368 
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GENERAL  ADMINISTBATION 


DEPARTMENT  OF  GENERAL  SERVICES — Continued 


SALABIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (Aoth.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY  MANAGEMENT  SERVICES— Continued 


OFFICE  OF  ARCHITECTURE  AND 
CONSTRUCTION— Continued 

Administrative  Service — Continued 
Sacramento — Continued 
Accounting  and  Auditing  Section  : 

Accounting  officer  III 

General  accountant  II 

Accountant  I 

Sr  account  clerk 

Accounting  technician   

Bookkeeping  mach  operator  II 

Clerk-typist  II 

Account  clerk  II 

Contracts  and  Purchases : 

Business  service  officer  III 

Business  service  officer  I 

Supvng  clerk  I 

Sr  clerk 

Sr  clerk-typist 

Sr  account  clerk 

Steno  II 

Clerk-typist  II 

Office  Services  Section : 

Business  service  officer  I 

Supvng  clerk  I 

Duplicating  mach  supvr  I 

Property  clerk  I 

Sr  steno 

Sr  clerk 

Stock  clerk 

Duplicating  mach  operator  II 

Steno  II  

Clerk-typist  II 

Clerk   II   

File  clerk  II 

Steno  I  

Duplicating  mach  operator  I 

Clerk  I  

Management  Analysis  Section ; 

Assoc  management  analyst 

Jr  staff  analyst 

Personnel  Eecords  Unit : 

Sr   steno 

Clerk-typist  II 

Clerk  II 

Los  Angeles : 

Administrative  Office : 

Administrative  asst  II 

Supvng  steno  I 

Sr  clerk 

Steno  II 

Clerk-typist  II 

Clerk  II 

Steno  I 

Clerk  I 

Temporary  help 

Overtime 


1 
1 
2 

2 

4 
1 
2 
4 

1 

1 

1 

0.8 

1 

1 

1 

5 

1 

1 

0.8 

2 

0.4 

3.7 

3.7 

0.8 

2 

8.5 

3.8 

0.2 

0.2 

2.3 

0.9 

1 
0.8 

1 
2 

1 


0.2 

0.2 

1.8 

1 

2 

0.7 

0.1 

0.1 

0.5 

0.2 


Totals,   Authorized   Positions  89 
Architecture  and  Engineering  Services 

Sacramento  Design : 

General : 

Asst   architect   1 

Supvng   estimator 1 

Sr  project   analyst 1 

Constrn   office   mauager  I 0.7 

Asst  estimator 1 

Supvng  steno  I 0.8 

Architectural  Design  Group : 

Principal  architect 2 

Supvng  architect 5 

Supvng  project  analyst 0.4 

Sr   architect 7.9 

Sr  constrn  analyst 0.3 

Architectural  sr 0.3 

Assoc   architect   10.5 

Architectural  asst 3.5 

Jr  architectural  asst 0.9 

Clerk-typist  II 1 


1 
1 
2 
2 
4 
1 
2 
4 

1 
1 
1 
1 
1 
1 
1 
5 

1 

1 
1 
2 
1 
4 
4 
1 
2 
9 
6 
1 


1.4 
2.6 


103 


1 
1 

2 
2 
4 

1 
2 
4 

1 
1 
1 
1 
1 
1 
1 
5 

1 

1 
1 
2 
1 
4 
4 
1 
2 
9 
6 
1 


1.4 
2.6 


103 


SALAEY  RANGE 

950-1,155 
783-950 
584-710 
492-599 
492-599 
457-556 
415-530 
415-505 

950-1,155 
783-950 
571-692 
492-599 
492-599 
492-599 
446-543 
415-530 

783-950 
571-692 
530-644 
530-644 
505-614 
492-599 
480-584 
457-556 
446-543 
415-530 
415-505 
415-505 
405-492 
395-480 
359-435 

950-1,155 

644-783 

505-614 
415-630 
415-505 


950-1,155 

584-710 
492-599 
446-543 
415-530 

415-605 
405-492 
359-435 
(2,441) 
(793) 

217 


13,860 
11,400 
17,040 
13,600 
28,388 
6,672 
12,120 
22,590 

13,860 

11,400 

8,304 

6,129 

7,188 

7,188 

5,536 

29,908 

11.400 

8,304 

6,360 

15,456 

7,368 

27,662 

27,920 

5,484 

11,678 

50,063 

31,684 

5,100 

14,340 


12,276 

7,728 

7,368 

12,120 

6,060 


13,092 

5,490 

21,430 

5,242 
14,720 

12,290 
17,380 


$810,736 


13,860 
11,400 
17,040 
13,928 
28,724 
6,672 
12,120 
23,433 

13,860 

11,400 

8,304 

6,438 

7,188 

7,188 

5,812 

30,200 

11,400 

8,304 

6,672 

15,456 

7,368 

28,332 

28,032 

5,760 

12,262 

51,881 

32,954 

5,352 

15,060 


12,888 
8,112 

7,368 

12,120 

6,060 


13,392 
5,766 

22,185 
5,507 

15,447 

12,290 

17,380 


$823,441 


1 

1 

$1,708-1,835 

$22,020 

$22,020 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1,155-1,405 

16,860 

16,860 

_ 

— 

950-1,155 

_ 

_ 

1 

1 

821-998 

11,976 

11,976 

1 

1 

584-710 

8,520 

8,520 

2 

2 

1,548-1,833 

43,992 

43,992 

5 

5 

1,337-1.626 

97,014 

97,560 

- 

- 

1,337-1,626 

_ 

7 

7 

1,155-1,405 

112,020 

113,412 

— 

— 

1,155-1,405 

— 

_ 

- 

- 

1,100-1,337 

_ 

_ 

8 

8 

998-1,213 

113,868 

114,468 

5 

5 

821-998 

57,504 

58,572 

1 

1 

783-905 

9,624 

10,104 

1 

1 

415-530 

6,060 

6,060 

GENERAL  ADMINISTRATION 
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DEPARTMENT  OF  GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
{HWii)      (Anili.)      (>iith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY  MANAGEMENT  SERVICES— Continued 


OFFICE  OF  ARCHITECTURE  AND 
CONSTRUCTION— Continued 

Architecture  and  Engineering 
Services — Continued 

Sacramento  Design — Continued 

Landscape  Group: 

Sr  landscape  architect 3 

Assoc  landscape  architect 2.8 

Asst  landscape  architect — 

Los  Angeles  Design : 

General : 

Mech  engrng  techn  II 1 

Architectural  Design  Group : 

Supvng  architect 1 

Sr  architect 2.9 

Assoc  architect   1.1 

Architectural  asst 1 

Landscape  Group : 

Assoc  landscape  architect 2.1 

Sacramento : 

Drafting : 

Architectural  principal 1.5 

Architectural  supvr   4 

Sr  architect 1.3 

Architectural  sr 13.3 

Assoc  architect 1.3 

Architectural  assoc 19.9 

Architectural  asst 14.2 

Clerk-typist  II 1 

Clerk   II   1 

Los  Angeles : 

Drafting : 

Architectural  sr 1.4 

Assoc  architect 0.1 

Architectural  assoc 4.8 

Architectural  asst 1.6 

Sacramento  Engineering : 

Structural  Engineering  Group: 

Principal  structural  engineer 1 

Sr  structural  engineer 3 

Sr  structural  designer 3 

Civil  engrng  assoc 1 

Structural  engrng  assoc 4.3 

Asst  engineer  structural 4 

Clerk-typist  II 1 

Mechanical  Engineering  Group : 

Principal  engineer 1 

Supvng  mech  engineer 1.9 

Sr  mech  engineer 14.9 

Sr  project  analyst 1 

Assoc  mech  engineer 16 

Asst  mech  engineer 6.9 

Mech  engrng  techn  II 1 

Jr  mech  engineer 1.9 

Sr  clerk-typist 1 

Steno  II 0.9 

Clerk-typist  II 1 

Electrical  Engineering  Group : 

Supvng  elec  engineer 1 

Sr  elec  engineer 8.5 

Assoc  elec  engineer 8 

Asst  elec  engineer 3 

Elec  engrng  technician  II 0.1 

Jr  elec  engineer 1.8 

Elec  engrng  technician  I 2 

Civil  Engineering  Group : 

Supvng   engineer 1 

Sr  civil  engineer 1.9 

Civil  engrng  assoc 5 

Supvng  land  surveyor 1 

Land  surveyor 1 

Asst  civil  engineer 2 

Civil  engrng  techn  II 2 

Sr  delineator 3 

Civil  engrng  techn  I 2 

Delineator 2.3 

Engrng  aid  II 3 


SALABY  RANGE 

3 
3 

1 

3 
3 

1 

1,100-1,337 

950-1.155 

821-998 

46,884 

39,120 

9,852 

47.620 
39.696 
10,356 

1 

1 

783-950 

11,400 

11,400 

1 
4 
1 
1 

1 
4 
1 

1 

1,337-1,626 

1,155-1,405 

998-1,213 

821-998 

18,888 

61,440 

11,976 

9,852 

19.512 
62,832 
12.576 
10,356 

950-1,155 


27,720 


27,720 


1 

1 

1,475-1,793 

21,516 

21,516 

4 

4 

1,273-1,548 

74,304 

74,304 

3 

3 

1,155-1,405 

50,580 

50,580 

14 

14 

1,100-1.337 

221,772 

222,432 

3 

3 

998-1,213 

43,668 

43,668 

21 

21 

950-1,155 

286.140 

287.292 

15 

15 

821-998 

175,152 

176,400 

1 

1 

415-530 

6,060 

6,060 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

998-1,213 

14,556 

14,556 

4 

4 

950-1,155 

52,980 

53,556 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1,548-1,833 

21,996 

21,996 

3 

3 

1,213-1,475 

53,100 

53,100 

3 

3 

1,155-1,405 

47,580 

48,276 

1 

1 

950-1,213 

13,640 

13,860 

5 

5 

998-1,213 

70,200 

70,800 

6 

5 

821-998 

57,756 

58,260 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1,348-1,833 

21,996 

21,996 

2 

2 

1,337-1,626 

39.024 

39,024 

15 

15 

1,155-1,405 

252,900 

252,900 

1 

1 

1,155-1,405 

16,860 

16,860 

16 

16 

998-1,213 

228,264 

230,220 

7 

7 

821-993 

83,496 

83,832 

1 

1 

783-950 

10.950 

11,400 

2 

2 

783-905 

20,484 

20,964 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

5,743 

6.029 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1,337-1.626 

19,512 

19.512 

9 

9 

1,155-1,405 

148,740 

149,436 

9 

9 

998-1,213 

125,148 

127,044 

4 

4 

821-998 

45,444 

46,284 

1 

1 

783-950 

9.852 

10,356 

2 

2 

783-905 

20,484 

20,964 

2 

2 

676-821 

19,137 

19,590 

1 

1 

1,337-1,626 

19.512 

19..512 

2 

2 

1,155-1.405 

33,720 

33.720 

5 

5 

950-1,213 

68.695 

69.300 

1 

1 

950-1,155 

13.860 

13,.'<60 

1 

1 

905-1.048 

12,576 

12,576 

H 

3 

821-1,048 

33.804 

34.308 

2 

2 

783-998 

22.176 

22.710 

3 

3 

746-905 

32,580 

32.5S0 

2 

2 

676-863 

19,704 

19.704 

2 

2 

614-746 

17,904 

17.904 

4 

4 

556-676 

29,346 

80,800 

2—4316  SW 
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GENERAL  ADMmiSTKATION 


DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tuth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
63 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY  MANAGEMENT  SERVICES— Continued 


OFFICE  OF  ARCHITECTURE  AND 
CONSTRUCTION— Continued 

Architecture  and  Engineering 
Services — Continued 

Los  Angeles  Engineering : 

Structural  Engineering  Group : 

Supvng  structural  engineer 

Sr  structural  engineer 

Structural  engrng  assoc  

Asst   engineer   structural 

Mechanical  Engineering  Group : 

Supvng  mech  engineer 

Sr  mech  engineer 

Assoc  mech  engineer 

Asst  mech  engineer 

Mech  engrng   techn  II 

Electrical  Engineering  Group : 

Sr  elec  engineer 

Assoc  elec  engineer 

Asst  elec  engineer 

Elec  engrng  technician  II 

Civil  Engineering  Group : 

Sr  civil  engineer 

Civil  engrng  assoc 

Asst  civil  engineer 

Civil  engrng  techn  II 

Civil  engrng  techn  I 

Sacramento: 

Specifications : 

Architectural  principal 

Specification  writer  III 

Specification  writer  III 

Assoc   architect    

Specification  writer  II 

Specification  writer  I 

Sr  steno 

Los  Angeles : 

Specifications : 

Specification  writer  III 

Specification  writer  II 

Specification  writer  I 

Drafting  aid  II 

Sacramento  : 

Estimating : 

Principal  estimator 

Supvng  estimator 

Sr   estimator   

Elec  estimator  III 

Mech  estimator  III 

Assoc  project  analyst 

Assoc  estimator 

Elec  estimator  II 

Mech  estimator  II 

Asst  estimator 

Jr   estimator    

Sr  clerk 

Steno  II  

Clerk   II 

Los  Angeles : 

Estimating : 

Sr  estimator 

Elec  estimator  III 

Mech  estimator  III 

Assoc  estimator 

Mech  estimator  II 

Asst  estimator 

Sacramento : 

Standards : 

Sr  architect . 

Project  Management  Services: 

Principal  project  analyst 

Sr  project  analyst 

Assoc  project  analyst 

Sr  steno 

Project  Coordination  Section : 

Principal  project  analyst 

Supvng  project  analyst 

Sr  project  analyst 

Assoc  project   analyst 

Architectural  asst 

Steno  11 


SALARY  EANGE 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

0.8 

1 

1 

1,213-1,475 

14,556 

15,276 

1.1 

1 

1 

998-1,213 

14,556 

14.556 

1.3 

2 

2 

821-998 

21,828 

22,332 

0.1 

_ 

_ 

1,337-1,626 

_ 

_ 

9  O 

2 

2 

1,155-1,405 

33,720 

33,720 

2.3 

2 

2 

998-1,213 

28,251 

28,938 

1.1 

1 

1 

821-998 

11,976 

11,976 

0.1   , 

1 

1 

783-950 

9,396 

9,852 

1.6 

3 

3 

1,155-1,405 

44,580 

45,972 

1.3 

2 

2 

998-1,213 

26,532 

27,132 

0.3 

1 

1 

821-998 

9,852 

10,356 

1 

1 

1 

783-950 

11,400 

11,400 

0.1 

_ 

_ 

1,155-1,405 

__ 

_ 

1 

1 

1 

950-1.213 

13,530 

13,860 

1 

1 

1 

821-1,048 

11,976 

11,976 

01 

1 

1 

783-998 

9,396 

9,852 

1 

1 

676-863 

8,112 

8,520 

0.5 

1 

1 

1,475-1,793 

21,091 

21,516 

5.9 

6 

6 

1,100-1,337 

96,264 

96,264 

1  1 

1 

1 

1,048-1,273 

15,276 

15,276 

0.5 

1 

1 

998-1,213 

14,556 

14,556 

5 

5 

6 

950-1,155 

69,300 

69,300 

1.7 

2 

2 

821-998 

21,828 

22,332 

1 

1 

1 

505-614 

7,368 

7,368 

0.1 

1,100-1,337 

_ 

2 

2 

2 

950-1,155 

27,720 

27,720 

_ 

_ 

_ 

821-998 

— 

— 

1 

1 

1 

556-676 

8,112 

8,112 

1 

1 

1 

1,548-1,833 

21,996 

21,996 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

6 

6 

6 

1,100-1,337 

96,264 

96,264 

1.H 

2 

2 

1,100-1,337 

32,088 

32,088 

1.9 

2 

2 

1,100-1,337 

32,088 

32,088 

1 

1 

1 

998-1,213 

14,556 

14,556 

5 

5 

5 

950-1,155 

69,300 

69,300 

1 

1 

1 

950-1,155 

13,860 

13,860 

3 

3 

3 

950-1,155 

40,764 

41,415 

0.2 

1 

1 

821-998 

10,440 

10,950 

l.S 

1 

1 

746-821 

9,852 

9,852 

0.4 

_ 

— 

492-599 

— 

— 

1 

1 

1 

446-543 

5,697 

5,979 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

0.3 

— 

— 

1,100-1,337 

— 

— 

0.1 

- 

- 

1,100-1,337 

_ 

- 

0.5 

1 

1 

950-1,155 

11,640 

12,226 

1 

1 

1 

950-1,155 

13,860 

13,860 

0.6 

— 

~ 

821-998 

— 

~~ 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

0.6 

1 

1 

1,548-1,833 

21,996 

21,996 

0.4 

— 

- 

1,155-1,405 

- 

- 

0.4 

— 

— 

998-1,213 

~ 

— 

1 

1 

1 

505-614 

7,368 

7,368 

0.4 

_ 

_ 

1,548-1,833 

_ 

_ 

0.6 

1 

1 

1,337-1.626 

19,512 

19,512 

2 

2 

2 

1,155-1,405 

33,720 

33,720 

3.9 

4 

4 

998-1,213 

58,224 

58,224 

1.4 

2 

2 

821-998 

21,828 

22,332 

0.8 

1 

1 

446-543 

5,513 

5,789 
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DEPARTMENT  OF  GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFillidl      (Aulh.)      («ulb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

62 

63 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


PROPERTY  MANAGEMENT  SERVICES— Continued 


OFFICE  OF  ARCHITECTURE  AND 
CONSTRUCTION— Continued 

Architecture  and  Engineering 
Services — Continued 

Sacramento — Continued 

Scheduling  and  Control  Section: 

Supvng  project  analyst 

Sr  project  analyst 

Assoc  project  analyst 

Architectural  asst 

Sr  account  clerk 

Steno  II 

Clerk-typist  II 

Los  Angeles : 

Project  Management  Services : 

Steno  II  

Project  Coordination  Section: 

Assoc  project  analyst 

Scheduling  and  Control  Section : 

Sr  project  analyst 

Assoc  project  analyst 

Asst  mech  engineer 

Accounting  technician 

Temporary  help 

Overtime  

Totals,  Authorized  Positions 

Supervision  of  Construction  Services 

Contract  Enforcement: 

Chief  constrn  supvr 

Constrn  supvr  III 

Constrn  office  manager  I 

Paint  &  color  specialist 

Steno  II  

Contract  Supervision : 
Area  I — Oakland  : 

Constrn  supvr  IV 

Constrn   supvr  III 

Sr  mech  engineer 

Sr  elee  engineer 

Constrn  supvr  II 

Constrn  office  manager  II 

Constrn  supvr  I 

Elee  inspector  II  

Mech  inspector  II 

Constrn  inspector 

Jr  Constrn  inspector 

Sr  steno   

Sr  clerk 

Clerk-typist  II 

Area  II — Sacramento: 

Constrn  supvr  IV 

Constrn  supvr  III 

Sr  mech  engineer 

Constrn  supvr  II 

Constrn  office  manager  II 

Assoc  mech  engineer 

Architectural  assoc 

Constrn  supvr  I   

Elee  inspector  II 

Mech  inspector  II 

Architectural  asst 

Constrn  inspector 

Elee  inspector  I  

Mech  inspector  I 

Jr  constrn  inspector  

Property  clerk  I    

Sr  steno 

Sr  clerk 

Steno  II  

Clerk-typist   II   


SALAKT  DANGE 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

3.5 

4 

4 

1,155-1,405 

67,440 

67,440 

3.5 

4 

4 

998-1,213 

58,224 

58,224 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

492-599 

7,188 

7,188 

0.9 

1 

1 

446-543 

5,929 

6,230 

1 

1 

1 

415-530 

5,264 

5,530 

0.1 

- 

- 

446-543 

- 

- 

1.1 

1 

1 

998-1,213 

14,556 

14,556 

0.1 

_ 

_ 

1,15.5-1,405 

_ 

_ 

0.1 

— 

_ 

998-1,213 

— 

_ 

0.2 

1 

1 

821-998 

9,852 

10,356 

0.7 

1 

1 

492-599 

5,904 

6,204 

0.2 

2 

2 

(2,495) 

26,070 

26,070 

0.3 

2.2 

2.2 

(2,657) 
$4,375,000 

17,730 
$4,810,888 

17,730 

323 

346.2 

346.2 

$4,848,206 

1 

1 

1 

$1,626-1,834 

$22,008 

$22,008 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

0.3 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

446-543 

6,154 

6,464 

1 

1 

1 

1,548-1,833 

21,996 

21,996 

2 

2 

2 

1,273-1,548 

37,152 

37,152 

0.4 

— 

_ 

1,155-1,405 

— 

— 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

5 

5 

5 

1,100-1,337 

78,108 

80,220 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

9.9 

11 

11 

950-1,155 

145,390 

148,484 

2 

2 

2 

950-1,155 

27.720 

27.720 

1.6 

2 

2 

950-1,155 

27,720 

27,720 

5.6 

5 

5 

783-950 

56,376 

56.910 

3.6 

4 

4 

746-821 

38,347 

39,294 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

1,548-1,833 

21,996 

21,996 

2 

2 

2 

1,273-1,548 

36,349 

37,152 

0.6 

1 

1 

1,155-1,405 

16,860 

16,860 

6.1 

7 

7 

1,100-1,337 

102,180 

105,692 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

0.7 

1 

1 

998-1,213 

14,556 

14,556 

0.1 

— 

_ 

950-1,155 

_ 

_ 

17.1 

19 

19 

950-1,155 

252,237 

255,796 

1 

1 

1 

950-1,155 

13,860 

13,860 

1.8 

2 

2 

950-1,155 

26,286 

26,904 

1 

1 

1 

821-998 

9,852 

10,356 

8.7 

12 

12 

783-950 

125,457 

129,888 

1 

1 

1 

783-950 

11,400 

11,400 

1.3 

1 

1 

783-950 

9,396 

9,852 

5.5 

7 

7 

746-821 

66,366 

68,052 

0.2 

_ 

- 

530-644 

_ 

_ 

1 

1 

1 

505-614 

7,368 

7,368 

0.6 

1 

1 

492-599 

7,188 

7.188 

2 

2 

2 

446-543 

12,420 

12,720 

0.7 

1 

1 

415-530 

5,286 

5,553 
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DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Auth.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


PROPERTY  MANAGEMENT  SERVICES— Continued 


OFFICE  OF  ARCHITECTURE  AND 
CONSTRUCTION— Continued 

Supervision  of  Construction 
Services — Continued 

Contract  Supervision — Continued 
Area  III — Los  Angeles : 

Constrn  supvr  IV 

Constrn  supvr  III 

Constrn  supvr  II 

Constrn  office  manager  II 

Constrn  supvr  I 

Elec  inspector  II 

Meeh  inspector  II 

Constrn  inspector 

Jr  constrn  inspector  

Sr  steno   

Clerli-typist  II 

Steno  I  

Temporary  help 

Overtime 

Totals,  Authorized  Positions 140.7 


SUPERVISION  OF  PUBLIC  SCHOOL 
BUILDING  CONSTRUCTION 


SALARY  RANGE 

1 

1 

1 

1,548-1,833 

21,996 

21,996 

2.1 

2 

2 

1,273-1,548 

37,152 

37,152 

7.S 

11 

11 

1,100-1,337 

169,596 

172,444 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

19.1 

23 

23 

950-1,155 

305,239 

310.510 

3 

3 

3 

950-1,155 

41.580 

41,580 

2.4 

2 

2 

950-1,155 

27.720 

27,720 

5.9 

6 

6 

783-950 

62,610 

65,142 

1.2 

4 

4 

746-821 

37,552 

39,180 

1 

1 

1 

505-614 

7,368 

7,368 

0.9 

1 

1 

415-530 

5,242 

5,507 

0.8 

1 

1 

405-492 

5,080 

5,331 

0.6 

2.1 

2.1 

(5,542) 

11,540 

11,540 

0.1 

0.1 

0.1 

(1,617) 
$1,740,396 

1,460 
$2,063,763 

1,460 

140.7 

162.2 

162.2 

$2,099,691 

Chief  structural  engineer 

Principal  structural  engineer 

Supvng  structural  engineer 

Sr  structural  engineer 

Sr  structural  designer 

Structural  engrng  assoc 

Administrative  asst  I 

Supvng  steno  I 

Engrng  aid  II 

Sr  steno 

Sr  clerk 

Steno  II 


Clerk-typist  II  _ 
Drafting  aid  I  _ 

Clerk  II  

Clerk  I  

Temporary  help 
Overtime 


Totals,  Authorized  Positons  . 

Totals,  Architecture  Revolving 
Fund   


OFFICE  OF  LOCAL  ASSISTANCE 

Administration : 

Local  assistance  officer 

Supervisor    

Assoc  research  analyst 

Administrative  assistant 

Administrative  asst  I 

Asst  econ  analyst 

Sr  clerk 

Sr  clerk-typist 

Steno   II   

Clerk-typist  II 

Clerk    II   

Clerk-typist  I 

Clerk   I   

Fiscal  Section : 

Supvng  governmental  auditor  II  . 

Governmental  auditor  III 

Governmental  auditor  II 

Auditor   I        

Accountant  I 

Sr  account  clerk 


1 

1 

1 

$1,626-1,834 

$22,008 

$22,008 

2 

2 

2 

1,548-1,833 

43,992 

43,992 

14 

14 

14 

1,405-1,708 

286.862 

286,944 

30.1 

31 

31 

1,213-1,475 

539,236 

543,212 

3.1 

4 

4 

1,155-1,405 

61,440 

62,832 

1.6 

3 

3 

998-1,213 

35,928 

37,728 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

556-676 

8,112 

8,112 

1 

2 

2 

505-614 

13,428 

13,728 

1 

1 

1 

492-599 

7,188 

7,188 

2.7 

3 

3 

446-543 

18,986 

19,288 

13 

14 

14 

415-530 

79,138 

80,981 

1 

1 

1 

435-530 

6,360 

6,360 

4.8 

5 

5 

415-505 

29,085 

29,614 

0.1 

— 

— 

359-^35 

_ 

_ 

— 

0.2 

0.2 

(-) 

3,000 

3,000 

2.5 

3.8 

3.8 

(39,931) 

$1,104,384 

53,176 
$1,227,859 

53,176 

80.9 

88 

88 

$1,238,083 

633.6 

699.4 

699.4 

$7,905,997 

$8,913,246 

$9,009,421 

1 

1 

1 

$1,475-1,793 

1 

1 

1 

1,155-1,405 

1 

1 

1 

950-1.1.55 

1 

1 

1 

783-950 

1 

1 

1 

783-950 

1 

1 

1 

783-950 

1 

1 

1 

492-599 

2 

2 

2 

492-599 

3.9 

5 

5 

446-543 

35 

4 

4 

415-530 

4.9 

4 

4 

415-505 

0.3 

_ 

_ 

377-457 

1.1 

2 

2 

359-435 

1 

1 

1 

1,155-1,405 

3 

3 

3 

950-1,155 

H.H 

9 

9 

783-950 

2.4 

4 

4 

644-746 

1 

1 

1 

584-710 

3.7 

4 

4 

492-599 

$21,516 
15,276 
13,860 
11,400 
11,400 
10,272 
7,188 
14,376 
30.859 
21,626 
23,756 

9,744 

16,860 
41,580 
94.524 
32,112 
8,520 
28,500 


$21,516 
16,044 
13.860 
11,400 
11,400 
10,776 
7,188 
14,376 
31,648 
22,564 
24,040 

9,960 

16,860 
41,580 
97,206 
33,262 
8,520 
28,752 


GENERAL  ADMINISTRATION 


37 


DEPARTMENT   OF   GENERAL  SERVICES — Continued 


z 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillidl      (Aulh.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY  MANAGEMENT  SERVICES— Continued 


OFFICE  OF  LOCAL  ASSISTANCE- 

Continued 

Fiscal  Spption — Continued 

Accounting   technician 

Clerk-tvpist  II 

Cleric    II    

Account  clerk  II 

Agency  Services  Section : 

Supervisor    

Civil  engrng  assoc 

Area  supervisor 

Field   representative   II 

Associate  real  property  appraiser- 
Field  representative  I  

Sr  account  clerk 

Steno   II 

Clerk-typist  II 

Los  Angeles : 

Field  representative  II 

Field  representative  I 

Sr  account  clerk 

Steno  II 

Clerk-typist  II 

Clerk   I  

Temporary  help 

Totals,  Authorized  Positions 

Television  Coordinator : 

Television  coordinator 

Sr  steno   

Totals,  Authorized  Positions 

Totals,  Office  of  Local  Assistance 81.2 


SALARY  RANGE 

0.6 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

415-530 

6,060 

6,060 

0.9 

— 

— 

415-505 

_ 

— 

1.1 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

1,155-1,405 

16.860 

16.860 

1 

1 

1 

950-1,213 

13.860 

13.860 

3 

3 

3 

998-1.213 

43.668 

43.668 

5 

5 

5 

905-1,100 

66.000 

66,000 

- 

1 

1 

905-1,100 

12.576 

13.200 

6.4 

7 

7 

821-998 

80.466 

81.501 

2.1 

3 

3 

492-599 

20,280 

20.580 

2 

2 

2 

446-543 

12.980 

13,032 

1 

1 

1 

415-530 

6,060 

6,060 

2 

2 

2 

905-1,100 

24,744 

25,326 

4.2 

6 

6 

821-998 

65,040 

67.104 

1 

1 

1 

492-599 

7,188 

7.188 

1.2 

o 

2 

446-543 

12,006 

12  282 

9 

2 

2 

415-530 

11,820 

12,120 

1 

1 

1 

359-435 

5.220 

5,220 

0.1 

0.6 

0.6 

(237) 

$735,000 

3,871 

$841,376 

3,871 

79.2 

88.6 

88.6 

$854,192 

1 

1 

1 

1,708 

20,496 

20,496 

1 

1 

1 

505-614 

7,068 
$27,564 

7,368 

2 

2 

2 

$25,459 

$27,864 

90.6 


90.6 


$760,459 


$868,940 


PROPERTY  ACQUISITION  DIVISION 

Sacramento : 

Chief  land  agent 111 

Supvng  land  agent 2              2              2 

Sr  land  agent 8.9           8              8 

Assoc  land  agent 17.9         20            20 

Sr  delineator 0.9           1              1 

Asst  land  agent 11.7         13            13 

Delineator _              _              _ 

.Tr  right-of-way  agent 1.2           1              1 

Sr  steno   3              3              3 

Sr  account  clerk 111 

Steno  II 10.4         11            11 

Clerk-typist  II 3.3           4              4 

Account  clerk  II 111 

Los  Angeles : 

Asst  chief  land  agent 111 

Supvng  land  agent 111 

Sr  land  agent 3              3              3 

Assoc  land  agent 8.1           8              8 

Sr  delineator 111 

Asst  land  agent 4.1           6              6 

Jr  right-of-way  agent _             _             _ 

Sr  steno   2              2              2 

Steno  II 5              5              5 

Clerk-typist  II 0.9           1              1 

Totals,  Property  Acquisition 88.4         94            94 

TOTALS,      PROPERTY      MANAGE-    ' 

SERVICES    1,879.7   2,056.7   2,056.7 


$882,056 


$1,548-1.882 

$22,584 

$22,584 

1,273-1,548 

37.152 

37,152 

1,100-1,337 

125,392 

127,584 

905-1,100 

250,800 

256,940 

746-905 

9,936 

10,440 

746-905 

130,980 

134,234 

614-746 

— 

— 

614-710 

8,520 

8,520 

505-614 

21,864 

22,104 

492-599 

6,796 

7,132 

446-543 

68,524 

69,708 

415-530 

22,116 

22,926 

415-505 

6,060 

6,060 

1,405-1,708 

20,496 

20,496 

1,273-1,548 

18,576 

18,576 

1,100-1,337 

46.644 

47,364 

905-1,100 

101,704 

103,494 

746-905 

10,860 

10.860 

746-905 

58,124 

59,928 

614-710 

— 

— 

505-614 

14,736 

14,736 

446-543 

30,700 

31,860 

415-530 

5,935 
$1,018,499 

6,060 

$913,191 

$1,038,758 

$16,775,921 

$18,822,123 

$19,234,112 
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GENERAL  ADMINISTRATION 
DEPARTMENT  OF  GENERAL  SERVICES^Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tulh.)       (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TECHNICAL  SERVICES 


OFFICE  OF  STATE  PRINTING 

General  Administration 

State  Printer's  Office : 

State  printer 

Production  &  planning  engineer 

Secretary  I 

Sr  stenographer 

Planning  Section : 

Supvr  of  printing  &  planning  serv- 
ices   

Printing  process  &  operations  supvr 

Printing  process  planner 

Printing  operations  planner 

Stenographer  II  

Clerk-typist  II 

Temporary  help 

Administrative  Services : 
Accounting  Section : 

General  accountant  III 

General  accountant  II 

Accountant  I 

Sr  stenographer 

Accounting  technician 

Sr  account  clerk 

Calculating   machine   operator 

Account  clerk  II 

Clerk-tvpist  II 

Clerk  II 

Personnel  Section : 

Personnel  officer  I 

Stenographer  II  

Personnel  assistant  II 

Clerk-typist  II 

Clerk  II 

Legislative  Bill  Room : 

Supvng  clerk  II 

Supvng  clerk  I 

Supvr  of  legislative  bill  room 

Sr  clerk-typist 

Sr  clerk 

Sr  legislative  clerk 

Account  clerk  II 

Clerk  II 

Clerk-typist  II 

Legislative  clerk  II 

Clerk  I 

Clerk-typist  I 

Bindery   assistant 

Overtime     


Totals,  Authorized  Positions 63.9 

Plant  Operations 

Plant  Administration : 

Superintendent  of  printing  produc- 
tion      1 

Operations  supervisor 1 

Printing  production  control  man 1 

Printing  art  planner  a 1.5 

Printing   espeditor   2 

Graphic  artist 0.1 

Sr  stenographer 1 

Sr  clerk - 

Clerk-typist  II 1 

Composing  Room : 

General  foreman   (composing) 1 

Assistant  general  foreman  (compos- 
ing)        4.3 

Composing  room  foreman 12.9 

Clerk-typist  II 

Sr  linotype   machinist 1.1 

Sr  monotype  machinist 1 

Linotype  machinist 6.4 

Linotype  operator 48 

Monotype  keyboard  operator 2 

Monotype  caster  operator 1.8 

Compositor   45.9 

Proofreader    27.4 

a  Neither  receipts  nor  expenditures  of  federal  funds 


SALARY  RANGE 

1 

1 

1 

$20,475 

$20,475 

$20,475 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

1,100-1,337 

15,660 

16,044 

1 

1 

1 

998-1,213 

14.5.56 

14.556 

3 

3 

3 

863-1,048 

37,628 

37,728 

6 

6 

6 

821-998 

70,767 

71,616 

_ 

1 

1 

446-543 

5,490 

5,766 

4.8 

5 

5 

415-505 

28,535 

28,999 

— 

2 

2 

— 

8,616 

9,048 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

783-950 

10,995 

11,544 

1 

1 

1 

5S4-710 

8,520 

8,520 

1 

1 

1 

505-614 

7,368 

7,308 

1 

1 

1 

492-599 

7,132 

7,188 

1 

1 

1 

492-599 

6,230 

6,544 

1 

1 

1 

435-530 

6,360 

6,360 

6.7 

7 

7 

415-505 

41,778 

42,051 

3 

3 

3 

415-505 

17,516 

17,788 

2 

2 

2 

415-505 

12,012 

12,012 

1 

1 

1 

998-1,213 

14,556 

14,556 

0.4 

1 

1 

446-543 

6,386 

6,516 

1 

1 

1 

571-692 

8,304 

8,304 

2.2 

3 

3 

415-505 

16,367 

16,945 

1 

1 

1 

415-505 

6,060 

6.060 

0.2 

1 

1 

660-801 

8,304 

8,736 

0.3 

— 

— 

571-692 

— 

— 

0.5 

- 

- 

571-692 

_ 

- 

0.9 

— 

— 

492-599 

_ 

— 

- 

1 

1 

492-599 

5,904 

6,204 

0.9 

1 

1 

492-599 

5,904 

6,204 

- 

1 

1 

415-505 

5,220 

5,484 

0.6 

3 

3 

415-505 

15,180 

15,924 

1.5 

2 

2 

415-505 

10,660 

11,198 

7.3 

— 

— 

415-505 

— 

— 

1.7 

13 

13 

359-135 

58,812 

58,812 

0.3 

- 

- 

377^57 

- 

- 

5.2 

- 

- 

2.07-2.28  hr 

- 

- 

0.4 

1 

1 

(2,713) 

7,000 

7.000 

72 


72 


$467,246 


$535,743 


$542,998 


1 

1 

$1,475-1,705 

$18,138 

$19,044 

1 

1 

1,100-1,337 

15  916 

16,044 

1 

1 

950-1,155 

12,888 

13,530 

1 

1 

821-998 

10,776 

11,310 

2 

2 

64^783 

18,644 

18,792 

1 

1 

584-710 

7,008 

7,368 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

6,360 

6,672 

- 

- 

415-505 

- 

— 

1 

1 

1,048-1,155 

13,860 

13,860 

4 

4 

9.50-1,048 

50,304 

50,304 

33 

13 

5.16-5.26  hr 

124,930 

124,930 

1 

1 

415-505 

6,060 

6,060 

1 

1 

4.92-5.02  hr 

9,171 

9,171 

1 

1 

4.92-5.02  hr 

9,171 

9.171 

7 

7 

4.8.5-4.95  hr 

63,308 

63,308 

49 

49 

4.69-4.79  hr 

428,848 

428,848 

2 

2 

4.69-4.79  hr 

17,504 

17,504 

2 

2 

4.69--i.79 

17,504 

17,504 

46 

46 

4.69-4.79 

402,592 

402,592 

28 

28 

4.69-4.79 

245,056 

245,056 

are  included  in  the  overall  budget  totals. 
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DEPARTMENT   OF   GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (AnH.I        (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


TECHNICAL  SERVICES— Continued 


OFFICE  OF  STATE  PRINTING— Continued 

Plant  Operations — Continued 

ComposinB  Room — Continued 

Apprentice   compositor 0.6 

Printing  trades  assistant  II 3.6 

Printing  trades  assistant  I 0.7 

Cnpyholder    35.9 

Printing   apprentice   5.4 

Overtime — includes  base  pay 28.2 

Pressroom  : 

Pres.sroom  Administration : 

General  foreman  (Pressroom) 1 

Assistant  general  foreman 

(Pressroom)   1.6 

Clerk-typist  II 1 

.Toiirne.vwoman  bindery  worker  II  1 
Plate  Preparation  : 

Assistant  general  foreman 

(Pressroom)   0.4 

Plate  preparation  foreman 2 

Offset  process  cameraman — 

master   photographer 1 

Offset  process  cameraman — 

black  and  white  operator 3 

Lithographic  negative  assembler  _  9.8 

Lithographic  platemaker 6.4 

Lithographic    apprentice    1.8 

Printing  apprentice   2 

Web  Olfset  Printing: 

Assistant  general  foreman 

(Pres.sroom)    1 

Web  offset  press  leadman 3.3 

Web  offset  pressman  (publication 

type)    3.1 

Web  offset  pressman  (business 

forms)    3.7 

Web  offset  press  assistant 8.2 

Printing  trades  assistant  II 8 

Letterpress : 

Assistant  general  foreman 

(Pressroom)   1 

Pressroom  foreman 2.6 

Letterpressman    37 

Molding  press  operator 1.1 

Journeyman  bookbinder 1.1 

Rotary  press  assistant 0.1 

Printing    apprentice    3 

Printing  trades  assistant  II 12.8 

.Tourneywoman  bindery  worker  II  1.2 

Printing  trades  assistant  I 4.1 

Lithographic  Press : 

Assistant  general  foreman  (press- 
room)    0.6 

Lithographic  pressroom  foreman 2.9 

Pressman-in-charge   4-eolor   litho- 
graphic press 2.3 

Lithographic  offset  pressman 21.7 

Lithographic  apprentice 1.5 

Offset  press  assistant 31.6 

Printing  apprentice 2 

Overtime   15.6 

Bindery : 

General  foreman   (bindery) 1 

Assistant  general  foreman  (bindery)  2.8 

Bindery  foreman   - 4.6 

Journeyman  bookbinder 84.7 

Bindery  forelady  II 1 

Bindery  forelady  I 4.4 

Journeywoman  bindery  worker  II 98 

Printing  trades  assistant  II 3S.2 

Printing  trades  assistant  I 57 

Printing  apprentice 5.5 

Journeywoman  bindery  worker  I 13.4 

Woman  bindery  worker  trainee 9 

Overtime — includes  base  pay 20.1 


SALARY  RANGE 

_ 

- 

2.34-^.45 

_ 

_ 

3 

3 

3.17-3.63 

18.636 

is.e.'^e 

1 

1 

2.70-2.93 

5,353 

5..S.53 

36 

36 

2.95-3.05 

200,592 

200.592 

5 

5 

2.34-4.45 

36.540 

36.540 

30 

30 

(427,162) 

465,000 

465,000 

1 

1 

1,048-1,155 

13,860 

13,860 

2 

2 

950-1.048 

25.152 

25.1.52 

1 

1 

415-505 

6,060 

6.060 

1 

1 

3.15-3.25 

5,938 

5,938 

1 

1 

950-1.048 

12..576 

12.576 

1 

1 

5.94-6.04 

11,036 

11,036 

1 

1 

5.71-5.81 

10,615 

10,615 

3 

3 

5.32-5.42 

29,708 

29.708 

10 

10 

5.22-5.32 

97.200 

97,200 

7 

7 

5.22-5.32 

68,040 

68,040 

1 

_ 

4.25-5.10 

9..320 

— 

3 

4 

4.25-5.10 

27,954 

37,272 

1 

1 

950-1.048 

25,152 

25.152 

5 

7 

6.07-6.17 

56,360 

78,904 

5 

7 

5.38-5.48 

50,560 

70,784 

4 

4 

5.47-5.57 

40,704 

40,704 

10 

14 

4.21-4.31 

78.740 

110.2.36 

10 

14 

3.17-3.63 

62,110 

86,954 

1 

1 

950-1,048 

25,152 

25.152 

2 

2 

5.16-5.26 

19.220 

19.220 

38 

38 

4.69-5.79 

402,002 

402,002 

1 

1 

4.89-4.99 

9,117 

9.117 

4 

4 

3.15-3.25 

23,752 

23,752 

3 

3 

3.19-4.50 

21.594 

21.594 

13 

13 

3.17-3.63 

86.216 

S6.216 

3 

3 

3.15-3.25 

17.814 

17.814 

5 

5 

2.70-2.93 

26,765 

26,765 

1 

1 

950-1,048 

12.576 

12,576 

3 

3 

6.03-6.13 

33,600 

33,600 

3 

3 

5.78-5.88 

32.229 

32,229 

22 

22 

5.32-5.42 

217.844 

217,844 

1 

- 

4.19-5.04 

9,208 

- 

32 

32 

4.19-4.29 

250.816 

250,816 

3 

4 

4.19-5.04 

27.624 

36,832 

18 

18 

(228,073) 

277,000 

277,000 

1 

1 

1,048-1,155 

13.860 

13,860 

3 

3 

950-1.048 

12.576 

12,576 

6 

6 

5.16-5.26 

57,660 

57,660 

86 

86 

4.69-4.79 

752.586 

752.5S6 

1 

1 

3.72-3.S2 

6.979 

6.979 

5 

5 

3.47-3.57 

32.610 

32,610 

00 

100 

3.15-3.25 

593,775 

593,775 

51 

51 

3.17-3.63 

338.232 

338,2.32 

46 

46 

2.70-2.93 

246,238 

246,238 

6 

6 

2.34-4.45 

48,780 

48,780 

14 

14 

2.36-2.S6 

72,646 

72,646 

10 

10 

1.94-2.04 

37,270 

37.270 

21 

21 

(251,052) 

275,000 

275,000 
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DEPARTMENT  OF  GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllej)      (Auth.)      (Hulli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
48 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TECHNICAL  SERVICES— Continued 


OFFICE  OF  STATE  PRINTING— Continued 

Plant  Operations — Continued 

Machine  Shop : 

Printing  plant  machinist  leadman 

Electrician   I   

Printing  plant  machinist 

Printing  trades  assistant  II 

Printing  apprentice 

Overtime 

Totals,  Authorized  Positions  __ 

Material  Handling 

Printing  materials  control  man 

Printing  operations  planner 

Storekeeper  IV   

Stock  &  shipping  supervisor 

Storekeeper  II  

Storekeeper  I  

Heavy  ti-uck  driver 

Automotive  equipment  operator  I  _. 

Material  handler 

Sr  clerk 

Stock  clerk 

Clerk-typist  II 

Janitor    

Watchman    

Overtime 

Totals,  Authorized  Positions 

TOTALS,  OFFICE  OF  STATE 

PRINTING  b   


COMIVIUNICATIONS  DIVISION 

Communications  Services 
General  Fund 

Division  chief 

Sr  communications  engineer 

Assoc  wire  systems  engineer 

Communications  analyst 

Asst  communication  engineer 

Asst  wire  systems  engineer 

Business  service  officer  I 

Jr  elec  engineer 

Sr  steno 

Steno  11   

Clerk-typist  II 

Totals,  Authorized  Positions  _. 


1 

2 

1 
3 

10 

1 
1 
1.5 

1 
3 
10 
1 
1 
1.5 

SALAEY  KANGE 

6.21-6.31 
728-801 
5.64-5.74 
3.17-3.63 
2.82-5.08 
(22,999) 

$6,553,110 

$821-998 
821-998 
746-905 
556-676 
614-746 
530-644 
614-676 
584-644 
530-584 
492-599 
480-584 
415-505 
415-505 
435-530 
(14,863) 

$332,398 
$7,352,754 

11,528 

27.960 

115,174 

6,212 

26,000 

$7,010,227 

$11,976 
11,976 
10.860 

8,112 

7,920 
23,184 

7,984 

54.096 

129,912 

6,672 
14,016 
15,815 
28,833 
24,965 
16,000 

$372,321 
$7,918,291 

11,528 
28,392 

8.5 

115,267 

0.3 
0.6 

6,212 

1.3 

26,000 

.      788.2 

1 
1 
1 

826.5 

1 
1 
1 
1 
1 
3 
1 
7 
19 
1 
2 
3 
5 
4 
2 

838.5 

19 

1 

2 

3 

6 

4 
2 

$7,112,888 

$11,976 
11,976 
10,860 

1 
1 

8,112 
8.316 

3 

23,184 

1 

8,112 

7 
16.5 

54,096 
132,398 

1 

6,672 

2 

14,016 

3 

16.603 

4 

29,367 

4 

25,440 

2.3 

16,000 

48.8 

52 

52 

$377,128 

-      900.9 

950.5 

962.5 

$8,033,014 

1 

1 

1 

$1,405-1,708 

$19,512 

$20,496 

0.2 

_ 

— 

1,155-1,405 

— 

— 

1.1 

1 

1 

998-1,213 

14,556 

14,556 

0.8 

_ 

_ 

842-1,023 

— 

— 

0.1 

„ 

_ 

821-998 

_ 

_ 

2.9 

6 

6 

821-998 

65,607 

67,761 

0.2 

_ 

_ 

783-950 

— 

— 

0.4 

^ 

„ 

783-905 

— 

_ 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

446-543 

5,697 

5,979 

0.2 

- 

- 

415-530 

- 

- 

8.9 


10 


10 


$95,185 


$112,740 


Communications  Services  Service 
Revolving  Fund 

Supervisor 0.6  1 

Sr  communications  engineer 2.8  3 

Communications    officer    0.4  1 

Assoc  communications  engineer 3.7  5 

Asst  communication  engineer 11  10 

Supvng  communications  techn 9.3  10 

Business  service  officer  I 0.8  1 

Jr  elec  engineer 2.5  3 

Sr  communications  technician 41.6  42 

Communications  technician 44.7  48 

Electronics   technician 3.4  3 

Drafting  aid  II 1  1 

Auto  equipt  installer 0.2  - 

For  footnotes  see  the  end  of  this  agency  presentation. 


1 

$1,273-1,548 

3 

1,155-1,405 

1 

1,023-1,243 

5 

998-1,213 

10 

821-998 

10 

801-973 

1 

783-950 

3 

783-905 

42 

764-884 

48 

728-801 

3 

628-764 

1 

556-676 

- 

556-614 

$116,160 


$19,512 

$19,512 

49,968 

50,580 

14,916 

14,916 

67,648 

69,695 

111,972 

115,902 

113,703 

113,841 

10.860 

11,400 

30,736 

31,992 

442,068 

443.544 

455,891 

460,340 

25,316 

26,604 

7,398 

7,760 

GENERAL  ADMINISTRATION 
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DEPARTMENT  OF  GENERAL  SERVICES — Continued 


SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)       (tnth.)       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


TECHNICAL  SERVICES— Continued 


COMMUNICATIONS  DIVISION— 
Continued 

Communications  Services  Service 
Revolving  Fund — Continued 

Sr  clerk 

Stock  clerk 

Steno  II  

Clerk-h-pist  II 

Clerk  II 

Account  clerk  II 

Overtime  


1 

1 

1.7 

3.5 

1 

0.4 

1.1 


1 
1 
2 
3 
1 
1 
3.2 


1 
1 
2 
3 
1 
1 
3.2 


Totals,  Authorized  Positions 131.7 

Telephone  Services  Service 
Revolving  Fund 

Sacramento : 

Chief  telephone  operator 1 

Sr  clerk 1 

Clerk    II 3 

Telephone  operator 7 

San  Francisco : 

Supvng  telephone  operator  I 1 

Clerk  II 1 

Telephone  operator 2.9 

Los  Angeles : 

Supvng  telephone  operator  II 1 

Clerk    II    1 

Telephone  operator 3.8 

Oakland : 

Supvng  telephone  operator  I 1 

Telephone  operator 2 

Fresno  : 

Telephone  operator 2 

San  Diego : 

Telephone  operator 2 

San  Bernardino : 

Telephone  operator 1 

Stockton : 

Telephone  operator - 

Temporary  help 1.3 

Totals,  Authorized  Positions 32 


140.2       140.2 


1  1 

1  1 

3  3 


1 
1 
3 

1 
1 
4 

1 

2 

2 
2 

1 

1 
1.5 


1 

1 
3 

1 
1 
4 

1 

2 

2 
2 

1 

1 
1.5 


34.5 


34.5 


SALARY  RANGE 
492-599 
480-584 
446-543 
415-530 
415-505 
415-505 
(10,521) 

$1,245,206 


$599-728 
492-599 
41.5-505 
415-505 

469-571 
415-505 
415-505 

543-660 
415-505 
415-505 

469-571 
415-505 

415-505 

415-505 

415-505 

415-505 
(6,327) 

$183,710 


6,712 

7,008 

12,545 

16,790 

5,507 

5,180 

27,536 


$1,431,266 


$8,736 

7,188 

18,130 

46,560 

6,204 

6,060 

17,194 

7,920 

6,060 

22,696 

6,852 
11,160 

11,590 

11,590 

6,060 

5,220 

7,490 

$206,710 


SYSTEMS  ANALYSIS 

Systems  Staff : 

Chief    

Asst  chief 

Supvng  DP  systems  analyst 

Supvng  administrative  analyst 

Sr  DP  systems  analyst 

Sr  management  analyst 

Operations  research  specialist  III_ 

Sr  administrative  analyst 

Operations   research   specialist   II_ 

Assoc  DP  systems  analyst 

Supvr,  EDP 

Assoc  management  analyst 

Assoc  administrative  analyst 

Operations  research  specialist  I 

Asst  DP  systems  analyst 

Applied  science  programmer  II 

Programmer  II 

Asst  management  analyst 

Steno  II   

Clerk-typist  II 

Steno   I   

Clerk-typist  I 

Temporary  help 

Service  Center : 

Computer  operations  supvr  II 

Supvr,  EDP 

Programmer  II 


1 

1 

1 

$1,626-1,976 

$23,712 

1 

1 

1 

1,405-1,708 

20,496 

2.3 

3 

3 

1,27.3-1,548 

53,136 

1 

1 

1 

1,273-1,548 

18,576 

4 

7 

7 

1,15.5-1,405 

109,540 

1 

1 

1 

1,155-1,405 

15,660 

0.2 

_ 

1,155-1,405 

- 

2 

2 

2 

1,155-1,405 

33,040 

^.9. 

4 

4 

998-1,213 

50,662 

6.5 

8 

8 

950-1,155 

103,471 

04 

1 

1 

950-1,155 

12,326 

1 

1 

1 

950-1,155 

13,200 

5  8 

7 

7 

950-1,155 

93,498 

OS 

2 

2 

821-998 

19,704 

1.6 

2 

2 

78.3-950 

21,216 

02 

1 

1 

783-950 

10,356 

0.8 

2 

2 

783-950 

20,948 

0.3 

1 

1 

783-950 

10,020 

2.8 

4 

4 

446-543 

23,298 

1 

1 

1 

415-530 

5,140 

1 

1 

1 

405^92 

5,100 

0.4 

1 

1 

377-457 

4,686 

0.1 

0.2 

0.2 

(ISO) 

607 

0.2 

_ 

_ 

950-1,155 

_ 

0.2 

_ 

_ 

950-1,1.55 

- 

0.2 

— 

— 

783-950 

— 

7,048 

7,008 

12,850 

17,332 

5,785 

5,440 

27,536 


$1,449,085 


$8,736 

7,188 

18,180 

47,064 

6,516 

6,060 

17,765 

7,920 

6,060 

23,228 

6,852 
11,412 

11,870 

11,870 

6,060 

5,484 
7,490 

$209,755 


Totals,  Communications  Division 172.6       184.7       184.7  $1,524,101  $1,750,716  $1,775,000 


$23,712 
20,496 
54,852 
18,576 

112,068 
16,452 

38,720 

53,012 

106,508 

12,940 

13.8G0 

95.397 

20,712 

22,260 

10,860 

21,420 

10,524 

24,131 

5,396 

5,352 

4,920 

607 
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GENEKAL  ADMINISTRATION 


DEPARTMENT  OF  GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filledl       (tilth.)       (Aatli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TECHNICAL  SERVICES— Continued 


SYSTEMS  ANALYSIS— Continued 


Statewide  Federated  Information 
System : 

Supvng  DP  systems  analyst 0.5 

Sr  DP  systems  analyst 2.3 

Operations  research  specialist  II 0.3 

Assoc  DP  systems  analyst 0.6 

Asst  DP  systems  analyst 0.6 

Steno  II 0.1 

Clerk-typist  II 0.5 

Steno  I 0.5 

Clerk-typist  I - 

Totals,  Systems  Analysis 42.4 

TRANSPORTATION   DIVISION 
Transportation  Services  General  Fund 


52.2         52.2 


SALARY  RANGE 

1,273-1,548 

1,155-1,405 

998-1,213 

950-1,155 

783-950 

446-543 

415-530 

405-492 

377-457 

$520,370 


$668,392 


$687,775 


Administration : 

Chief                  _       _           _  _       _  _ 

Administrative  asst  II 

1 
0.4 

1 
1 
1 
1 

7 
0.1 

1 
1 
1 
1 
1 
1 

7 
0.5 

1 

1 
1 
1 
1 
1 

7 
0.5 

$1,155-1,405 
950-1,155 
505-614 
492-599 
492-599 
446-543 

505-556 
(599) 

$91,361 

$16,860 
12,226 
7,368 
7,188 
6,628 
6,516 

46,704 
2.753 

$16,860 
12,836 

Sr  steno                  

7,368 

Sr  clerk 

Sr  account  clerk                              _  _ 

7.188 
6,964 

Steno  II                          _     _ 

6,516 

Capitol  Garage : 

Garage  attendant 

Temporary    help        _ 

46,704 
2,753 

Totals,  Authorized  Positions 

12.5 

13.5 

13.5 

$106,243 

$107,189 

Transportation  Services  Service 
Revolving  Fund 

Sacramento : 

Field  representative 

Inspector  II           

1 
1 
7 
4 
1 
1 
1 

3.7 
2 
1 
13.9 
1 

3.9 
1 

4.9 
4 

1 
3 
1 
10 
2 

1 

7 

8.2 

1 

1 

1 

1.9 

9 

0.9 
13.2 
2.7 
0.9 
0.9 

1 
1 
7 
5 
1 
1 
1 
4 
2 
1 
14 
1 
4 
1 

5 

4 
1 
3 
1 
10 
2 

1 
7 
9 
1 
1 
1 
3 
2 
1 
15 
3 
1 
1 

1 
1 
7 
5 
1 
1 
1 
4 
2 
1 
14 
1 
4 
1 

5 

4 
1 
3 
1 
10 
2 

1 
7 
9 
1 
1 
1 
3 
2 
1 
15 
3 
1 
1 

$998-1,213 
905-1,100 
821-998 
676-821 
710-783 
584-710 
530-676 
5.56-676 
530-644 
492-599 
505-556 
415-530 
415-505 
342-377 

821-998 
676-821 
556-676 
530-644 
492-599 
505-556 
415-505 

90.5-1,100 
821-998 
676-821 
710-783 
584-710 
530-676 
556-676 
530-644 
492-599 
505-556 
415-530 
415-505 
359-435 

$14,556 

13,200 

79,446 

43,920 

9,396 

8,520 

7,728 

28,972 

15,456 

7,188 

92,946 

6,060 

23,000 

4,524 

55,692 

35,808 

7,368 

23,184 

7,188 
66,720 
12,120 

13,200 

81,708 

78,354 

9,396 

8,520 

7.728 

21.104 

15.456 

6.154 

97,212 

16,002 

5.286 

4.506 

$14,556 
13,200 

Inspector  I         _     

81,426 

Auto  mechanic 

Automobile  mechanic  leadman 

Head  garageman  _ 

Storekeeper  I  

Mechanics   helper   

Dispatcher 

44,328 

9,396 

8,520 

7,728 

29,322 

15,456 

Sr  clerk 

Garage  attendant 

Clerk-tvpist  II 

7,188 

93,252 

6,060 

Clerk  II 

23,552 

Car  washer 
San  Francisco — Bay  Area : 

Inspector   I    

Auto  mechanic 

Mechanics  helper 

Dispatcher    

Sr  clerk 

Garage  attendant 

Clerk  II 

4,524 

57,270 
35.S0S 

7,.368 
23,184 

7,188 
66,720 
12,120 

Los  Angeles : 

Inspector  II  

Inspector  I 

Auto  mechanic 

13,200 
82.212 
79.596 

Automobile  mechanic  leadman 

Head  garageman 

Storekeeper   I    

Mechanics   helper   

Dispatcher    

Sr   clerk 

Garage   attendant 

Clerk-tvpist    II    

Clerk   II 
Clerk   I 

9.396 

8,520 

7.728 

21,804 

15.456 

6.4C4 

99.612 

16,812 

5.553 

4,722 

GENERAL  ADMINISTRATION 
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DEPARTMENT  OF  GENERAL  SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledj       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TECHNICAL  SERVICES— Continued 


TRANSPORTATION   DIVISION- 

Continued 


Transportation    Services    Service    Re- 
volving Fund — Continued 

Fresno : 

Inspector   I   1 

Auto  mechanic 1 

Mechanics  helper 1 

Dispatcher    1 

Garage   attendant 2.8 

San  Diego : 

Inspector  I 1 

Auto  mechanic 1 

Mechanics  helper 1 

Dispatcher    1 

Garage  attendant 1.7 

Temporary  help 1.8 

Totals,  Authorized  Positions 124.4 

Totals,  Transportation   Services 136.9 


^^ 

SALARY  RANGE 

1 

1 

821-998 

11.976 

11,976 

1 

1 

676-821 

S.952 

8,952 

1 

1 

556-676 

7.36S 

7.368 

1 

1 

530-644 

7,428 

7,728 

3 

3 

505-556 

19,448 

19,912 

1 

1 

821-998 

11,976 

11,976 

1 

1 

676-821 

8,952 

8.952 

1 

1 

556-676 

7,368 

7,368 

1 

1 

530-644 

7,728 

7,728 

2 

2 

505-556 

13.344 

13.344 

2.9 

2.9 

(9,322) 

13,671 

13,671 

131.9      131.9 


145.4       145.4 


$943,902 
$1,035,263 


$1,045,829 
$1,152,072 


$1,058,216 
$1,165,405 


TOTALS,  TECHNICAL  SERVICES—    1,252.8    1,332.8    1,344.8         $10,432,488         $11,489,471         $11,661,194 

GRAND  TOTALS,  DEPARTMENT         ' 

OF  GENERAL  SERVICES 3,790.4   4,051.7   4,063.7         $32,588,233        $36,194,759        $36,896,811 

a  Printing  operations  planner  transferred  to  Plant  Administration  from  Planning  Section  and  reclassified  to  graphic  artist, 
b  Office  of  State  Printing  authorized  position  level  needs  dependent  on  workload  needs. 


OFFiCE  OF  MANAGEMENT   SERVICES 


Director    

Deputy  director 

Asst   director 

Secretary    I   

Data  processing  manager  I 

Staff  data  processing  systems  analyst  a 
Assoc  data  processing  systems  analyst  a 

Asst  data  processing  systems  analyst 

Intermediate   typist-clerii  a   

Special   consultant   

Sr  data  processing  systems  analyst 

Sr   stenographer   

Totals,  Authorized  Positions 

a  Positions  efEective  January  1,  1969. 


SALARY  RANGE 

— 

1 

1 

$1,708-2,026 

$24,312 

$24,312 

- 

1 

1 

1,625-1,976 

22,584 

23,712 

- 

3 

3 

1,155-1,405 

50,580 

50,580 

0.3 

1 

1 

584-710 

7,792 

8,180 

_ 

1 

1 

1,048-1,273 

13,200 

13,860 

_ 

1 

1 

1,048-1,273 

6,600 

13,860 

- 

4 

4 

950-1,155 

23,952 

50,304 

- 

1 

1 

783-950 

9,852 

10,356 

— 

1 

1 

415-505 

2,610 

6,484 

0.8 

« 

_ 

0-150  day 

— 

— 

0.2 

- 

— 

1,155-1,405 

- 

— 

0.3 

- 

- 

505-614 

— 

-- 

1.6 


14 


14 


$23,044 


$161,482 


$200,648 
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GENERAL  ADMINISTRATION 


Department  of  General  Services 


STATE   EXPOSITION   AND   FAIR   EXECUTIVE  COMMITTEE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aolh.)      (iotb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Manager :  SALARY  KANGE 

Manager  a -  1  1          $1,475-1,793  $19,758  $20,751 

Secretary  II  a -  1  1  644-783  9,396  9,396 

Staff  to  the  Executive  Committee : 

Sr  budget  analyst -  1  1  1,155-1,405  13,860  14,556 

Supv  state  financial  examiner  II -  1  1  1,155-1,405  13,860  14,556 

Secretary  I 111  584-710  8,180  8,520 

Stenographer  II  0.4  1  1  0  446-543  5,490  5,766 

Fiscal  Office : 

Comptroller  a   -  1  1  1,155-1,405  16.860  16.860 

Administrative  asstb -  1  1  905-1,100  13,200  13,200 

Accounting  officer  II  a -  1  1  783-950  11,400  11,400 

Accountant  I  a -  1  1  684-710  7,760  8.146 

Sr  clerlja -  2  2  492-599  14,376  14,376 

Sr   account  clerk  a   -  1  1  492-599  5,904  6,204 

Clerk  II  a -  1  1  415-505  6,060  6,060 

Fair  Activities : 

Chief  of  racing  and  livestock  b -  1  1  1,048-1,273  12,576  13.200 

Chief,  bureau  of  exhibits  b -  1  1  1,048-1,273  14,976  15.276 

Exhibit  supervisor  b -  3  3  905-1,100  34,920  36,000 

Stenographer  lib -  3  3  446-543  17,496  18,048 

Operations : 

Sr  stenographer  b   -  1  1  505-614  6,060  6,360 

Warehousing : 

Skilled   laborer  c   -  1  1  584-644  7,728  7,728 

Stock   clerk  c   -  1  1  480-584  7,008  7,008 

Public  Service  Activities : 

Asst   chief  c   -  1  1  842-1,023  11,124  11,676 

Laborer  c    -  1  1  505-556  6,672  6,672 

Personnel : 

Clerk  II  a -  1  1  415-505  6,060  6,060 

Clerk-typist  lib -  1  1  415-505  6,060  6,060 

Business  Services : 

Stock  clerk  c -  1  1  480-584  7,008  7,008 

Laborer  c    -  1  1  505-556  6,672  6,672 

Building  and  Grounds: 

Chief   _                _  -  1  1  1,074-1,305  14,196  14,916 

Electrician    foreman    I__  -  1  1  801-884  10,608  10,608 

Plumber   foreman   -  1  1  801-884  10,608  10,608 

Carpenter  foreman -  1  1  764-842  10,104  10,104 

Painter  foreman -  1  1  764-842  10,104  10.104 

Storekeeper  II -  1  1  614-783  7,368  7,728 

Electrician  I   -  2  2  728-801  19,224  19,224 

Plumber  I -  1  1  728-801  9,612  9,612 

Automotive    mechanic    -  1  1  676-821  8,112  8,520 

Supvng  groundsman  I -  1  1  614^746  7,368  7,728 

Carpenter  I   -  1  1  692-764  9,168  9.168 

Painter  I _  -  2  2  692-764  18,156  18,336 

Area  operations  supervisor   -  2  2  676-746  17,904  17,904 

Race  track  maintenance  supervisor -  1  1  676-746  8,952  8.952 

Graphic  artist -  1  1  584-710  8,520  8,520 

Lead  groundsman -  1  1  530-644  7,728  7,728 

Skilled    laborer    -  2  2  584-644  14,916  15,276 

Building  maintenance  man -  2  2  584-644  15.456  15,456 

Automotive  equipment  operator  I -  6  6  584-644  46,368  46,368 

Mechanics   helper   -  1  1  556-614  7,368  7,368 

Sr  clerk -  1  1  492-599  7,188  7,188 

Groundsman    -  2  2  505-584  14.016  14.016 

Laborer -  3  3  505-556  20,016  20,016 

Clerk-typist   II    -  1  1  415-505  6.060  6,060 

Janitor    -  1  1  415-505  6,060  6,060 

Property  Acquisition : 

Area  operations  supervisor  a -  1  1  676-746  8,952  8.952 

Groundsman  d    -  1  1  505-584  7,008  7.008 

Laborer*    __  -  4  4  505-556  26.688  26.688 

Watchman  a   -  5  5  435-530  31,800  31,800 

Jiinitord   -  1  1  415-505  6,060  6,060 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    1.4  81  81  $9,706  $686,152  $695,635 

a  Previously  shown  as  Administration — State  Fair  and  Exposition, 

b  Previously  shown  as  Fall  Fair — State  Fair  and  Exposition, 
c  Previously  shown  as  Buildings  and  Grounds — State  Fair  and  Exposition. 

a  Previously  shown  as  Buildings  and  Grounds — State  Fair  and  Exposition ;  positions  currently  assigned  to  maintain  and  operate  old 
State  Fair  site  and  reimbursed  by  Property  Acquisition. 
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STATE   FAIR  AND   EXPOSITION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (tolh.)       (Aalb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

63 
54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


ADMINISTRATION 

Manager    1 

Comptroller 1 

Accounting  officer  II 1 

Secretary  II 1 

Accountant  I 1 

Sr  clerk 2 

Sr  account  clerk 0.7 

Clerk  II 2 

Temporary  help  and  overtime 1.2 

Totals,  Autborized  Positions 10.9 


FALL  FAIR 

Chief,  bureau  of  exhibits 1 

Exhibit   supervisor    1.7 

Administrative  asst 1 

Sr  stenographer 0.9 

Stenographer  II  1 

Clerk-typist 1 

Temporary  help 79 

Overtime    0.3 

Services  by  buildings  and  grounds 37 

Totals,  Authorized  Positions 122.9 


QUARTER  HORSE   MEET 


Temporary  help 

Services  by  buildings  and  grounds- 


Totals,  Authorized  Positions 


HORSE  SHOW 


Temporary  help 

Services  by  buUdings  and  grounds 


Totals,   Authorized   Positions- 


BUILDINGS  AND  GROUNDS 

Chief    

Asst  chief 

Electrician   foreman   

Plumber  foreman 

Carpenter  foreman 

Painter  foreman 

Storekeeper  II  

Electrician  I 

Plumber  I 

Automotive  mechanic 

Supervising  groundsman  I 

Carpenter  I 

Painter  I 

Area  operations  supervisor 

Race  track  maintenance  supervisor- 
Graphic  artist   

Lead  groundsman   

Skilled  laborer 

Building  maintenance  man 

Automotive  equipment  operator  I 

Mechanics  helper 

Sr  clerk 

Stock  clerk 

Groundsman   


14 
2.9 


16.9 


1 
1.5 


2.5 


1 

1 
1 
1 
1 

1 

2 

1 
0.7 

1 
2 
3 
1 
1 
1 
3 
2 
6 
1 
1 
2 
3 


SALARY  RANGE 

$1,475-1,793 
1,155-1,405 
783-950 
644-783 
584-710 
492-599 
492-599 
415-505 
(6,304) 

$95,745 


$1,048-1,273 
905-1,100 
905-1,100 
505-614 
446-543 
415-505 
(391,843) 
(1.623) 
(298,014) 


$756,880 


$86,752 
16,591 

$103,343 


$3,712 

6,880 

$10,592 


$1,475-1,793 
842-1,023 
801-884 
801-884 
764-842 
764^842 
614-783 
728-801 
728-801 
676-821 
614-746 
692-764 
692-764 
676-746 
676-746 
584-710 
530-644 
584-644 
584-644 
584-644 
556-676 
492-599 
480-584 
505-584 
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Department  of  General  Services 


GENERAL,  ADMINISTIIATION 


STATE  FAIR  AND  EXPOSITION — Continueel 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


BUILDINGS  AND  GROUNDS— 
Continued 

Lead  watchman 0.5 

Laborer    7.7 

Clerk-typist  II 1 

Watchman 5 

Janitor 2 

Temporary  help 19 

Overtime   9 

Overtime,  public  service  activities 2 

Reimbursements  for  Services: 

To  Fall  Fair -37 

To  Quarter  Horse  Meet -2.9 

To  Horse  Shoic -1.5 

To  Public  Service  Activities -9 


Totals,  Authorized  Positions   _ 

PUBLIC  SERVICE  ACTIVITIES 

Services  by  buildings  and  grounds- 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


32.5 


194.7 


SALARY  RANGE 
457-556 
505-556 
415-505 
435-530 
415-505 
134,085 
62,728 
9,364 

-298,01i 

-16,591 

-6,880 

-70,656 

$207,656 


$70,656 


$1,244,872 


COMMISSION   ON   CALIFORNIA  STATE  GOVERNMENT   ORGANIZATION   AND   ECONOMY 


Executive  secretary   

Sr  steno 

Totals,   Authorized  Positions. 


SALARY  RANGE 
$1,475-1,793 
505-614 

$27,348 


$21,516 
7,368 


$21,516 
7,368 


$28,884 


$28,884 


GENERAL  ADMINISTRATION 
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PERSONNEL   BOARD 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

ACTUAL 

ESTIMATED 

PROPO'^Fn 

67-68 
{Flllsd) 

68-69 

69-70 
(Auih.) 

1967-68 

1968-69 

1969-70 

SALARY  RANGE 

5 
1 
1 
1 
1 
0.9 

5 

5 

$8,400 

1,626-1,976 

1,548-1,882 

842-1,023 

543-660 

415-530 

$42,000 

23,712 

22,584 

12,276 

7,920 

6,060 

$42,000 

23.712 

22.584 

12.276 

7.920 

6.060 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


BOARD 

Board  member 

Asst  secretary 

Hearing  officer 

Hearing  reporter 

Sr  lesal  steno 

Clerk-typist  II 

Totals,  Authorized  Positions 


ADMINISTRATION 

Executive : 

Executive  officer 

Asst  executive  officer 

Personnel  officer  III 

Sr  personnel   analyst 

Asst  personnel  analyst 

Secretary  II 

Sr  steno   

Personnel  and  Accounting : 

Adm  service  officer  I 

Accounting  officer  II 

Accountant — trainee 

Sr  clerk 

Personnel  asst  I 

Accounting  technician 

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 


PERSONNEL  SERVICES  DIVISION 

Administration : 

Principal  personnel  analyst 

Supvng  clerk  I 

Sr   clerk   

Sr  clerk-typist 

Clerk-typist  II 

Clerk-typist  I 

Operations : 

Principal  personnel  analyst 

Supvng  personnel  analyst 

Sr  personnel  analyst 

Sr  personnel  examiner 

Training  officer  II 

Personnel  officer  I 

Sta£f  personnel  analyst 

Assoc  engineer 

Assoc  specification  writer 

Assoc  engrng  personnel  examiner 

Assoc  personnel  analyst 

Assoc  personnel  examiner 

Asst  civil  engineer 

Asst  meeh  engineer 

Asst  personnel   analyst 

Jr   staff   analyst   

Administrative  trainee 

Test  Pool : 

Supvng  clerk  I 

Clerk-typist  II 

Clerk  II  

Clerk-typist   I    

Temporary  help 

Totals,  Authorized  Positions 


9.9 


1 

1 

0.1 

0.7 

0.3 

1 

1 

1 

0.4 

0.6 

1.5 

0.3 

1 

1.3 

6.6 


10 


10 


1 
1 
2 
0.2 


1 
1 
2 
0.2 


17.8        12.2 


12.2 


$106,792 


$1,882-2,186 

1,626-1,976 

1,213-1,475 

1,155-1,405 

783-950 

644-783 

505-614 

1,048-1,273 
783-950 
644-746 
492-599 
492-599 
492-599 
415-530 
72,211 

$198,577 


$114,552 


$26,232 
23,712 

13,860 

11,355 

9,396 

7,368 

13,805 
9,586 


7,188 

6,712 

11,682 

2,783 

$143,679 


$114,552 


$26,232 
23,712 

14.556 

11.400 

9.396 

7,3G8 

14,498 
10,062 


7,188 

7,048 

11,970 

2,783 

$146,213 


1 

1 

1 

$1,405-1,708 

$20,496 

$20,496 

1 

1 

1 

571-692 

8,304 

8,304 

3 

3 

3 

492-599 

21,396 

21,564 

2 

2 

2 

492-599 

14,376 

14,376 

11.3 

11.5 

11.5 

415-530 

67,489 

68,612 

- 

377-457 

- 

- 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

0.1 

- 

- 

1,273-1,548 

- 

- 

5.8 

6 

6 

1,155-1,405 

98,636 

100,212 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

0.1 

_ 

_ 

998-1,213 

— 

— 

9 

8 

8 

1,048-1,273 

119,189 

121,254 

1 

1 

1 

998-1,213 

14,556 

14,556 

0.3 

1 

1 

998-1,213 

12,784 

13,420 

1 

1 

1 

998-1,213 

14,556 

14,556 

21 

30 

30 

950-1,155 

378,313 

390,406 

0.1 

— 

— 

950-1,155 

— 

— 

0.7 

- 

_ 

821-1,048 

- 

- 

1.1 

1 

1 

821-998 

11,130 

11,688 

21.1 

15 

15 

783-950 

154,154 

159,219 

3.4 

2 

2 

644-783 

16,258 

17,076 

0.7 

3 

3 

614-710 

23,952 

25,152 

1 

1 

1 

571-692 

8,304 

8,304 

3.8 

5 

5 

415-530 

28,056 

28,854 

2 

2 

2 

415-505 

12,120 

12.120 

0.1 

1 

1 

377-457 

4,686 

4,920 

4 

3.4 

3.4 

51,650 
$1,028,239 

34,211 
$1,117,182 

34,211 

97.6 

101.9 

101.9 

$1,143,516 
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GENERAL  ADMINISTRATION 


PERSONNEL  BOARD — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Anih.)       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
60 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


RECRUITMENT  AND  FIELD 
SERVICES   DIVISION 

Sacramento : 
Principal   personnel   examiner  _. 

Sr  personnel   analyst   

Staff  personnel  analyst 

Recruitment    publications   supvr. 

Assoc   personnel   analyst 

Recruitment    representative    

Asst  ensineer 

Asst  personnel   analyst 

Asst   information   officer   

Jr   staff    analyst    

Administrative  trainee 

Supvng  clerk  I 

Editorial    aid    

Sr  steno  

Sr  clerk 

Sr  clerk-typist 

Sr  information  clerk 

Steno  II   

Clerk-typist  II 

Clerk   II   

Clerk-typist   I    

Clerk  I   

San  Francisco : 

Branch   manager   

Recruitment  representative 

Nurse   recruiter   

Asst  personnel   analyst 

Jr   staff   analyst   

Administrative  trainee 

Sr  steno 

Sr  clerk 

Sr  elerk-tvpist 

Clerk-tvpist    II    

Clerk  II  

Clerk-typist  I 

Los  Angeles : 

Branch  manager 

Recruitment  representative 

Nurse  recruiter 

Asst  personnel  analyst 

Administrative  trainee 

Sr  clerk-typist 

Clerk-typist    II    

Clerk   II   

Clerk-typist   I    

Temporary  help 

Totals,  Authorized  Positions 75.9 


STANDARDS  AND  SURVEYS 
DIVISION 


Medical  officer 

Principal  personnel  analyst 

Sr  personnel   analyst 

Personnel  officer  II 

Staff  personnel  analyst 

Assoc  personnel  analyst 

Asst   personnel   analyst 

Personnel  asst  III 

Asst  to  supvr 

Jr  staff  analyst 

Supvng  clerk  I 

Sr  steno   

Sr  clerk 

Sr   clerk-typist 

Personnel  asst  I 

Steno  II   

Clerk-typist   II    

Steno  I  

Clerk-typist  I 


SALARY  RANGE 

1 

1 

1 

$1,405-1,708 

$20,496 

$20,496 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,048-1,273 

15,096 

15,276 

1 

1 

1 

998-1,213 

14,556 

14,556 

- 

1 

1 

950-1,155 

11,400 

11,976 

4.9 

4 

4 

950-1,155 

54,208 

54,835 

0.2 

1 

1 

821-998 

11,976 

11,076 

3.3 

5 

5 

783-950 

48,684 

51,108 

0.9 

1 

1 

746-905 

8,952 

9,396 

1.6 

— 

— 

644-783 

_ 

— 

0.6 

1 

1 

614-710 

7,008 

7,368 

2 

2 

2 

571-692 

16,608 

16,608 

0.4 

1 

1 

530-644 

6,646 

6,980 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

492-599 

13,204 

13,872 

0.6 

_ 

_ 

492-599 

— 

— 

1 

1 

1 

492-599 

7,188 

7,188 

4.9 

6 

6 

446-543 

36,679 

37,567 

8.3 

9 

9 

415-530 

52,071 

63,100 

1.2 

_ 

— 

415-505 

_ 

— 

1.4 

3 

3 

377-^57 

14,172 

14,880 

0.4 

1 

1 

359-435 

4,488 

4,704 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

1 

950-1,155 

13,860 

13,860 

0.5 

1 

1 

821-998 

9,852 

10,856 

1.9 

2 

2 

783-950 

21,024 

21,504 

0.5 

— 

— 

644-783 

_ 

- 

0.5 

1 

1 

614-710 

7,728 

8,112 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,104 

7,188 

2 

2 

2 

492-599 

13,308 

13,704 

5.9 

9 

9 

415-530 

48,294 

50,097 

1 

1 

1 

415-505 

5,374 

6,645 

- 

- 

- 

377-457 

- 

- 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

821-998 

11,976 

11,976 

2.9 

2 

2 

783-950 

20,040 

21,048 

0.4 

2 

2 

614-710 

14,946 

15,690 

2 

2 

2 

492-599 

14,292 

14,376 

10.8 

13 

13 

415-530 

73,787 

75,971 

0.1 

— 

— 

415-505 

0.3 

0.5 

0.5 

377-457 

2,343 

2,460 

1.4 

2.6 

2.6 

6,892 

13,054 

13,054 

Temporary  help 

Totals,  Authorized  Positions 


30.1 


S.l 


88.1 


$588,464 


31.5        31.5 


$304,313 


$696,422 


$341,228 


$712,935 


1 

1 

1 

$1,750-2,127 

$21,000 

$22,044 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

2 

2 

2 

1,155-1,405 

31,960 

33,584 

1 

1 

1 

1,100-1,337 

15,788 

16,044 

1.5 

2 

2 

1,048-1,273 

27,792 

28,476 

6 

6 

6 

950-1,155 

77,228 

79,694 

4.7 

7 

7 

783-950 

70,235 

73,110 

0.3 

1 

1 

660-801 

9,612 

9,612 

0.8 

— 

— 

660-801 

_ 

_ 

1.4 

_ 

_ 

644-783 

— 

_ 

1 

1 

1 

571-692 

8,304 

8,304 

0.7 

1 

1 

505-614 

7,368 

7,368 

1.5 

_ 

_ 

492-599 

— 

_ 

0.8 

1 

1 

492-599 

5,904 

6,204 

0.5 

2 

2 

492-599 

14,376 

14,376 

2.4 

1 

1 

446-543 

6,516 

6,516 

2.8 

2.5 

2.5 

415-530 

14,741 

14,873 

0.3 

1 

1 

405-492 

5,020 

5,268 

0.4 

1 

1 

377^57 

4,722 

4,960 

- 

- 

241 

166 

166 

$351,095 


GENERAL  ADMINISTRATION 
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PERSONNEL   BOARD — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.l       (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


OFFICE  SERVICES  DIVISION 

Supervision : 

Chief    1 

DP  manager  I 0.9 

Manager  of  DP 0.1 

Sr  clerk-typist 1 

Cleric-typist  II 1.1 

Application  Review: 

Supvng  clerls   II 1 

Sr  elerli 4.5 

Clerk-typist  II 6.9 

Clerk   II   7.3 

Clerk-typist  I 1 

Test  Arrangements  and  Scoring : 

Supvng   clerk   II 1 

Supvng  clerk   I 1 

Sr  clerk 3 

Clerk-typist  II 7.5 

Clerk    II    2.5 

Clerk   I   0.1 

Data  Processing  Section : 

Assoc  DP  systems  analyst 0.7 

Supvr,  EDP 1 

Tab  operations  supvr  III 1 

Programmer  II 2.8 

Sr  computer  operator 1 

Programmer  I   1.6 

Programmer — trainee    0.5 

Computer  operator 2.1 

Sr  clerk 1 

Key  punch  supvr  I 1 

Tab  mach  operator 2.9 

Clerk-typist  II 2.8 

Key  punch  operator 7.7 

Clerk  II 1.1 

Clerk-typist  I 0.1 

Mail,  Duplicating  and  Supply : 

Supvng  clerk  II 0.8 

Storekeeper  I 1 

Duplicating  mach  supvr  I 1 

Sr  clerk 1 

Duplicating  mach  operator  II 2.4 

Clerk  II 5.3 

Duplicating  mach  operator  I 4.3 

Clerk   I   2.9 

Clerical  Services  Section : 

Sr  graphic  artist 0.8 

Supvng  clerk  II 1 

Graphic  artist 0.2 

Supvng    clerk-typist    I    0.9 

Sr  clerk-typist 4 

Varitypist 1 

Steno  II 1 

Clerk-typist  II 17.2 

Clerk   II   4 

Steno  I 0.3 

Clerk-typist    I    3.2 

Roster : 

Supvng  clerk  II 0.8 

Personnel  asst  III 0.3 

Supvng  clerk  I 0.8 

Personnel  asst  II 0.3 

Sr   clerk    4.4 

Personnel  asst  I 0.5 

Clerk-typist  II 8.2 

Clerk   II   3.7 

Clerk-typist  I 4 

Certification : 

Supvng  clerk  I 0.8 

Personnel  asst  II 0.3 

Sr  clerk 2.5 

Personnel  asst  I 0.5 

Clerk-tvpist  II 5.1 

Clerk   II   2.7 

Clerk-typist  I 2.1 


SALARY  KANGE 

1 

1 

$1,155-1,405 

$16,860 

$16,860 

1 

1 

1,048-1,273 

15,276 

15,276 

— 

— 

998-1,213 

— 

_ 

1 

1 

492-599 

7,188 

7,188 

2 

2 

415-530 

10,579 

11,105 

1 

1 

660-801 

9,612 

9,612 

5 

5 

492-599 

33,844 

34,928 

9 

9 

415-530 

52,658 

53,782 

9 

9 

415-505 

52,098 

52,887 

1 

1 

377^57 

5,080 

5,330 

1 

1 

660-801 

9,612 

9,612 

1 

1 

571-692 

8,112 

8,304 

3 

3 

492-599 

21,396 

21,564 

9 

9 

41.5-530 

53,440 

54,007 

3 

3 

415-505 

17,220 

17,472 

1 

1 

359^35 

4,524 

4,740 

1 

1 

950-1,155 

12,992 

13,640 

1 

1 

950-1,155 

11,784 

12,376 

1 

1 

90.5-1,100 

13,200 

13,200 

4 

4 

783-950 

39,690 

41,661 

1 

1 

644-783 

9,063 

9,396 

2 

2 

676-783 

16,6.32 

17,472 

1 

1 

614-710 

8,316 

8,520 

2 

2 

556-676 

15,690 

16,064 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7,188 

3 

3 

480-584 

19,028 

19,630 

2 

2 

415-5.30 

11,659 

11,945 

9 

9 

425-517 

52,396 

53,715 

2 

2 

415-505 

10,727 

11,269 

1 

1 

377-457 

4,668 

4,900 

1 

1 

660-801 

9,612 

9,612 

1 

1 

530-676 

7,518 

7,728 

1 

1 

530-644 

7,728 

7,728 

1 

1 

492-599 

7,188 

7,188 

3 

3 

457-556 

18,571 

19,172 

6 

6 

415-505 

33.807 

34,882 

4 

4 

395-480 

20,562 

21,583 

4 

4 

359-435 

17,952 

18,820 

1 

1 

676-821 

9,322 

9,776 

1 

1 

660-801 

8,988 

9,427 

_ 

_ 

5S4r-nO 

_ 

— 

1 

1 

571-692 

7,920 

8,304 

4 

4 

492-599 

27,810 

28,276 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,104 

6,412 

19 

19 

415-530 

111,505 

114,921 

4 

4 

415-505 

23,610 

23,990 

_ 

_ 

405-492 

_ 

_ 

6 

6 

377-457 

28,278 

29,700 

_ 

_ 

660-801 

_ 

^ 

1 

1 

660-801 

9,612 

9,612 

— 

— 

571-692 

_ 

_ 

1 

1 

571-692 

8,304 

8,304 

3 

3 

492-599 

21,088 

21,424 

2 

2 

492-599 

13,928 

14,264 

9 

9 

415-530 

50,512 

52,145 

4 

4 

415-505 

23,280 

23,532 

6 

6 

377-457 

29,274 

30,568 

_ 

_ 

571-692 

_ 

_ 

1 

1 

571-692 

8,304 

8,304 

1 

1 

492-599 

7,188 

7,188 

2 

2 

492-599 

14,376 

14,376 

7 

7 

415-530 

39,595 

40,494 

3 

3 

415-505 

16,966 

17,519 

2 

2 

377-^57 

9,364 

9,820 
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GENERAL  ADMINISTKATION 


PERSONNEL   BOARD — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Anth.)       (Auth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


14.3 


OFFICE  SERVICES  DIVISION— 
Continued 

General  Files : 

Supvng  file  clerk  I 1 

Sr   file  clerk 1 

Clerk-tvpist  II 0.2 

Clerk  II 5.9 

File  clerk  II 0.8 

Clerk   I   0.7 

Temporary  help 14.1 

Totals,   Authorized   Positions- 


TRAINING  DIVISION 

Principal  personnel  analyst 

Safety   coordinator   

Training  officer  II 

Supvr,  EDP 

Personnel  trng  consultant 

Asst  budget  analyst 

Jr  staif  analyst 

Sr   steno   

Sr  clerk-typist 

Clerk-typist    II 

Temporary  help 

Totals,   Authorized  Positions— 


COOPERATIVE  PERSONNEL 
SERVICES  DIVISION 

Sacramento  : 

Principal  personnel  analyst 

Sr  personnel  analyst 

Stail  personnel  analyst 

Assoc  personnel  analyst 

Asst  personnel  analyst 

Supvng  clerk  II 

Jr  staff  analyst 

Administrative  trainee 

Supvng  clerk  I 

Sr  clerk-typist 

Duplicating  mach  operator  II 

Clerk-typist  II 

Duplicating  mach  operator  II 

Clerk   II   

Los  Angeles : 

Sr  personnel  analyst 

Assoc  personnel  analyst 

Asst  personnel  analyst 

Jr  staff  analyst 

Administrative  trainee 

Supvng  clerk  I 

Sr  clerk-typist 

Clerk-typist  II 

Clerk-typist  I 

Temporary  help 

Totals,   Authorized  Positions— 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


1 
1 

6 

1 
2 

14.3 


1 
1 

6 

1 

2 

14.3 


SALARY  BANGE 
571-692 
492-599 
415-530 
415-505 
415-505 
359-435 
83,692 


8,304 

7,188 

35,400 
5,100 

8,994 
72,717 


14.4         14.4 


3147,232 


$158,399 


8,304 

7,188 

35,652 
5,352 
9,426 

72,717 


180.2 

206.3 

206.3 

$1,094,871 

$1,300,877 

$1,331,727 

1 

1 

1 

$1,405-1,708 

$20,496 

$20,496 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

2 

2 

1,155-1,405 

30,108 

31,416 

1 

1 

1 

950-1,155 

12,940 

13,585 

3.5 

3 

3 

950-1,155 

38,262 

39,480 

0.4 

1 

1 

783-950 

9,586 

10,062 

1 

— 

— 

644-783 

— 

— 

0.5 

_ 

_ 

505-614 

_ 

_ 

1.6 

2 

9 

492-599 

11,958 

12,564 

2.9 

3 

3 

415-530 

16,160 

16,984 

0.4 

0.4 

0.4 

6,277 

2,029 

2,029 

$163,476 


1 

1 

1 

$1,405-1,708 

$20,496 

$20,496 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

3.2 

5 

5 

950-1,155 

62,846 

64,612 

4 

3 

3 

783-950 

29,062 

30,522 

1 

1 

1 

660-801 

9,612 

9,612 

2.6 

4 

4 

644-783 

31,488 

33,060 

2.4 

1 

1 

614-710 

8,112 

8,520 

1 

1 

1 

571-692 

8,304 

8,304 

3 

3 

3 

492-599 

20,472 

21,144 

1 

1 

1 

457-556 

6,490 

6,672 

9.3 

10 

10 

415-530 

59,555 

60,525 

0.6 

1 

1 

435-530 

5,352 

5,622 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

0.1 

3 

3 

950-1,155 

34,200 

35,928 

4.3 

2 

2 

783-950 

19,134 

20,082 

2.5 

2 

2 

644-783 

17,112 

17,978 

1.3 

2 

2 

614-710 

14,676 

15,396 

1 

1 

1 

571-692 

7,984 

8,304 

0.3 

— 

- 

492-599 

~ 

— 

3.3 

4 

4 

415-530 

22,484 

23,002 

0.9 

2 

2 

377-457 

9,444 

9,920 

3.3 

5.7 

5.7 

18,794 
$403,266 

42,759 
$484,638 

$4,356,977 

42,759 

50.1 

56.7 

56.7 

$497,514 

475.9 

521.1 

521.1 

$3,871,754 

$4,461,028 

OENERAL  ADMINISTRATION 


51 


SECRETARY   OF   STATE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Auth.)      lAiiih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
65 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Secretary  of  state  

Deputy  secretary  of  state 

Asst  secretary  of  state 

Sr  counsel 

Assoc  counsel 

Accounting  officer  III 

Secretary  

Secretary  I  

Asst  certification  off 

Sr  legal  steno 

Sr  steno   

Sr  clerk 

Sr  clerk-typist  

Personnel  asst  I  

Sr  file  clerk 

Sr  cashier  clerk 

Accounting   technician   

Stock  clerk 

Photocopy  ist 

Clerk-typist  II 

Clerk  II 

Account  clerk  II 

■Tanitor 

Temporary  help 

Election  clerks — semiofficial  canvass 

Election  clerks — official  canvass 

Overtime   

Totals,  Authorized  Positions 53  54.3         54.3 


AUTOMATED  SERVICES  DIVISION 

Asst  to  secty  of  state 

DP  manager  I 

Assoc  DP  systems  analyst 

Supvr,  EDP 

Programmer  II 

Sr  computer  operator 

Supvng  clerk  I 

Computer  operator 

Sr  clerk-typist 

Key  punch  supvr  I  

Sr  cashier  clerk 

Steno  II 

Clerk-typist  II 

Key  punch  operator 

Clerk  II 

Clerk-typist  I 

Temporary   help   

Overtime   

Totals,  Authorized  Positions 32.4 


SALARY  RANGE 

1 

1 

1 

$25,000 

$25,000 

$25,000 

1 

1 

1 

1,47.5-1,793 

20.004 

21,006 

1 

1 

1 

1,337-1,626 

19,512 

19.512 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

3.9 

4 

4 

1,213-1,475 

66,720 

68,304 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

5S4-710 

7,578 

7,952 

1 

1 

1 

571-692 

8,304 

8,304 

3 

3 

3 

543-660 

23.760 

23,760 

2 

2 

2 

505-614 

13,858 

14,180 

1 

1 

1 

492-599 

7,188 

7,188 

5.5 

5 

5 

492-599 

35,072 

35,744 

0.3 

1 

1 

492-599 

5,904 

6,204 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

4S0-5S4 

6,516 

6,840 

1.5 

2 

2 

457-556 

12,294 

12,582 

18.2 

19 

19 

415-530 

108.788 

111,749 

1 

1 

1 

415-505 

5.9S5 

6,060 

2 

2 

2 

415-505 

11.870 

12.120 

1 

1 

1 

415-505 

6,060 

6,060 

1.1 

0.5 

0.5 

(5,4S1) 

2,660 

2,060 

0.2 

0.4 

0.4 

(1,263) 

2,027 

2,027 

_ 

0.2 

0.2 

- 

1.035 

1,035 

0.3 

0.2 

0.2 

(1,378) 

1,031 

1,031 

$419,688 


$455,498 


31.4        31.4 


$227,195 


$240,242 


STATE   ARCHIVES 

Chief  of  archives 

Archivist  II 

Archivist  I 

Document  restoration  techn 

Clerk-typist  II 

Clerk  II 

Temporary  help 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS   92.6        92.9        92.9 


$700,616 


$752,949 


$463,650 


1 

1 

1 

$1,155-1,405 

$16,860 

$16,860 

1 

1 

1 

1,048-1,273 

13.310 

13,976 

0.2 

1 

1 

950-1,155 

13,860 

13.860 

1 

1 

1 

950-1,155 

11.448 

12,026 

3.3 

3 

3 

783-950 

30,639 

31,734 

0.5 

1 

1 

644-783 

7,728 

8,112 

1 

1 

1 

571-692 

8,304 

8,304 

2.1 

2 

2 

556-«76 

14,784 

15,120 

2.4 

3 

3 

492-599 

20,762 

21,088 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

3.8 

5 

5 

415-530 

26,460 

27,688 

6 

6 

6 

425-517 

37,174 

37,224 

2 

2 

2 

415-505 

11,068 

11,636 

0.9 

1 

1 

377-457 

4,722 

4.960 

3.9 

0.3 

0.3 

(19,009) 

1,659 

1,659 

0.3 

0.1 

0.1 

(2,335) 

572 

572 

$245,711 


1 

1 

1 

$950-1,155 

$13,860 

$13,860 

1 

1 

1 

783-950 

10,314 

10,818 

0.7 

1 

1 

676-821 

8,112 

8.520 

1 

1 

1 

530-644 

7,458 

7,728 

1 

1 

1 

415-530 

5,120 

5,374 

2 

2 

2 

415-505 

11,200 

11,456 

0.5 

0.2 

0.2 

(2,136) 
$53,733 

1,145 
$57,209 

1,145 

7.2 

7.2 

7.2 

$58,901 

$768,262 


52 


AGRICULTURE 


DEPARTMENT  OF  AGRICULTURE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filliil)      (Aath.)      (tnih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
IS69-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  ADMINISTRATIVE  SERVICES 

Executive : 

Director 

Deputy  director 

Asst  director 

Administrative  adviser 

Regional  coordinator 

Economic  adviser 

Training  officer  II 

Sr  management  analyst 

Information  officer  II 

Assoc  DP  systems  analyst 

Information  officer  I 

Asst  information  officer 

Secretary  II  

Secretary  I  

Sr  legal  steno 

Sr  steno 

Sr  clerk-typist 

Steno   II   

Clerk-typist  II 

Fiscal  Office : 

Fiscal  officer  III  

Fiscal  officer  I 

Accounting  officer  III  

Business  service  officer  III 

Associate  budget  analyst 

Examiner  II 

General  accountant  II 

Accounting  officer  II 

Asst  budget  analyst 

Business  service  asst 

Property  clerk  II 

Accountant  I 

Supvng  clerk  I 

Sr  steno 

Supvng  bookkeeping  mach  opr  _ 

Sr  clerk 

Sr  clerk-typist 

Accounting  technician 

Bookkeeping  mach  operator  II  _. 

Clerk-typist  II 

Bookkeeping  mach  operator  I  __. 

Account  clerk  II 

Steno  I  

Clerk-typist  I 

Personnel  Office : 

Personnel  officer  III 

Assoc  personnel  analyst 

Supvng  clerk  II  

Personnel  asst  III 

Personnel  asst  I 

Sr   clerk    

Sr  clerk-typist 

Clerk-typist   II    

Clerk-typist   I   

Office  Services : 

Supvng  clerk  II 

Storekeeper  I  

Stock  clerk 

Clerk   II   

Clerk   I   

Production  Services : 

Duplicating  mach  supvr  II 

Duplicating   mach  supvr  I 

Duplicating  mach  opr  II — offset 

Clerk-typist  II 

Duplicating  mach  opr  II — direct 

Clerk   II   

Duplicating  mach  operator  I 

Clerk  I   

Data  Processing  Unit : 

Tab  operations  supvr  II 

Tab  operations  supvr  I 

Sr  tab   mach   operator 

Key  punch  supvr  I 

Tab  mach  operator 

Clerk-typist  II 

Key  punch  operator 

Tab  mach  operator  trainee 

Temporary  help 

Totals,  Authorized  Positions 108.1 


SALAIiY  RANGE 

1 

1 

1 

$24,675 

$24,675 

$24,675 

1.3 

2 

2 

1,708-2,055 

48,609 

49,320 

2 

2 

2 

1,548-1,882 

41,160 

42.096 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

2.3 

2 

2 

1,273-1,548 

36,136 

37,006 

0.5 

_ 

_ 

1,27.3-1,548 

- 

- 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

16.860 

16,860 

0.6 

1 

1 

1,100-1,337 

15,036 

15,788 

0.8 

1 

1 

9.50-1.155 

13,860 

13,860 

1 

1 

1 

905-1,100 

13,200 

13,200 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

64t-7S3 

9,396 

9,396 

1.3 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

543-660 

7,920 

7,920 

4.1 

6 

6 

505-614 

41,422 

42,548 

0.4 

_ 

_ 

492-599 

_ 

_ 

2.8 

2 

2 

446-543 

12,083 

12,694 

3 

3 

3 

415-530 

18,180 

18,180 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

_ 

1 

1 

1,048-1,273 

14,556 

15,276 

1 

_ 

950-1,155 

- 

_ 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

950-1,155 

11,400 

11,976 

0.8 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

11,400 

11,400 

0.5 

— 

_ 

783-950 

— 

_ 

1 

2 

2 

644-783 

18,792 

18,792 

— 

— 

— 

614-746 

_ 

_ 

2 

2 

2 

584-710 

15,864 

16,440 

1 

1 

1 

571-692 

7,728 

8.112 

1.9 

2 

2 

50.5-614 

14,180 

14.526 

0.1 

1 

1 

505-614 

7,008 

7,368 

2 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

492-599 

7,188 

7,188 

3.7 

3 

3 

492-599 

19,898 

20,540 

1.9 

1 

1 

457-556 

6,672 

6,672 

4.6 

3 

3 

41.5-530 

17,650 

17,930 

3.3 

5 

5 

415-505 

26,513 

27,847 

3.3 

3 

3 

415-505 

16,987 

17,.540 

1 

1 

1 

40.5-492 

5,226 

5,490 

1.5 

3 

3 

377-457 

14,252 

14,960 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

950-1,155 

13,860 

13,860 

0.8 

— 

-~ 

660-801 

_ 

_ 

0.3 

1 

1 

660-801 

9,612 

9,612 

— 

1 

1 

492-599 

6,204 

6,516 

2 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

492-599 

13,900 

14,236 

3.6 

5 

5 

415-530 

27,792 

28,578 

0.4 

- 

- 

377-457 

- 

- 

1 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

530-676 

6,952 

7,308 

0.8 

1 

1 

4S0-5S4 

6,135 

6,438 

2 

2 

2 

415-505 

11,368 

11,636 

1 

1 

1 

359-435 

4,614 

4,840 

1 

_ 

_ 

614-746 

_ 

_ 

1 

2 

2 

530-644 

14,736 

15,096 

2.6 

2 

2 

457-556 

11,745 

12,345 

3 

3 

3 

415-530 

18,180 

18,180 

0.8 

1 

1 

435-530 

5,576 

5,860 

3.4 

4 

4 

415-505 

22,942 

23,492 

0.5 

_ 

— 

395-480 

— 

— 

1 

1 

359-435 

4,398 

4,614 

1 

1 

1 

746-905 

10,776 

10,860 

1.8 

2 

2 

614-746 

16,176 

16,680 

1 

1 

1 

530-644 

7,728 

7,728 

0.9 

1 

1 

492-599 

5,904 

6,204 

1.2 

2 

2 

480-584 

12.045 

12.645 

1 

1 

1 

415-530 

5.810 

6,060 

3.9 

4 

4 

425-517 

23,767 

24,491 

0.6 

_ 

_ 

377-415 

- 

- 

5.8 

7.5 

7.5 

(27,553) 

38,977 

38.977 

115.5      115.5 


$854,481 


$972,036 


$990,844 
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DEPARTMENT  OF  AGRICULTURE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllliil)      (tulh.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


JIVISION  OF  MARKETING 
SERVICES 

Administration : 

Asst   director 0.5 

Division   chief   1.3 

Genera]  accountant  III 1 

General  accountant  II 1 

General  auditor  II 1 

Supvng  clerk  I 1 

Sr  steno   1.8 

Sr  clerk 1 

Steno  II 1 

Clerk-typist   II    5 

Account  clerk  II 1 

Agricultural  Statistics: 

Sr  clerk-typist 2 

Clerk-typist  II 4.7 

Calculating  mach  operator 1 

Supvng  analytical  statistician 

(GS-15)     

Supvry  analytical  statistician 

(GS-14)     0.3 

Supvry  analytical  statistician 

(GS-13)     0.2 

Supvry  analytical  statistician 

(GS-12)     2.1 

Analytical  statistician   (GS-11) 1.6 

Analytical  statistician   (GS-9) 1.7 

Analytical  statistician  (GS-7) 0.1 

Statistician    (GS-5)    0.1 

Market  News : 

Bureau  chief 1 

Program  supervisor 2 

Sr  marketing  specialist 23 

Asst  marketing  specialist 8 

Market  data  compiler 5 

Supvng  TWX  operator  II 1 

Sr   steno   2 

Sr  clerk-typist 1 

TWX  operator 6 

Steno  II 2 

Clerk-typist  II 22.5 

Marketing : 

Bureau   chief   1 

Special  consultant - 

Sr  agricultural  economist 4 

Program  supervisor 1 

Assoc  agricultural  economist 2 

Asst  agricultural  economist 1.3 

General  auditor  II 1 

Supvng  clerk  I 0.7 

Sr  clerk-typist 0.7 

Steno  II 8.5 

Clerk-typist  II 4 

Blarket  Enforcement : 

Bureau   chief 1 

Regional   administrator 4 

General  auditor  III 1 

General  auditor  II 3 

Sr  investigator 12.2 

Investigator    1 

Supvng  clerk  I 0.6 

Sr  steno 2.4 

Steno  II 5 

Clerk-typist  II 3 

Milk  Stabilization : 

Bureau    chief 1 

Sr  milk  economist 0.2 

Supvng  auditor 1 

Regional   administrator 2.7 

Milk  economist 2 

Law  enforcement  coordinator 1 

General  auditor  III 7 

Assoc   research   analyst 1 

Supvng  milk  production  cost  analyst  1 

District   supervisor 6.9 

General  auditor  II 20.4 

Milk  production  cost  analyst  II 3.3 


SALARY  EANGE 

1 

1 

$1,548-1.882 

$22,5.84 

$22,584 

1 

1 

1,405-1,708 

16,860 

17,700 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

11.400 

11.400 

1 

1 

783-950 

11,400 

11,400 

1 

1 

571-692 

8,304 

8.304 

2 

2 

505-614 

13,428 

13.728 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,029 

6,334 

5 

5 

415-530 

29,908 

30,200 

1 

1 

415-505 

6,060 

6,060 

2 

2 

492-599 

14,376 

14,376 

5 

5 

415-530 

27,420 

28.497 

1 

1 

435-530 

6,360 

6,360 

- 

- 

1,462-1,918 

672 

672 

0.3 

0.3 

1,259-1,651 

5,242 

5,242 

1.2 

1.2 

1,073-1,409 

13,500 

13,500 

1.3 

1.3 

911-1,195 

16,647 

16,647 

2.4 

2.4 

768-1,005 

23,885 

23,885 

1.7 

1.7 

641-837 

14,967 

14,967 

0.3 

0.3 

538-697 

1,187 

1,187 

0.3 

0.3 

477-621 

1,032 

1,032 

1 

1 

1,273-1,548 

18.576 

18.576 

2 

2 

1,100-1,337 

32,088 

32,088 

23 

23 

927-1,128 

308,376 

309,468 

8 

8 

764-927 

86.921 

87,972 

5 

5 

599-728 

43,680 

43,680 

1 

1 

599-728 

8,736 

8,736 

2 

2 

505-614 

14,736 

14,736 

1 

1 

492-599 

7,188 

7,188 

6 

6 

457-556 

40,032 

40,032 

2 

2 

446-543 

13,032 

13,032 

23 

23 

415-530 

133,726 

136,344 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1,406 

16,872 

16,872 

4 

4 

1,100-1,337 

64,176 

64,176 

1 

1 

973-1,183 

14,196 

14,196 

2 

2 

973-1,183 

28,227 

28,392 

2 

2 

801-973 

22,539 

23,122 

2 

2 

783-950 

20,796 

21.252 

1 

1 

571-692 

7.664 

8.048 

1 

1 

492-599 

5,904 

6.204 

9 

9 

446-543 

54,638 

56,076 

5 

5 

415-530 

26,987 

28,033 

1 

1 

1,273-1,-548 

18,576 

18.576 

4 

4 

973-1,183 

53,766 

56,399 

1 

1 

950-1,155 

13,860 

13.860 

3 

3 

783-9.50 

34,065 

34,200 

13 

13 

710-863 

134,246 

135,210 

644-783 

— 

— 

_ 

_ 

571-692 

_ 

— 

3 

3 

505-614 

22,104 

22,104 

5 

5 

446-543 

31,194 

32,112 

3 

3 

415-530 

18,180 

18,180 

1 

1 

1,273-1.548 

18,576 

18.576 

1 

1 

1,100-1,337 

13.200 

13,860 

1 

1 

1,048-1,273 

15,276 

15,276 

3 

3 

1,023-1,243 

42,882 

43,533 

2 

2 

973-1,183 

27,516 

28,172 

1 

1 

973-1,183 

14.196 

14,196 

7 

7 

950-1,1.55 

95,388 

96.690 

1 

1 

950-1,155 

12..576 

13.200 

1 

1 

927-1,128 

13.536 

13,536 

7 

7 

821-998 

79,746 

81,348 

23 

23 

783-950 

251,169 

255.4.56 

4 

4 

764-927 

43,230 

43,728 
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DEPARTMENT  OF  AGRICULTURE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (AjiIi.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   MARKETING 
SERVICES— Continued 

Milk  Stabilization — Continued 

Sr  investigator 

Investigator    

Milk  production  cost  analyst  I  . 

Auditor   I   

Milk  production  cost  asst 

Sr   steno   

Sr  clerk 

Sr  account  clerk 

Steno  II  

Clerk-typist  II 

Calculating  mach  operator 

Analytical  statistician  (GS-11) 
Blilk  Pooling : 

Sr  milk  economist 

Assoc  agrie  economist 

Gen  auditor  II 

Steno  II 

Temporary  help 

Totals,  Authorized  Positions 283.7       295.6       295.6 


DIVISION  OF  ANIMAL   INDUSTRY 

Administration : 

Asst  director 1 

Division  chief 1 

Staff  asst 0.4 

Livestock  inspector  II  1 

Supvng  clerk  II 1 

Sr  steno   1 

Sr  clerk 3 

Steno  II 1.1 

Clerk-typist  II 8.8 

Clerk  II 0.8 

Clerk-typist  I 0.8 

Clerk  I 0.1 

Poultry  Inspection : 

Bureau  chief 1 

"Veterinarian  IV 3 

Veterinarian  III 5 

Veterinarian  II 6.7 

Veterinarian    I    1 

Supvng  plant   quarantine  inspector  1 

Sr  plant  inspector 16 

Plant  inspector 1 

Sr   steno    1 

Dairy  Service — Sacramento  : 

Bureau  chief 1 

Regional   administrator   3.9 

District  supervisor 15.2 

Inspector 17.8 

Sr  steno 1 

Steno  II 3.9 

Animal  Health : 

Bureau  chief 1 

Veterinarian  IV 11 

Veterinarian    III    9 

Veterinarian    II    25.9 

Veterinarian  I 1.2 

Livestock  inspector  II  5 

Livestock  inspector  I  6 

Sr  steno   1 

Steno  II 8.1 

Clerk-typist  II 8.2 

Veterinary  Laboratory  Services : 

Chief    1 

Veterinarian  IV 3.6 

Veterinarian  III 5.5 

Veterinarian    II    6.6 

Veterinarian  I 0.9 

Parasitologist     0.9 

Lab  technician  II 8 

Dairy  inspector 0.6 

Lab  technician  I 3 


SALAHY  RANGE 

25.6 

27 

27 

710-863 

274,899 

276,824 

2.7 

3 

3 

644-783 

26,520 

26,904 

2 

2 

2 

628-764 

16,416 

17,256 

2.7 

3 

3 

644-746 

24,476 

25,516 

0.5 

_ 

— 

599-660 

— 

— 

3 

4 

4 

505-614 

28,464 

28,776 

1 

1 

1 

492-599 

6,852 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

5.1 

5 

5 

446-543 

31,853 

32,143 

4.6 

4 

4 

41.5-530 

23,848 

24,140 

6 

6 

6 

435-530 

37,910 

38,160 

0.6 

0.6 

0.6 

768-1,005 

7,101 

7,101 

0.8 

_ 

_ 

1,100-1,337 

_ 

_ 

0.7 

— 

_ 

973-1,183 

— 

— 

0.8 

_ 

_ 

783-950 

_ 

_ 

0.8 

_ 

_ 

446-543 

_ 

_ 

18 

19.5 

19.5 

(98,439) 

110,908 

110,908 

$2,559,879 


$2,809,692 


$2,842,238 


1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1,213-1,475 

14,556 

15,276 

1 

1 

692-842 

10,104 

10,104 

1 

1 

660-801 

9,464 

9,612 

2 

2 

505-614 

13,218 

13,728 

3 

3 

492-599 

20,430 

20,736 

2 

2 

446-543 

12,006 

12,282 

9 

9 

415-530 

53,257 

53,807 

1 

1 

415-505 

5,308 

5,576 

1 

1 

377-457 

4,650 

4,880 

- 

1 

359-435 

- 

- 

1 

1 

1,273-1,548 

18,576 

18,576 

3 

3 

1,128-1,371 

49,356 

49,356 

5 

5 

973-1,183 

70,980 

70,980 

8 

8 

884-1,074 

98,058 

100,068 

- 

842-1,023 

- 

- 

1 

1 

801-973 

11,676 

11,676 

16 

16 

692-842 

161,623 

161,664 

1 

1 

599-728 

8,736 

8,736 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1,273-1,548 

15,852 

16,656 

4 

4 

973-1,183 

52,308 

54,042 

17 

17 

SOl-973 

194,796 

195,288 

19 

19 

692-842 

187,775 

189,583 

1 

1 

505-614 

7,368 

7,368 

3 

3 

446-543 

19,548 

19,548 

1 

1 

1,273-1,548 

18,576 

18,576 

11 

11 

1,128-1,371 

180,972 

180,972 

9 

9 

973-1,183 

127,764 

127,764 

27 

27 

884-1,074 

336.828 

340..381 

3 

3 

842-1,023 

31,452 

33.003 

5 

5 

692-842 

49.326 

50.151 

6 

6 

599-728 

52.416 

52.416 

1 

1 

505-614 

7,368 

7,368 

7 

7 

446-543 

45,612 

45.612 

10 

10 

415-530 

60,500 

60,600 

1 

1 

1,273-1,548 

18,576 

18,576 

4 

4 

1,128-1,371 

64,706 

65,478 

6 

6 

973-1,183 

84,626 

85,176 

7 

7 

884-1,074 

82,306 

84.898 

1 

1 

842-1,023 

10,104 

10.608 

1 

1 

821-998 

9.852 

10,356 

8 

8 

746-905 

86,880 

86,880 

692-842 

— 

— 

4 

4 

676-821 

36,612 

37,466 
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DEPARTMENT  OF  AGRICULTURE— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulll.l       (Autb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  ANIMAL  INDUSTRY— Continued 


Veterinary  Laboratory  Services — 
Continued 

Building  maint  man 

Sr  steno 

Lab  asst  II 

Steno  II   

Cleik-typist  II 

Lab  asst  I 

Meat  Inspection : 

Bureau  chief 

Veterinarian  IV 

Veterinarian   III 

Veterinarian   II 

Veterinarian  I 


Supvns  meat  inspector  _ 

Special  investigator 

Sr  meat  inspector 

Dairy  inspector 

Meat  inspector 

Sr  steno 

Steno   II 

Clerk-typist  II 

Clerk-typist  I 

Livestock  Identification : 

Bureau   chief 

Program  coordinator 

Staff  specialist 

Special  investigator 

Supvng  brand  inspector 

Inspector  

Sr  steno 

Sr  clerk-typist 

Steno  II 

Clerk-typist  II 

Account  clerk  II 

Temporary  help 


6 

0.8 

9.9 

9.2 

2 

0.6 

1 
5 
4 

33.1 
1.2 
4 

24 
0.3 

54.7 
1 
3 


1 
1 

1 

0.4 

6.4 

64 
1 
1 

0.5 
4.4 
0.1 

32.8 


5 

1 

10 

9 

2 

1 

1 
5 
4 

35 
2 
6 
3 

24 

87 
1 
3 
2 


1 
1 
1 
1 
6 
66.5 
1 
1 
1 
4 


17.3 


5 
1 
10 
9 
2 
1 

1 
5 
4 

35 
2 
6 
3 

24 

87 
1 
3 
2 


1 
1 

1 
1 
6 

66.5 
1 
1 
1 
4 


38.2        38.2 


17.3 


Totals,  Authorized  Positions 478.4       538.7      538.7 


DIVISION   OF  FAIRS  AND 
EXPOSITIONS 

Division  chief 1 

Program  administrator 1 

Deptl  constrn  &  maint  supvr 1 

Elec  inspector  II 1 

General  accountant  III 3 

Exhibit  supvr 1 

Asst  civil  engineer 3 

Sr  steno 1 

Sr  account  clerk 1 

Accounting  technician 1 

Steno   II   2 

Clerk-typist  II 1 

Temporary  help — 

Totals,  Authorized  Positions 17 

DIVISION  OF  PLANT  INDUSTRY 


Administration : 

Asst    director    

Division   chief   

Program  supervisor 

Staff    botanist    

Supvng  clerk  II 

Sr   steno    

Sr  clerk   

Steno  II  

Clerk-typist  II 

Entomology : 

Bureau    chief 

Program  supervisor 

Systematic   entomologist   IV 
Systematic  entomologist  III  - 
Economic  entomologist  III  _- 
Systematic   entomologist    II    . 
Economic  entomologist  II   — 


SALARY  RANGE 
584-644 
505-614 
457-556 
446-543 
415-5.30 
415-505 

1,273-1,548 

1,128-1,371 

97.3-1,183 

884-1,074 

842-1,023 

801-973 

710-863 

692-8-12 

692-842 

599-728 

505-614 

446-543 

415-530 

377-457 

1,273-1,548 
973-1,183 
801-973 
710-863 
692-842 
599-728 
505-614 
492-599 
446-543 
415-530 
415-505 
(229,999) 

$4,458,212 


38.640 
6.952 
65,673 
56.788 
11,430 
5,100 

18,.576 
80,848 
56,784 

433,530 
20,376 
65.928 
25,560 

242,209 

702.561 

7,368 

19,011 

10,200 


18,576 

14,196 

11,676 

8,700 

60.0.58 

570,602 

6,542 

7,188 

5,904 

23,422 

279,716 

$5,268,683 


$187,197 


0.5 

1 

1 

$1,548-1,882 

0.5 

— 

— 

1,405-1,708 

1 

1 

1 

1,023-1,243 

1 

1 

1 

950-1,155 

1 

1 

1 

660-801 

1 

1 

1 

505-614 

1 

1 

1 

492-599 

0.8 

1 

1 

446-543 

3.1 

4 

4 

415-530 

1 

1 

1 

1,27.3-1,548 

B« 

4.4 

4.4 

1,100-1.337 

9. 

2 

2 

950-1,155 

3.8 

4 

4 

821-998 

9  3 

10 

10 

821-998 

1.2 

1 

1 

676-821 

7.7 

8 

8 

676-821 

$200,679 


$22,584 

14.916 
13,860 
9,464 
7,368 
7,188 
5.743 
22,077 

18.576 
68.851 
26.510 
44.694 
116.055 
8,952 
74,546 


38.640 
7.308 
66.233 
57,677 
11,995 
5,352 

18.576 
81,600 
56,784 

438,994 
21,388 
66.912 
26,856 

242,496 

716,600 

7,368 

19.314 

10,704 


18,576 

14,196 

11,676 

9,137 

60.542 

574,868 

6,868 

7,188 

6,204 

23,687 

279,716 

$5,323,726 


1 

1 

$1,40.5-1,708 

$20,496 

$20,496 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1,155-1.405 

16,860 

16,860 

1 

1 

950-1.155 

13,860 

13,860 

3 

3 

950-1,155 

41,580 

41,580 

1 

1 

90.5-1,100 

13,096 

13,200 

3 

3 

821-1,048 

35,928 

35,928 

1 

1 

505-614 

7.368 

7,368 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7.188 

?, 

2 

446-543 

12,420 

12.720 

1 

1 

415-530 

5,374 

5,645 

0.3 

0.3 

745 

745 

$201,354 


$22,584 

14,916 
13,860 
9,612 
7,368 
7.188 
6,029 
22,887 

18,576 
69,286 
27,720 
46,167 
118,110 
9,396 
76,492 
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DEPARTMENT  OF  AGRICULTURE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillBd)      (Huth.)      (tclh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
61 
52 
53 
54 
55 
56 
57 
58 
59 
60 
€1 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF  PLANT  INDUSTRY— Continued 


Entomology — Continued 

Biological  technician 

Biologist  I 

Entomologist  I   

Field  assistant  II 

Field  assistant  I 

Sr  steno 

Stock    clerk    

Steno    II    

Clerk-typist  II 

Plant  Quarantine : 

Bureau   chief 

Program  supervisor 

Systematic  entomologist  III 

Supvng  inspector 

Supervising   officer 

Sr  Inspector  

Inter  inspector  

Jr  inspector 

Sr  steno 

Steno  II  

Clerk-typist  II 

Plant  Pathology : 

Bureau   chief 

Program  supervisor 

Plant  pathologist  IV 

Plant  pathologist  III 

Plant  nematologist  III 

Plant  pathologist  II 

Plant  nematologist  II 

Biological   technician   

Sr  steno 

Steno  II 

Clerk-typist  II 

Staff  Services : 
Apiary  Inspection : 

Program   supervisor 

Apiary  inspector 

Steno  II  

Nursery  Service : 

Chief   

Nursery  service  specialist 

Biologist  III 

Biologist  II   

Biologist  I 

Sr  steno 

Clerk-typist  II 

Weed  and  Vertebrate  Pest  Control : 

Chief    

Weed  control  specialist 

Vertibrate  pest  control  specialist 

Biologist  III   

Biologist  II   

Agricultural    services   biologist   I 

Sr  steno   

Steno  II 

Seed  Laboratory : 

Program  supervisor 

Seed  inspection  specialist 

Seed  analyst  III 

Seed  analyst  II 

Biological  technician   

Seed  analyst  I 

Predatory  Animal  Control : 

Supvng  hunter  &  trapper 

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 


INSPECTION   SERVICES 

Administration : 

Asst  director 

Division  chief 

General  auditor  III 

Chemist  I 

Supvng  clerk  II 

Accountant  I 


SALARY  RANGE 

1.2 

1.5 

1.5 

614-746 

11,540 

11,932 

0.6 

— 

— 

614-710 

— 

_ 

5.1 

4 

4 

614-710 

30,072 

31,552 

12 

12 

12 

584-710 

102,206 

102.240 

7 

7 

7 

530-614 

49,280 

50,272 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

480-5S4 

13,736 

14,016 

3.9 

4 

4 

446-543 

24.996 

25.599 

3.8 

4 

4 

415-530 

22,934 

23,482 

0.6 

1 

1 

1,273-1,548 

15.724 

16,520 

S 

3 

3 

1,023-1,243 

44,748 

44,748 

0.6 

_ 

_ 

821-998 

_ 

_ 

3.6 

4 

4 

801-973 

44.640 

45.132 

0.4 

1 

1 

783-950 

9,396 

9,852 

16.7 

16 

16 

728-884 

168,720 

169,728 

29.3 

27 

27 

660-801 

257,637 

259,524 

86.4 

82 

82 

599-728 

699,206 

705,288 

1 

1 

1 

50.5-614 

7,368 

7,368 

1.7 

1 

1 

446-543 

6.054 

6,360 

0.4 

1 

1 

415-530 

5,100 

5,352 

1 

1 

1 

1,273-1,548 

18,503 

18,576 

5 

5 

5 

1,100-1,337 

80,156 

80,220 

1 

1 

1 

950-1,155 

13,750 

13,860 

9 

10 

10 

821-998 

116,970 

118,164 

3 

4 

4 

821-998 

46,284 

46,788 

2 

1 

1 

676-821 

9,434 

9,852 

1 

_ 

_ 

676-821 

_ 

_ 

4 

4 

4 

614-746 

35,104 

35,520 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

998-1,213 

14,556 

14,5.56 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

446-543 

5,651 

5,929 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1.4 

1 

1 

950-1,155 

13,860 

13,860 

7.1 

8 

8 

821-998 

89.496 

91, .539 

4.9 

5 

5 

676-821 

46,805 

47,662 

1 

1 

614-710 

7,548 

7,920 

1 

1 

1 

50.5-614 

7,368 

7,368 

1.5 

2 

2 

415-530 

11,160 

11,412 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

950-1,155 

13,860 

13,860 

2 

2 

2 

950-1,155 

27,720 

27,720 

5 

5 

5 

821-998 

56,184 

58,395 

2 

2 

2 

676-821 

18,274 

19,172 

_ 

1 

1 

614-710 

7,728 

8,112 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

446-543 

5,904 

6,204 

1 

1 

1 

998-1,213 

14.556 

14,5.56 

0.5 

0.5 

0.5 

728-884 

5,304 

5.304 

1.4 

<> 

2 

692-842 

19,002 

19.962 

2.5 

3 

3 

628-764 

24.576 

25,824 

2 

2 

2 

614-746 

17,904 

17.904 

1.1 

1 

1 

571-660 

7,048 

7,391 

5 

5 

5 

710-863 

50,088 

50,524 

1 

1 

1 

415-580 

5.160 

5,418 

143.6 

131.6 

131.6 

(837,074) 
$3,543,140 

813,612 

813,612 

440.8 

426 

426 

$3,658,238 

$3,696,272 

0.5 
0.5 
1 

1 

0.8 

1 


$1,548-1,882 

1,405-1,708 

950-1,155 

783-950 

660-801 

584-710 


$22,584 

13,860 

11,400 

8,736 

8,520 


$22,584 

13,860 

11.400 

9,168 

8,520 
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DEPARTMENT  OF  AGRICULTURE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllej)      (tilh.l      (Aaib.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSPECTION   SERVICES— Continued 


Administration — Continued 
Supvng  clerk  I 

1 
1 
2 
5 

0.9 
0.3 
16 
1 

3.3 
0.1 

1 
5 
1 
3 

1 
1 
1 
4 
1 
3 

32.3 
7.8 
0.5 
1 

6.2 
4.1 

1 

1.9 

0.8 

0.5 

4.9 

0.7 

8.1 

1 

9.9 

1 

2.1 

0.9 

5 
11.3 
12.4 
37.1 

0.5 

1 

1 

6 

1 
4 
1 
1 
4 

3.1 
5.4 
1.1 
17 
4 

3.1 
3.1 
3.8 
0.7 
1 

4.1 
1.9 

1 
1 
2 
5 
1 

15 

1 
4 

1 
5 
1 
3 

1 

1 

1 

4 

1 

3 

34 
11 

4 

1 

7 

4 

1 
2 

2 
6 

8 
1 
10 
1 
3 

0.9 

5 
12 
14 
37 

1 

1 

1 

6 

1 
4 
1 
1 
4 
3 
6 
1 
17 
4 
3 
3 
4 

1 
5 
2 

1 
1 
2 
5 

1 

15 

1 
4 

1 
5 
1 
3 

1 

1 

1 

4 

1 

3 
34 
11 

4 

1 

7 

4 

1 
2 

2 
6 

8 
1 
10 
1 
3 

0.9 

5 
12 
14 
37 

1 

1 

1 

6 

1 
4 
1 
1 
4 
3 
6 
1 
17 
4 
3 
3 
4 

1 
5 
2 

RAT.ABY  RANGE 
571-692 
505-614 
492-599 
492-599 
480-584 
446-543 
415-530 
415-505 
415-505 
377-457 

1.273-1.548 

1,023-1,243 

927-1,128 

801-973 

801-973 
801-973 
801-973 
801-973 
783-950 
728-884 
692-842 
599-728 
517-628 
492-599 
446-543 
415-530 

1,273-1,548 

1,023-1,243 

97.3-1,183 

884-1,074 

801-973 

746-905 

692-842 

628-764 

599-728 

505-614 

446-543 

1,273-1,548 
1,023-1,243 
728-884 
692-842 
599-728 
517-628 
492-599 
492-599 
41.5-530 

1,273-1,548 

1,023-1,243 

90.5-1,100 

842-1.023 

842-1.023 

821-998 

801-973 

783-950 

710-863 

692-842 

710-821 

644-783 

599-728 

556-676 

505-614 

446-543 

415-530 

6.852 

7,368 

14.376 

35.128 

5,985 

85.046 

6.060 

22,660 

18,576 
72.840 
13.536 
35,028 

11,676 
11,676 
11,216 

46,704 
11,400 
31,824 
339,192 
85,016 
25,736 
7,188 
43,247 
24,240 

16,588 
25,629 

24,462 
68,528 

77,232 
9,168 

85,284 

7,368 

17,818 

13,921 

72,093 

125,967 

133,404 

311,826 

6,360 

7,188 

7,132 

36,360 

18,576 
59,124 
13,200 
12.276 
47.065 
35.928 
68.335 
11.400 
172.837 
38.431 
28.6,56 
26.1.52 
32,420 

7.368 
32.580 
11,544 

7,188 

Sr  steno 

Sr  clerk                                 _ 

Sr  clerk-typist 

Stock  clerk _         

Steno  II   

Clerk-trpist  II           

7.368 
14.376 
35,716 

6,285 

87.647 

Clerk  II                   

6.060 

Account  clerk  II 

Clerk-typist  I                          

23,510 

Field   Crops   and  Agricultural   Chem- 
icals : 
Chief 

18,576 

Program  supervisor      -. . 

Supervisor 

73,140 
13,536 

Supvng  field  crop  inspector 

Supvng    feed    &    livestock    remedy 
inspector 

District  inspector 

Registration  specialist _ 

Field  supervisor 

Seed  inspection  specialist 

Sr  inspector 

Inspector                      _     

Sampler                                   _     _  _ 
Sr  clerk 

35,028 

11,676 
11,676 
11,676 
46,704 
11,400 
31,824 
341,920 
87,896 
27,044 
7,188 

Steno  II                               

Clerk-typist  II              _     _ 

44,101 
24,240 

Fruit  and  Vegetable  Standardization : 

Bureau  chief               _ 

Program   supervisor     ..  ...  .  .       

Program  sxipvr  I         _         _ 
Supvng  inspector  II                       _ 

17,420 
26,912 

25,026 

Supvng  inspector  I 

Supvng  inspector 

Sr  inspector                  .._ 

Electronics   technician 

69,504 

78,096 

9,168 

86,052 

Sr  steno 

Steno  II 

Shipping  Point  Inspection : 

Bureau  chief                                           _ 

7,868 
18,386 

14,623 

Area  supervisor                                   - 

72.714 

Inspector  III  

Inspector  II                   

Tnsppptnr  T                                       _.  _ _ 

126.423 
136..530 
315.672 

Jr  inspector                        _  

Sr  clerk-tvpist 

6.684 
7.188 

Sr  account  clerk 

Clerk-typist  II 

7.188 
36,360 

Weights  and  Measures : 

Bureau  chief 

Program   supervisor   

Supvng  chemist                                     - 

18.576 
59.664 
13.200 

Technician  elpctrie  meter 

12.276 

Technician  III              _       

Supvng   investigator  I 

Supvng  inspector . 

Petroleum  products  chemist 

48.090 
35.928 
69.642 
11.400 
175,252 

Technician    II                           _         _ 
Petroleum  lab  specialist 

39.358 
29.100 

Investigator 

Technician  I 

Deputy   sealer                             

27.306 
33.344 

7.36S 

Steno  II 

Clerk-typist    II            _              _ 

32,5S0 
11,820 
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AGRICULTURE 


DEPARTMENT  OF  AGRICULTURE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)      (tmh.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSPECTION  SERVICES— Continued 

Chemistry :  SALARY  RANGE 

Division   chief 0.5           -             -  1,405-1,708 

Chief   0.5           1              1  1,273-1,548 

Chemist  III 4              4              4  950-1,155 

Chemist  II 8              8              8  S63-l,0-48 

Dairy   bacteriologist 111  7S3-950 

Chemist  I 16.7         17            17  7S3-950 

Lab   technologist 12              2  710-863 

Lab  technician 4              4              4  614-746 

Jr  chemist 10.3         12            12  644-746 

Sr  steno   111  505-614 

Lab  asst  II 5              5              5  457-556 

Clerli-typist  II 111  415-530 

Temporary  help 284          304.4       304.4  (1,735,705) 

Totals,  Authorized  Positions 611.7       649.3       649.3  $4,660,921 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    1,939.7   2,042.4   2,042.4  $16,263,830 


20,496 

20,496 

54.260 

54,890 

99,816 

100,408 

11,400 

11,400 

191,466 

193,038 

18,142 

19.051 

34,882 

35,628 

104,520 

105.720 

7,368 

7,368 

31,703 

32.511 

6.060 

6.060 

1,995,202 

1,995,202 

$5,275,205 

$5,319,297 

$18,184,533 

$18,373,731 

POULTRY  IMPROVEMENT  COMMISSION 


Superintendent  - 

Poultryman 

Poultry  asst 

Clerk-typist  II  _ 
Temporary  help 


Totals,  Authorized  Positions 


1 

1 

1.8 

0.3 

0.3 


1 
1 

1 

0.5 


1 

1 
1 

0.5 


4.4 


3.5 


3.5 


SALARY  RANGE 

$998-1,213 

556-676 

457-556 

415-530 

(1,549) 

$36,351 


$14,556 
8,112 
6,672 

1,945 

$31,285 


$14,556 
8.112 
6,672 

1,945 

$31,285 


COMMEECE 
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DEPARTMENT  OF  COMMERCE' 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tuih.)      («»lh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Executive  OfEce: 

Director  a    

Deputy  directors    

Totals,  Executive  Office 


Sr  business  specialist 

Assoc  business  specialist 

Assoc  economist    

Sr  stenographer    

Stenographer  II    

Totals,   Division  of  Economic 
Development    


(0.6) 


(0.6) 


SALARY  RANGE 

$23,625  yr 

22,500  yr 

($11,129)  b 


$23,625 
22,500 


3,125  c 


DIVISION    OF   ECONOMIC  DEVELOPMENT 


(1.2) 

(1) 

(1) 

(1) 

(1) 


$1,155-1,405 

950-1,155 

950-1,155 

505-614 

446-543 


$16,860 
13,860 
13.044 

7,368 
6,516 


(5.2)  b      5 


($57,072)  b 


$57,648  c 


ADMINISTRATION 

Museum  director 

Asst  director 

Manager   

Museum  info  &  educ  officer 

Accounting  officer  II 

Administrative  asst  I 

Accountant  I 

Property  clerk  I 

Sr  steno 

Sr  clerk 

Steno  II   

Clerk-typist  II  

Telephone  operator 

Temporary  help — museum  helper 
Temporary   help — other 

Totals,  Administration 


MUSEUM    OF   SCIENCE   AND    INDUSTRY 


19.9 


24.1 


24.1 


$151,574 


MUSEUM  OPERATION 

Chief  I 0.8           1              1  $842-1,023 

Supervisor    111  746-905 

Museum  electrician 0.9           1              1  801-884 

Electrician   I   1.3           2              2  728-801 

Chief  museum  security  officer 1.1           1              1  644^-783 

Carpenter  I 111  692-764 

Painter  I   111  692-764 

Stationary  engineer 1.5           2              2  692-764 

Exhibit  designer-installer 1.8           3             3  614-746 

Supvng  museum  security  officer 3.5           3              3  584-710 

Stationary  fireman 0.4           1               1  628-692 

Lead  groundsman 111  530-644 

Museum  security  officer 5.1           7              7  530-644 

Janitor  foreman  II 111  530-644 

Building  maint  man 1.4           1.5           1.5  584-644 

Museum  guard 11.7         12            12  480-584 

Duplicating  mach  operator  II 0.8           1              1  457-556 

Janitor  foreman  I 0.9           1               1  457-556 

Steno  II 111  446-543 

Watchman    1.5           2              2  435-530 

Janitor 13            13            13  415-505 

Motion  picture  operator 0.4           0.4           0.4  (— ) 

Museum   guard — part-time    2              2              2  (18,936) 

Janitress — part-time 0.4           0.4           0.4  (1,731) 

Temporary  help — museum  security  off  2               2               2  (7,024) 

Temporary  help— other 2.6           0.6           0.6  (11,937) 

Totals,   Operations   59.1         62.9         62.9  $368,876 

For  footnotes  see  the  end  of  the  presentation  for  the  Department  of  Commerce. 


$195,486 


$10,651 

10,860 

10,608 

19,150 

8,844 

9,168 

9.168 

17,076 

22,644 

22,684 

8,304 

7,728 

46,650 

6,S96 

11,397 

77,591 

5,645 

6,568 

6,516 

11,272 

76,595 

3,051 

11,495 

2,357 

10.185 

2,787 

$435,890 


$23,625 
22,500 


$46,125 


$16,860 
13.860 

13.044 
7.368 
6,516 


$57,648 


1 

1 

1 

$1,793 

$21,516 

$21,516 

0.2 

1 

1 

1,155-1,405 

13,976 

14,676 

- 

1 

1 

9.50-1.155 

11,400 

11,976 

1 

1 

1 

90.5-1,100 

13,200 

13.200 

1 

1 

1 

78.3-950 

11,400 

11.400 

1 

1 

1 

788-950 

11,400 

11.400 

1 

1 

1 

584-710 

8,520 

8.520 

0.7 

1 

1 

530-644 

6,360 

6,672 

1 

2 

2 

505-614 

13.428 

13,728 

1 

1 

1 

492-599 

7,188 

7,188 

1.4 

o 

2 

446-543 

12,138 

12,470 

4.5 

5 

5 

415-530 

29,134 

29,736 

1 

1 

1 

415-505 

6,060 

6,060 

0.5 

0.5 

0.5 

a,392) 

2.440 

2,440 

4.6 

4.6 

4.6 

(28,603) 

27,826 

27,326 

$198,308 


$11,170 

10,860 

10.608 

19,224 

9,285 

9,168 

9,168 

17,904 

23,760 

23,816 

8,304 

7,728 

48,996 

7,248 

11,577 

81,094 

5,935 

6,672 

6,516 

11,847 

78,011 

3,051 

11,495 

2,357 

10,185 

2,787 

$448,766 
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COMMEROB 


DEPARTMENT  OF  COMMERCE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsil)      (tuth.)      (toth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
'49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PARKING   LOTS 

Parking  operations  supvr 

Asst  parking  operations  supvr 

Sr  maint  man   

Meter  collector  &  repairman  . 

Maint  man 

Clerk-typist  II 

Temporary  help — cashiers 

Temporary  help — flagman 

Temporary  help — foreman 

Temporary  help — other 

Totals,  Parking  Lots 16.1 

Totals,  Museum  of  Science  and 

Industry 95.1 


MUSEUM   OF 
1 

SCIENCE  AND    INDUSTRY— Continued 

SALARY  RANGE 
1              1              $842-1,023                $12,276 
1              1                   692-764                    9,168 
1              1                   584-644                    7,728 
1              1                   530-644                    7.728 
1.5           1.5                505-556                    9,777 
1             1                  415-530                  6,060 
4.5          4.5                (16,840)               20,893 
4             4                   (23,361)               19,346 
1             1                     (2,876)                 4,410 
0.3          0.3                  (1,396)                 1,515 

$12,276 

1 

1 

9,168 

7,728 

1 
1.3 

7,728 
9,930 

1 

6,060 

4.5 

20,893 

4 

19,346 

1 

4,410 

0.3 

1,515 

16.3 


16.3 


103.3      103.3 


$93,049 


$613,499 


$98,901 


$730,277 


$99,054 


$746,128 


PORT  MANAGEMENT 

President 

Commissioner 

Port   director 

Secretary   I   

Totals,  Authorized  Positions . 


PORT  COMPTROLLER'S 
DEPARTMENT 

Controller    

Stenographer  II   

Totals,  Authorized  Positions- 


ACCOUNTING  DEPARTMENT 

Accounting  officer  III —  e 

General  accountant  II — 

General  auditor  II — 

Accountant  I — 

Sr  account  clerk - 

Sr  stenographer — 

Account  clerk  II - 

Clerk-typist  II 

Clerk   II   

Overtime — 

Totals,  Authorized  Positions 14.4 


DATA  PROCESSING  DEPARTMENT 

Computer  operations  supervisor  I 

Keypunch  operator 

Tab  machine  operator 

Programmer  I 

Overtime 

Totals,  Authorized  Positions 


SAN   FRANCISCO  PORT  AUTHORITY  d 


$125 

131 

2,520 

584-710 


OFFICE  SERVICES 

Business  service  officer  I 

Property  clerk  I 

Stock  clerk 

Stenographer   II   

File  clerk  II  

Totals,  Authorized  Positions . 


PORT  FACILITIES  MANAGER 

Port  facilities  manager 

Totals,  Authorized  Positions  __ 


4.5 


$45,561 


$1,155-1,405 
446-543 

$21,352 


$950-1,155 
783-950 
783-950 
684-710 
492-599 
50.5-614 
415-505 
415-505 
415-505 


$92,819 


$783-950 
425-517 
480-584 
676-783 


$41,063 


$783-950 
530-644 
480-584 
446-543 
415-505 

$25,740 


$1,273-1,548 
$16,724 


For  footnotes  see  the  end  of  the  presentation  for  the  Department  of  Commerce. 
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DEPARTMENT  OF  COMMERCE — Continued 


SALARIES  AND  "WAGES 


NO.  OF  POSITIOrjS 


67-68  68-69  69-70 
(Filled)      (Aaih.l      («uih.| 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SAN  FRANCISCO  PORT  AUTHORITY— Continued 
RENTAL  DEPARTMENT 

SALARY  RANGE 

Rental  manager -e  -  -  $1,048-1,273 

Asst  rental   manager _  _  _  7S3-950 

Stenographer   II    _  _  _  446-543 

Janitor  foreman  II _  _  _  530-644 

Parking  meter  repairman _  _  _  676-821 

Janitor  foreman  I _  _  _  4n7-5-"6 

Janitor    _  _  _  415-505 

Window  cleaner _  _  _  4.30  hr 

Overtime _  _  _  _ 

Totals,  Authorised  Positions 32  -  -  $188,577 

WHARFINGER   DEPARTMENT 

Chief  wharfinger -e  -  -  $1,048-1.273 

Wharfinger  II _  _  _  783-950 

Wharfinger  I _  _  _  644-783 

Clerk-typist  II _  _  _  415-505 

Overtime _  _  _  _ 

Totals,  Authorized  Positions 18.4  -  -  $163,210 

HARBOR  POLICE  DEPARTMENT 

Harbor  police  captain -e  -  -  $863,1,048 

Harbor  police  sergeant _  _  _  746-905 

Harbor  policeman _  _  _  644-783 

Overtime _  _  _  _ 

Totals,  Authorized  Positions 25  -  -  $225,869 

TARIFF  AND  RATES  DEPARTMENT 

Port  traffic  manager -e  -  -  $998-1,213 

Associate  port  traffic  manager _  _  _  905-1,100 

Totals,  Authorized  Positions 2  -  -  $26,532 


GARAGE  AND  AUTOMOTIVE 
MAINTENANCE 

Automobile  mechanic 

Totals,  Authorized  Positions 

PERSONNEL  DEPARTMENT 

Industrial  relations  assistant 

Clerk   II 

Sr  account  clerk 

Stenographer  II 

Totals,  Authorized  Positions 

TRADE  PROMOTION  DEPARTMENT 

Manager  of  trade  promotion 

Sales  manager 

Regional  trade  promotion  rep 

Sr  stenographer 

Totals,  Authorized  Positions 

PUBLIC  RELATIONS  DEPARTMENT 

Public  relations  representative  SFPA 
Stenographer  II  


Totals,  Authorized  Positions . 


$5.52  hr 

$23,104 


$998-1,213 
415-505 
492-599 
446-543 

$32,151 


$1,273-1,548 

1,1.5.5-1,405 

1,048-1,273 

505-614 

$48,737 


$998-1,213 

446-543 

$19,672 


For  footnotes  see  the  end  of  the  presentation  for  the  Department  of  Commerce. 
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COMMERCE 


DEPARTMENT  OF  COMMERCE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      («iith.|      (Autb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SAN    FRANCISCO   PORT  AUTHORITY— Continued 


PROPERTY  DEVELOPMENT 


Commercial  property  development  mgr 
Stenographer  II  

Totals,  Authorized  Positions 


0.4 


ENGINEERING   DEPARTMENT 


Chief  harbor   engineer —  < 

Supvng  harbor  engineer - 

Sr  harbor  engineer — 

Structural  engineering  associate - 

Associate  harbor  engineer - 

Associate  materials  &  research  engr - 

Civil  engineering  techn  II - 

Asst  civil  engineer - 

Sr  delineator - 

Engineering  aid  II - 

Civil  engineering  techn  I - 

Sr  mechanical  engineer — 

Associate  mechanical  engineer — 

Asst  electrical  engineer — 

Sr  architect - 

Architectural  associate - 

Architectural  asst - 

Construction  supervisor  II - 

Construction  supervisor  I - 

Associate  estimator  of  heavy  const — 

Specification  writer  II — 

Sr  stenographer — 

Stenographer  II - 

Clerk-typist  I - 

Overtime — 

Totals,  Authorized  Positions 32 

TUGS  AND  DREDGES 
DEPARTMENT 


Superintendent  of  tugs  and  dredges 

Head  dredge  leverman 

Deck  hand — tugs  &  dredges 

Diesel  tugboat  operator 

Marine  fireman 

Overtime 

Totals,  Authorized  Positions 


20.2 


MAINTENANCE   DEPARTMENT 

Superintendent  of  harbor  maint 

Sr  clerk 

Storekeeper  II  

Stock  clerk 

ReUef 

Totals,  Authorized  Positions 


4.1 


SALARY  RANGE 

$1,548-1,882 
446-543 

$3,400 


$1,708-2,076 

1,337-1,626 

1,155-1,405 

998-1,213 

998-1,213 

998-1,213 

783-950 

821-998 

746-905 

556-676 

676-821 

1,155-1,405 

998-1,213 

821-998 

1,155-1,405 

950-1,155 

821-998 

1,100-1,337 

950-1,155 

950-1,155 

950-1,155 

505-614 

446-543 

377^57 


$366,635 


$1,185 
6.41  hr 
4.70  hr 
6.11  hr 
4.70  hr 


$217,927 


$1,545 
492-599 
614-746 
480-584 


$39,965 


PIERS,  WHARVES  AND  STREETS 

Asst  supt  of  maint,  piers  and  wharves  -  e  -  —  $1,400 

Stationary  engineer _  _  _  692-764 

Marine  watchman _  _  —  457—556 

Piledriver  foreman _  _  _  6.95  hr 

Piledriver  engineman _  _  _  6.22  hr 

Pileman _  _  _  6.20  hr 

Crane  operator _  _  _  6.22  hr 

Truck  crane  oiler —  —  —  4.85  hr 

Blacksmith   _  _  _  4.45  hr 

Asst  blacksmith _  _  _  4.02  hr 

For  footnotes  see  the  end  of  the  presentation  for  the  Department  of  Commerce. 


$133,996 


COMMEKCB 
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DEPARTMENT  OF  COMMERCE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(dlltd)      (Aiib.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 
83 

64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SAN    FRANCISCO   PORT   AUTHORITY— Continued 


PIERS,  VVHARVES  AND  STREETS— 

Continued 

Labor  foreman 

General  laborer  SFPA 

Jackbammer  operator 

Asphalt  ironer  and  raker 

Equipment  opeiator 

Totals,  Authorized  Positions 


BUILDING  DEPARTMENT 


76.5 


Asst  supt  of  harbor  maint,  bldgs  &  sts  -« 

Carpenter  foreman — 

Carpenter  I — 

Millman — 

Hod  carrier — 

Plasterer  - 

Painter  foreman - 

Painter  I — 

Glazier — 

Plumber  foreman — 

Plumber  I - 

Sheet  metal  foreman — 

Sheet  metal  worker - 

Steel  rolling  door  repair  foreman - 

Steel  rolling  door  repairman - 

Rooter  foreman — 

Roofer - 

General  laborer  SFPA 

Totals,  Authorized  Positions 72 

ELECTRICAL  DEPARTMENT 

Asst  supt  of  harbor  maint  elect -e 

Electrician  foreman - 

Electrician    - 

Totals,   Authorized  Positions 22.2 


STATE  BELT  RAILROAD 

Superintendent — State  Belt  Railroad-  -< 

Master  railroad  mechanic — 

Yardmaster — 

Tardchecker   — 

Locomotive  engineman — 

Locomotive    fireman    — 

Switch  engine  foreman - 

Switchman    - 

Locomotive  machinist — 

Fusion  welder   - 

Lead  car  inspector — 

Car  inspector  &  repairman - 

Section  foreman — 

Sectionman — 

Equipment  operator  SFPA - 

Totals,  Authorized  Positions 48 


SALARY  RANGE 
5.25  hr 
4.58  hr 
4.58  hr 
4.83  hr 
5.25  hr 

$671,797 


$1,480 
6.81  hr 
6.06  hr 
4.23  hr 
6.25  hr 
6.00  hr 
6.37  hr 

5.97  hr 
5.73  hr 
8.42  hr 
7.52  hr 
6.81  hr 
6.21  hr 
6.21  hr 

5.98  hr 
5.75  hr 
5.25  hr 
4..58  hr 

$703,488 


$1,325 
7.97  hr 
7.08  hr 


$270,941 


$1,048-1,273 

950-1,155 

4.73  hr 

3.62  hr 

4.02  hr 
3.43  hr 
3.80  hr 
3.52  hr 
4.93  hr 
6.00  hr 
4.04  hr 
3.97  hr 
5.25  hr 
4..58  hr 

5.03  hr 

$470,274 


SUMMARY 

Management 7  _  _  $45,561 

Port  comptroller's  department 2  -  -  21,352 

Accounting  department 14.4  -  -  92,819 

Data  processing  department 6  -  —  41,063 

Office   services   4.5  -  —  25,740 

Port  facilities  manager 1  -  —  16,724 

Rental   department    32  -  -  188,577 

Wharfinger  department   18.4  -  -  163,210 

Harbor  police  department 25  -  -  225,869 

For  footnotes  see  the  end  of  the  presentation  for  the  Department  of  Commerce. 
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COMMERCE 


DEPARTMENT   OF   COMMERCE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (»uth.)      (Ault.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

H 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


SAN    FRANCISCO   PORT   AUTHORITY— Continued 


SU  M  MARY— Continued 

Tariff  and  rates  department 2 

Garage  and  automotive  maintenance,  6 

Personnel  department » 

Trade   promotions   department 4 

Public  relations  department 2 

Property  development ^ 

Engineering  department g- 

Tugs  and  dredges  department M.^ 

Maintenance  department 4.1 

Piers,  vpharves  and  streets (b.5 

Building  department 72 

Electrical  department f^-^ 

State  Belt  Railroad 48 

Totals,  Authorized  Positions '^^^'^ 

Bond  funds ~20 

Totals,  San  Francisco  Port  Authority  381.7 


SALARY  RANGE 

26,532 

23,104 

32,151 

48,737 

19,672 

3,400 

366,635 

217,927 

39,965 

671,797 

703.488 

270,941 

470,274 

$3,715,538 
-19y,Sll 

$3,517,727 


OFFICE  OF  TOURISIVl   AND  VISITOR   SERVICES 


Director 

Information  officer  II 

Sr  steno  

Steno  II  

Clk-typist  II   

Temporary  help 

Totals,  Tourism  and  Visitor  Services- 


1 

1 
1 
0.8 


1 

1 
1 

1 
1 
0.4 


1 

1 
1 
1 
1 
0.4 


Commissioner 

Deputy  commissioner 

Librarian   II   

Sr  steno 

Steno  II 

Clerk-typist  II 

Temporary  help 


3.8 


1 

1.8 

1 

1 

3.9 

1.1 

0.1 


5.4 


5.4 


$1,443 

1,100-1,337 

505-614 

446-543 

415-505 

(208) 

$41,824 


WORLD   TRADE    DIVISION 


$21,000 
1,100-1,337 
644-783 
505-614 
446-543 
415-530 
(971) 


1 
2 
1 
1 
4 
2 
0.3 


1 
2 
1 
1 
4 
2 
0.3 


9.9 


11.3 


Totals,  World  Trade  Division 

GRAND  TOTALS,  DEPAHTMENT 

OF  COMMERCE 490.5      127 


11.3 


127 


$93,218 


$4,265,768 


$17,316 
14,736 
7,188 
5,490 
5,100 
1,718 

$51,548 


$21,000 

31,320 

9,396 

7,368 

25,492 

11,160 

2,064 

$107,800 


$993,398 


$17,316 
15,468 
7,368 
5,766 
5,352 
1,718 

$52,988 


$21,000 

32,088 

9,396 

7,368 

26,064 

11,412 

2,064 

$109,392 


$1,012,281 


I 


a  Established  by  Governor's  Reorganization  Plan  Number  1.  ,?;„„„„„  „„,!  „,„  chown  here  in  narenthesis  only  for  purposes  of 

c  FulM"l?"costs  a^e^Th'wn^'fo"  prplfes  of  comparison  even  though  the  Economic  Development  Agency  was  part  of  the  Department 

aChalte^'^rsst'stLtes'oflgtst^iaks'erfed  the  San  Francisco  Port  Authority  to  the  City  of  San  Francisco  effective  February  7. 

eAsi^uHlity  fund  operation,  positions  are  related  directly  to  the  level  of  activity  of  the  harbor  and  are  established  or  abolished  as 

workload  varies. 


Consumer  counsel 

Secretary  I  

Temporary  help 

Totals,  Authorized  Positions- 


OFFICE  OF   CO^SSyMER  COUNSEL 


1 
1 
0.1 


1 
1 

0.1 


2.1 


2.1 


SALARY  RANGE 

$18,900 

581^710 

C^) 

$25,920 


$18,900 

8,520 

420 

$27,840 


$18,900 

8,520 
420 

S27.S40 
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DEPARTMENTAL  ADMINISTRATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (Aolh.)       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive  : 

Director  of  corrections 

Chief  deputy  director 

Cliief  of  correctional  planning   and 

development    

Asst  director,  law  enforcement 

liaison    

Chief  of  community  correctional 

services    

Correctional  administrator 

Information  officer  II 

Field  representative 

Parole  agent  III 

Parole  agent  II 

Asst  field  representative 

Secretary  II  

Secretary  I  

Sr  stenographer 

Sr  clerk-typist 

Stenographer   II    

Clerk-typist  II 

Correctional  Conservation  Camp  Serv- 
ices and  Institution  Division : 

Deputy  director 

Local  law  enforcement  coordinator- 

Correctional   administrator 

Field  representative 

Sr  steno 

Management  Services : 

Chief    

Business  manager 

Correctional   administrator 

Deptl  constrn  &  maint  supvr 

Fiscal   officer   II    

Sr  management  analyst 

Deptl  food  administrator 

Business  service  officer  III 

Assoc  management  analyst 

Assoc  budget  analyst 

Business  service  officer  II 

Asst  budget  analyst 

Sr   steno   

Sr  clerk-typist 

Sr  file  clerk 

Stock    clerk    

Teletypewriter  operator 

Steno  II   

Clerk-typist  II 

Clerk  II   

Steno  I  

Temporary  help 

Accounting  Office : 

Accounting  officer  III 

Accounting  officer  II 

Accountant  I 

Sr  account  clerk 

Accounting  technician 

Clerk-typist  II 

Clerk  II   

Account  clerk  II 

Personnel  Management  and  Training 
Section : 

Personnel  officer  III 

Correctional   administrator 

Assoc  personnel  analyst 

Asst  personnel   analyst 

Correctional   lieutenant 

Supvng  clerk   II 

Personnel  asst  III 

Sr   steno   

Personnel  asst  I 

Steno  II 

Clerk-typist  II 

Youth  summer  aid 

Program  and  Staff  Services : 

Deputy  director : 

Chief,  medical  services 

Supervisor  of  education 

Correctional   administrator 

Supervisor  of  education,  correctional 
institution 


SALARY  RANGE 

1 

1 

1 

124,675 

$24,675 

$24,675 

1 

1 

1 

1,793-2,055 

24,660 

24,660 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

0.9 

1 

1 

1,273-1,548 

18,576 

18,576 

0.6 

1 

1 

1,213-1.475 

15,788 

16,588 

1 

1 

1 

1.100-1,337 

16.044 

16,044 

1 

- 

- 

998-1,213 

- 

- 

0.4 

_ 

_ 

973-1,183 

— 

— 

0.2 

_ 

_ 

884-1,074 

_ 

- 

0.3 

_ 

- 

821-998 

- 

_ 

1 

1 

1 

644-783 

9,396 

9.396 

1 

1 

1 

584-710 

8,520 

8,520 

2.9 

3 

3 

505-614 

20,482 

21,168 

_ 

1 

1 

492-599 

6,880 

7,188 

1.3 

_ 

_ 

446-543 

— 

— 

0.5 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

1,708-2,054 

24,648 

24,648 

1 

1 

1 

1,273-1,548 

17,700 

18.576 

1 

1 

1 

1,213-1,475 

17,490 

17,700 

1 

1 

1 

998-1,213 

14,556 

14,556 

0.9 

1 

1 

505-614 

7,098 

7,368 

1 

1 

1 

1,405-1,708 

19,594 

20,496 

0.3 

1 

1 

1,273-1,548 

17,992 

18,576 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

0.6 

_ 

1,155-1,405 

- 

- 

] 

1 

1 

1,155-1.405 

17,700 

17.700 

1 

1 

1 

1,128-1.371 

16,452 

16,452 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

950-1,155 

13,86^) 

13.860 

O 

3 

3 

9.50-1,155 

39,501 

40,608 

1 

1 

1 

863-1.048 

12.576 

12,576 

1.8 

o 

o 

783-950 

20,922 

21,966 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

492-599 

7.188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

480-584 

6,542 

6,868 

1 

1 

1 

457-556 

6,672 

6,672 

9.9 

2 

2 

446-543 

12..520 

12,824 

1  5 

1 

1 

41.T-.530 

6,360 

6.360 

1 

9 

2 

41.5-505 

11.&36 

11,920 

1 

1 

40.5-192 

5.000 

5,247 

0.3 

0.4 

0.4 

(1,691) 

2.845 

2,845 

1 

1 

1 

950-1,1.55 

13.200 

13.860 

1 

1 

1 

783-950 

9,738 

10,230 

1 

1 

1 

584-710 

8.520 

8,520 

1 

1 

1 

492-599 

7.188 

7.188 

"> 

2 

o 

492-.599 

13.102 

13,760 

1 

1 

1 

41.5-530 

5,599 

5,885 

?. 

2 

9 

41.5-505 

12.120 

12.120 

4 

4 

4 

41.5-505 

22,829 

23,614 

1 

1 

1 

1.213-1.475 

17.700 

17.700 

03 

1 

1 

1,04.S-1.273 

15.276 

15.276 

1 

1 

1 

950-1.155 

11.976 

12..576 

1 

1 

1 

78.3-950 

10.608 

11.124 

1 

1 

1 

78.3-950 

11.400 

11,400 

660-801 

_ 

— 

1 

1 

1 

660-801 

9.612 

9.612 

06 

1 

1 

.50.5-614 

7.368 

7.368 

1 

1 

1 

402-599 

7.188 

7.188 

0.3 

1 

1 

446-543 

6.-51 6 

6..516 

3 

3 

3 

41.5-530 

17,520 

17,772 

0.1 

1.85  hr-2.05  hr 

- 

- 

1 

1 

1 

1.708-2.054 

24,648 

24,648 

1 

1 

1 

1,976-2.269 

26,148 

27,228 

1 

1 

1 

1.4.S9-1.750 

21,000 

21.000 

3 

3 

3 

1.21.3-1,475 

.53,100 

53,100 

1 

1 

1 

1.100-1..337 

16.044 

16.044 

3—4316  SW 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Snih.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1958-69 


PROPOSED 
1969-70 


1 
2 
3 

4 

p- 

6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 

Program  and  Staif  Services — Continued 

Sr  psychologist 

Administrator,  group  treatment 

program    

Field  representative 

Correctional  counselor  III 

Correctional  captain 

Chief  records  officer 

Correctional   lieutenant 

Records  officer  III 

Secretary  I  

Sr   steno 

Steno  II  

Clerk-typist  II 

Youth  summer  aid 

Records  Office  : 

Records  officer  I 

Clerk-typist  II 

Clerk   II   

Research : 

Chief   

Sr  social  research  analyst 

Staff  psychologist 

Associate  social  research  analyst 

Asst  social  research  analyst 

Jr  social  research  analyst 

Sr  steno  

Sr  clerk 

Steno  II  

Clerk-typist    II    

Clerk   II   

Youth  summer  aid  

Temporary    help    

Administrative  Statistics : 

Sr  statistician   

Assoc  statistician   

Asst   statistician   

Supvng  clerk   I 

Sr   steno   

Sr    clerk    

Clerk-typist  II 

Clerk   II   

Temporary  help — probation 

subsidy   program   

Board  of  Correction : 

Executive   officer   

Board  member 

Field   representative   

Asst    field    representative    

Secretary    I    

Stenographer   II   

Law  Enforcement  Liaison : 

Special    agent    . 

Sr    stenographer    

Steno  II 

Clerk-typist    II    

Reimbursement  Services : 
Research  : 

Community  service  trainee 

Administrative  Statistics : 

Assistant  statistician 

Totals.   Authorized   Positions. 

PAROLE  AND  COMMUNITY 
SERVICES   DIVISION 

Executive : 

Deputy  director 

Asst  deputy  director 

Parole  administrator  III 

Administrative  service  officer  II  _ 

Parole  administrator  II 

Parole  agent  II 

Business  service  officer  II 

Business   service  officer   I 

Secretary  I  

Personnel  asst  II 

Sr   steno 

Sr  clerk 


1 

SALARY  EANGE 

0.9 

1 

1 

1,074-1,305 

15,536 

15,660 

0.7 

_ 

_ 

1,048-1,273 

„ 

_ 

0.4 

- 

_ 

998-1,213 

_ 

_ 

3.2 

3 

3 

973-1,183 

42,588 

42,588 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

842-1,023 

12,276 

12,276 

1.8 

1 

1 

783-950 

11,400 

11,400 

0.1 

— 

— 

728-884 

— 

— 

0.6 

1 

1 

584-710 

8,520 

8,520 

2.4 

9 

2 

505-614 

14,736 

14,736 

3.4 

9 

2 

446-543 

12.694 

13,032 

2 

2 

2 

415-530 

12,720 

12,720 

0.1 

- 

- 

1.85  hr-2.0o  hr 

- 

- 

1 

1 

1 

571-692 

8,304 

8,304 

0.9 

1 

1 

415-530 

5,985 

6,285 

1.9 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

1,273-1,548 

16,860 

17,700 

0.9 

2 

2 

1,155-1,405 

29,070 

30,524 

0.7 

_ 

- 

973-1,183 

_ 

_ 

5.8 

5 

5 

950-1,155 

66,987 

66,184 

5.1 

4 

4 

783-950 

43,318 

42,504 

0.5 

1 

1 

676-783 

8,112 

8,520 

2 

2 

2 

505-614 

14,264 

14,616 

2 

2 

2 

492-599 

13,392 

13,704 

3 

3 

3 

446-543 

18,780 

19,236 

2.7 

2 

o 

415-530 

11.351 

10.914 

1 

1 

1 

415-505 

5,100 

5,352 

0.1 

— 

— 

1.85-2.05  hr. 

— 

— 

0.1 

0.3 

0.3 

(583) 

1,800 

1,800 

1 

1 

1 

1,155-1,405 

16,044 

16,860 

1 

1 

1 

950-1,155 

11,832 

12,426 

1 

1.5 

1.5 

783-950 

14,246 

14,946 

1 

2 

o 

571-692 

16,608 

16,608 

1 

1 

i 

505-614 

7,368 

7,368 

4.3 

4.5 

4.5 

492-599 

30,918 

31,394 

1.1 

2 

2 

415-530 

11,668 

11,936 

10 

13.5 

13.5 

415-505 

78,931 

80,326 

5 

- 

- 

(26,225) 

- 

- 

1 

1 

1 

1,337-1,626 

17,630 

18,503 

— 

— 

— 

25  day 

500 

500 

- 

1 

1 

998-1,213 

13,805 

14,498 

— 

1 

1 

821-998 

9,852 

10.356 

1 

1 

1 

584-710 

8,520 

8,520 

- 

1 

1 

446-543 

5,628 

5,904 

9 

9 

9 

973-1,183 

124,637 

127,324 

— 

1 

1 

505-614 

7,008 

7,368 

1.2 

1 

1 

446-543 

6,516 

6,516 

0.7 

— 

— 

415-530 

- 

- 

0.7 

- 

- 

377-415 

- 

- 

0.5 

- 

- 

783-950 

- 

- 

160.5 

160.2 

160.2 

$1,557,979 

$1,681,865 

$1,707,566 

1 

1 

1 

$1,475-1,793 

$21,516 

$21,516 

1 

1 

1 

1.40.5-1,708 

20,496 

20,496 

1 

1 

1 

1,337-1,626 

18,138 

19,044 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

4 

4 

4 

1,213-1,475 

70,800 

70,800 

2 

884-1,074 

23.496 

24,012 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

571-692 

8,304 

8,304 

2 

505-614 

14,124 

14,466 

0.3 

- 

- 

492-599 
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DEPARTMENTAL  ADMINISTRATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tulh.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


PAROLE  AND  COMMUNITY  SERV- 
ICES  DIVISION— Continued 

Executive — Continued 

Sr  clerk-typist 1.8  2 

Personnel  asst  I 0.2  1 

Steno  II 2.9  3 

CIerk-t.Tpist  II 3.4  3 

Temporar.T  help — parole  agent 

training     0.4  3 

Temporary   help — clerical 0.3  1.2 

Field  Admiuistration  : 

Parole   administrator   III 1  1 

Parole  administrator  II 5  5 

Parole  administrator  I 5  5 

Parole  agent  III 5  5 

Parole  agent  II 5.4  7 

Records  officer  III 1  1 

Records  officer  I 5  5 

Sr  steno   14.5  15 

Sr  clerk-tvpist 2  2 

Steno  II  a 66.5  68 

Clerk-tvpist  II 34  36.5 

Clerk  il 3.4  4 

Telephone  operator 1  1 

Janitor      1.3  1.3 

Clerk-typist  I 0.4  1.5 

Community  service  trainee 2  2 

Unit  Supervision  : 

Parole   administrator   I 12  14 

Parole  agent  III  b 35  41 

Women's  parole  agent  III 3  3 

Casework  training  supvr 1  1 

Case  Supervision : 
Conventional : 

Parole  agent  II 18  14 

Women's  parole  agent  II 2  2 

Parole  agent  I 77.5  79 

Work  Unit : 

Parole   agent  lie 28.5  24 

Parole   agent   Id 127.9  135 

Correctional  case  work  trainee 8  8 

Student  professional  asst 2  2 

Nonfelon  : 

Parole   agent   II   8  9 

Women's  parole  agent  II 1  1 

Parole  agent  I 66  87 

Work  Furlough : 

Parole   agent    I    1  2 

Central  Testing  Clinic : 

Jledical  consultant,  narcotic  control  1  1 

Physician    &    surgeon    II    1  1 

Parole  agent  III 1  1 

Correctional  officer 4  4 

Sr  steno 1  1 

Clerk-typist  II 1  1 

Temporary  help — medical  services 1  1 

Outpatient  Clinic  : 

Chief  psychiatrist 2    •  2 

Parole  agent  III 1  1 

Parole  Agent  II 1  1 

Sr  steno   2  2 

Steno  II 2  2 

Clerk-typist  II 1  1 

Temporary  help — psychiatric 

services  e   11  11 

Institution  Units  : 

Parole  Agent  III 1  1 

Parole   agent    II    2  2 

Parole  agent  I 3  3 

Correctional   officer 1  1 

Sr  clerk-tvpist 1  1 

Clerk-typist    II    1  1 

Placement : 

Parole   administrator   I 1  1 

Interstate  Unit : 

Parole  agent  III 1  1 

Parole   agent   II    1  1 

Records  officer  I 1  1 

Steno   II 2  2 

Clerk-tvpist  II 1  1 

Clerk    II    1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

2 

492-599 

14,376 

14,376 

1 

492-599 

6,656 

6,992 

3 

446-543 

18,288 

18,798 

3 

415-530 

17,830 

18,180 

3 

(3,870) 

28,760 

28,760 

1.2 

(1,744) 

6,870 

6,870 

1 

1,337-1,626 

18,503 

19,434 

5 

1,213-1,475 

84,510 

86,902 

5 

1,048-1,273 

76,380 

76,380 

5 

973-1,188 

70,980 

70,980 

7 

884-1,074 

90,216 

90,216 

1 

728-884 

9,427 

9,899 

o 

571-692 

39,993 

41,008 

15 

505-614 

108,444 

110.160 

2 

492-599 

14.040 

14,376 

62.5 

446-543 

423,581 

400,655 

36.5 

415-530 

219,668 

224,739 

4 

415-505 

23,466 

23,733 

1 

415-505 

6,060 

6,060 

1.3 

415-505 

5.865 

6,155 

1.5 

377-^57 

6,966 

7,310 

2 

377-415 

9,048 

9,480 

14 

1,048-1,273 

203,572 

205,824 

36 

973-1,183 

557,862 

513.340 

3 

973-1,183 

42,588 

42,588 

1 

973-1,183 

14,196 

14,196 

14 

884-1,074 

170,048 

179,727 

2 

884-1,074 

25,776 

25,776 

79 

801-973 

867,461 

887,160 

19 

884-1.074 

301.507 

246,435 

112 

801-973 

1,536,387 

1,840.470 

8 

614-710 

60,628 

63,620 

2 

395-480 

9,720 

10,200 

9 

884-1,074 

99,554 

113.506 

1 

884-1,074 

12,684 

12,888 

87 

801-973 

861,249 

952,713 

2 

801-978 

21,288 

21,780 

1 

1,708-2,179 

24,712 

24,912 

1 

1,548-2,076 

18,576 

19,512 

1 

973-1,183 

14.196 

14,196 

4 

584-710 

34.080 

34,080 

1 

505-614 

7,368 

7,368 

1 

415-530 

5,352 

5.622 

1 

(31,345) 

45,000 

45,000 

2 

1,793-2,268 

52,296 

52,296 

1 

973-1,183 

14,196 

14,196 

1 

884-1,074 

12,888 

12,888 

2 

505-614 

14,152 

14.496 

2 

446-543 

13,032 

13,032 

1 

415-530 

5,960 

6,260 

11 

(140,719) 

167,712 

167,712 

1 

973-1,183 

14,196 

14.196 

2 

884-1,074 

25,776 

25,776 

3 

801-973 

84,430 

35,028 

1 

584-710 

7,188 

7,548 

1 

492-599 

7,132 

7,188 

1 

415-530 

6,060 

6,860 

1 

1,048-1,273 

15,276 

15,276 

1 

973-1,183 

14,196 

14,196 

1 

884-1,074 

12,6.84 

12,888 

1 

571-692 

8,304 

8,304 

2 

446-543 

12,388 

12,876 

1 

415-530 

6.360 

6,360 

1 

415-505 

6,060 

6,060 

68 
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Department  of  Corrections 
DEPARTMENTAL  ADMINISTRATiON—Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tuth.)      (Aiith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


PAROLE  AND  COMMUNITY  SERV- 
ICES   Division — continued 

Community  Correctional  Centers : 

Crittenden  Center : 

Program    administrator    

Correctional  sergeant   

Supvng  cook  I  

Correctional   officer 

Cook  II 

Sr   steno    

Temporary  help 

Parkway  Center  : 

Program    administrator    

Correctional  sergeant 

Correctional   officer 

Cook  II 

Sr   steno   

Temporary    help    

Vinewood  Center : 

Women's  parole  agent  III 

Women's  correctional  supvr  III — 

Women's  correctional  supvr  I 

Supvng  cook  I 

Reimbursement  Services : 

New  Careers  Program : 

Community  service  trainee 

Casework  Training : 

Correctional  casework  trng  supvr 

Mnlti-Service  Centers : 

Parole  agent  II 

Parole  agent  I 

Totals,  Authorized  Positions 


ADULT  AUTHORITY 

Administration  : 

Chairman    

Board  member 

Administrative  officer 

Adult  authority  representative- 
Field  representative 

Parole  agent  III 

Parole  agent  II 

Secretary  I  

Supvng  clerk  I 

Sr  stenographer  

Stenographer  II  

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 34.7 


CALIFORNIA  WOMEN'S   BOARD  OF 
TERMS  AND   PAROLE 

Chairman    

Board  member 

Executive  officer 

Clerk-typist  II 

Totals,  Authorized  Positions 


SALAKY  EANGE 

1 

1 

1 

998-1.213 

14,556 

14,556 

1 

1 

1 

676-821 

9,8.52 

9,8.52 

o.s 

1 

1 

■571-764 

7,664 

8,048 

4 

4 

4 

.'1S4-710 

34,080 

34,080 

0.7 

0.5 

0.5 

517-692 

3,180 

3,342 

1 

1 

1 

50.O-614 

7,368 

7,368 

O.S 

1 

1 

(4,301) 

5,955 

5,955 

1 

1 

1 

998-1.213 

14,556 

14,556 

9 

o 

9 

676-S21 

19,704 

19,704 

3 

3 

3 

5S4-710 

25,560 

25,560 

1.5 

1.5 

1.5 

517-692 

10,484 

10,878 

1 

1 

1 

505-614 

7,368 

7,368 

(2,178) 

3,340 

3,340 

1 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

1 

783-950 

11,400 

11,400 

3 

3 

3 

584-710 

23,436 

24,168 

1 

1 

1 

571-764 

8,048 

8,304 

6 

_- 

- 

377-i]5 

- 

- 

2 

- 

- 

973-1,183 

- 

- 

2.1 

_ 

_ 

884-1,074 

- 

- 

0.9 

- 

- 

801-973 

— 

— 

640.5 

682.5 

644 

.f6,316,615 

$7,131,834 

$6,976,821 

0.8 

1 

I 

$22,050 

$22,050 
150,675 

6.9 

7 

t 

21,525 

1 

1 

1 

1,337-1,620 

19,512 

11 

11 

11 

1,337-1,626 

211,864 

1 

1 

1 

998-1,213 

14,556 

1.4 

3 

3 

973-1,183 

41,763 

1.4 

1 

1 

884-1,074 

10,608 

1 

1 

1 

584-710 

8,520 

1 

1 

1 

571-692 

7,920 

1.9 

9 

9 

505-614 

14,736 

4.4 

4.5 

4.5 

446-543 

27,322 

2.9 

3 

3 

415-530 

17,498 

0.1 

0.1 

(223) 

885 

7.1 


36.6 


36.6 


$492,458 


$547,909 


7.5 


NARCOTIC  ADDICT   EVALUATION 
AUTHORITY 

Chairman    -  1 

Board  member -  o 

Secretary  I -  1 

Totals,  Authorized  Positions -  5 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS-1 842.8      891.8 

a  5.5  positions  limited  to  June  30,  1969. 
b  5  positions  limited  to  June  30,  1969. 
c  5  postions  limited  to  June  30,  1969. 
ii  23  positions  limited  to  June  30,  1969. 
e5.3  staff  psychiatrist,  4.2  staff  psychologist— clinical,  0.5 
to  temporary  help  for  contractual  service. 


7.5 


853.3 


$62,282 


$10,500 

9.975 

584^710 


$8,429,334 


$69,563 


$10,500 
29,925 

7,728 


$48,153 


$9,479,324 


$22,050 

150,675 

19,512 

214,008 

14,556 

42,588 

11,124 

8,520 

8,304 

14,736 

28,208 

18,080 

885 

$553,246 


1 

1 

1 

$9,450 

$9,450 

$9,450 

3.6 

4 

4 

8,925 

35,700 

35,700 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

1.5 

1.5 

1.5 

415-530 

9,137 

9,278 

$69,704 


$10,500 

29,925 

8,112 

$48,537 


$9,355,874 


psychiatric  social  worker,  and  1  student  professional  assistant  transferred 
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CALIFORNIA   CONSERVATION   CENTER 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTITUTION   OPERATIONS 
ADMINISTRATION 

Executive : 

Superintendent  II 1 

Deputy  superintendent 1 

Correctional   program   supvr  III 0.7 

Administrative  asst  I - 

Sr  stenosraplier 2 

B\isiness  Services: 

Business  manager 1 

Accounting   ofiicer   III 0.1 

Accounting   ofiicer 0.9 

Procurement  &  services  ofBcer  II 1 

Storelceeper  III 1 

Storekeeper  II 2 

Accountant   I . 2 

Correctional   officer 0.3 

Supvng   clerk    I 0.9 

Personnel   asst   II 0.1 

Storekeeper  I 1.8 

Sr  stenograplier 0.3 

Sr  clerk-t.vpist 1.7 

Accounting   technician 2.9 

Stenographer  II  1 

Clerk-typist  II 2 

Bookkeeping  machine  operator  I 2 

Account  clerk  II 2.8 

Totals,  Authorized  Positions 28.5 


SAL.^EY  BANGE 

1 

1 

$1,548-1,882 

$22,584 

$22,.584 

1 

1 

1,405-1,708 

20,496 

20,496 

0.3 

_ 

821-998 

3,992 

- 

0.7 

1 

783-950 

C,264 

9,852 

2 

2 

505-614 

14,736 

14,736 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

950-1,155 

13,2.55 

13,860 

_ 

_ 

86.3-1,048 

- 

- 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

676-821 

9,852 

9,852 

2 

2 

614-783 

17,652 

17,904 

2 

0 

584-710 

17,040 

17,040 

_ 

584-710 

_ 

_ 

_ 

_ 

571-692 

_ 

_ 

1 

1 

571-692 

8,304 

8,304 

2 

2 

530-676 

15,456 

15,456 

1 

1 

505-614 

7,308 

7,368 

1 

1 

492-599 

7,188 

7,188 

3 

3 

492-599 

21,564 

21,564 

1 

1 

446-543 

6,516 

6,516 

2 

2 

415-530 

12,045 

12,120 

9 

9 

415-505 

12,120 

12.120 

3 

3 

415-505 

17,494 

17,765 

29 


CARE  AND  WELFARE 

Custody : 

Correctional   administrator 1 

Program  administrator 2.8 

Correctional  program  supervisor  III  14.3 

Correctional  lieutenant 0.3 

Correctional  program  supervisor  II_  23.3 

Correctional  program  supervisor  I 63.2 

Correctional  officer 46.3 

Clerk-tvpist  II 1 

Temporar.y  help — in-service  training  2.7 

Temporary  help — military  leave 0.2 

Temporary  help — escapes  and 

emergencies 3.5 

Medical : 

f'hief  medical  ofiicer 1 

Physician  &  surgeon  II 1 

Dentist    III    1 

Dentist  II 1.9 

Staff  psychologist — clinical 1 

Pharmacist  II 1 

Supvng  nurse  II 0.8 

Supvng  nurse  I 0.2 

Clinical   laboratory   technologist 0.5 

Jtedical   technical   asst   5.8 

Sr  stenographer 1 

Student  professional  asst 0.7 

Dental  laboratory  technician — 

Cla.ssification  and  Treatment: 
Care  and  Treatment : 

Program    administrator    0.2 

Correctional    counselor    III 1 

Correctional  counselor  II 3 

Stenographer   II    1 

Education  : 

Supvr  of  educ — correctional  inst  1 

Supvr    of    vocational    instruction  1 

High  school  teacher 1.9 

Instructor   in   auto   mechanics 0.9 

Instr  in  auto  body  &  fender  repr  1 

Instr    in    mill    and    cabinet   work  1 

Instructor   in    masonry    1 

Instructor  in  sheet  metal  work 1 

Instructor    in    shoemaking    1 

Temporary  help — teacher  training  0.1 
Religion  : 

Catholic   chaplain   1 

Protestant   chaplain    1 

Jewish  chaplain — intermittent - 

For  footnotes  see  the  end  of  this  agency  presentation 


29 


$243,051 


$265,018 


$265,877 


1 

1 

$1,213-1,475 

$16,044 

$16,860 

_ 

_ 

998-1,213 

— 

— 

15 

15 

821-998 

177,531 

178,824 

783-950 

— 

— 

25.4 

25,4 

710-863 

258,260 

261,194 

67  6 

67,6 

644-783 

617,046 

626,409 

48,7 

48,7 

.184-710 

396,530 

405,416 

1 

1 

41.5-530 

6,060 

6,060 

4 

4 

(24.384) 

32,316 

32,316 

0,2 

0,2 

(1,325) 

1,471 

1,471 

4,2 

4.2 

(.30,769) 

35,097 

35,097 

1 

1 

1,793-2,268 

26,148 

26,148 

1 

1 

1,548-2,076 

22,139 

22,584 

1 

1 

1,626-1,976 

23,712 

23,712 

2 

2 

1,475-1,793 

37,869 

39,774 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

1,048-1,155 

13,860 

13,860 

1 

1 

821-998 

11,880 

11,976 

746-905 

— 

— 

0,5 

0,5 

710-821 

4,926 

4,926 

6 

6 

584-746 

49,788 

50,148 

1 

1 

505-614 

7,368 

7,368 

395^80 

— 

— 

0.5 

0.5 

710-863 

4,260 

4,476 

3 

3 

998-1,213 

43,668 

43,668 

1 

1 

973-1,183 

14,196 

14,196 

3 

3 

884-1,074 

38,154 

3S.664 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1.100-1,337 

16,044 

16,044 

1 

1 

998-1,213 

14,556 

14.556 

9 

2 

25,726 

25.776 

1 

1 

13.200 

13,200 

1 

1 

13.200 

13,200 

1 

1 

13,200 

13,200 

1 

1 

13,200 

13,200 

1 

1 

13,200 

13,200 

1 

1 

13,200 

13,200 

0,2 

0.2 

(838) 

2,109 

2,109 

1 

1 

884-1,074 

10,995 

11,538 

1 

1 

884^1,074 

11,584 

12,176 

0,2 

0.2 

884-1,074 

2,122 

2,225 
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CALIFORIsaiA  COMSERVATBON   CSNTER — 

Continued 

LiJ 

SAIiAEIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_l 

67-68  68-69  69-70 
(Filled)      (Auth.l       (Aulh.) 

1 

2 

3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTION   OPERATIONS— Continued 
CARE  AND   WELFARE— Continued 


Classification  and  Parole : 

Correctional    counselor    I 

Records  officer  III 

Records  officer     II 

Correctional  officer 

Records  officer  I 

Sr  clerk-typist 

Clerk-typist  II 

Clerk   II   

Clerk-typist  I 

Recreation : 

Recr  &  phys  edue  teacher 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Instructor  in  culinary  arts 

Instructor  in  meat  cutting 

Food  manager 

Supervising  cook  II 

Supervising  cook  I 

Temporary  help — in-service  training 

Clothing : 

Storekeeper  II  

Laundry : 

Instructor  in  dry  cleaning  work 

Laundry  supervisor  II 

Housekeeping : 

Storekeeper  I  


SALARY  RANGE 

2.9 

3 

3 

801-973 

34,476 

35.028 

1 

1 

1 

728-884 

10,440 

10,608 

0.8 

1 

1 

628-764 

8,628 

9,060 

0.9 

_ 

— 

584-710 

— 

— 

0.3 

1 

1 

571-692 

7,824 

8,208 

_ 

1 

1 

492-599 

6.684 

7,020 

15.3 

14 

14 

415-530 

81,484 

83.763 

1.3 

o 

2 

415-505 

10,280 

10,792 

1.7 

2 

2 

377-457 

9,408 

9,880 

1 

1 

1 

t 

12,576 
$2,203,171 

12,576 

216.8 

229.5 

229.5 

$1,978,617 

$2,236,418 

2.8 

0.8 

1 

1 

2.9 

3 
1 
1 
1 
3 
0.3 

3 
1 
1 
1 
3 
0.3 

t 

$884-1.074 
660-801 
571-764 
(6) 

$33,22?, 
9,852 

12,888 
9,427 

23,353 
1,088 

$34,884 

10,356 

12,888 

9,612 

24,112 

1,088 

1 

1 

1 

614-783 

8,952 

8,952 

1 
1 

1 
1 

1 
1 

628-764 

13,200 
8,736 

13,200 
9,168 

1 

1 

1 

530-676 

7,488 

7,728 

Totals,  Authorized  Positions 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  II 

Carpenter  foreman 

Maintenance  of  Grounds : 

Supervising  groundsman  I 

Heat,  Power  and  Water : 

Chief  of  plant  operation  II 

Chief  engineer  I 

Correctional  institution  fire  chief 

Electrician  foreman 

Plumber  foreman 

Water  and  sewage  plant  supervisor 

Stationary  engineer 

Institution  firefighter 

Temporary  help — maintenance 

Special  sewer  project — overtime 

Totals,   Authorized   Positions 


EMERGENCY   FOREST   FIRE   SUP- 
PRESSION 

Overtime 


12.5 


13.5 


0.2 


13.3 


13.3 


$116,515 


$128,206 


13.6 


13.6 


Totals,  Institution  Operations 271.5       285.4       285.4 

CAMP  OPERATIONS 

CAMP  SUPERVISION 

Program  administrator,  correctional 

institution     2 

Correctional  counselor  II 1.4 

Correctional  program  supervisor  III_  3.5 

Correctional  counselor  I 1 

Supervising  cook  II 3 

Storekeeper  II 0.5 

For  footnotes  see  the  end  of  this  agency  presentation. 


$126,590 


$1,615 
$2,466,388 


$137,477 


$2,733,872 


$131,988 


0.1 

1 

1 

$927-1,128 

$13,536 

$13,536 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

614-746 

8,282 

8,700 

0.9 

_ 

_ 

927-1,128 

_ 

_ 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

746-905 

10,860 

10,860 

2 

2 

2 

801-884 

21,216 

21,216 

1 

1 

1 

801-884 

10,608 

10,608 

1 

1 

1 

728-801 

9,612 

9,612 

3 

3 

3 

692-764 

27,504 

27,504 

0.8 

0.8 

0.8 

599-728 

7,008 

7,008 

0.8 

0.8 

0.8 

(2,938) 

7,623 

7,623 

0.4 

- 

- 

3,916 

- 

- 

$137,895 


$2,772,178 


2 

2 

$998-1,213 

$28,416 

$29,112 

1.6 

9 

884-1,074 

19,076 

24,012 

3.4 

3 

821-998 

40,918 

35,928 

1 

1 

801-973 

11,492 

11,676 

3 

3 

660-801 

27,744 

28,176 

1 

1 

614-783 

8,316 

8,736 
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CALIFORNIA   CONSERVATION   CENTER — Continued 


SALAMES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsil)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CAMP  OPERATIONS— Continued 

CAMP  SUPERVISION— Continued 

Stationary  engineer 111 

Officer    5  5  5 

Storekeeper   I    0.3  -  — 

Stenographer   II   111 

Temporary  help — transportation 1.2  1.6  1.6 

Totals,   Authorized   Positions 19.9         20.6         20.6 


STATE  CONSERVATION   CAMPS 

Correctional  program  supervisor  III. 

Correctional  lieutenant   

Correctional  program  supervisor  II_. 

Correctional  sergeant 

Correctional  program  supervisor  I__. 

Correctional   officer   

Chaplain — intermittent    

Temporary  help — transportation 

Temporary   help — firefighting   

Temporary  help — casework 

Totals,   Authorized   Positions 81 


HIGHWAY   ROAD  CAMPS 

Correctional  lieutenant   

Correctional  sergeant 

Correctional  officer 

Chaplain — intermittent 

Totals,  Authorized  Positions 11.4 


FEDERAL  CONSERVATION  CAMPS 


SALARY  RANGE 

692-764 

584-710 
530-676 
446-543 
(10,453) 

$187,354 


9,060 

42,600 

6,516 
11,989 


9,168 
42,600 

6.516 
11,989 


$206,127 


$207,913 


1.5 

1 

1 

$821-998 

$11,400 

$11,976 

10.9 

11 

11 

783-950 

131,063 

125,355 

1 

1 

1 

710-863 

9.174 

9,624 

11 

11 

11 

676-821 

108,220 

108,372 

4 

4 

4 

644-783 

36,924 

37,362 

43.8 

44 

44 

584-710 

869,364 

372,640 

1.4 

2.4 

2.4 

884-1,074 

28,035 

28,035 

1.9 

1.5 

1.5 

(17,546) 

18,740 

18,740 

5.3 

4 

4 

(47,623) 

35,310 

35,310 

0.2 

0.4 

0.4 

(1,903) 

2,690 

2,690 

80.8 


80.3 


$709,449 


$750,920 


$750,104 


2 

2 

2 

$783-950 

$22,800 

$22,800 

1.9 

2 

2 

676-821 

19,704 

19,704 

7.5 

8 

8 

584-710 

65,992 

66,950 

- 

0.4 

0.4 

884-1,074 

10,152 

10,152 

12.4 


12.4 


$99,466 


$118,648 


$119,606 


Correctional  lieutenant 0.9  1  1  $783-950  $4,750  $4,750 

Correctional  sergeant 0.9  1  1  676-821  4,105  4,105 

Correctional  officer 3.6  4  4  584-710  17,040  17,040 

Temporary  help— transportation 0.1  0.1  0.1  (978)  1,061  1,061 

Temporary   help— firefighting 0.9  1.1  1.1  (5,463)  8,833  8,833 

Totals,  Authorized  Positions 6.4  7.2  7.2  $25,416  $35,789  $85,789 

Totals,  Camp  Operations 118.7  120.5  120.5  $1,021,685  $1,111,484  $1,113,412 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    390.2  405.9  405.9  $3,488,073  $3,845,356  $3,885,500 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 

SaiRRA  CONSERVATION   CENTER 
INSTITUTION   OPERATIONS 
ADMINISTRATIVE 


Executive : 

Superintendent  II 1 

Administrative  assistant  I 1 

Sr  stenographer 1 

Business  Services : 

Business  mgr,  correctional  facility 1 

Accounting  officer  III 1 

Procurement  and  services  off  II 0.8 

Storekeeper  III 1 

Storekeeper  II 0.9 

Accountant  I 1 

Supervising  clerk  I 1 

Storekeeper  I 2 

Sr  stenographer 1 

Sr  clerk 1 

Sr  account  clerk 1 

Accounting  technician 2 

Account  clerk  II 5 

Temporary  help ^ 0.1 

Totals,  Authorized  Positions 21.8 


1 
1 
1 

1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
2 
5 
0.2 


1 
1 

1 

1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
2 
5 
0.2 


22.2 


22.2 


SALARY  RANGE 
$1,548-1,882 
783-950 
505-614 

1,278-1,548 

950-1,155 

863-1,048 

676-821 

614^783 

584-710 

571-692 

530-676 

505-614 

492-599 

492-599 

492-599 

415-505 

(609) 

$182,147 


$22,584 

11,400 

7,368 

18,576 

13.310 

12,576 

9,852 

8,952 

8,520 

8,804 

14,886 

6,542 

6,544 

7,188 

13,650 

28,419 

1,155 


$22,584 

11,400 

7,368 

18,576 

18,860 

12.576 

9;852 

8,952 

8,520 

8,304 

15,246 

6,868 

6,880 

7,188 

14,012 

29,750 

1,155 


$199,826 


$203,091 
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Department  of  Corrections 
SIERRA  CONSERVATiON   CENTER — Continued 


CORRECTIONS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FlllBd)      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
28 
24 
25 
26 
27 
28 
29 
80 
81 
32 
33 
84 
35 
36 
87 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTION    OPERATIONS— Continued 
CARE  AND   WELFARE 


Custody : 

Correctional  administrator 

Correctional  program  supvr  III 

Correctional  lieutenant 

Correctional  program  supvr  II 

Correctional  program  supvr  I 

Correctional  officer 

Sr  stenographer  

Clerk-typist  II 

Temporary  help — in-service  trng 

Temporary  help — military  leave 

Temporary  help — escapes  and 

emergencies 

Medical : 

Chief  medical  officer 

Physician  and  surgeon  II 

Staif  psychiatrist  a 

Dentist  II 

Pharmacist  II 

Sr  clinical  lab  technologist 

Supervising  nurse  I 

Medical   technical   assistant 

Stenographer  II  a 

Classification  and  Treatment : 
Care  and  Treatment : 

Program  administrator 

Correctional  counselor  III 

Correctional  counselor  II 

Stenographer  II 

Temporary  help — group  counseling 
Education  : 

Supvr  o£  education 

Supvr  of  vocational  instruction  _ 

High  school  teacher 

Instructor   in   auto   mechanics 

Instr  in  auto  body  &  fender  rpr 
Instructor  in  mill  &  cabinet  work 

Instructor   in   masonry    

Instructor    in    welding    

Arts  and  crafts  teacher 

Sr  clerk 

Religion : 

Catholic  chaplain   

Jewish  chaplain — intermittent  b — 

Protestant  chaplain   

Classification  and  Parole : 

Correctional  counselor  I 

Records  officer  III 

Records  officer  II 

Records  officer  I 

Stenographer   II    

Clerk-typist  II 

Clerk-typist  I 

Recreation  : 

Instructor  in  reer  &  phys  educ 

Totals,  Authorized  Positions 


SUPPORT  AND   SUBSISTENCE 

Feeding : 

Instructor  in  culinary  arts 2  2 

Instructor  in  meat  cutting 1  1 

Food  manager 1  1 

Supvng   cook   II    1  1 

Supvng  cook  I 3.9  4 

Temporary  help — in-service  training  0.1  0.5 

Clothing : 

Storekeeper   II    1  1 

Laundry  : 

Laundry   siu^ervisor   II 1  1 

Laundry  supervisor  I 1  1 

Housekeeping : 

Storekeeper  I 0.9  1 

Totals,   Authorized  Positions 12.9  13.5 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  EANGE 


1 

1 

1 

$1,213-1,475 

$17,700 

$17,700 

15 

15 

15 

821-998 

178,281 

179,112 

1 

1 

1 

783-950 

11,400 

11,400 

22.9 

23.7 

23.7 

710-863 

239,198 

241,744 

67.5 

68.4 

68.4 

644-783 

619,111 

630,858 

44.6 

45.4 

45.4 

584-710 

360,720 

371,222 

1 

1 

1 

505-614 

7,008 

7,368 

1 

1 

1 

415-530 

5,935 

6,060 

2.7 

3.4 

3.4 

(22,720) 

26,375 

26,375 

0.2 

0.2 

0.2 

(1,124) 

1,605 

1,605 

2.3 

4.8 

4.8 

(19,784) 

36,650 

36,650 

1 

1 

1 

1,793-2,268 

26,148 

26,148 

1 

1 

1 

1,548-2,076 

24,912 

24,912 

— 

— 

— 

1,548-2,076 

_ 

_ 

2 

2 

2 

1,475-1,793 

41,356 

42,352 

i 

i 

1 

1,048-1,155 

13,860 

13,860 

1 

1 

1 

746-905 

10.356 

10.860 

1 

1 

1 

746-905 

10,860 

10,860 

5.9 

6 

6 

5S4-746 

47,524 

49,332 

— 

~ 

_ 

446-543 

- 

- 

3 

3 

3 

998-1,213 

42,862 

43.552 

0.9 

1 

1 

973-1,183 

13,212 

13,866 

3 

3 

3 

884-1,074 

37,752 

38,052 

1 

1 

1 

446-543 

6,360 

6,516 

0.7 

0.7 

0.7 

(6,037) 

6,270 

6,270 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

t 

10,860 

11,400 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

t 

12,376 

12,992 

1 

1 

1 

t 

12,476 

13,096 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

t 

12,476 

13,096 

1 

1 

1 

t 

9.852 

10.856 

1 

1 

1 

492-599 

7,104 

7,188 

1 

1 

1 

884-1,074 

12,276 

12,888 

- 

- 

- 

884-1,074 

- 

- 

0.9 

1 

1 

884-1,074 

12,888 

12,888 

2 

2 

2 

801-973 

22,757 

23,306 

1 

1 

1 

728-884 

10,608 

10,608 

1 

1 

1 

628-764 

9,168 

9,168 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

446-543 

6.516 

6,516 

9 

9 

9 

415-530 

52,728 

54,365 

0.9 

1 

1 

377-457 

5,160 

5,418 

1 

1 

1 

t 

13,200 
$2,061,204 

13,200 

209.5 

215.6 

215.6 

$1,876,030 

$2,098,463 

2 
1 
1 
1 
4 
0.5 

t 
t 
$884-1,074 
660-801 
571-764 
(717) 

$26,400 
12,476 
12,888 

9,612 
31,052 

1,220 

$26,400 
13,096 
12,888 

9,612 
32,006 

1,220 

1 

614-783 

8,952 

8,952 

1 

1 

628-764 
517-628 

9,168 
6,992 

9,168 
7,333 

1 

530-676 

6,594 

6,924 

13.5 


$114,430 


$125,354 


$127,599 


COREECTIONS 


Department  of  Corrections 
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SEEEIRA   CONSERVATION   CENTER— Continued 


SALARIES  AJS[D  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Aulli.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
84 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTITUTION    OPERATIONS— Continued 


PLANT  OPERATION 

Maintenance  of  Structures: 

Chief  of  plant  operation  II 

Carpenter   foreman 

Painter   foreman   

Maintenance  of  Grounds : 

Supervising  groundsman  I 

Heat,  Power,  and  Water : 

Chief  engineer  I 

Correctional  institution  fire  chief 

Electrician   foreman 

Plumber   foreman    

Water  and  sewage  plant  supervisor 

Stationary  engineer   

Refrigeration  engineman 

Institution  firefighter — part-time 

Totals,  Authorized  Positions 


EMERGENCY   FOREST  FIRE  SUP- 
PRESSION 


S.iLARY  RANGE 

1 

1 

1 

$927-1,128 

$13,536 

$13,536 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

746-905 

10,860 

10,860 

2 

o 

2 

801-884 

21,216 

21,216 

1 

1 

1 

801-884 

10,608 

10,608 

1 

1 

1 

728-801 

9,612 

9,612 

2 

2 

2 

692-764 

18,336 

18,336 

1 

1 

1 

692-764 

9,168 

9,168 

0.8 

0.8 

0.8 

599-728 

7,008 

7,008 

Overtime     

Totals,    Institution    Operations 


13.8 


0.7 


13.8 


13.8 


258.7      265.1      265.1 


$130,277 


$6,351 
$2,309,235 


$140,628 


$2,527,012 


CAIVIP  OPERATIONS 
CAWIP   SUPERVISION 


Program   administrator   

Correctional  counselor  II 

Supervising  cook  II 

Correctional  program  supervisor  I. 

Correctional  officer  

Temporary  help — transportation   _. 

Totals,  Authorized  Positions 


STATE  CONSERVATION   CAMPS 


8.7 


8.7 


8.7 


$77,801 


Correctional  program  supervisor  III 

Correctional  lieutenant   

Correctional  program  supervisor  II_. 

Correctional  sergeant 

Correctional  program  supervisor  I 

Correctional   officer   

Chaplain — intermittent 

Temporary   help — firefighting   

Temporary  help — transportation  __ 
Temporary  help — casework 

Totals,  Authorized  Positions 47.2 


1 

1 

1 

$821-998 

6 

6 

6 

783-950 

1 

1 

1 

710-863 

6 

6 

6 

676-821 

4 

4 

4 

644-783 

24 

24 

24 

584-710 

1.1 

1.4 

1.4 

88'1-1,074 

3.1 

2.9 

2.9 

(28,975) 

0.6 

0.9 

0.9 

(4,996) 

0.4 

0.4 

0.4 

(2,627) 

$84,256 


$11,976 
68,400 
10,356 
59,112 
37,399 

202,062 

14,851 

20,255 

6,110 

2,700 


47.6        47.6 


408,868 


433,221 


$140,628 


$2,569,781 


1 

1 

1 

$998-1,213 

$14,034 

$14,556 

1 

1 

1 

884-1,074 

12,888 

12,888 

2 

2 

2 

660-801 

19,224 

19,224 

1 

1 

1 

644-783 

9,396 

9,396 

3 

3 

3 

584-710 

25,024 

25,424 

0.7 

0.7 

0.7 

(3,721) 

3,690 

3,690 

85,178 


$11,976 
68,400 
10,356 
59,112 
37,584 

203,970 

14,851 

20,255 

6,110 

2,700 


435,314 


FEDERAL   CONSERVATION   CAMPS 

Correctional  lieutenant   0.6  2  2  $783-950  $9,500  $9,500 

Correctional  sergeant 0.6  2  2  676-821  8,210  8,210 

Correctional  officer 2  6  6  584-710  21,300  21,300 

Temporary   help— firefighting 0.5  1  1  (3.925)  5,940  5,940 

Temporary  help — transportation 0.1  0.2  0.2  (688)  1,245  1,245 

Totals,  Authorized  Positions 3.8  11.2  11.2  $33,469  $46,195  $46,195 

Totals,  Camp  Operations '     5^7  67^5  67.5  $520,138  $563,672  $566,687 

GRAND  TOTALS,  AUTHORIZED         ' 

POSITIONS    318.4  332.6  332.6  $2,829,373  $3,090,684  $3,136,468 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 
a  Five-tenths  position  terminated  in  accordance  with  Section  20,  Budget  Act  of  1968. 
b  Two-tenths  position  transferred  to  San  Quentin. 
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Depertment  of  Corrections 


CORRECTIONS 


SOUTHERN   CONSERVATION   CENTER 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillgd)       (Aulh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 


INSTITUTION    OPERATIONS 


4     ADMINISTRATION 


6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


Executive : 

Superintendent  II 

Senior    stenographer    

Clerk-typist  II 

Business  Services : 

Business  manager  II  

Accounting  officer  II  a 

Procurement  and  services  officer  I  . 

Storekeeper  II  

Accountant  I 

Senior  stenographer 

Senior  clerk   

Personnel  assistant  I 

Accounting  technician  o 

Clorli-tvmst  11a 

Clerk  II  

Bookkeeping  machine  operator  I  a 
Temporary  help — accounting  and 
budget  preparation  

Totals,  Authorized  Positions 


CARE  AND  WELFARE 


1 
1 
1 

1 

1 

1 

1 

0.9 

1 

1.2 

0.1 

0.8 

1 

0.9 

1 

0.1 


14.0 


0.1 


0.1 


10.1 


10.1 


SALARY  RANGE 
$1,548-1,882 
505-614 
415-530 

1,048-1,273 
783-950 
783-950 
614-783 
584-710 
505-614 
492-599 
492-599 
492-599 
415-530 
415-505 
415-505 

(716) 

$117,467 


$19,512 
7,128 
6,035 

15,276 

11,400 
8,952 
7,008 
7,368 

7,048 


6,060 


771 
$96,558 


Custody : 

Correctional  administrator 

Correctional  program  administrator 
Correctional  program  supervisor  III 
Correctional  program   supervisor  II 

Correctional  program  supervisor  I 

Correctional    officer    

Senior  stenographer   

Temporary  help — in-service  training 
Temporary  help — escapes  and 

emergencies 

Temporary  help — armory 

Medical : 

Physician  &  surgeon  II 

Dentist  II 

Staff  psychologist-clinical 

Medical  technical  assistant 

Clerk-tyiJist  II 

Classification  and  Treatment : 
Care  and  Treatment : 

Correctional  counselor  III 

Correctional  counselor  II 

Temporary  help — group  counseling 
Education : 

Super^-isor  of  vocational 

instruction    

High  school  teacher 

Instructor  in  carpentry  

Religion : 

Catholic  chaplain 

Protestant  chaplain 

Classification  and  Parole : 

Counselor   I   

Records  officer  II 

Records  officer  I 

Clerk-typist  II 

Recreation : 

Recreation    and   physical   education 
teacher     

Totals,  Authorized  Positions 

For  footnotes  see  the  end  of  this  agency  presentation. 


$20,496 
7,368 
6,060 

15,276 

11,400 
8,952 
7,368 
7,368 

7,188 


6,060 

771 

$98,307 


1 
1 

9 
15 
31.8 
27 

1 

1.2 

1 

1 

9 

14.6 
32.6 
27 

1 

1.5 

1 

1 

9 
14.6 
32.6 
27 

1 

1.5 

$1,213-1,475 
998-1,213 
821-998 
710-863 
644-783 
584^710 
505-614 
(9,001) 

$16,248 

12,176 

107,352 

150,172 

298,851 

221,986 

7,368 

11,759 

$17,070 

12,784 

107,784 

150,946 

302,120 

226,370 

7,368 

11,759 

1.6 
0.1 

1.6 
0.1 

1.6 
0.1 

(12,278) 
(362) 

13.174 
427 

13,174 

427 

1 
1 
1 
5 

1 

1 
1 
5 

0.5 

1 
1 
1 
5 
0.5 

1,548-2,076 

1,475-1,793 

973-1,183 

584-746 

415-530 

23,712 
21,516 
14,196 
41,176 
2,550 

23,712 
21.516 
14,196 
41,954 
2,676 

0.8 

1 

0.5 

1 
1 
0.5 

1 
1 
0.5 

973-1,183 

884-1,074 
(2,210) 

13,266 

12,888 
1,851 

13,921 

12,888 
1,851 

1 

1 
1 

1 
1 
1 

1 

1 
1 

998-1,213 

t 
t 

14,556 
13,148 
13,200 

14,556 

13,200 
13,200 

1 

1 

1 
1 

1 
1 

884-1,074 
884-1,074 

12,888 
12,888 

12,888 
12,888 

1 

0.8 

1.2 

7 

1 

1 
1 

7 

1 

1 
1 
7 

801-973 
628-764 
571-692 
415-530 

11,308 
9,096 
8,304 

40,952 

11,676 
9,168 
8,304 

42,020 

0.9 

1 

1 

t 
$1,026,269 

11,040 

$1,118,048 

11,592 

114.9 

116.4 

116.4 

$1,132,008 

CORRECTIONS 


Department  of  Corrections 


75 


SOUTHERN   CONSERVATION 

CENTER — Continued 

UJ 

SALARIES  AND  WAGES 

NO.  OPPOSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

67-68  68-69  69-70 
{Flllid)      (Aoih.)       {Aiiih.l 

1 

2 
3 

4 
5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 

84 
85 

86 


INSTITUTION   OPERATIONS— Continued 
SUPPORT  AND  SUBSISTENCE 

Feeding  : 

Instructor  in  culinary  arts 111 

Food  manager    111 

^Supervising  cook  II 111 

^supervising  cook  I 3.3  3.3  3.3 

Temporary  help — in-service  training 

(culinary)      0.1  0.1  0.1 

Clothing : 

Storekeeper  I 2.9  3  3 

Totals,  Authorized  Positions 9.3  9.4  9.4 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operations 111 

Heat,  Power  and  Water  : 

Electrician  foreman 111 

Plumber  foreman 111 

Stationary  engineer 2  2  2 

Temporary  help — plant  maintenance  0.2  0.2  0.2 

Totals,  Authorized  Positions 5.2  5.2  5.2 


SALARY  RANGE 

$884-1,074' 
660-SOl 
571-764 

(289) 

530-673 

$77,198 


$842-1,023 

801-884 
801-884 
692-764 
(1,629) 


EMERGENCY   FOREST  FIRE 
SUPPRESSION 

Overtime     1.2 

Totals,   Institution   Operations 144.6 

CAMP  OPERATIONS 

CAMP  SUPERVISION 

Program  administrator 

Correctional   program   supervisor    III 

Supervising  cook  II 

Correctional  officer 

Temporary  help — transportation 

Totals,  Authorized  Positions 4.2 


141.1       141.1 


$48,622 


$8,521 
$1,278,077 


$13,200 

12,888 

9,612 

25,213 

418 

23,184 

$84,515 


$12,276 

10,608 
10,608 
17,940 

1,718 

$53,150 


$1,352,271 


$13,200 

12,888 

9,612 

25,941 

418 

23,184 

$85,243 


$12,276 

10,608 

10,608 

18,336 

1,718 

$53,546 


$1,369,104 


1 

1 

1 

$998-1,213 

$14,382 

$14,556 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

584-710 

8,520 

8,520 

0.2 

0.2 

0.2 

(1,342) 

1,441 

1,441 

4.2 


4.2 


$40,650 


$45,931 


$46,105 


STATE  CONSERVATION   CAMPS 

Catholic  chaplain— intermittent 0.5  0.6  0.6  $884-1,074  $6,365  $6,726 

Protestant  chaplain— intermittent 0.5  0.6  0.6  884-1,074  6.366  6,727 

Correctional   program   supervisor   III  2  2  2  821-998  23,952  23,952 

Correctional  counselor  I 12  2  801-973  21,288  21,780 

Correctional   lieutenant   4  4  4  783-950  45,195  45,600 

Correctional  program  supervisor  II__  2  2  2  710-863  20,628  20,712 

Correctional  sergeant 4  4  4  676-821  39,408  39,408 

Correctional  program  supervisor  I  __  8  8  8  644-783  74,688  75,131 

Correctional  officer 16.2  16  16  584-710  135,912  136,320 

Correctional   case    work    trainee 1.3  -  -  614^710  -  - 

Temporary  help— transportation 0.2  0.2  0.2  (1,306)  1,537  1.537 

Temporary  help— firefighting 4.6  1  1  (33.568)  11,341  11,341 

Temporary  help— group  counseling  ___  0.1  0.2  0.2  (788)  1,041  1,041 

Temporary  help — casework 0.9  1  1  (6,145)  6,943  6,943 

Totals,  Authorized  Positions 45.3  41.6  41.6  $386,791  $394,664  $397,218 

Totals,  Camp  Operations 49.5  45.8  45.8  $427,441  $440,595  $443,323 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    194.1  186.9  186.9  $1,705,518  $1,792,866  $1,812,427 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 
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CORRECTIONS 


CORRECTSONAL   INSTITUTION   AT  TEHACHAPI 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Anth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATSON 

Executive  : 

Superintendent    II    

Correctional  administrator 

Correctional  lieutenant 

Sr    stenographer    

Clerk-typist    II    

Business  Services : 

Business  manager  II 

Accounting   officer  II 

Procurement   and  services  officer  I 

Storekeeper  III  

Storekeeper  II  

Property   clerk  II 

Accountant  I 

Personnel  asst  II 

Storekeeper    I    

Sr  stenographer 

Accounting  technician 

Stenographer  II   

Clerk-tvpist  II 

Clerk  II   

Account  clerk  II 

Temporary  help — accounting  and 
budget  preparation 

Totals,  Authorized  Positions 


CARE  AND  WELFARE 


SALARY  RANGE 

1 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

1.6 

1 

1 

1,213-1.475 

16,044 

16,860 

0.5 

1 

1 

783-950 

10,650 

11,175 

2 

2 

2 

505-614 

14,736 

14,736 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

1,048-1,273 

13,976 

14,676 

1 

1 

1 

783-950 

10,440 

10,950 

1 

1 

1 

783-950 

11.400 

11,400 

1 

1 

1 

676-821 

9.S52 

9,852 

l.S 

2 

2 

614-783 

16,578 

17,032 

1 

1 

1 

614^-746 

8,952 

8,952 

0.8 

1 

1 

584-710 

7,728 

8,112 

1 

1 

1 

571-692 

7,536 

7,920 

1 

1 

1 

530-676 

7,728 

7,728 

1 

1 

1 

505-614 

7,368 

7,368 

1.8 

o 

2 

492-599 

12,368 

13,000 

- 

1 

1 

446-543 

5,490 

5,766 

1 

1 

1 

415-530 

6,060 

6,060 

O.S 

1 

1 

415-505 

5,220 

5,484 

0.9 

1 

1 

415-505 

5,180 

5,440 

0.3 

0.2 

0.2 

(2,072) 

1,359 

1,359 

21 


23.2 


23.2 


$184,092 


$207,309 


$212,514 


Custodv : 

Program   administrator -  1              1  $998-1,213                $12,176  $12,784 

Correctional   lieutenant 8.9  9              9  783-950                  99,600  101,700 

Correctional  sergeant 26.4  28            28  676-S21                267,547  273,007 

Officer,  correctional 108.7  129.5       129.5  584-710  999,110  1,037,592 

Clerk  II   0.3  2              2  415-505                  10,260  10,770 

Temporary  help— in-seryice  training  2.3  2.7           2.7  (15.404)                20,866  20,866 
Temporary  help— military  leave  __  0.1  0.1           0.1  (500)                     773  773 
Temporary  help — escapes  and  emer- 
gencies    l.S  0.5          0.5  (11,668)                 3,864  3,864 

Medicjil : 

Chief  medical  officer 0.9  1              1  1,793-2,268                  26,148  26,148 

Physician  and  surgeon  II 0.6  1              1  1,548-2,076                  22,139  22,584 

Staff  psychiatrist  a _  _              _  1,548-2,076 

Dentist  II 2  2              2  1,475-1,793                  43,032  43,032 

Pharmacist  II 0.9  1              1  1,048-1,155                  12,576  13,200 

Supvng  nurse  II 0.8  1              1  821-998                  11,040  11,592 

Sr  laboratory  technologist 0.3  1              1  746-905                  10,860  10,860 

Supvng  nurse  I 1.5  4              4  746-905                  36,585  38,382 

Surgical  nurse  I 0.9  1              1  676-821                    8,700  9,137 

Medical  technical  asst 4.2  5              5  58^746                  40,416  41,144 

Sr  stenographer 111  505-614  6,516  6,840 

Classification  and  Treatment : 
Care  and  Treatment : 

Program  administrator 2  2              2  998-1,213                  27,335  28.706 

Clerk-typist  II 1.5  2              2      ■  415-530                  10,200  10,704 

Temporary  help— group  counseling  0.4  1.1           1.1  (2,979)                   8,500  8,500 

Temporary  help — teacher  training  -  0.2           0.2  -                    1,546  1,546 
Education : 

Supervisor  of  education 111  1,100-1,337  16,044  16,044 

Supvr  of  vocational  instruction.-  0.8  1              1  998-1,213                  14,382  14,556 

High  school  teacheer 1.3  2              2  f                19,254  20,217 

Instructor  in  auto  mechanics l.S  2              2  t                23,430  23,934 

Insti-uetor  in  baking 0.8  1              1  t                10,272  10,776 

Instructor  in  culinary  arts 0.2  11  t                10,650  11,175 

Instructor  in  refrigeration  and  air 

conditioning  maint  repair 0.4  11  t                  9,852  10,356 

Instructor  in  dry  cleaning 0.2  11  t                13,200  13,200 

Instructor  in  household  appliance 

repair    0.1  1              1  t                13,200  13,200 

Instructor  in  meat  cutting 0.2  1               1  t                 13,200  13,200 

Instructor  in  mill  and  cabinet 111  t  13.200  13,200 

Instructor  in  machine  shop 111  t  13.200  13,200 

Instructor  in  welding 1.7  2               2  t                 26,400  26,400 

Instructor   in    shoemaking 0.2  1              1  f                  9,852  10,356 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 
a  Positions  transferred  to  California  Institution  for  Men  to  provide  centralized  accounting  for  the  two  institutions. 
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CORRECTIONAL   INSTITUTION   AT  TEHACHAPI — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aulh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


CARE  AND   WELFARE— Continued 

Classification  and  Treatment — 
Continued 
Education — Continued 

Instructor  in  landscape  gardening 

Instructor  in  general  shop  b 

Instructor  in  mechanical  drawing 
Instructor  in  sewing  mach  repair 

Arts  and  crafts  teacher 

Instructor  in  silk  screen  processes 

Clerk-typist  II 

Religion  : 

Catholic  chaplain 

Protestant  chaplain 

Classification  and  Parole : 

Correctional  counselor  III 

Correctional  counselor  II 

Correctional  counselor  I 

Records  officer  II 

Records  oificer  I 

Sr  clerk-typist 

Clerk-typist  II 1 

File  clerk  II 

Recreation : 

Instructor  in  recr  and  physical  educ 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  manager 

Supvng  cook  II  

Supvng  cook  I  

Temporary  help — culinary  in-service 
training   

Clothing : 

Storekeeper  II  

Laundry : 

Laundry  supervisor  II 

Totals,   Authorized   Positions 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  II 

Carpenter   foreman   

Painter   foreman   

Locksmith 

Building  maintenance  man 

Storekeeper  I  

Maintenance  of  Grounds : 
Correctional  officer   

Heat,  Power,  and  Water : 

Chief  engineer  I   

Electrician   foreman 

Plumber   foreman   

Fire  chief 

Electrician   I    

Water  &  sewage  plant  supervisor. 

Stationary   eoigineer   

Institution  firefighter — part-time  . 

Totals,  Authorized  Positions  _. 


SALARY  RANGE 

0.7 

1 

1 

■■ 

10,188 

10,692 

- 

1 

1 

; 

12,100 

13.200 

1 

1 

1 

9,8.52 

10,356 

1 

1 

1 

11,310 

11,880 

— 

1 

1 

■*• 

8,520 

8,952 

1.4 

o 

2 

'- 

22,688 

23,556 

- 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

973-1,183 

14,196 

14,196 

2 

3 

3 

884-1,074 

37,452 

38,052 

7.4 

9 

9 

801-973 

96,072 

99.459 

0.9 

1 

1 

628-764 

7,888 

8,272 

1 

1 

1 

571-692 

7,132 

7,478 

1.9 

2 

2 

492-599 

13,236 

13,900 

5.2 

7 

7 

415-530 

37,237 

38,942 

1 

1 

415-505 

5,100 

5,352 

0.9 

1 

1 

t 
$1,693,099 

9,396 

9,852 

202.6 

249.1 

249.1 

$2,220,128 

$2,289,520 

1 
1 

7.1 
0.1 
1 
0.9 


11.1 


14.7 


1 
1 

8 

0.1 
1 

1 


1 
1 

8 

0.1 

1 
1 


12.1 


12.1 


$884-1,074 
660-801 
571-764 

(575) 

614r-783 

628-764 

$86,039 


$11,170 

9,612 

62,094 

754 

8,952 

8,016 

$100,598 


18.8 


18.8 


EMERGENCY   FOREST  FIRE  SUPPRESSION 

Temporary   help — firefighting 0.5 

GRAND  TOTALS,  AUTHORIZED         ' 
POSITIONS    


$130,194 


$3,674 


$176,397 


$11,726 

9,612 

64,146 

754 

8,952 

8,412 
$103,602 


1 

1 

1 

$927-1,128 

$13,536 

$13,536 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

764-842 

10,104 

10,104 

0.9 

1 

1 

692-764 

9,168 

9,168 

0.5 

1 

1 

584-644 

7,248 

7,608 

1 

1 

1 

530-676 

7,728 

7,728 

0.8 

1 

1 

584-710 

7,188 

7,548 

1 

1 

1 

801-927 

10,398 

10,909 

1 

1 

1 

801-884 

10,608 

10,608 

1 

1 

1 

801-884 

10,608 

10,608 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

728-801 

8,736 

9,168 

1 

1 

1 

728-801 

9,279 

9,612 

2.7 

5 

5 

692-764 

43,824 

44,976 

0.8 

0.8 

0.8 

599-728 

7,008 

7,008 

$179,545 


249.9      303.2      303.2  $2,097,098  $2,704,432  $2,785,181 


t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers. 
a  One  position  terminated  in  accordance  with  Section  20  of  the  Budget  Act  of  1968. 
b  Position  transferred  from  California  Institution  for  Men. 
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CORRECTIONAL   TRAINING   FACILITY 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Aoth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 
86 


INSTITUTION  OPERATIONS 
ADMINISTRATION 

Executive : 

Superintendent   III    

Administrative   asst   I    

Sr   stenographer    

Business  Services : 

Business    mgr,    correctional    facility 

Accounting  officer  III 

Procurement  and  services  off  II 

Procurement  and  services  off  I  a 

Accounting  officer  II 

Storekeeper  III  

StoreUeeper  II  

Accountant  I 

Personnel  asst  II 

Storekeeper   I    

Sr    stenographer    

Personnel  asst  I 

Sr  account  clerk 

Accounting   technician 

Stenographer   II    

Clerk-typist    II    

Bookkeeping  mach  opr  I 

Account  clerk  II 

Temp  help — budget  preparation 

Totals,  Tri-Facility  Operations--         20.4         24.4         24.4 

CENTRAL   FACILITY   OPERATIONS 
ADMINISTRATION 


S.4L..\EY  KANGE 

1 

1 

.Sl,70S-2.0o4 

$24,648 

$24,648 

1 

1 

783-950 

9,396 

9,852 

1 

1 

503-614 

7,368 

7,368 

1.1 

1 

1,273-1,548 

18,065 

18,576 

1 

1 

9.50-1,155 

13,860 

13,860 

_ 

1 

863-1,048 

11,477 

12,576 

- 

1 

783-950 

9,396 

9,396 

1 

1 

783-050 

10,356 

10,860 

— 

1 

676-821 

9,852 

9,852 

1 

1 

014-783 

8,952 

8,952 

1 

1 

584-710 

8,520 

8,520 

1 

1 

571-692 

8,304 

8,304 

1.3 

1 

530-676 

7,728 

7,728 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7,188 

3 

3 

492-599 

21.564 

21,564 

- 

1 

446-543 

6,360 

6,516 

1.7 

1 

415-530 

6,060 

6,060 

1.1 

1 

413-505 

6,060 

6,060 

1 

2 

2 

415-505 

11,368 

11,636 

0.2 

0.4 

0.4 

(1,302) 

2,664 

2,664 

Executive  deputy  supt 
Sr  stenographer 


Totals,  Authorized  Positions 


CARE   AND   WELFARE 

Custody : 

Correctional   administrator 1.4  ] 

Program    administrator    1.9  2 

Correctional    cai>tain    1..3  1 

Correctional   lieutenant    14.6  13 

Correctional  sergeant 29.3  27 

("orrectional  officer   173.8  152 

Clerk   II    1  1 

Temp  help — in-service  training 2.4  4.8 

Temp  help — military  leave 0.4  0.3 

Temp  help — escapes  and  emerg 1.5  2.7 

Temp  help — court  transp 0.6  0.6 

Medical : 

Chief  medical  officer 1  1 

Physician  and  surgeon  II 2  2 

Staff   psychiatrist   0.6  1 

Dentist    III    1  1 

Dentist  II 3  3 

Sr  medical  tech  asst 4  4 

Medical  tech  asst 7.3  7 

Sr  clerk 1  1 

Clerk-typist  II 1  1 

Classification  and  Treatment : 
Care  and  Treatment : 

Deputy  supt 1  - 

Correctional  counselor  II 1.5  1 

Temp  help — group  counseling 0.7  1.6 

Education  : 

Supvr  of  educ 1  1 

Supvr  of  academic  instruction 1  1 

Supvr  of  voc  instruction 1  1 

Inst  in  auto  mechanics 0.8  1 

Inst  in  auto  body  &  fender  repair  1  1 
Inst    in    offset    printing    &    dup 

processes 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


$175,187 


.'?1,405-1,708 
505-614 


223,742 


$20,490 
7.308 

$27,864 


13,200 


$226,736 


$20,496 
7,308 

$27,864 


1 

$1,213-1,475 

$17,350 

$17,700 

o 

998-1,213 

27,082 

27,704 

1 

950-1,135 

13,800 

13,860 

13 

783-950 

147,198 

147,705 

27 

676-821 

204,150 

264,672 

152 

.584-710 

1,268.123 

1,280.599 

1 

41.5-.505 

6,060 

6,060 

4.8 

(18,317) 

26.740 

26,740 

0.3 

(3,051) 

1,769 

1,769 

2.7 

(11,563) 

20,295 

20,295 

0.6 

(4,503) 

3,929 

3,929 

1 

1,793-2,208 

26,148 

26,148 

o 

1,548-2,076 

48,624 

48,624 

1 

1,548-2,076 

24,512 

24,912 

1 

1,626-1,976 

23,712 

23,712 

3 

1,473-1,793 

64,548 

64,548 

4 

644-783 

37,584 

37,584 

7 

584-746 

56,882 

58,008 

1 

492-599 

7,188 

7,188 

1 

415-530 

6,060 

6,060 

1,405-1,708 

_ 

_ 

1 

884-1,074 

12,888 

12,888 

1.6 

(5,428) 

7,632 

7,632 

1 

1,100-1,337 

16,044 

16,044 

1 

998-1,213 

14,556 

14,556 

1 

998-1,213 

14,556 

14,556 

1 

t 

10,995 

11,544 

1 

t 

13,200 

13,200 

13,200 
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CORRECTIONAL  TRAINING   FACILITY — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filltd)      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


CENTRAL   FACILITY  OPERATIONS— Continued 

CARE  AND   WELFARE— Continued 

Classification  and  Treatment — Continued 
Education — Continued 

Inst  in  machine  shop  practices 

Inst  in  welding 

Inst  in  sheet  metal  work 

Inst  in  landscape  gardening  _. 

Librarian  III 

Correctional  officer   

Temp  help — teacher  training  _. 
Religion  : 

Catholic   chaplain   

Jewish    chaplain-intermittent 

Protestant   chaplain   

Classification  and  Parole  : 

Correctional   counselor   III 

Correctional  counselor  II 

Correctional  counselor  I 

Correctional   lieutenant    

Records  officer  III 

Records  officer  I 

Sr  steno   

Sr  clerk 

Steno  II 

Clerk-typist  II 

Recreation  : 

Inst  in  recr  &  physical  educ 

Adjustment  Center : 

Program   administrator    

Instructor  in  general  shop  

Arts  and  crafts  teacher 

Correctional  counselor  II   

Correctional  counselor  I 

Correctional   officer 

Totals,  Authorized  Positions 


SUPPORT  AND   SUBSISTENCE 

Feeding : 

Instructor   in   baking 

Instructor  in  culinary  arts 

Instructor  in  meat  cutting 

Food  mgr 

Supvng  cook  II  

Supvng  cook  I  

Temp     help  —  culinary     in-service 
training  

Clothing : 

Storekeeper  I  

Laundry : 

Instructor  in  laundry  work 

Laundry  supvr  II 

Correctional  officer 

Temporary  help — laundry    

Housekeeping : 

Storekeeper  II  

Totals,  Authorized  Positions 


15.4         14.4 


PLANT  OPERATION 


14.4 


$141,677 


$138,579 


Maintenance  of  Structures : 

Chief  of  plant  operations  III 1  1 

Plumber  foreman 1  1 

Carpenter  foreman    1  1 

Painter  foreman    1  1 

Locksmith 1  1 

Storekeeper  I 1  1 

Temporary  help — special  repairs  and 

maintenance 0.5  — 

Heat,  Power  and  Water  : 

Chief  engineer  I 1  1 

Fire  chief 1  1 

Electrician  foreman    1  1 

Water  and  sewage  plant  supvr 1  1 

Stationar.y  engineer    4.9  5 

Institution  firefighter    0.8  0.8 

For  footnotes  see  the  end  of  this  agency  presentation. 


PROPOSED 
1969-70 


SALAIiY  RANGE 

1 

1 

1 

t 

13,200 

13,200 

0.8 

1 

1 

1 

10,104 

10,608 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

710-863 

10,356 

10,356 

0.9 

1 

1 

584-710 

7,188 

7,548 

0.1 

- 

- 

(746) 

- 

- 

1 

1 

1 

884-1,074 

12,888 

12,888 

0.4 

0.4 

0.4 

884-1,074 

4.450 

4,450 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

973-1,188 

14,196 

14,196 

1 

1 

1 

884-1,074 

12,888 

12,888 

8.2 

9 

9 

801-973 

99,023 

101,631 

1 

_ 

— 

783-950 

_ 

_ 

1 

1 

1 

728-884 

10,608 

10,608 

1.2 

1 

1 

571-692 

6,852 

7,188 

1 

— 

— 

505-614 

_ 

_ 

1 

1 

1 

492-599 

6,438 

6,768 

2 

9 

9 

446-543 

12,520 

12,824 

6.9 

6 

6 

415-530 

33,708 

34,860 

1 

1 

1 

t 

13,200 

13,200 

0.9 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

■  • 

13,200 

13,200 

1 

1 

1 

$884-1,074 

12,888 

12,888 

1 

1 

1 

801-973 

11,676 

11,676 

0.2 

- 

- 

584-710 

- 

- 

295.7 

270.4 

270,4 

$2,620,447 

$2,554,112 

$2,576,258 

1 

1 

1 

1 

1.3 

4.9 

1 

1 
1 
1 
1 
4 

1 

1 
1 
1 

1 
4 

t 

$884-1,074  ■ 
660-801 
571-764 

$10,650 
13,200 
13,200 
12,888 
9,612 
33,216 

$11,175 
13,200 
13,200 
12,888 
9,612 
33,216 

- 

0.1 

0.1 

(106) 

662 

662 

1 

1 

1 

530-676 

7,728 

7,728 

0.8 
1 
1 
0.4 

1 
1 
1 
0.3 

1 

1 
1 
0.3 

628-764 ' 
584-710 
(3,092) 

8,520 
9,168 
8,520 
2,263 

8,952 
9,168 
8,520 
2,263 

1 

1 

1 

614-783 

8,952 

8,952 

$139,536 


1 

$1,023-1.243 

$14,916 

$14,916 

1 

801-884 

10,608 

10,608 

1 

764-842 

10,104 

10.104 

1 

764-842 

10,104 

10,104 

1 

692-764 

9.168 

9.168 

1 

530-676 

7,728 

7,728 

- 

(3,998) 

- 

- 

1 

801-927 

10,823 

11,124 

1 

746-905 

10,860 

10.860 

1 

801-884 

10,608 

10,608 

1 

728-801 

9.612 

9.612 

5 

692-764 

44.328 

45.336 

0.8 

599-728 

7,008 

7,008 

80 
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CORRECTIONAL  TRAINING   FACILITY — Continued 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
18 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CENTRAL   FACILITY  OPERATIONS— Continued 

PLANT  OPERATION— Continued 

Motor  Vehicle  Operation : 

Bquipt  maintenance  foreman 

Correctional  officer   


Totals,  Authorized  Positions  — 
Totals,  Central   Facility  Operations 


NORTH   FACILITY  OPERATIONS 
ADMINISTRATION 

Executive : 

Beputy  supt 1  1 

Sr  typist-clerk -  1 

Business  Services : 

Business  manager  II 0.9  - 

Assoc  budget  analyst 1  - 

Storekeeper  III 1  - 

Sr  clerk-typist 1  - 

Steno  II   1  - 

Totals,  Authorized  Positions 5.9  2 


CARE  AND  WELFARE 

Custody : 

Correctional  captain ; 

Correctional  counselor  I ; 

Correctional  lieutenant 

Correctional  sergeant 

Correctional  officer 

Clerk   II    

Temp  help — escapes  and  emerg 

Temp  help — military  leave 

Temp  help — in-service  training 

Classification  and  Treatment : 
Care  and  Treatment : 

Correctional   administrator 

Temp    help — group    counseling 

Education  : 

Supvr  of  educ  

Supvr   of  voc   instruction 

High  school  teacher 

Inst  in  auto  mechanics 

Inst  in  refrig  &  air  eond  maiut 

Inst   in   electronics 

Inst  in  mach  shop  practices 

Inst  in  dry  cleaning  work 

Inst  in  upholstering 

Inst  in  furn  refin  &  repair 

Inst  in  masonry 

Inst  in  welding 

Inst  in  shoemaking 

Inst  in  landscape  gardening 

Inst  in  mechanical  drawing 

Correctional  officer 

Sr  clerk . 

Temporary  help — teacher  training 
Religion : 

Catholic   chaplain   

Protestant   chaplain    

Classification  and  Parole: 

Program   administrator   

Correctional   counselor   II 

Correctional  counselor  I 

Correctional    lieutenant    

Records  officer  II 

Records  officer  I 

Sr  steno 

Steno  II  

Clerk-typist  ll 

Clerk   II   

Clerk-typist   I    

Recreation  : 

Inst  in  recr  &  physical  educ 

Totals,  Authorized  Positions 

For  footnotes  see  the  end  of  this  agency  presentation. 


0.9 

1 

1 
1 

1 
1 

SAL.\RY  KANGE 
783-950 
584-710 

9,396 

8,520 

$173,783 

9,852 
8,520 

18.1 

17.8 

17.8 

?163,S79 

$175,548 

329.2 

304.6 

304.6 

$2,926,003 

$2,894,338 

$2,919,206 

$1,405-1,708 
492-599 

1,048-1,278 

950-1,155 

676-821 

492-599 

446-543 

$65,814 


$20,496 

7,188 


$27,684 


$20,496 

7,188 


$27,684 


0.4 

1 

1 

$950-1,155 

$11,400 

$11,976 

0.1 

1 

1 

801-973 

10,651 

11.170 

8.8 

8 

8 

783-950 

91,200 

91,200 

16.8 

16 

16 

676-821 

155,816 

156,300 

76.3 

76 

76 

584-710 

622,394 

634,544 

1 

1 

1 

415-505 

6,060 

6,060 

0.2 

0.5 

0.5 

(1,473) 

3,116 

3,116 

0.2 

0.1 

0.1 

(1,281) 
(11,427) 

675 

675 

1.5 

1.8 

1.8 

10,120 

10,120 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

0.7 

1.3 

1.3 

(5,100) 

7,350 

7,850 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

998-1,213 

14,556 

14.556 

— 

1 

1 

t 

8,520 

8,952 

1 

1 

1 

13,200 

13,200 

1 

1 

1 

■*■ 

12,276 

12,888 

1 

1 

1 

13,200 

13,200 

1 

1 

1 

•*■ 

13,200 

13,200 

1 

1 

1 

■■ 

13,200 

13,200 

1 

1 

1 

13,200 

13,200 

1 

1 

1 

13,148 

18,200 

1 

1 

1 

13,200 

13,200 

1 

1 

1 

■^ 

13,200 

13,200 

1 

1 

1 

-^ 

13,200 

13,200 

1 

1 

1 

- 

13,200 

13,200 

1 

1 

1 

- 

13,200 

13,200 

o 

_ 

_ 

584-710 

_ 

— 

- 

1 

1 

492-599 

5,904 

6,204 

0.1 

0.2 

0.2 

(746) 

1,119 

1,119 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 

12,684 

12,888 

2 

2 

2 

998-1,213 

29.112 

29,112 

9 

2 

2 

884-1.074 

25,776 

25,776 

7.1 

8 

8 

801-973 

84,846 

87,908 

0.7 

_ 

_ 

783-950 

_ 

— 

1 

1 

1 

628-764 

8,272 

8,700 

1 

1 

1 

571-692 

8,304 

8,304 

0.9 

1 

1 

505-614 

7,068 

7,368 

1 

1 

1 

446-543 

6,516 

6,516 

4.8 

4 

4 

415-530 

24,540 

24,540 

1 

1 

1 

415-505 

5,985 

6,060 

0.1 

1 

1 

377-457 

4,650 

4,880 

1 

1 

1 

t 

10,650 

11,175 

147.2 

148.9 

148.9 

$1,282,112 

$1,381,340 

$1,401,289 
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CORRECTIONAL  TRAINING   FACILITY — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filisd)      (Auih.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
48 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


NORTH    FACILITY  OPERATIONS— Continued 
SUPPORT  AND   SUBSISTENCE 

Feeding :  SALARY  RANGE 

Instructor  in  culinary  arts 111  f  $13,200  $13,200 

Supvng  cook  II 111  $660-801  9.612  9,612 

Supvng  cook  I 2              2              2  571-764  16,608  16,608 

Temporary  help — culinary  in-service 

training _             _             _  (96)  251  251 

Clothing : 

Storekeeper  II 111  614-783  7,728  8,112 

Totals,  Authorized  Positions 5             5             5  $44,736  $47,399  $47,783 

PLANT    OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operations  II 111  $927-1,128  $13,536  $13,536 

Carpenter  foreman 111  764-842  10,104  10,104 

Painter  foreman 111  764-842  10.104  10,104 

Locksmith 111  692-764  9,168  9,168 

Maintenance  of  Grounds : 

Supvng  groundsman  II -              1              1  676-821  9,852  9,852 

Supvng  groundsman  I 1.8           1              1  614-746  8,418  8,844 

Heat,  Power  and  Water : 

Electrician   foreman 111  801-884  10,608  10,608 

Plumber   foreman   111  801-884  10,608  10,608 

Utility  shops   supvr 1              —             —  801—884  —  — 

Stationary   engineer   2              2              2  692-764  18,336  18,336 

Totals,  Authorized  Positions 10.8         10            10  $101,414  $100,734  $101,160 

Totals,  North   Facility  Operations 168.9       165.9       165.9  $1,494,076  $1,557,157  $1,577,916 

SOUTH    FACILITY  OPERATIONS 
CARE  AND  WELFARE 

Custody : 

Correctional  administrator -              1,1           $1,213-1,475  $17,700  $17,700 

Correctional  captain -              1               1  950-1,155  13,860  13,860 

Correctional   lieutenant -              6              6  783-950  63.145  65,649 

Correctional  sergeant -           10            10  676-821  92,489  93,860 

Correctional  officer -           51.1         51.1  584-710  373,865  395,308 

Medical : 

Medical  tech  asst -             1              1  584-746  7,178  7,544 

Care  and  Treatment : 

Correctional  counselor  II -              1               1  884-1,074  11,680  12,260 

Correctional  counselor  I -              4              4  801-973  34,494  40,021 

Classification  and  Paroles : 

Records  officer  I -              1              1  571-692  7,534  7.920 

Clerk-typist   II   -              4              4  415-530  19,540  21,378 

Totals,  Authorized  Positions -            80.1         80.1  -  $641,485  $675,500 

SUPPORT  AND  SUBSISTENCE 

Feeding  : 

Supvng  cook  II -              1              1  $660-801  $8,720  $9,159 

Supvnl  cook  I -             2              2  571-764  14,024  14,715 

Storekeeper  I -              1              1  530-«76  6,520  6,842 

Totals,  Authorized  Positions -              4              4  -  $29,264  $30,716 

PLANT  OPERATIONS 

Heat,  Power,  and  Water :  „,  „  „„„  .,  „  „ .„ 

Utility  shops  supvr -              1              1  $801-884  $10,608  $10.608 

Totals,  Authorized  Positions  ___  -              1              1  -  $10.608  $10.608 

Totals,  South  Facility  Operations -             85.1          85.1          -  $681,857  $716,824 

GRAND  TOTALS,  AUTHORIZED         '  ^    ,„^  „„„  «,.  o,.»  ^^.,  o-r^^neoo 

POSITIONS 518.5       580          580  $4,595,266  $5,356,594  $5,440,682 

a  Position  reclassified  and  transferred  from  California  Men's  Colony.  .  ,.     ^       t      m      1,0" 
t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  lor  leacners. 
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COEKECTIONS 


DEUEL  VOCATIONAL   INSTITUTION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aoth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2     ADMINISTRATION 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
2'' 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Exec: 

Siipt  III 

Adm   asst  I 

Sr  clerk-typist 

Business  Services : 

Business  mgr 

Acctg  ofBeer  III 

Procurement  &  services  officer  II 

Storekeeper  III  

Storekeeper  II  

Accountant  I 

Correctional  officer 

Supvng   clerk   I 

Personnel   asst  II 

Sr  clerk-typist 

Personnel   asst  I 

Acctg  techn   

Clerk-typist    II    

Account  clerk  II 

Temporary  help — budget  preparation 
Temporary   help — mail   room 

Totals,   Authorized  Positions 


CARE   AND  WELFARE 


SALAKY  KANGE 

1 

1 

1 

$1,708-2,054 

$21,605 

$22,678 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

1,273-1.548 

17,919 

18,576 

1 

1 

1 

950-1,155 

13.860 

13,860 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9.852 

9,852 

1 

1 

1 

614-783 

8.952 

8.952 

0.9 

1 

1 

584-710 

8.520 

8,520 

1 

1 

1 

58^710 

8,520 

8,520 

0.9 

— 

— 

571-692 

— 

_ 

0.1 

1 

1 

571-692 

8,304 

8,304 

1.1 

1 

1 

492-599 

7,188 

7,188 

0.1 

1 

1 

492-599 

6,572 

6,908 

o 

2 

2 

492-599 

13,844 

14,180 

2.S 

o 

2 

415-530 

11,544 

11,820 

o 

o 

2 

415-505 

11,970 

12,120 

0.1 

0.1 

0.1 

(207) 

725 

725 

0.3 

0.3 

0.3 

(779) 

1,520 

1,520 

19.3 


19.4 


19.4 


$167,526 


$182,059 


Custody : 

Correctional   administrator 0.7  1 

Program   administrator    2.2  2 

Correctional   captain    2  2 

Correctional   lieutenant 17.9  18 

Correctional  sergeant 35.7  35.8 

Correctional  officer 195.3  196.2 

Clerk-tvpist  II 2.2  2 

Clerk   II   1.6  2 

Temporary  heli) — in-service  training  -  3 

Temporary   help — military   leave 0.2  0.2 

Temporary  help — escapes  and 

emergencies     0.9  0.9 

Temporary  help — court 

transportation    0.7  0.9 

Medical : 

Chief  medical  officer 1  1 

Physician  &  surgeon  II 2  2 

Staff   psvchiatrist   -  0.2 

Dentist    III    1  1 

Dentist    II    5.9  6 

Supervising  nurse  I 1  1 

Medical    technical    assistant 11.7  12 

Sr   steno   1  1 

Clerk-typist  II 1  1 

Special  Youth  Authority  L'nit : 

Staff   psychiatrist   -  1 

Program    administrator    1  1 

StafE    psychologist — clinical —  1 

Correctional   counselor  III 1  1 

Instructor  in  general  shop 1  1 

Instructor  in  recr  and  phys  educ 1  1 

Correctional   counselor  II 3  2 

Correctional  counselor  I 1.7  2 

Sr   occupational  therapist 0.3  1 

Occupational  therapist -  1 

Correctional  off 1  - 

Classification  and  Treatment : 
Care  and  Treatment : 

Correctional    administrator 1  1 

Voe  testing  &  counseling  supvr 0.7  1 

Clerk-typist  II 2  2 

Education — Academic : 

Supvr  of  educ O.S  1 

Supvr  of  academic  instruction 1  1 

High  school  teacher 4.1  5.5 

Elementary  teacher 3.9  4 

Music  teacher 1  1 

Arts  and  crafts  teacher 1  1 

Steno  II 0.6  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


$184,887 


1 

$1,213-1,475 

$15,036 

$15,788 

2 

998-1.213 

29,112 

29,112 

2 

950-1,155 

27,225 

27,720 

18 

783-950 

204,534 

205,065 

35.8 

676-821 

350,103 

351,294 

96.2 

584-710 

1,587,492 

1,625,472 

2 

415-530 

12.120 

12,120 

9 

415-505 

12,120 

12,120 

3 

(23,610) 

29,265 

29,265 

0.2 

(SS4) 

1,270 

1,270 

0.9 

(6,54S) 

7,500 

7,500 

0.9 

(4.287) 

6,035 

6,035 

1 

1.793-2.268 

26,148 

26.148 

o 

1.548-2.076 

47,496 

47,496 

0.2 

1,548-2.076 

4.303 

4.516 

1 

1.626-1,976 

23,712 

23,712 

6 

1.47.5-1.793 

125,937 

126,858 

1 

746-005 

10,860 

10,860 

12 

,5.S4-746 

97,910 

99,536 

1 

505-614 

7,368 

7,368 

1 

415-530 

6,060 

6,060 

1 

1.54S-2.076 

21,516 

22.5S4 

1 

998-1.213 

14.556 

14.556 

1 

973-1,183 

11,676 

12,276 

1 

973-1,183 

14,196 

14,196 

1 

t 

13,200 

13,200 

1 

t 

13.200 

13,200 

2 

884-1,074 

25,776 

25,776 

2 

801-973 

21.288 

21,780 

1 

710-863 

8,520 

8,952 

1 

614-746 

7,548 

7,920 

- 

584-710 

- 

— 

1 

1.213-1,475 

17,700 

17,700 

1 

973-1,183 

11,676 

12,276 

2 

415-530 

12,120 

12,120 

1 

1.100-1,337 

13,200 

13,860 

1 

998-1,213 

14,556 

14,556 

5.5 

t 

61,854 

63,642 

4 

( 

49,452 

49,956 

1 

I 

9,852 

10,356 

1 

t 

11,400 

11,400 

1 

446-543 

5,490 

5,766 
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DEUEL  VOCATIONAL   INSTITUTION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Autb.)       (Aith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CARE  AND  WELFARE— Continued 

Classification  aud  Treatment — 
Continued 
Education — Vocational : 

Supvr  of  voc  instruction 

Instructor   in   aircraft   eng   mechs 
Instructor  in  airframe  mechanics 

Instructor  in  auto  mechanics 

Instructor  in  refrigeration  and  air 
conditioning   maint   &    repair 

Instructor  in  electrical  work 

Instructor  in  general  shop 

Instructor  in  janitorial  services  _ 

Instructor  in  upholstering 

Instructor   in   mill   and   cab  work 

Instructor  in  painting 

Instructor  in  printing 

Instructor  in  mach  shop  practices 

Instructor  in  welding 

Instructor  in  sheet  metal  work 

Instructor  in  shopniaking 

Instructor  in  landscape  gardening 
Temporary  help — teacher  training 
Religion  : 

Catholic   chaplain    

Protestant   chaplain    

Classification  and  Parole  : 

Correctional  counselor  III 

Correctional   counselor  II    

Correctional   counselor  I 

Records  officer  II 

Records  officer  I 

Sr  clerk-tvpist 

Clerk-tvpist  II 

Clerk-typist    I   

Recreation  : 

Instructor  in  recr  and  phys  cdue 

Correctional   sgt    

Totals.   Authorized   Positions 

SUPPORT  AND   SUBSISTENCE 

Feeding : 

Instructor   in   baking   

Instructor  in  meat  cutting 

Food   mgr 

Supvng  cook  II  

Snpvng  cook  I 

Temporary  help — in-service  training 

Clothing  : 

Storekeeper  II  

Laundry : 

Instri'Ctor  in  dry  cleaning  work 

Laundry  supvr  II 

Housekeeping  : 

Storekeeper  II  

Totals.   Authorized   Positions 

PLANT  OPERATION 

MainttMuiuce  of  Structures: 

Chief  of  plant  operations  III 

Carpenter  foreman 

Painter   foreman 

Locksmith     

JIaintenance  of  Grounds : 

Supvng  groundsman  I 

Heat.  I'ower.  and  Water : 

Chief  engr  I 

Electrician    foreman 

I'iumber    foreman    

Fire  chief 

Water  &  sewage  plant  supvr 

Stationary  engr 

Institution  firefighter — part-time  — 

Motor  Vehicle  Operation  : 

Equipment  maint  foreman 

Correctional  off 


S.iLARY  RANGE 

o.s 

1 

99S-1.213 

14,382 

14.5.56 

1 

1 

7 

13,200 

13,200 

0.4 

1 

t 

9.852 

10,356 

1 

1 

t 

12,426 

13,044 

1 

1 

t 

13,200 

13,200 

1 

1 

t 

12,126 

12,732 

2 

9 

25,176 

25,176 

1 

1 

t 

13,200 

13.200 

1 

1 

t 

13,200 

13,200 

0.7 

1 

t 

9,852 

10.856 

1 

1 

t 

13,200 

13,200 

1 

1 

( 

13,200 

13.200 

1 

1 

7 

13,200 

13,200 

2 

2 

J. 
1 

26,400 

26,400 

1 

1 

t 

11,355 

11,928 

1 

1 

t 

13,200 

13.200 

1 

1 

X 

13.200 

13.200 

0.1 

0.4 

0.4 

(202) 

3,528 

3,528 

1 

1 

88^1.074 

12,888 

12,888 

1 

1 

884-1,074 

12,888 

12,888 

0.9 

1 

973-1,183 

14,141 

14,196 

1 

1 

884-1,074 

12,888 

12.888 

(i 

6 

801-973 

68,611 

69,642 

O.S 

1 

628-764 

9,060 

9.168 

0.8 

1 

571-692 

8,176 

8,304 

1 

1 

492-599 

7,188 

7.1SS 

9.6 

9 

415-530 

53.629 

55.032 

0.3 

1 

377-457 

4,668 

4,900 

1 

JL 

9.852 

10.356 

0.4 

- 

676-S21 

— 

- 

3.50.9 

363.1 

363.1 

$3,123,591 

?3,448,268 

$3,505,713 

1 

1 

1 

JL 

$13,200 

$13,200 

1 

1 

1 

13.200 

13.200 

1 

1 

1 

$884-1,074 

12.8SS 

12,888 

1 

1 

1 

660-801 

9,612 

9,612 

6.7 

7 

7 

571-764 

35.704 

56,592 

0.1 

0.1 

0.1 

(499) 

540 

540 

1 

1 

1 

61^^783 

8,952 

8,952 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

628-764 

9,168 

9,168 

1 

1 

1 

614-783 

8,952 

8,952 

14.8 


1 
2 

1 
1 
1 
6 
0.8 

0.9 

1 


15.1 


1 

2 
1 
1 
1 
6 
0.8 

1 
1 


15.1 


1 

1 
1 
6 
0.8 

1 
1 


$133,127 


$1,023-1,243 
764-842 
764-842 
692-764 

614-746 

801-927 
801-884 
801-884 
746-905 
728-801 
692-764 
599-728 

783-950 
584-710 


$145,416 


$14,916 

10,104 

10,104 

9,168 

8,664 

11,124 
21,216 
10,608 
10,860 

9.612 
55,008 

7,008 

10,314 

8,520 


$146,304 


$14,916 

10,104 

10,104 

9,168 

8,952 

11,124 
21,216 
10,608 
10,860 

9,612 
55,008 

7,008 

10,356 

8,520 


Totals,  Authorized  Positions 


19.7         19.8 
■  Salary  range  determined  by  education  and  experience  in 


19.8  $182,876 

accordance  with  "Ranges 


$197,226  $197,556 

and  Criteria  of  Application  for  Teachers." 
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DEUEL  VOCATIONAL  INSTITUTION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleil)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


RECEPTION-GUIDANCE  CENTER 

Executive : 

Correctional  administrator 

Sr  clerk-typist 

Clinical  Processing : 

Staff  psychiatrist 

Staff   psychologist — clinical  a 

Correctional  counselor   III 

Correctional  counselor  II 

Correctional  counselor  I 

Correctional    off    

Clerk-typist  II 

Temporary  help — ^psychological  test- 
ing    

Records  Office : 

Records  off  III 

Records  off  I 

Senior  clerk-typist 

Clerk-typist  II 

File  clerk  II 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


SALARY  RANGE 

1 

1 

1 
1 

1 
1 

$1,213-1.475 
492-599 

$17,700 
7,076 

$17,700 

7,188 

0.1 

1 

1 

7 
1 
5.9 

1 

1 
1 
7 
1 
6 

1 

1 
1 
7 
1 
6 

1,548-2,076 

973-1,183 

973-1,183 

884-1,074 

801-973 

584-710 

415-530 

21,516 

14,196 
12,888 
79.312 
8,316 
36,885 

22,584 

14,196 

12,888 

80,824 

8,520 

37,785 

0.2 

0.3 

0.3 

(1,124) 

2,390 

2,390 

0.8 

1 

1 

0.8 

1 

1 
1 
1 

1 

1 

1 

1 
1 
1 
1 

728-884 
571-692 
492-599 
415-530 
415-505 

10,022 
7,856 
7,188 
5,220 
5,860 

10,524 
8,240 
7,188 
5,4S4 
6,060 

22.8 

24.3 

24.3 

§197,247 

$236,425 
$4,209,394 

$241,571 

427.5 

441.7 

441.7 

$3,804,367 

$4,276,031 

a  Two  positions  terminated  in  accordance  with  Section  20  of  the  Budget  Act  of  1968. 


STATE   PRISON   AT   FOLSOM 


ADMINISTRATION 

Executive : 

Warden 

Administrative  asst  I 

Sr  stenographer 

Business  Services : 

Business  manager 

Accounting  ofiicer  III 

Procurement  and  services  officer  II. 

Accounting  officer  II 

Storekeeper  IV   

Storekeeper  II  

Accountant  I 

Supvng  clerk  I 

Personnel  asst  II 

Accounting  technician    

Clerk-typist  II 

Account  clerk  II 

Temporary  help — business  services- 
Totals,  Authorized  Positions 


CARE  AND  V/ELFARE 


SALARY  RANGE 

1 

1 

$1,708-2,054 

$21,516 

$22,584 

0.8 

1 

783-950 

9,396 

9,852 

1 

1 

505-614 

6,060 

6,360 

1 

1 

1,273-1,548 

18.576 

18,576 

1  . 

1 

950-1,155 

13.860 

13,860 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

783-950 

11,400 

11.400 

1 

1 

746-905 

10,860 

10,860 

1.5 

1.5 

1.5 

614-783 

13,428 

13,428 

1 

1 

584-710 

8,520 

8,520 

0.9 

— 

571-692 

_ 

_ 

0.1 

1 

571-692 

8,304 

8,304 

3.6 

4 

492-599 

27,304 

27,976 

1 

1 

415-530 

6,060 

6,060 

0.3 

_ 

— 

415-505 

_ 

— 

0.1 

0.1 

0.1 

(600) 

490 

490 

16.3 


16.6 


16.6 


$157,464 


§168,350 


$170,846 


Custody : 

Correctional  administrator   0.6 

Correctional  captain 1 

Correctional  lieutenant    12 

Correctional  sergeant 37.2 

Correctional  officer 193.2 

Sr  clerk 2 

Clerk  II    2 

Temporary  help — in-service  training  3.1 
Temporary  help — military  leave  re- 
lief    0.1 

Temporary  help — escapes  and  emer- 
gencies    1.6 

Medical ; 

Chief  medical  officer 1 

Physician  and  surgeon  II 2 

Staff  psychiatrist 1 

Dentist  III 1 

Dentist  II 2 

Pharmacist  II   0.8 

Supvng  nurse  II 1 

Supvng  nurse  I 1 

Sr  medical  technical  asst 2.8 

Medical  technical  asst 6.1 

Sr  clerk ^ 1 

Optometrist    0.2 


1 

1 

$1,213-1,475 

$15,036 

$15,788 

1 

1 

950-1,155 

13,750 

13,860 

12 

12 

783-950 

136,800 

136,800 

38 

38 

676-821 

372,866 

373,996 

95.7 

195.7 

584-710 

1,606,919 

1,632,970 

2 

o 

492-.599 

14,376 

14,376 

9 

9 

415-505 

12,120 

12,120 

3.1 

3.1 

(20,234) 

22,055 

22,055 

0.1 

0.1 

(1,558) 

1,543 

1,543 

1.6 

1.6 

(9,953) 

11,513 

11,513 

1 

1 

1,793-2,268 

26,148 

26,148 

2 

2 

1,548-2,076 

45,168 

45,168 

1 

1 

1,548-2.076 

23.712 

23.712 

1 

1 

1,626-1,976 

23.712 

23.712 

2 

2 

1,47.5-1.793 

41,192 

42,182 

1 

1 

1,048-1,155 

12,940 

13,585 

1 

1 

821-998 

11,976 

11,976 

1 

1 

746-905 

10.860 

10,860 

3 

3 

644-783 

26.298 

26,904 

7 

7 

584-746 

58.068 

59,268 

1 

1 

492-599 

7,188 

7,188 

0.2 

0.2 

(2,600) 

2,600 

2,600 
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STATE  PRISON  AT  FOLSOM — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (tilth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


CARE  AND   WELFARE— Continued 

Classification  and  Treatment: 
Care  and  Treatment : 

Correctional  administrator 

Clerk-typist  II 

Temporary     help  —  group     coun- 
seling    

Education : 

Supervisor  of  education 

Supervisor  of  vocational  education 
Instructor  in  auto  body  and  fender 

repair 

Instructor  in  electronics 

Instructor  in  general  shop 

Instructor  in  painting 

Instructor  in  printing 

Instructor  in  machine  shop  prac- 
tices   

Librarian  III 

Religion : 

Catholic  chaplain 

.Jewish   chaplain  a   

Protestant  chaplain 

Classification  and  Parole : 

Correctional  counselor  III 

Correctional  counselor  II 

Correctional  counselor  I 

Correctioual   lieutenant 

Records  oflicer  III  

Records  officer  II 

Records  officer  I 

Sr  derk 

Sr  clerk-typist 

Sr  file  clerk 

Clerk-typist  II 

Clerk   II   

File  clerk  II 

Recreation : 

Instructor  in  recr  and  physical  educ 
Adjustment  Center : 

Program   administrator   

Correctional  counselor  II 

Correctional  counselor  I 

Sr  occupational  therapist 

Correctional  officer 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding  : 

Instructor  in  baking 

Food   manager   

Supvng  cook  II  

Siipvng  cook  I 

Butcher-meat  cutter  II — 

Temporary  help — in-service  training 

Clothing : 

Storekeeper  II  

Shoemaker    

Correctional  officer 

Laundry : 

Laundry  supervisor  II 

Laundry  supervisor  I 

Housekeeping : 
Officer    

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

415-530 

6,060 

6,060 

1.1 

1.1 

1.1 

(S,623) 

11,819 

11,819 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

f 

13,200 

13,200 

1 

1 

1 

t 

13,200 

13,200 

0.6 

_ 

_ 

t 

— 

— 

0.3 

1 

1 

I 

10,230 

10,734 

1 

1 

1 

I 

13,200 

13.200 

1 

1 

1 

710-863 

10,356 

10,356 

1 

1 

1 

884-1,074 

12,735 

12,888 

0.2 

_ 

— 

884-1,074 

— 

— 

1.1 

1 

1 

884-1,074 

11,446 

12,026 

1 

1 

1 

973-1,183 

14,196 

14,196 

2 

9 

2 

884-1,074 

25,776 

25,776 

2.5 

2 

2 

801-973 

23,306 

23,352 

0.5 

_ 

— 

783-950 

— 

— 

1 

1 

1 

728-884 

9,279 

9,735 

1 

1 

1 

628-764 

9,168 

9,168 

1 

1 

1 

571-692 

8,304 

8,304 

3.5 

4 

4 

492-599 

28,752 

28,752 

2 

2 

2 

492-599 

14,376 

14,376 

0.3 

_ 

_ 

492-599 

— 

— 

6.5 

6 

6 

415-530 

36,712 

37,237 

1 

1 

415-505 

6,060 

6,060 

1 

1 

415-505 

6,060 

6,060 

1 

1 

t 

13,200 

13,200 

0.4 

1 

998-1,213 

11,976 

12,576 

1 

1 

884-1,074 

12,888 

12,888 

2 

2 

2 

801-973 

23,214 

23,352 

— 

1 

1 

710-863 

8,520 

8,952 

1 

- 

- 

584-710 

803 

803 

314.7      318.9      318.9  $2,686,222  $2,913,176  $2,948,094 


1 
1.2 

1 
5 
1 


1 

0.9 

1 


15.1 


1 

1 

1 

5.5 

1 

0.1 

1 
1 
1 

1 
1 


1 
1 
1 

5.5 

1 

0.1 

1 
1 

1 

1 
1 


t 


15.6 


15.6 


?S84-1,074 
660-801 
571-764 
571-692 


614-783 
628-764 
5S4-710 

628-764 
517-628 

584-710 

$129,476 


$13,200 

12,480 

9,612 

44,872 

8,304 

254 

8,952 

7,888 
8,520 

9,168 
7,536 

8,520 


$139,306 


For  footnotes  see  the  end  of  this  agency  presentation. 


$13,200 

12.888 
9,612 

45,288 

8,304 

254 

8,952 

8,272 
8,520 

9,168 
7,536 

8,520 


$140,514 
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SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FilisJ)      (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

58 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operations  III 111  .$1,023-1,243 

Carpenter  foreman 2               2               2  764-842 

Painter   foreman   111  764-842 

Blacksmith  foreman 0.9           1              1  746-821 

Carpenter  I 111  692-764 

Locksmith 111  692-764 

Maintenance  of  Grounds : 

Supvng  groundsman  I 111  614-746 

Heat,  Power,  and  Water  : 

Chief  engineer  I 111  801-927 

Electrician  foreman   2              2              2  801-884 

Plumber   foreman   1.7           2              2  801-884 

Tire  chief 111  746-905 

Water  &  sewage  plant  supervisor 1              1              1  728-801 

Stationary  engineer 0.6           1               1  692-764 

Refrigeration  engineman 111  692-764 

Institution  firefighter 0.8           0.8           0.8  599-728 

Motor  Vehicle  Operation : 

Equipment  maintenance  foreman 1              1              1  783-950 

Heavy  equipment  mechanic 111  710-863 

Auto  mechanic 1              -             -  676-821 

Correctional  officer 2              2              2  584-710 

Departmental  Bus  Operation  : 

Correctional  sergeant 3              3              3  676-821 

Officer    3              4              4  584-710 

Temporary   help — departmental   bus 

operation 3.6           3.6           3.6  (19,535) 

Totals,  Authorized  Positions 31.6         32.4         32.4  $273,436 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS   377.7      383.5      383.5  $3,246,598          $ 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and 
1  Two-tenths  position  transferred  to  San  Quentin. 


$14,916 

20,208 

10,104 

9,776 

9,168 

9,168 

$14,916 

20,208 

10,104 

9,852 

9,168 

9,168 

8,952 

8,952 

11,124 

21,216 
21,216 
10,860 
9,612 
8,304 
8,304 
7,008 

11,124 

21,216 

21,216 

10,860 

9,612 

8,736 

8,736 

7,008 

10,3.56 
9,396 

10,356 
9,396 

17,040 

17,040 

29,556 
32,748 

29,556 
33,108 

20,807 


20,807 


$299,839 


$301,139 


3,520,671  $3,560,593 

Criteria  of  Application  for  Teachers." 


INSTITUTION   FOR  MEN 


ADMINISTRATION 

Executive ; 

Superintendent   III    

Sr   stenographer   

Clerk   II   

Business  Services : 

Business  manager 

Accounting  officer  III 

Procurement  &  services  off  II 

Accounting  officer  II  a 

Storekeeper  III  

Storekeeper  II  

Accountant  I 

Personnel  asst  II 

Storekeeper  I  

Sr   stenographer    

Accounting  technician  a 

Clerk-typist  II  a   

Bookkeeping  mach  operator  I  a  __ 

Account  clerk   II   

Temp  help — business  services 

Totals,  Authorized  Positions 


CARE  AND  WELFARE 

Custody : 

Deputy  superintendent 1  1 

Correctional  administrator   1  1 

Correctional  captain 2  2 

Correctional  counselor  II 1  1 

Correctional  counselor  I 5.1  6 

Correctional  lieutenant   12  12 

Correctional  sergeant 27.5  28 

Correctional  officer 159.9  160.7 

Sr    stenographer    1  1 

Clerk-typist  II 0.7  1 

Temp  help — in-service  training 1.7  3 

Temp  help — military  leave 0.1  0.2 

Temp  help — escapes  and  emerg 1  0.6 

For  footnotes  see  the  end  of  this  agency  presentation. 


1 

1 

1 

$1,708-2,054 

$24,648 

$24,648 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

415-505 

5,286 

5,553 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

863-1,048 

12,576 

12,576 

_ 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

614-783 

8,952 

8,952 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

571-692 

8,304 

8,304 

2 

2 

2 

530-676 

15,456 

15,456 

1 

1 

1 

505-614 

7,368 

7,368 

3.9 

5 

5 

492-599 

34,187 

34,914 

1 

2 

9 

41.5-530 

11,590 

11,870 

1 

9 

2 

41.5-505 

12,120 

12,120 

9 

2 

2 

415-505 

12,120 

12,120 

0.1 

0.2 

0.2 

324 

1,428 
$223,611 

1,428 

21 

25.2 

25.2 

$180,313 

$224,885 

1 

$1,405-1,708 

$20,496 

$20,496 

1 

1,213-1,475 

14,556 

15,276 

2 

950-1,155 

27,720 

27,720 

1 

88^1,074 

12,888 

12,888 

6 

801-973 

63,877 

66,131 

12 

783-950 

135,924 

136,440 

28 

676-821 

272,301 

274,182 

160.7 

584-710 

1,334,854 

1,350,451 

1 

505-614 

7,368 

7,368 

1 

415-530 

5,286 

5,553 

3 

12,402 

19,850 

19,850 

0.2 

942 

1,470 

1,470 

0.6 

7,049 

4,924 

4,924 

CORRECTIONS 
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INSTITUTION    FOR  MEN — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filltd)      (Aulli.l       {(tuth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CARE   AND   WELFARE— Continued 

Medical : 

Chief  medical  officer 

Physician  and  surgeon  II 

Stalf   psychiatrist   

Dentist   III   

Dentist   II    

Pharmacist  II 

Nurse-anesthetist 

Supvng  nurse  II 

Supvng  nurse  I 

Surgical  nurse  II 

Medical  record  librarian 

Clinical   lab   technologist 

Medical  technical  asst 

Sr  clerk-typist 

Optometrist 

Classification  and  Treatment: 
Care  and  Treatment : 

Program    administrator    

Temp  help — group  counseling 

Education : 

Supervisor  of  education 

Supervisor  of  voc  instruction 

High  school  teacher 

Inst  in  auto  mechanics 

Inst  in  auto  body  &  fender  repair 

Inst  in   electronics 

Inst  in  general  shop  b 

Inst  in  offset  printing  &  dup 

processes   

Inst  in   masonry   

Inst  in  mach  shop  practices 

Inst  in  welding 

Inst  in  sheet  metal  work 

Inst   in   landscape   gardening 

Inst  in  typewriter  repair 

Arts  and  crafts  teacher 

Librarian  III 

Correctional  officer 

Religion  ; 

Catholic  chaplain 

Jewish  chaplain 

Protestant  chaplain 

Classification  and  Parole : 

Correctional  counselor  III 

Correctional  counselor  II 

Correctional  counselor  I 

Records  officer  III 

Records  officer  I 

Sr  stenographer 

Sr  clerk-typist 

Clerk-typist  II 

Clerk  II 

Recreation : 

Instructor  in  ree  and  physical  educ 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Instructor  in   baking 

Instructor  in  meat  cutting 

Pood   manager 

Supervising  cook  II 

Supervising  cook  I 

Baker    II    

Temp  help — in-service  training 

(culinary)     

Clothing : 

Instructor  in   shoemaking 

Storekeeper  II  

Correctional  officer 

Storekeeper   I    

Tailor    

Totals,  Authorized  Positions 

For  footnotes  see  the  end  of  this  agency 


1 

3 

0.5 

1 

7.8 

1 

1 

1 

9 

1 

1 

1 

3.1 

1 

0.5 


0.1 

1 

1 

1 

1.1 

1 

1 

1 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1 
1 

1 

1 

1 

2.1 

1 

1 

1 

1 

4.4 

1 


1 

3 

1 

1 

8 

1 

1 

1 

9 

1 

1 

1 

3.1 

1 

0.5 


2 
0.4 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1 
1 
1 

1 

1 
2 
1 
1 
1 
1 
7 
1 


1 
3 

1 

1 

8 

1 

1 

1 

9 

1 

1 

1 

3.1 

1 

0.5 


2 
0.4 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1 
1 

1 

1 
1 
2 
1 
1 
1 
1 
7 
1 


284.6      290.5      290.5 


SALARY  RANGE 

1,793-2,268 

1.548-2,076 

1,548-2,070 

1,626-1,976 

1,475-1,793 

1,0-48-1,155 

863-1,048 

821-998 

746-905 

746-905 

692-842 

710-821 

584-746 

492-599 

(6,400) 

998-1,213 
(440) 

1,100-1,337 
998-1,213 

t 
t 
t 


t 
t 
t 
t 
t 
t 
t 
t 
710-863 
584-710 

884-1,074 
884-1,074 
884-1,074 

973-1,183 
884-1,074 
801-973 
728-884 
571-692 
505-614 
492-599 
415-530 
415-505 

t 

$2,651,526 


26,148 

71,208 

18,576 

23,712 

167,462 

13,860 

12,576 

11.976 

97,740 

10,860 

10.104 

9,8.52 

26,007 

7,188 

6,550 


26.532 
2,455 

16,044 
14,556 
13,200 
9,852 
13,200 
12,426 


12,526 
13,200 
13.200 
13,200 
13,200 
13,200 
13,200 
13,200 
10,356 
8,016 

12,888 
12,026 

12,888 

14,196 

12,888 

23,352 

10,608 

8,304 

7,008 

7,188 

40.126 

6,060 

25,176 

$2,859,604 


26,148 

71,208 

19,512 

23,712 

169.188 

13,860 

12.576 

11.976 

97,740 

10,860 

10,104 

0,852 

26,315 

7,188 

6,550 

27,132 
2,455 

16,044 
14,556 
13,200 
10,356 
13,200 
13,044 


13,148 
13,200 
13,200 
13.200 
13,200 
13,200 
13,200 
13,200 
10,356 
8,418 

12,888 
12,633 

12,888 

14,196 

12,888 

23.352 

10,608 

8.304 

7.368 

7,188 

40,907 

6,060 

25,176 

$2,888,303 


1 

1 

1 

t 

$11,220 

$11,784 

1 

1 

1 

t 

11,976 

12.576 

0.9 

1 

1 

$884-1,074 

10,995 

11,538 

1.3 

1 

1 

660-801 

9,612 

9,612 

3.9 

4 

4 

571-764 

30,434 

31,744 

0.7 

1 

1 

571-692 

8,112 

8,304 

0.1 

0.1 

0.1 

(404) 

390 

390 

1 

1 

1 

t 

10,230 

10,734 

1 

1 

1 

614-783 

8,952 

8,952 

1 

584-710 

- 

- 

0.3 

1 

1 

530-676 

7,728 

7,728 

0.3 

- 

- 

628-764 

- 

~ 

12.5 

12.1 
on. 

12.1 

$101,304 

$109,649 

$113,362 

presentati 
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CORRECTIONS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION 

Maiutenance  of  Structures: 

Chief  III   

Plumber  foreman 

Carpenter  foreman 

Painter  foreman 

Locksmith 

Correctional  officer 

Storekeeper  I  

Heat,  Power  and  Water : 

Chief  engineer  I 

Fire  chief 

Electrician  foreman 

Water  &  sewage  plant  supvr 

Stationary  engineer   

Institution  firefighter 

Motor  Vehicle  Operation : 

Equipment   maintenance   foreman 

Automobile  mechanic 

Totals,   Authorized   Positions 


RECEPTION-GUIDANCE  CENTER 

Executive : 

Correctional  administrator 

Sr  stenographer 

Clinical  Processing : 

Chief  psychiatrist 

Staff  psychiatrist   

Sr  psychologist   

Psychologist   

Correctional  counselor  III 

Instructor  in  general  shop 

Correctional  counselor  II 

Correctional  counselor  I 

Stenographer   II    

Clerk-tvpist  II 

Clerk  II   

Records  Office : 

Records  officer  III 

Supvng  clerk  I  

Records  officer  I . 

Sr  clerk-typist 

Clerk-typist  II 

File  clerk  II  

Totals,   Authorized  Positions 


EMERGENCY   FOREST   FIRE 
SUPPRESSION 

Overtime   


GRAPE   HARVEST  SUPERVISION 
Overtime 


SALARY  RANGE 

1 
1 
1 

0.8 

1 
1 

1 
1 
1 
1 

1 

1 

1 
1 
1 
1 
1 

1 

$1,023-1,243 
801-884 
764-842 
764-842 
692-764 
584-710 
530-676 

$14,916 

10,608 

10,104 

9,168 

9,132 

7,728 

$14,916 

10,608 

10,104 

9.612 

9,168 

7,728 

1 
1 
2 
1 
5 
1.2 

1 
1 
2 
1 
5 
1.2 

1 
1 
2 

1 
5 
1.2 

801-927 
746-905 
801-884 
728-801 
692-764 
599-728 

10,440 
10,860 
21,216 
9,612 
45,516 
10,512 

10,952 
10,860 
21,216 
9,612 
45,840 
10,512 

1 

1 

1 

1 

1 

783-950 
676-821 

9,396 

8,952 

9,852 
8,952 

18 


37.6 


0.4 


0.2 


GRAND  TOTALS,  AUTHORIZED 

POSITIONS    374.3 


19.2 


19.2 


$166,827 


$188,160 


42 


42 


389 


389 


$360,266 


$3,808 


$1,714 


$3,465,758 


$429,594 


$3,810,618 


$189,932 


1 

1 

1 

$1,213-1,475 

$17,700 

$17,700 

1 

1 

1 

505-614 

7,368 

7,368 

— 

1 

1 

1,793-2,268 

25,530 

26,148 

0.5 

1 

1 

1,548-2,076 

18,576 

19,512 

1 

1 

1 

1,074-1,305 

15,660 

15,660 

2 

3 

3 

973-1,183 

37,548 

38,748 

2.1 

2 

2 

973-1,183 

28,392 

28.392 

0.8 

1 

1 

t 

9,852 

10,356 

2 

2 

2 

884-1,074 

25,776 

25,776 

10 

11 

11 

801-973 

122,671 

125,812 

1 

1 

1 

446-543 

6,516 

6,516 

7.8 

8 

8 

415-530 

48,484 

49,642 

1.9 

2 

2 

415-505 

11,920 

12,120 

1 

1 

1 

728-884 

10,314 

10,608 

1 

1 

1 

571-692 

8,304 

8,304 

2 

2 

2 

571-692 

16,608 

16,608 

1 

1 

1 

492-599 

7,188 

7,188 

0.6 

1 

1 

415-530 

5,352 

5,622 

0.9 

1 

1 

415-505 

5,835 

6,060 

$438,140 


$3,854,622 


t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 

a  1.0  position  transferred  from  Southern  Conservation  Center. 

b  1.0  position  transferred  to  California  Correctional  Institution  at  Tehachapi. 
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MEDICAL   FACILITY 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      («ulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive : 

Medical  facility  superintendent 

Secretary    I    

Stenographer   II   

Business  Services  : 

Business  manager 

Accounting  officer  III 

Accounting  officer 

Procurement  and  services  oflBcer  II 

Storekeeper  III  

Accountant  I 

Supervising   clerk   I    

Personnel  assistant  II 

Storekeeper    I    

Sr   stenographer    

Accounting  technician 

Stenographer   II    

Clerk-typist   II    

Bookkeeping  machine  operator  I 

Account  clerk  II 

Temporary  help — budget 

preparation 

Temporary  help — storekeeper 

Totals,  Authorized  Positions 


CARE  AND   WELFARE 


SALARY  RANGE 

1 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

446-543 

6,154 

6,464 

1 

1 

1 

1.273-1,548 

18.576 

18,576 

0.5 

1 

1 

950-1,155 

13,530 

13.860 

0.5 

- 

— 

S6.3-1.04S 

_ 

_ 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9.852 

9,8.52 

1 

1 

1 

5S4-710 

8,520 

8,520 

0.9 

_ 

_ 

571-692 

_ 

— 

0.1 

1 

1 

571-692 

7.9,S4 

8,304 

1.9 

2 

2 

530-676 

14,088 

14,400 

1 

1 

1 

50.5-614 

7.368 

7,36S 

1 

1 

1 

492-599 

6.204 

6.516 

1 

1 

1 

446-543 

6,464 

6,516 

€> 

2 

2 

415-530 

12,045 

12,120 

1 

1 

1 

415-505 

6,060 

6,060 

2.5 

2.5 

2.5 

415-505 

13,874 

14,266 

0.1 

0.1 

0.1 

685 

745 

745 

0.4 

0.4 

0.4 

1,742 

2,291 

2,291 

19.9 


20 


20 


$169,976 


$182,103 


Custody : 

Correctional   administrator 1 

Correctional   counselor   III 0.6 

Correctional  captain 2 

Correctional   lieutenant 17 

Correctional  sergeant 34.9 

Correctional  officer 253.2 

Clerk-typisl  II 1 

Clerk   II 3.3 

Telephone  opr.  nonmultiple  board 1 

Temporary  help — in-service  training  4.5 

Temporary  help — military  leave 0.4 

Temporary  help — escapes  and 

emergencies O.S 

Temporary  help — night  school 

security   0.2 

Medical : 

Asst  supt,  psychiatric  services 1 

Chief  medical  officer 0.9 

S?r   psychiatrist    1.9 

Physician   &  surgeon  II 4.2 

Staff  psychiatrist 3.7 

P.sychiatric  resident  II 0.7 

Bentist   III   1 

Dentist   II  a   5 

Pharmacist  II 1 

Supvng  nurse  III 1 

Program  administrator 3 

Correctional  case  work  training 

supvr 1 

Staff  psychologist — clinical 3.6 

Correctional  counselor  II 2.7 

Nurse-anesthetist    1 

Supvng  psychiatric  nurse 1 

Correctional  counselor  I 0.1 

Sr   clinical    laboratory    technologist  1 

Supvng   nurse   I    4 

Surgical  nurse  II — 

Psychiatric   nurse 3.1 

Physical  therapist  II 1 

Sr  occupational  therapist 1 

Medical  record  librarian 1 

Surgical  nurse  I 0.3 

Psychiatric   nurse 0.9 

Sr  medical  technical  assistant 2 

Graduate  nurse 1 

Occupational    therapist    — 

Medical  technical  assistant 32.6 

Sr  stenographer 2 

Stenographer   II    2.8 

For  footnotes  see  the  end  of  this  agency  presentation 


$184,206 


1 

1 

$1,213-1,475 

$17,700 

$17,700 

— 

— 

973-1,183 

— 

— 

2 

2 

950-1,155 

27,280 

27.720 

17 

17 

783-950 

191,937 

192,756 

35 

35 

676-821 

341,272 

342,958 

254 

254 

584-710 

2,099,991 

2,132,093 

1 

1 

415-530 

5,668 

5,960 

2 

2 

41.5-505 

12,120 

12,120 

1 

1 

415-505 

5,S35 

6,060 

4.5 

4.5 

20,479 

26,829 

26,829 

0.4 

0.4 

1,229 

2,248 

2,248 

0.8 

0.8 

7,024 

4,412 

4,412 

0.2 

0.2 

1,291 

1,386 

1,386 

1 

1 

1,882-2.269 

27,228 

27,228 

1 

1 

1,793-2.268 

25,118 

26.148 

4 

4 

1,708-2.179 

91.736 

93.764 

7 

7 

1.548-2.076 

139,070 

143,842 

5 

5 

1.548-2.076 

110,658 

112,683 

_ 

_ 

614-1.337 

_ 

— 

1 

1 

1,626-1,976 

23,712 

23,712 

5 

5 

1.47.5-1,793 

107,580 

107.580 

1 

1 

1,048-1,155 

13,860 

13,860 

1 

1 

998-1,213 

14,556 

14,556 

3 

3 

998-1.213 

41,088 

41,688 

_ 

_ 

973-1,183 

_ 

™ 

4 

4 

973-1.183 

54,464 

55,068 

o 

2 

884-1,074 

25,776 

25,776 

1 

1 

86.3-1,048 

12,576 

12,576 

1 

1 

821-998 

10,995 

11,544 

1 

1 

SOl-973 

10.866 

11,400 

1 

1 

746-905 

10,860 

10,860 

4 

4 

746-905 

43,440 

43.440 

1 

1 

746-905 

8,952 

9,396 

4 

4 

746-905 

41,070 

41,976 

1 

1 

746-905 

10,860 

10.860 

1 

1 

710-863 

10,356 

10,356 

1 

1 

692-842 

9,205 

9,653 

676-821 

— 

— 

_ 

_ 

676-821 

- 

- 

9 

9 

644-783 

18,385 

18,792 

1 

1 

628-764 

9,168 

9,168 

1 

1 

614-746 

7,548 

7,920 

33.8 

33.8 

584-746 

277,488 

282.008 

2 

2 

505-614 

14,736 

14,736 

4 

4 

446-543 

24,726 

25,314 
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MEDICAL  FACILITY — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleil)      (iulh.)       (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CARE  AND  WELFARE— Continued 

Medical — Continued 

Clerk-typist  II 

Temporary  help — consultant 

services    

Care  and  Treatment : 

Temporary  help — group  counseling 
Classification  and  Treatment : 
Education  : 

Supvr  of  education 

High  school  teacher 

Business  education  teacher 

Instructor  in  electronics 

Instructor    in    mill    and    cabinet 

work 

Instructor  in  machine  shop 

practices   

Instructor  in  sheet  metal  work 

Instructor  in  landscape  gardening 
Instructor  in  mechanical  drawing 
Religion : 

Catholic  chaplain 

Jewish  chaplain — intermittent  b 

Protestant  chaplain   

Classification  and  Parole : 

Correctional  counselor  III 

Correctional  counselor  II 

Records  officer  III 

Records  officer  I 

Sr  file  clerk 

Stenographer  II  

Clerk-typist  II 

Clerk  II 

File  clerk  II 

Recreation : 

Instructor  in  recr  and  phys  educ 

teacher  

Correctional  sergeant 

Stress  Assessment  Unit : 

Correctional  counselor   III 

Correctional  counselor  I 

Correctional  ofiieer 

Stenographer  II  

Departmental  Identification  and 
Archive  Unit : 

Records  officer  II 

Records  officer  I 

Clerk-typist    II    

Clerk  II   

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  manager 

Instructor  in  baking 

Supvng  cook  II  

Supvng  cook  I  

Butcher-meat  cutter  II 

Temporary  help — in-service  training, 
culinary 

Clothing : 

Storekeeper  II  

Laundry : 

Laundry  supervisor  II 

Laundry  supervisor  I 

Housekeeping : 

Storekeeper  II  

Totals,  Authorized  Positions 


1 

- 

- 

SALARY  RANGE 

415-530 

- 

- 

1.7 

1.7 

1.7 

19,350 

25,675 

25,675 

1 

1 

1 

5,695 

6,124 

6,124 

1 
2 
1 

1 

1 
2 
1 
1 

1 

2 
1 

1 

1,100-1,337 

t 
t 

16,044 
23,472 
11,400 
13,200 

16,044 
23,976 
11.976 
13,200 

1 

1 

1 

t 

13,200 

13,200 

1 

1 
1 

1 

1 
1 
1 
1 

1 
1 
1 
1 

I 

13,200 
13,200 
13,200 
13,200 

13,200 
13,200 
13,200 
13,200 

1 
0.2 

1 

1 
1 

1 
1 

884-1,074 
884-1,074 
884-1,074 

12,888 

12,888 

12,888 
12,888 

1 

4 

1 

1 

1 

2.9 

1.9 

1 

1 

1 

4 
1 
1 
1 
3 
2 
1 
1 

1 
4 

1 
1 
1 
3 
2 

1 

1 

973-1,183 
884^1,074 
72S-S84 
571-692 
492-599 
446-543 
415-530 
415-505 
415-505 

14,196 

51,552 

10,608 

8,304 

7,188 

18,403 

11,982 

6,060 

6,010 

14,196 

51,552 

10,608 

8,304 

7.188 

18,913 

12.270 

6,060 

6,060 

1 
1 

1 

3 
3 

3 
3 

676-821 ' 

33,708 

34,140 

1 
1 
1 
1 

1 
1 
1 

1 

1 

1 
1 
1 

973-1,183 
801-973 
584-710 
446-543 

14,196 

10,866 

8,520 

6,154 

14,196 

11,400 

8,520 

6,464 

1 
1 

1 
3 

1 

o 

i 

2 

1 
o 

1 

2 

628-764 
571-692 
415-530 
415-505 

9,168 
15.176 

6,060 
11,774 

$4,370,371 

9,168 
15,492 

6,060 
12,070 

448.1 

456.4 

456.4 

$3,924,823 

$4,429,578 

1 

1 

1 

8.5 

O.S 

1 
1 
1 
9 

1 

1 

1 
1 
9 

1 

$884-1,074 

660-801^ 

571-764 

571-692 

$12,888 

12,576 

9,096 

72,012 

6,852 

$12,888 

12,576 

9,538 

73,055 

7,188 

0.1 

0.1 

0.1 

189 

215 

215 

1 

1 

1 

614-783 

8,952 

8,952 

1 
1 

1 

1 

1 
1 

628-764 
517-628 

9,168 
7,536 

9,168 
7,536 

1 

1 

1 

614-783 

8,952 

8,952 

16.4 


PLANT  OPERATION 


17.1 


17.1 


$133,748 


$148,247 


Maintenance  of  Structures : 

Chief  of  plant  operation  III 1  1 

Carpenter  foreman 2  2 

Painter   foreman   1  1 

Locksmith 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


$150,068 


1 

$1,023-1,243 

$14,916 

$14,916 

2 

764-842 

20.208 

20,208 

1 

764-842 

10,104 

10.104 

1 

692-764 

9,168 

9,168 
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MEDICAL  FACILITY — Continued 


SALARIES  AJSfD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fill«d)      l>ulh.|      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

Heat,  Power  and  Water : 

Chief  engineer  I 

Fire  chief 

Electrician  foreman 

Plumber  foreman 

Water  &  sewage  plant  supervisor. 

Stationary   engineer    

Refrigeration  engineman 

Institution  firefighter— part-time  - 
Temporary  help^ — stationary  engr  _ 

Motor  Vehicle  Operation : 

Equipment  maintenance  foreman  - 
Truck   driver   

Totals,  Authorized  Positions 


FARMING  AND   PROCESSING 

Correctional  officer 

Temporary  help — farming  &  processing 

Totals,  Authorized  Positions 


RECEPTION-GUIDANCE  CENTER 


SAL.IRY  R.\NGE 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

746-905 

10,860 

10,860 

2 

o 

2 

801-884 

21,216 

21,216 

1 

1 

1 

801-884 

10,524 

10,608 

1 

1 

1 

728-801 

9.612 

9,612 

3 

3 

3 

692-764 

27,.504 

27,504 

1 

1 

1 

692-764 

9,168 

9,168 

0.8 

0.8 

0.8 

599-728 

7,008 

7,008 

0.2 

0.2 

0.2 

971 

1,128 

1,128 

1 

1 

1 

783-950 

10,356 

10,356 

1 

1 

1 

584-644 

7,728 

7,728 

18 


1 
0.1 


18 


1 

0.8 


18 


1 

0.8 


1.1 


1.8 


1.8 


$167,539 


$584-710 
390 

$8,346 


$180,624 


$8,520 
5,769 

$14,289 


$180,708 


$8,520 
5,769 

$14,289 


Executive ; 

Correctional   administrator 111  $1,213-1,475  $17,700  $17,700 

Sr  stenographer 111  505-614  7,368  7,368 

Clinical  Processing : 

Chief  psychiatrist 0.5           1              1  1,793-2,268  26,148  26,148 

Staff  psychiatrist 0.2           1              1  1,548-2,076  20,496  21,516 

Psychiatric  resident  II 0.8           -             -  614-1,337 

Sr  psychologist   111  1,074-1,305  15,660  15,660 

Staff  psychologist— clinical 3              3              3  973-1,183  42,588  42,588 

Vocational  testing  and  counseling 

supervisor 111  973-1,183  14,196  14,196 

Correctional  counselor  III 2              2              2  973-1,183  28,392  28,392 

Correctional  counselor  II 2              2              2  884-1,074  25,776  25,776 

Correctional  counselor  I 11.6         12            12  801-973  133,144  135,891 

Correctional  case  work  trainee 1.4           -             -  614^710  -  - 

Stenographer  II 0.9           1              1  446-543  5,720  6,004 

Clerk-typist  II 12.6        13           13  415-530  81,555  82,080 

Records  Office  : 

Records  officer  III 111  728-884  10,608  10,608 

Supervising  clerk  I 111  571-692  8,304  8,304 

Records  officer  I 2              2              2  571-692  16,608  16,608 

Stenographer  II 111  446-543  6,516  6,516 

Clerk-typist  II 111  41.5-.5.30  6,060  6,060 

Clerk  II   2.7          3             3  415-505  16,728  17,580 

Research  Unit :  c 

Associate  social  research  analyst -              1              1  950-1,155  11,555  14,196 

Assistant  research  analyst -              1              1  783-950  8,798  11,040 

Clerk-typist  11 -              1              1  415-530  4,850  6,060 

Totals,  Authorized  Positions 47.7        51           51  $437,560  $508,770  $520,291 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    551.2      564.3      564.3  $4,841,992          $5,404,404          $5,479,140 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 

a  One  dentist  II  transferred  to  San  Quentin  and  one  dentist  II  transferred  to  California  Men's  Colony — East. 

b  0.2  Jewish  chaplain  transferred  to  San  Quentin. 

c  Function  and  staff  transferred  from  departmental  administration. 
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MEN'S   COLONY 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled]      (4uth.)      |»uth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED  • 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive : 

Warden    

Deputy  superintendent 

Administrative  asst  I 

Correctional   lieutenant 

Secretary    I    

Sr  stenographer 

Stenographer   II    

Business  Services : 

Business  manager 

Business  manager 

Accounting  officer  III 

Procurement  &  services  officer  II 

Procurement  &  services  officer  I 

Storekeeper    III    

Storekeeper  II  

Accountant    I    

Supvng  clerk  I 

Personnel  asst  II 

Storekeeper    I    

Sr   stenographer   

Personnel  asst  I 

Sr  account  clerk 

Sr  clerk-typist 

Accounting  technician 

Clerk-typist   II    

Bookkeeping  machine  operator  I 

Account  clerk  II 

Temporary    help — business    services 

Totals,  Authorized  Positions 


CARE  AND  WELFARE 


East  Facility 

SALAHY  RANGE 

1 

1 

1 

$1,708-2,054 

$23,712 

$24,648 

1 

1 

1 

1,405-1,708 

17,700 

18,576 

— 

1 

1 

783-950 

11,400 

11,400 

1 

— 

— 

783-950 

_ 

— 

0.8 

1 

1 

584-710 

7,824 

8,214 

1.7 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

446-543 

6,256 

6,516 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

0.8 

- 

- 

1,048-1,273 

_ 

_ 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

863-1,048 

12,576 

12.576 

1 

1 

1 

783-950 

10,356 

10,860 

1 

1 

1 

676-821 

9,852 

9,852 

1.9 

2 

9 

614-783 

17,904 

17,904 

1 

1 

1 

584-710 

8,520 

8,520 

0.9 

„ 

_ 

571-692 

_ 

_ 

0.1 

1 

1 

571-692 

8.304 

8,304 

1 

1 

1 

530-676 

7,728 

7,728 

2 

1 

1 

505-614 

7,368 

7,368 

0.1 

1 

1 

492-599 

6,684 

7,020 

1 

1 

1 

492-599 

7,160 

7,188 

0.9 

_ 

492-599 

- 

- 

3 

3 

3 

492-599 

21,564 

21,564 

1.5 

1 

1 

415-530 

5,484 

5,760 

3 

3 

3 

415-505 

17,406 

17,673 

3 

3 

3 

415-505 

18,180 

18,180 

0.1 

0.1 

0.1 

(-) 

422 

422 

31.3 


29.1 


29.1 


$268,283 


$266,204 


Custody : 

Correctional  administrator 1  1 

Correctioniil  captain 1  1 

Correctional  lieutenant   23  23 

Correctioniil  sergeant 43.9  44.4 

Correctional  officer 190.8  197.5 

Sr  stenographer 1  1 

Stenographer   II   0.8  1 

Clerk-typist  II 2  2 

Temporary  help — in-service  training  3.7  6.6 

Temporary  help — military  leave 0.9  1.1 

Temporary    help — escapes    &    emer- 
gencies    1.1  1.6 

Bledieal : 

Chief  medical  officer 1  1 

Chief  psychiatrist 1  1 

Physician  &  surgeon  II 2.8  3 

Dentist  III 1  1 

Dentist  II  a 2  3 

Staff  psychologist — clinical 0.9  1 

Pharmacist  II 1  1 

Nurse-anesthetist 1  1 

Supvng  nurse  II 1  1 

Sr   clinical    laboratory    technologist  1  1 

Surgical  nurse  I 1  1 

Sr  medical  technical  asst 5  5 

Medical  technical  asst 13.3  14 

Sr  X-ray  technician 1  1 

Sr  stenographer 1  1 

Stenographer    1  1 

Temporary  help — overtime 0.1  - 

Classification  and  Treatment : 
Care  and  Treatment : 

Program  administrator   4.3  4 

Correctional  counselor  II 3  3 

Correctioniil  counselor  I 4  4 

Temporary  help — ^group 

counseling 0.1  0.4 

Education : 

Supervisor  of  education 1  1 

Supvr    of     academic    instruction  1  1 

Supvr  of  vocational  instruction 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


$270,077 


1 

$1,213-1,475 

$17,700 

$17,700 

1 

950-1.155 

13,860 

13,860 

23 

783-950 

261,885 

262,200 

44.4 

676-821 

436,035 

436,973 

197.5 

584-710 

1,610,455 

1,647,175 

1 

505-614 

7,388 

7,368 

1 

440-543 

6.308 

6,516 

2 

415-530 

12,120 

12.120 

6.6 

(21,972) 

43,317 

43,317 

1.1 

(5,512) 

6,949 

6,949 

1.6 

(6,437) 

11,709 

11,709 

1 

1,793-2.268 

27,216 

27,216 

1 

1.793-2,268 

26,148 

26.148 

3 

1,548-2,076 

68,400 

69,336 

1 

1,626-1,976 

23.712 

23,732 

3 

1,47.5-1,793 

62,544 

63,528 

1 

973-1,183 

14,197 

14,197 

1 

1,048-1,155 

13,860 

13,860 

1 

863-1,048 

12,.576 

12,576 

1 

821-998 

11,976 

11,976 

1 

746-905 

10,860 

10,860 

1 

676-821 

9,852 

9,852 

5 

644-783 

46,980 

46,980 

14 

584-746 

113,438 

116,328 

1 

584-710 

8,452 

8,520 

1 

505-614 

7,368 

7,368 

1 

446-543 

6,516 

6,516 

(264) 

- 

4 

998-1,213 

56,660 

57,308 

3 

884-1,074 

38,664 

38,664 

4 

801-973 

46,520 

46,704 

0.4 

(477) 

2,820 

2.820 

1 

1,100-1,337 

16,044 

16,044 

1 

998-1,213 

14,556 

14.556 

1 

998-1,213 

14,556 

14.556 
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MEN'S  COLONY— Continued 


SALAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filld)      (Aoth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CARE   AND  WELFARE— Continued 

Classifieatiou  and  Treatmeut — Continued 
Education — Continued 

Instructor  in  auto  mechanics 1 

Instructor  in  electronics 1 

Instructor    in   dry   cleaning   work  1 
Instructor  in  furniture  refinishing 

and  repair 1 

Instructor  in  painting 1 

Instructor  in  machine  shop 

practices      1 

Instructor  in  welding 1 

Instructor    in    sheet    metal    work  1 

Instructor  in  shoe  making 1 

Instructor  in  landscape  gardening  1 

Instructor  in  mechanical  drawing  1 

Arts  and  crafts  teacher 1 

Instructor  in  recreation  and 

physical   education   1.9 

Librarian    III    1 

Correctional  officer  b 0.8 

Sr  clerk  b 0.1 

Religion : 

Catholic  chaplain   1 

Protestant   chaplain   0.3 

Jewish  chaplain — intermittent 0.3 

Cla.ssification  and  Parole : 

Correctional  counselor  III 1 

Records  officer  III 1 

Records  officer  II 1 

Records  officer  I 1 

Sr  file  clerk 1 

Stenographer   II    3 

Clerk-tvpist  II lO.S 

File  clerk  II 2 

Special  Psychiatric  Unit : 

Staff   psychiatrist   0.9 

Staff  psychologist — clinical  c 0.."> 

Correctional  counselor  I 1.5 

Stenographer  II 1 

Recreation : 

Instructor  in  recreation  and  physical 

education    — 


Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food   manager 

Instructor  in  baking 

Supervising  cook  II 

Supervising  cook  I 

Butcher-meat  cutter  II 

Temporary  help — in-service  training 

Clothing  : 

Storekeeper  II  

Storekeeper  I  

Laundry  : 

Storekeeper  I  

Housekeeping : 

Storekeeper  II  

Totals,  Authorized  Positions 


PLANT  OPERATION 


1 
1 
1 
8 
1 
0.1 

1 
1 

1 

1 


East  Facility — Continued 


16.1 


11 
2 


1 
1 
1 
8 
1 
0.3 

1 
1 

1 

1 


16.3 


Maintenance  of  Structures : 

Chief  of  plant  operation  III 1  1 

Plumber  foreman 2  2 

Carpenter  foreman   1  1 

Painter  foreman 1.1  1 

Locksmith   2  2 

Building  maintenance  man 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


1 
1 
1 
1 
1 

O 

li' 

2 


360.6      373.6      373.6 


1 
1 
1 
8 
1 
0.3 

1 
1 

1 

1 


16.3 


S.AL.\RY  KANGE 


710-863 
.584-710 
492-599 

884-1,074 
884-1,074 
884-1,074 

973-1,183 

728-884 
628-764 
571-692 
492-599 
446-543 
415-530 
415-505 

1..548-2,076 

973-1,183 

801-973 

446-543 


$884-1,074^ 

660-801 ' 

571-764 

571-692 

(491) 

614-783 
530-676 

530-676 

614-783 

$135,080 


13,200 
13.200 
12,732 

13.200 
13,200 

10,734 
13,096 
13.200 
13,200 
13,200 
13,200 
13,200 


10,3.56 
8,.520 


12,888 
10,737 


14,196 

10,524 

9,168 

8,304 

7,188 
18,033 
65,077 
12,120 

21,516 

11,676 
6,282 


23,052 


$3,148,369     $3,486,620 


$12,888 

13,200 

9,612 

66,432 

8,304 

2,013 

8,624 
7,728 

7,728 

8,952 


$145,481 


13.200 
13.200 
13,200 

13.200 
13,200 

11,265 
13.200 
13.200 
13.200 
13.200 
13.200 
13,200 


10.350 

8,520 


12,888 
11,262 


14,196 

10,608 

9,168 

8,304 

7.188 

18,613 

66.143 

12.120 

22,584 

11.676 
6,516 


23,.5.56 


$3,535,675 


$12,888 

13,200 

9,612 

66,432 

8,304 

2,013 

8,952 

7,728 

7,728 

8,952 

$145,809 


1 

$1,023-1,243 

$14,916 

$14,916 

o 

801-884 

21,216 

21,216 

1 

764-842 

9,575 

10,063 

1 

764-842 

10,104 

10,104 

9 

692-764 

18,336 

1S..336 

1 

584-644 

7,728 

7,728 
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MEN'S  COLONY — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
69 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATiON— Continued 

Maintenance  of  Grounds : 

Supervising  groundsman  I 

Heat,  Pov.'er,  and  Water  : 

Cliief  engineer  I 

Fire  cliief 

Electrician   foreman   

Water  and  sewage  plant  supervisor 

Stationary  engineer 

Institution  firefighter — part  time 

Motor  Vehicle  Operation : 

Equipment  maintenance  foreman 

Correctional  officer 

Totals,  Authorized  Position 


EMERGENCY   FOREST  FIRE 
SUPPRESSION 

Overtime   


East  FaciSity — Continued 


1 
1 
2 
o 

5.9 
0.8 

1 
2 


1 
1 
2 
2 
6 
0.8 

1 
2 


1 
1 
2 
2 
6 
O.S 

1 
2 


24.8        24.8 


0.1 


24.8 


Totals,  Authorized  Positions — East 

Facility 432.9      443.8       443.8 


SALARY  RANGE 
614-746 

801-927 
746-905 
801-884 
728-801 
692-764 
599-728 

783-950 
584-710 

$223,928 


$115 


$3,775,775 


8,952 

10,356 

10,860 
21,216 
19,150 
54,180 
7,008 

10,356 
17,040 


8,952 

10,866 
10,860 
21,216 
19,224 
54,972 
7,008 

10,856 
17.040 


$240,993 


$242,857 


$4,139,298 


$4,194,418 


INSTITUTION   OPERATIONS 
ADMINISTRATION 


West  Facility 


Executive : 

Deputy  superintendent 
Secretary  I  


Totals,  Authorized  Positions 


CARE  AND  WELFARE 

Custody  : 

Correctional   administrator 111 

Correctional   capt    111 

Correctional   lieutenant 8  8  8 

Correctional    sgt   15.9         16  16 

Correctional    off    97.3       100.9       100.9 

Clerk-typist  II 111 

Temporary  help — in-service  trng 1.6  -  - 

Temporary  help — military  leave 0.3  -  - 

Temporary  help — escapes  and  emer- 
gencies      0.3  -  - 

Medical : 

Chief  medical  off 1.1  1  1 

Physician  &  surgeon  II 1.5  2  2 

Stafie  psychiatrist 0.6  1  1 

Dentist   II    2  2  2 

Pharmacist   II 111 

Supvng   nurse    II    111 

Sr   clinical   lab   technologist 111 

Sr  medical   tech   asst 4.4  5  5 

Medical  tech   asst 5  5  5 

Sr   X-ray    techn    111 

Sr   steno   12  2 

Classification  and  Treatment : 
Care  and  Treatment : 

Correctional    administrator    111 

Education : 

Instructor    in   electronics    111 

Arts   and   crafts   teacher 111 

Librarian    III    111 

Religion  : 

Catholic   chaplain    111 

Protestant    chaplain    0.9  1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 
$1,405-1,708 
543-680 

$24,552 


$19,512 
7,920 


$27,432 


$20,496 
7,920 


$28,416 


$1,213-1,475 

$17,700 

$17,700 

9.50-1,155 

13,148 

13,805 

783-950 

91,200 

91,200 

676-821 

156,164 

157,100 

584-710 

831.900 

847,451 

415-580 

5,668 

5,960 

(9,843) 

- 

- 

(2,077) 

- 

- 

(1,865) 

- 

- 

1,793-2,268 

26,415 

27,216 

1,548-2,076 

40,092 

42,096 

l,54.S-2,076 

22,584 

22,584 

1,475-1.793 

43,032 

43,032 

1,048-1,155 

13,860 

13,860 

821-998 

11,976 

11,976 

746-905 

10,860 

10,860 

644-783 

46,536 

46,980 

584-746 

41,400 

42,192 

584-710 

8,452 

8,520 

505-614 

14,676 

14,786 

1,213-1,475 

17,700 

17,700 

t 

18,200 

13,200 

t 

13,200 

13,200 

710-863 

10,356 

10,356 

884-1,074 

12,786 

12,888 

884-1,074 

10,608 

11,124 
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MEN'S  COLONY- 

— Continued 

u 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-J 

67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aulh.) 

1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


West  Facility- 

INSTITUTION   OPERATIONS— Continueci 
CARE  AND  WELFARE— Continued 

Classification  and  Parole : 

Correctional    counselor    III    111 

Correctional   counselor  II 111 

Correctional    counselor    I    2.5           3              3 

Records  off  II 111 

Records   off   I   111 

Sr   steno 111 

Sr  clerk-typist 111 

Clerk-typist  II 5.8           6              6 

Recreation : 

Instructor  in  recreation 111 

Totals,  Authorized  Positions 167.2       171.9       171.9 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  manager  a 

Supvng  cook  II  

Supvng  cook  I  

Temporary  help — in-service  training 

Clothing : 

Storekeeper    II    

Laundry : 

Laundry  supervisor  II 

Totals,  Authorized  Positions 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operations 

Supervisor  of  building  trades 

Electrician   foreman   

Plumber  foreman 

Carpenter  foreman 

Painter  foreman 

Maintenance  of  Grounds : 

Instructor  in  landscape  gardening. 

Heat,  Power,  and  Water : 

Chief  engineer  I   

Stationary  engineer 

Motor  Vehicle  Operation : 

Correctional  officer   

Totals,  Authorized  Positions 


-Continued 


SALARY  RANGE 

973-1,183 

14.196 

14,196 

884-1,074 

12,888 

12,888 

801-973 

34,522 

35,028 

62.8-764 

9,168 

9,168 

571-692 

8,304 

8,304 

505-614 

7,368 

7,368 

492-599 

7,188 

7,188 

415-580 

35,457 

36,176 

t 

13,200 

13,200 

$1,469,178 

$1,615,804 

$1,639,252 

1 
1 
7 
0.1 

1 

7 

1 

7 

$884-1,074 

660-801 

571-764 

(479) 

$9,612 
56,928 

$9,612 
57,273 

1 

1 

1 

614-783 

8,146 

8,556 

1 

1 

1 

628-764 

9,168 

9,168 

11.1 


10 


10 


$91,077 


$33,854 


EMERGENCY   FOREST   FIRE 
SUPPRESSION    


9.8 


1.3 


10 


10 


Totals,  Authorized  Positions — West 
Facility 


191.4      193.9      193.9 


$96,724 


$7,887 


$1,689,418 


$102,961 


$1,830,051 


$84,609 


1 

1 
1 

1 
1 

1 
1 
1 
1 

1 

1 

1 
1 
1 
1 

$927-1,128 
801-927 
801-884 
801-884 
764-842 
764-842 

$10,357 
10,608 
10,608 
10,104 
10,104 

$10,866 
10,608 
10,608 
10,104 
10,104 

1 

1 

1 

t 

13,200 

13,200 

1 

1.8 

1 
2 

1 
2 

801-927 
692-764 

11,124 
18,336 

11,124 
18,336 

1 

1 

1 

584-710 

8,520 

8,520 

$103,470 


$1,855,747 


CAMP  OPERATIONS 

STATE  CONSERVATION  CAMPS 

Correctional  sergeant 111  $676-821  $9,852  $9,852 

Temporary   help — various 0.3  0.2  0.2  (2,024)  1,480  1,480 

Totals,  Authorized  Positions 1.3  1.2  1.2  $12,113  $11,332  $11,332 

GRAND  TOTALS,  AUTHORIZED  ~ 

POSITIONS    625.6       638.9       638.9  $5,477,306  $5,980,681  $6,061,497 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 

a  One  position   transferred  from  the  California   Medical   Facility. 

b  One  senior  clerk  reclassified  to  correctional  officer  to  properly  reflect  duties. 

c  One  position  terminated  in  accordance  with  Section  20,  Budget  Act  of  1968. 

<i  One  position  reclassified  to  procurement  and  services  officer  I  and  transferred  to  Correctional  Training  FacUity. 
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CORRECTIONS 


STATE   PRISON   AT  SAN   QUENTIN 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (Aulh.)      (Aolh.l 


ACTUAL 
1987-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive. : 

Warden   

Administrator    

Secretary    I    

Sr   clerk    

Stenographer  II   

Business  Services : 

Business  manager 

Accounting  officer  III 

Procurement  and  services  officer  II 

Accounting  officer  II 

Storekeeper  IV 

Storekeeper  II  

Business  service  asst 

Property  clerk  II 

Accountant  I 

Correctional  officer 

Supervising   clerk   I 

Personnel  asst  II 

Sr  stenographer 

Sr  clerk-typist 

Personnel  asst  I 

Accounting   technician 

Bookkeeping    machine    operator    II 

Clerk-typist   II    

Bookkeeping  machine  operator  I 

Account  clerk  II 

Temporary  help — business  office 

Totals,  Authorized  Positions 


CARE  AND  WELFARE 


SALARY  EAN'GE 

1 

1 

1 

$1,793-2,055 

$22,584 

$23,712 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

5S4-710 

8,520 

8.520 

1 

1 

1 

492-599 

7,188 

7,1S8 

2 

2 

2 

446-543 

12,928 

13,032 

1 

1 

1 

1,273-1.548 

18,576 

18,576 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

S63-1.04S 

12,576 

12.576 

0.8 

1 

1 

783-950 

9,776 

10.272 

1 

1 

1 

746-905 

10,860 

10,860 

2 

o 

2 

614-783 

17,370 

17,706 

i 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

614-746 

8,952 

8,952 

1.2 

1 

1 

584-710 

8,520 

8,520 

2.9 

3 

3 

584-710 

23,832 

24,590 

0.9 

— 

— 

571-692 

— 

_ 

0.1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

505-614 

7,368 

7,368 

0.4 

— 

— 

492-599 

_ 

_ 

0.1 

1 

1 

492-599 

6,684 

7,020 

4 

4 

4 

492-599 

27,538 

28,164 

1 

1 

1 

457-556 

6,464 

6,672 

1.5 

1 

1 

415-530 

6,060 

6,060 

0.9 

1 

1 

415-505 

5,484 

5,760 

1.9 

o 

o 

415-505 

11,795 

12,120 

0.2 

0.2 

0.2 

(2,212) 

2,655 

2,655 

30.9 


31.2 


31.2 


$263,221 


$284,990 


Custody : 

Correctional   administrator 1  1 

Program   administrator    5  5 

Correctional    captain    1  1 

Correctional  counselor  II 3.9  4 

Correctional  counselor  I 13.3  14 

Correctional  lieutenant   21.2  21 

Correctional  sergeant 58.2  54 

Correctional  officer 266.5  263.7 

Clerk-typist    II    1  4 

Clerk    II    4  4 

Temporary  help — in-service  training  4.1  4.1 

Temporary   help — military   leave 1.2  1.2 

Temporary  help — escapes  and 

emergencies     2.8  2.8 

Temporary  help — trial  of  inmates 1.5  1.5 

Temporary    help — executions    —  0.9 

Temporary   help — condemned  row 3.3  3.3 

Temporary  help — adult  authority 1  1 

Medical : 

Chief   medical   officer 1  1 

Chief  psychiatrist 1  1 

Physician  &  surgeon  II 4.2  4.5 

Staff  psychiatrists 2.9  2 

Dentist   III    1  1 

Dentist  lib   3.2  4 

Psychologist    2.1  2.4 

Pharmacist  II 1  1 

Counselor   II 1  1 

Nurse   anesthetist 1  1 

Supvng  nurse  II 1  1 

Correctional  counselor  I 3  3 

Sr  clinical  laboratory  technologist 1  1 

Supvng  nurse  I 2.9  3 

Surgical  nurse  II 1  1 

Supvng  clerk  II 1  1 

Sr  medical  technical  asst 6.4  6.4 

Medical  technical  asst 9.9  11 

Supvng  clerk  I 1  1 

Sr   clerk    1.2 

Stenographer   II   2.9  3 

Clerk-typist  II 1.9  2 

Clerk  II   0.9  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


$289,673 


1 

$1,213-1,475 

$16,044 

$16,860 

5 

998-1,213 

70,248 

71,577 

1 

950-1,155 

13,310 

13,860 

4 

884-1,074 

51,552 

51,552 

14 

801-973 

154,806 

158,437 

21 

783-950 

236,991 

237,852 

54 

676-821 

523,206 

528,666 

263.7 

584-710 

2,141,267 

2,189,059 

4 

415-530 

21,660 

22,416 

4 

415-505 

24,240 

24,240 

4.1 

(26,369) 

28,361 

28,361 

1.2 

(5,640) 

8,858 

8,858 

2.8 

(29,916) 

34,319 

34,319 

1.5 

(13,785) 

11,277 

11,277 

0.9 

_ 

740 

740 

3.3 

(14,298) 

17,333 

17,333 

1 

(5,828) 

8,899 

8,899 

1 

1,793-2,268 

27,216 

27,216 

1 

1,793-2,268 

27,216 

27,216 

4.5 

1,548-2,076 

102,783 

104,313 

2 

1,548-2.076 

43,488 

44,424 

1 

1,626-1,976 

23,712 

23,712 

4 

1,475-1,793 

78,797 

80,574 

2.4 

973-1,183 

31,858 

32,746 

1 

1,048-1.155 

13,860 

13,860 

1 

884-1.074 

12,888 

12,888 

1 

863-1,048 

10,860 

11,400 

1 

821-998 

11,976 

11,976 

3 

801-973 

34,433 

34,982 

1 

746-905 

10,860 

10,860 

3 

746-905 

32,580 

32,580 

1 

746-905 

10.860 

10,860 

1 

660-801 

9,612 

9,612 

6.4 

644-783 

57,688 

57,799 

11 

584-746 

87,042 

89,506 

1 

571-692 

8,304 

8,304 

_ 

492-599 

— 

— 

3 

446-543 

18,522 

18,798 

2 

415-530 

11,778 

12,051 

1 

415-505 

5,714 

6,010 
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STATE  PRISON  AT  SAN   QUENTIN — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filbd)      (Aulh.)      Unlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

58 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CARE   AND   WELFARE— Continued 

Classification  and  Treatment : 
Care  and  Treatment : 

Correctional   administrator 

Clerk-t.vpist   II    

Education  : 

Supvr    of    education 

Siipvr  of  academic  instruction 

Supvr  of  vocational  instruction 

High  school  teacher 

Music   teacher  c 

Instructor  in   auto   mechanics 

Instructor  in  auto  body  and 

fender   repair   

Instructor  in  booI;binding 

Instructor  in  general   shop 

Instructor  in  painting 

Instructor   in   printing 

Instructor  in   offset  printing   and 

duplicating  processes 

Instructor  in  plumbing 

Instructor  in  machine  shop  prac- 
tices    

Instructor  in  sheet  metal  work 

Instructor  in  shoemaklng 

Instructor  in  dental  technology 

Instructor  in  landscape  gardening 

Instructor  in  vocational  nursing 

Instructor  in  typewriter  repair 

Librarian   IV 

Supervising  clerk  I 

Religion  : 

Supervising  chaplain 

Catholic  chaplain 

Jewish  chaplain — intermittent  d 

Protestant  chaplain 

Classification  and  Parole : 

Correctional  counselor  III 

Correctional  counselor  II 

Correctional  counselor  I 

Records  officer  III 

Records  officer  II 

Records  officer  I 

Sr  stenographer 

Sr  clerk 

Stenographer  II  

Clerk-tvDist  II 

Clerk  II 

File  clerk  II 

Recreation : 

Instructor  in  recr  and  phys  educ 

Correctional  sergeant 

Adjustment  Center : 

Correctional  counselor  II 

Correctional  counselor  I 

Correctional   lieutenant    

Totals,  Authorized  Positions 


SUPPORT  AND   SUBSISTENCE 

Feeding : 

Instructor  in  baking : 

Instructor  in  meat  cutting 

Food   manager 

Supvng  cook  II 

Supyng  cook  I 

Temporary  help — in-service  training 

Clothing : 

Storekeeper  II  

Correctional  officer 

Laundry : 

Laundry  supervisor  II 

Correctional  officer 

Temporary  help — laundry 

Houselieeping : 

Correctional  sergeant 

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

415-530 

5,160 

5,418 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

0.8 

1 

1 

998-1,213 

14,440 

14,.556 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

: 

10,776 

11,310 

0.2 

— 

— 

— 

— 

0.7 

1 

1 

10,062 

10,566 

1 

1 

1 

t 

8,520 

8,952 

1 

1 

1 

13,200 

13,200 

1.2 

2 

2 

J. 

25,002 

25,620 

1 

1 

1 

13,200 

13,200 

1 

1 

1 

12,576 

12,576 

0.8 

1 

1 

J. 

10.146 

10.650 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

t 

11,265 

11,832 

0.6 

1 

1 

t 

9,852 

10.356 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

t 

13,200 

13.200 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

.,. 

13,200 

13.200 

1 

1 

1 

t 

9,852 

10,3.56 

1 

1 

1 

821-998 

11,976 

11 .976 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

973-1 ,1.S3 

14,198 

14,196 

2 

o 

2 

884-1,074 

23,883 

24,426 

0.3 

0.9 

0.9 

884-1,074 

10.234 

10,337 

1 

1 

1 

884-1,074 

12,888 

12,888 

2 

9 

2 

973-1,183 

28,392 

28,392 

1.6 

2 

2 

884-1,074 

23,496 

24.012 

6.7 

7 

7 

801-973 

78,920 

80,240 

1 

1 

1 

728-884 

10.608 

10,608 

1 

1 

1 

628-764 

9,168 

9,168 

3.9 

4 

4 

571-692 

33,216 

33,216 

1 

1 

1 

505-614 

7,368 

7,368 

2.9 

3 

3 

492-599 

21,564 

21,564 

3 

3 

3 

446-543 

19,548 

19,548 

6.7 

6 

6 

415-530 

36,960 

36.960 

3.1 

4 

4 

415-505 

23,130 

23,532 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

t 

13,200 

13,200 

1 

1 

1 

676-821 

9,852 

9,852 

0.9 

_ 

_ 

884-1,074 

_ 

_ 

1.7 

2 

2 

801-973 

22,158 

22.671 

0.1 

1 

1 

783-950 

11,400 
$4,740,030 

11,400 

501.7 

508.7 

508.7 

$4,415,410 

$4,818,803 

1 
1 
1 
2 
8 
0.2 

1 
1 
1 
2 
8 
0.2 

1 
1 
1 
2 
8 
0.2 

r 

t 
884-1,074 
660-801 
571-764 
(1,167) 

$13,200 
13,200 
12,888 
18,636 
66,240 
1,523 

$13,200 
13,200 
12,888 
19,076 
66,432 
1,523 

1 

1 

1 
1 

1 

1 

614-783 
584-710 

8,952 
8,418 

8,952 
8,520 

1 

0.7 

0.2 

1 
1 
0.2 

1 
1 
0.2 

628-764 
584-710 
(2,504) 

8,304 
8,520 
3,067 

8,736 
8,520 
3,067 

1 

1 

1 

676-821 

9,852 

9,852 

18.1 


18.4 


18.4 


$159,187 


$172,800 


$173,966 


For  footnotes  see  the  end  of  this  agency  presentation. 
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STATE   PRISON   AT  SAN   QUENT8N — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.l      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  III 

Carpenter  foreman 

Painter   foreman   

Storekeeper  II  

Locksmitli 

Correctional  oflScer 

Maintenance  of  Grounds : 

Quarry   foreman    

Supvnj;  groundsman  I 

Heat,  Power,  and  Water  : 

Chief  engineer  I 

Fire  chief 

Electrician   foreman 

Plumber   foreman   

Water  &  sewage  plant  supervisor 

Stationary   engineer   

Institution  firefighter — part-time 

Motor  Vehicle  Operation  : 

Equipment  maintenance  foreman 

Heavy  equipment  mechanic 

Correctional  officer 

Totals,  Authorized  Positions 

NARCOTICS  TREATMENT 
CONTROL    UNIT 


1 

5 

1 

0.6 

1 

4.3 

1 
5 
1 
1 
1 
4 

1 
5 
1 
1 
1 
4 

SALARY  RANGE 
$1,023-1.243 
764-842 
764-842 
614-783 
692-764 
584-710 

$13,921 

50,520 

10,104 

8,952 

9,168 

34,080 

$14,616 

50,520 

10,104 

8.952 

9,168 

34,080 

1 
1 

1 

1 

1 

1 

644-783 
614-746 

9,396 
8,952 

9,396 
8,952 

1 

0.9 

2 

1 

1 

2.9 

0.8 

1 
1 

9 

1 
1 

3 

0.8 

1 
1 
*> 

i 

1 

3 

0.8 

801-927 
746-905 
801-884 
801-884 
728-801 
692-764 
599-728 

11.124 
10,860 
21.216 
10,608 

9,612 
26.100 

7,008 

11,124 
10,860 
21,216 
10,608 

9,612 
26,964 

7,008 

1 
0.9 

1 

1 
1 

1 

1 
1 
1 

783-950 
710-863 
584-710 

10,356 
9,396 

7,728 

10,356 
9,396 
8,112 

27.4 


27.8 


27.8 


$250,080 


$269,101 


$271,044 


Correctional  officer  e 0.7  -  -  $584-710 

Totals.  Authorized  Positions 0.7  -  -  $5,666 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS 578.8       586.1       5S6.1  $5,093,564  $5,466,921  $5,553,486 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 

a  Seven-tenths  position  terminated   in   accordance   with   Section   20  of  the  Budget  Act  of  1968. 

b  One  position  transferred  from  the  California  Medical  Facility. 

c  One  position  terminated  in  accordance  with  Section  20  of  the  Budget  Act  of  1968. 

d  Six-tenths  position  transferred  from  Folsom,  Sierra  Conservation  Center,  and  California  Medical  Facility  (0.2  each). 

e  One  position  temporarily  transferred  from  Parole  and  Community  Services  Division. 


ADMINISTRATION 

Executive : 

Superintendent 

Secretary  I  

Steno  II 

Business  Services : 

Business  manager  II 

Accounting  officer  II 

Procurement  &  services  off  I 

Storekeeper  II  

Accountant  I   

Storekeeper  I  

Sr  steno 

Sr  clerk-typist   

Accounting  technician 

Bookkeeping  macli  operator  I 

Account  clerk  II 

Temporary  help — business  services- 

Totals,  Authorized  Positions 


CARE  AND   WELFARE 

Custod.v  : 

Correctional   administrator 

Women's  correctional  supervisor  IV 

Correctional  counselor  II 

Women's  correctional  supervisor  III 
Women's  correctional  supervisor  II 

Correctional  officer 

Women's   correctional   supervisor   I 

Sr  clerk-tvpist 

Clerk  II 

Telephone  operator 

Student  professional  asst 

Temp   help — escape   and   emergency 
Temp  help — in-service  training 


INSTITUTION   FOR  WOMEN 


SALARY  RANGE 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

584-710 

8,520 

8,520 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

783-950 

11,400 

11,400 

1 

1 

783-950 

11,400 

11,400 

1 

1 

614-783 

8,952 

8,952 

0.9 

1 

584-710 

8,520 

8,520 

1 

1 

530-676 

7,728 

7,728 

1 

1 

505-614 

7,098 

7,368 

1 

1 

492-599 

7,188 

7,188 

1.1 

2 

9 

492-599 

13,052 

13,704 

0.9 

1 

1 

415-505 

5,622 

5,910 

0.8 

_ 

_ 

415-505 

_ 

_ 

0.1 

0.1 

0.1 

418 

441 

441 

13.8 


14.1 


14.1 


$122,628 


$134,297 


$135,507 


1 

1 

1 

$1,213-1,475 

$17,700 

$17,700 

1 

1 

1 

950-1,155 

13.860 

13,860 

1 

1 

- 

884-1,074 

12,786 

- 

7.H 

9.2 

10.2 

783-950 

96,897 

108,809 

9.1 

8 

8 

676-821 

75,015 

77,410 

2.9 

14.6 

14,6 

584-710 

119.790 

121.228 

74 

89.2 

89.2 

5.S4-710 

715,655 

735.977 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

415-505 

6,060 

6.060 

1 

1 

1 

415-505 

6,060 

6,060 

0.2 

_ 

— 

895-480 

— 

— 

0.1 

0.2 

0.2 

691 

1,436 

1,436 

1 

1.4 

1.4 

7,411 

10,464 

10,464 
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INSTITUTION   FOR  WOMEN — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIdl      (Aalh.)      (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CARE    AND    WELFARE— Continueii 

Meilical : 

Chief  medical  officer 

Physician  &  surgeon  II 

Dentist  II 

Xurse-anesthetist 

Supvng  nurse  II 

Supvng  nurse  I 

Surgical  nurse  II 

Lab   technologist 

Graduate  nurse 

Sr  clerk-typist 

Classification  and  Treatment : 
Education : 

Supervisor  of  education 

Instructor  in  cosmetology 

Instructor  in  janitorial  service 

Instructor   in   vocational   nursing 

Arts  &  crafts  teacher 

Steno  II 

Religion  : 

Chaplain — Catholic     

Chaplain — Protestant 

Classification  and  Parole  : 

Correctional  counselor  III 

Correctional  counselor  II 

Correctional  counselor  I 

Records  officer  III 

Sr  clerk-typist 

Steno   II 

Clerk-tvpist  II 

File  clerk   II 

Temp  help — group  counseling 

Recreation : 

Instructor  in  recr  &  phys  educ 

Correctional   supervisor  I 

Psychiatric  Services : 

Chief  psychiatrist 

Totals,  Authorized  Positions 

SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 

Supvng  cook  II   

Supvng  cook  I 

Baker  II 

Clothing : 

Instructor  in  garment  making 

Women's  correctional  supvr  I 

Laundry  : 

Instructor  in  laundry  work 

Stationary   engineer 

Women's  correctional  supvr  I 

Totals,   Authorized   Positions 

PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  II 

Maint   mechanic   

Carpenter   I 

Painter   I    

Supervisor   I   

Building  maint  man 

Maintenance  of  Grounds : 

Instructor  in  landscape  gardening- 
Women's  correctional  supervisor  I 

Heat,  Power  and  Water: 

Chief  engineer  I 

Electrician   I 

Plumber    I    

Water  &  sewage  plant  supvr 

Stationary   engineer 

Institution  firefighter 

Stationary  fireman 

Motor  Vehicle  Operation : 

Correctional  officer 

Totals,   Authorized   Positions 


1 

2 
2 

1 

1 

4 

1 

0.3 

7.9 

1 

1 
2 
2.5 

1 
1 
4 
1 
1 
8 
1 

1 
2 
2.5 

1 
1 
4 

1 
1 
8 

1 

SALARY  RANGE 

1,793-2,268 

1,548-2,076 

1,475-1,793 

863-1,048 

821-998 

746-905 

746-905 

710-821 

628-764 

492-599 

27,216 
46,799 
51,882 
12,576 
11,976 
43,440 
10,860 

9,100 
73,344 

7,188 

27,216 
47,446 
52,320 
12,576 
11,976 
43,440 
10,860 

9,548 
73.344 

7,188 

0.8 
2 

1 
1 
1 

1 

1 
2 
1 

1 
1 
1 

1 
2 
1 

1 

1 
1 

1,100-1,337 
t 
t 
t 
f 
446-543 

16,044 
26,400 
12,176 
12,226 
11,880 
6.516 

16,044 
26,400 
12,784 
12,836 
11.976 
6,516 

1 
1 

1 
1 

1 
1 

884-1,074 
884-1,074 

12,888 
12,888 

12,888 
12,888 

1 

0.8 

5.5 

1 

1 

1 

4.4 

0.7 

0.1 

1 

6 

1 

1 
1 
5 
1 
0.1 

1 

6 

1 
1 
1 
5 
1 
0.1 

973-1,183 

884-1,074 
801-973 
728-884 
492-599 
446-543 
415-530 
415-505 
673 

14,196 

64,739 

9,538 
7,188 
6,516 
80,350 
5.220 
720 

14,196 

67,355 
10,022 

7,188 

6,.516 

30,600 

5,484 

720 

0.6 

1 

1 

t 
584-710 

8,520 

8,952 

1 

1 

1 

1,793-2,288 
$1,505,445 

27,216 
$1,662,513 

27,216 

171.6 

178.2 

178.2 

$1,692,687 

1 
1 
7.8 

1 

8.3 

8.3 

$884-1,074 
660-801 
571-764 
571-692 

$12,888 

8.880 

64,715 

8,304 

$12,888 

9,316 

66,553 

8,304 

1 
1 

J. 

584-710 ' 

11,784 
8,520 

12,376 
8,520 

1 

1 
1 

692-764 
584-710 

12,888 
9,168 
8,520 

13,200 
9,168 
8,520 

15.8 


16.3 


16.3 


$129,423 


$145,667 


$148,845 


1 
1 
1 

2 
1 

1 

1 
1 
1 
2 
1 
1 

1 

1 
1 
2 

1 
1 

$927-1,128 

728-801 
692-764 
692-764 
584^710 
584-644 

$12,942 
9,612 
9,168 
18,336 
8,048 
7,728 

$13,536 
9,612 
9,168 
18,336 
8,452 
7,728 

1 
1.5 

1 
1.5 

1 
1.5 

584-710 

13,200 
11,448 

13,200 
11,808 

1 
1.9 

2 
1 
2.9 

1 
4 

1 
2 
2 
1 
3 
1 
4 

1 
2 
2 

1 
3 

1 
4 

801-927 
728-801 
728-801 
728-801 
692-764 
599-728 
628-692 

10,780 
18,492 
19,224 

9,612 
27,468 

8,760 
32,992 

11,124 
18,928 

19.224 
9,612 

27,504 
8,760 

33,216 

2 

2 

2 

584-710 

15,978 

16,344 

25.3 


25.5 


25.5 


$214,352 


$233,788 


$236,552 


For  footnotes  see  the  end  of  this  agency  presentation. 
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Department  of  Corrections 


CORRECTIONS 


INSTiTUTiON   FOR  WOMEN — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-6B  68-69  69-70 
(Filled)      (ftuth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1958-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 

m 


RECEPTION-GUSDANCE  CENTER 

Executive : 

Correctional  counselor  III 

Clinical  Processing : 

Stail  psychiatrist  

Psychologist   

Correctional   counselor   II 

Correctional  counselor   I 

Records  ofBcer  I . 

Sr  steno 

Sr  clerk-typist 

Clerk-typist   II    

Totals,  Authorized  Positions 


PSYCHIATRIC  TREATMENT  UNIT 


SALARY  KANGE 

1 

1 

1 

$973-1,183 

$14,196 

$14,196 

_ 

0.2 

0.2 

1,548-2,076 

3,715 

3,902 

1 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

1 

884-1,074 

12,888 

12,888 

2.5 

3 

3 

SOl-973 

32,950 

33.960 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

505-614 

6,412 

6,728 

0.9 

1 

1 

492-599 

7,188 

7,188 

2.7 

3 

3 

415-530 

18,230 

18,830 

11.1 


12.2 


12.2 


$99,769 


$118,079 


$120,192 


Staff  psychiatrist   -              0.8           0.8  $1,548-2,076  $14,861  $15,610 

Psychologist   -              1              1  973-1,183  11,676  12,276 

Correctional  counselor  II 0.2           1              1  884-1,074  12,888  12,888 

Supvng  psychiatric  nurse 0.2           1              1  821-998  11,544  11,976 

Psychiatric  nurse   0.7           5              5  676-821  44,652  45,912 

Occupational   therapist    111  614-746  8,556  8,952 

Clerk-typist   II    111  415-530  5,599  5,885 

Totals,  Authorized  Positions 3.1        10.8        10.8  $23,482  $109,776  $113,499 

GRAND  TOTALS,  AUTHORIZED  PO- 

SITIONS   240.7       257.1       257.1  $2,095,099  $2,404,120  $2,447,282 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers.' 


REHABILITATION   CENTER 


ADMINISTRATION 

Executive : 

Superintendent  III 

Program   administrator 

Administrative  asst  I 

Sr   stenographer   

Narcotic  Addict  Evaluation  Authority : 

Chairman  a 

Member  a     

Sr  stenographer  a 

Business  Services : 

Business  manager 

Accounting  officer 

Procurement  and  services  off  II 

Storekeeper   HI    

Storekeeper  II  

Accountant  I 

Personnel  asst  II 

Personnel  asst  I 

Storekeeper  I  

Sr  clerk 

Sr    clerk-typist    

Accounting  technician 

Clerk-typist  II 

Bookkeeping  machine  operator  I 

Account  clerk  II 

Clerk-typist  I 


Temporary   help — various 


SALARY  RANGE 

1 

1 

1 

$1,708-2,054 

$24,648 

$24,648 

1 

1 

1 

998-1,213 

14,556 

14,556 

0.2 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

505-614 

7,368 

7,368 

1 

_ 

_ 

10,500 

_ 

_ 

3 

- 

— 

9.975 

— 

— 

1 

- 

- 

505-614 

- 

- 

0.9 

1,273-1,548 

17,919 

18,576 

1 

863-1,048 

12,576 

12,576 

1 

863-1,048 

12,576 

12,576 

1 

676-821 

9,852 

9,852 

1 

61-1^783 

8,952 

8,952 

1 

584-710 

8,520 

8,520 

1 

571-692 

8.112 

8,304 

_ 

492-599 

7,040 

7,204 

1 

530-676 

7.728 

7,728 

2 

492-599 

6,532 

6,696 

1 

492-599 

7,188 

7,188 

2.5 

3 

3 

492-599 

18,272 

19,204 

3.5 

6 

6 

415-530 

31,992 

34,196 

1 

2 

2 

415-505 

9,750 

11,450 

1 

1 

1 

415-505 

5,160 

5,418 

1 

— 

— 

377-^57 

— 

— 

0.1 

0.2 

0.2 

(616) 

1,143 

1,143 

Totals,  Authorized  Positions 


CARE  AND  WELFARE 


28.2 


27.2 


27.2 


$242,834 


$229,280 


$236,007 


Custody : 

Correctional  administrator 1  1 

Casework  training  supervisor 1  1 

Correctional  captain 0.9  1 

Correctional  lieutenant 16.5  17.6 

Women's  correctional  supvr  III 3.7  — 

Correctional  sergeant 27.7  33 

Women's  correctional  supvr  II 9.3  - 

For  footnotes  see  the  end  of  this  agency  presentation. 


1 

$1,213-1,475 

$15,276 

$16,044 

1 

973-1,183 

11,676 

12,276 

1 

950-1,155 

13,255 

13,860 

7.6 

783-950 

185,569 

196,094 

_ 

783-950 

_ 

_ 

3 

676-821 

291,061 

317,668 

— 

676-821 

- 

- 
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1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllsdl      (Auth.)      (Aoth.) 


CARE   AND    WELFARE— Continued 

Custody — Continued 

Correctional  officer 191.5       : 

Women's  correctional  supvr  I 35.9 

Sr  stenographer  1 

Temporary  help — in-service  trng 2.9 

Temporary  help — military  leave 0.2 

Temji   help — escape  emergencies 7.4 

Medical : 

Associate  superintendent 1 

Chief  psychiatrist — 

Physician  and  surgeon  II 2.8 

Staff  psychiatrist  b   0.9 

Dentist  III 1 

Dentist    II    1 

Staff  psychologist — clinical 2 

Pharmacist   II 1 

Nurse-anesthetist     1 

Supvng  nurse  II — 

Sr  clinical  laboratory  technologist-  1 

Supvng  nurse  I 1 

Surgical  nurse  I 0.8 

Sr  medical  technical  asst 1 

Graduate  nurse 8.4 

Medical  technical  asst 8.5 

Sr  X-ray  technician 1 

Correctional  officer 2 

Sr    stenographer    1 

Stenographer   II    1.1 

Clerk-typist  II 1.6 

Research  : 

Chief   of  research    1 

Correctional   administrator    — 

Sr  social  research  analyst 1 

Associate  statistician 1 

Assoc  social  research  analyst 1 

Asst  social  research  analyst 1 

Tabulating  operations  supvr  I 1 

Resea  rch — Con  tinu  ed 

Tabulating  machine  operator 0.7 

Sr  stenographer 0.9 

Clerk-typist  II 0.8 

Temporary  help — consultant — 

Classification  and  Treatment : 
Care  and  Treatment : 

Correctional   administrator 1 

Program    administrator    4 

Correctional  counselor  III 6.3 

Correction.al   counselor  II 7 

Correctional  counselor  I 35 

Sr    stenographer    1 

Stenographer   II   2 

Education : 

Supvr  of  education 1 

Supvr  of  academic  instruction 1 

Rxipvr   of   vocational   instruction-  1 

Vocational  test  &  counslg  supvr-  1 

High  school  teacher 2 

Elementary   teacher   4.8 

Music   teacher   1 

Business  education  teacher 1 

Instructor  in  general  shop 1 

Instructor  in  janitorial  services 2 

Instructor  in  merchandising 0.1 

Instructor  in  household  appliance 

repair 1 

Instructor  in  upholstering 1 

Instructor  in  landscape  gardening  1 

Instructor  in  mechanical  drawing  1 

Correctional  counselor  II 1 

Librarian  III 1 

Sr  clerk 1 

Temporary  help — teacher  training  - 
Religion : 

Catholic  chaplain 1 

Protestant  chaplain   1 

For  footnotes  see  the  end  of  this  agency  presentation. 


ACTUAL 
1967-68 


ESTIMATED 
1968-59 


PROPOSED 
1969-70 


SAL.\I!Y  R.\NGE 

224.3 

224.3 

584-710 

1,680,330 

1,842,258 

_ 

_ 

584-710 

— 

— 

1 

1 

505-614 

7,368 

7,368 

8.8 

3.8 

(21,862) 

26,390 

26,390 

0.4 

0.4 

(1,810) 

1,941 

1,941 

1.1 

1.1 

(55,370) 

5,611 

5,611 

1 

1 

1,882-2,269 

27,228 

27,228 

1 

1 

1,793-2,268 

21,516 

22,584 

2 

2 

1,548-2,076 

47.496 

47,496 

1 

1 

1,548-2,076 

23,712 

23.712 

1 

1 

1,626-1,976 

23,712 

23,712 

2 

9 

1,475-1,793 

35,.529 

39,910 

2 

2 

973-1,183 

27.678 

28,337 

1 

1 

1,048-1,155 

13,860 

13,860 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

821-998 

9,852 

10.356 

1 

1 

746-905 

9,852 

10,356 

1 

1 

746-905 

9,700 

10,188 

1 

1 

676-821 

8,664 

9,100 

1 

1 

644-783 

9.396 

9,396 

5 

6 

628-764 

43,072 

43,842 

9 

9 

58^746 

74,054 

75,552 

1 

1 

584-710 

8,486 

8.520 

2 

2 

584-710 

16,280 

16,666 

1 

1 

505-614 

7,368 

7,368 

_ 

_ 

446-543 

— 

— 

3 

3 

415-530 

17,673 

17,955 

1 

1 

1,793-2,268 

27,216 

27,216 

1 

1 

1,213-1,475 

17,892 

17,904 

1,155-1,405 

- 

- 

1 

1 

950-1,155 

12,526 

13,148 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

11,040 

11,400 

1 

1 

614-746 

8,916 

8,952 

1 

1 

480-584 

6.998 

7,008 

1 

1 

50.5-614 

7,368 

7.368 

1 

1 

415-530 

5,622 

5,910 

0.5 

0.5 

- 

5,520 

5,520 

1 

1 

1,213-1,475 

16.792 

17,630 

4 

4 

1,100-1,337 

53.800 

57,257 

7 

7 

973-1,183 

88.008 

95,532 

S 

8 

884-1,074 

94,064 

100,872 

37 

87 

801-973 

357,574 

405,512 

1 

1 

.505-614 

7,368 

7,368 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1.100-1.337 

16,044 

16,044 

1 

1 

998-1,213 

14,556 

14.556 

1 

1 

998-1,213 

14,556 

14.556 

1 

1 

973-1,183 

11.676 

12,276 

2 

2 

t 

25.776 

25,776 

5 

5 

t 

60,128 

61.224 

1 

1 

t 

11,832 

11,976 

1 

1 

t 

]3,'?no 

i3.?on 

1 

1 

t 

12,176 

12,784 

1 

1 

t 

13.200 

13.200 

1 

1 

t 

9,852 

10,356 

1 

1 

t 

11,688 

12.276 

1 

1 

t 

13,200 

13.200 

1 

1 

t 

8,520 

8,9.52 

1 

1 

t 

12,176 

12.784 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

710-863 

8,520 

8,952 

1 

1 

492-599 

7,160 

7.188 

0.2 

0.2 

3,000 

3,000 

1 

1 

884-1,074 

10,866 

11,400 

1 

1 

884-1,074 

12,888 

12,888 
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REHABILSTATiON  CEr^TER— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CARE    AND    Vi/ELFARE— Continued 

Classification  and  Treatment — Continued 

Classification  and  Parole : 

Correctional  counselor  III 1  1 

Correctional  counselor  II 1  1 

Records  officer  III 1  1 

Records  officer  I 1.9  1 

Sr  clerk-typist 2  2 

Clerk-typist  II 17.4  18 

Clerk-typist  I -  2 

Recreation  : 

Recr  and  phj's  educ  teacher 2  2 

Correctional  oflScer 1  1 

Reception  Unit : 

Dentist  II 2  2 

Records  officer  II 1  1 

Records  officer  I 1  1 

Clerk-typist  II 4.9  4 

Totals,  Authorized  Positions 462.9  452.9 

SUPPORT  AND  SUBSISTENCE 


Feeding : 

Instructor  in  baking 

Food  manager 

Supvng  cook  II  

Supvng  cook  I  

Butcher-meat  cutter  II 

Temporary  help — in-service  training 

Clothing : 

Storekeeper  II  

Laundry : 

Instructor  in  laundry  work 

Instructor  in  dry  cleaning  work 

Laundry  supervisor  II 

Housekeeping : 

Storekeeper    I    

Totals,  Authorized  Positions 

PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  III 

Carpenter  foreman 

Supervisor  of  building  trades 

Painter  foreman 

Locksmith   

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Heat,  Power,  and  Water: 

Chief  engineer  I 

Fire  chief 

Electrician   foreman   

Plumber   foreman    

Stationary   engineer   

Institution  firefighter — part-time 

Motor  Vehicle  Operation : 

Automotive   serviceman    

Totals,  Authorized  Positions 

REIMBURSEMENT  SERVICES 


Special  Projects : 
Correctional  admiinistrator 
Senior  stenographer 


Totals,  Authorized  Positions 
PATTON   UNIT 


1 

1 

2 

8.8 

1 

0.2 


19 


17.4 


1.5 

1 


2.5 


SALARY  RANGE 

1 

973-1,183 

1 

884-1,074 

1 

728-884 

1 

571-692 

2 

492-599 

18 

41.5-530 

2 

377-457 

1 
1 

2 
10 
1 
0.3 


21.3 


452.9 


1 
1 
2 
10 
1 
0.3 


1 
1 
2 

1 

21.8 


584-710 

1,475-1.793 
628-764 
571-692 
415-530 

$4,000,004 


$884-1,074 

660-SOl 

571-764 

571-692 

(1,063) 

614-783 


628-764 
530-676 
$160,010 


14,196 

12,888 

9,653 

8.304 

12,333 

96,307 

9,318 

22,170 
8,418 

40.560 

8.772 

6.852 

23481 


$4,004,415 


$13,200 

10,995 

16,836 

74,967 

8,304 

1,416 

8,952 

13.200 
13.200 
15,134 

7,728 

$183,932 


18.8        18.8 


Care  and  Welfare : 

Custody : 

Women's  correctional  supvr  IV -  1 

Women's  correctional  supvr  III_  -  4 

Women's  correctional  supvr  II —  9 

Correctional  officer -  4 

Women's  correctional  supvr  I -  36 

Medical : 

Physician  &  surgeon  II -  1 

Graduate  nurse -  5 

For  footnotes  see  the  end  of  this  agency  presentation. 


1 
4 
9 
4 
36 

1 
5 


$159,920 


1,213-1,475 
505-614 

$.34,435 


$950-1,155 
783-950 
676-821 
58-^-710 
584-710 

1,548-2,076 
628-764 


$184,407 


$11,605 
43,192 
84,499 
28,752 

282,349 

21,783 
43,072 


14.196 

12,888 
10,146 

8,304 
12,954 
99,165 

9,780 

22,740 
8,520 

41,520 
9.168 
7,188 

24,140 


$4,297,382 


$13,200 

11,538 

17,688 

75,154 

8,304 

1,416 

8,952 

13,200 
13,200 
17,008 


7,728 


$187,388 


1 

1.5 

1 
0.9 

1 

1 
1 
1 

1 

1 
1 

1 
1 
1 

$1,023-1,243 
764-842 
801-927 
764-842 
692-764 

$14,916 

10,104 

10,608 

10,104 

9,168 

$14,916 

10,104 

11,124 

10,104 

9,168 

1 

1 

1 

676-821 

8,112 

8,520 

1 

1 

1.7 

1.9 

4.6 

0.8 

1 
1 
2 
2 
5 
0.8 

1 
1 
2 
2 
5 
0.8 

801-927 
746-905 
801-884 
801-884 
692-764 
599-728 

11,124 
10,860 
20,220 
19,839 
44,976 
7,008 

11,124 
10,860 
20,712 
20,838 
45,408 
7,008 

1 

1 

1 

556-614 

7,368 

7,368 

$187,254 


$13,256 
44,208 
86,410 
30,192 

292,291 

22,866 
43,842 
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REHABILITATtON  CENTER — Continued 


SALARIES  AND  WAGES 


INU.  U 

f   KUbl 

IU|\ 

b 

ACTUAL 

ESTIMATED 

PROPOSED 

67-68 
IFilled) 

68-69 
(Auth.) 

69-70 
(Aurh.) 

:967-68 

1968-69 

1969-70 

SALARY  RANGE 

_ 

1 

1 

1,213-1,475 

14.016 

15,372 

_ 

1 

1 

973-1.183 

12,735 

13.374 

_ 

1 

1 

884-1,074 

10,608 

11.136 

_ 

6 

6 

801-973 

63,449 

66.0.30 

- 

1 

1 

446-543 

6,516 

6,516 

- 

1 

1 

t 

13,200 

13,200 

_ 

1 

1 

571-692 

6,852 

7.1S8 

- 

2 

2 

415-530 

10,200 

10,704 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PATTON    UNIT— Continued 

CLi-s-sification  and  Treatment : 
Care  and  Treatment : 

Correctional   administrator 

Correctional   counselor  III 

Correctional   counselor  II 

Correctional   counselor  I 

Steno   II   

Education  : 

Instructor  in  janitorial  services- 
Classification  and  Parole : 

Records  officer  I 

Clerk-typist   II   

Reception  Unit : 

Clerk-t.vpist    

Support  and  Subsistence : 
Feeding : 

Supervising  cook  I 

Food  service  assistants 


415-530 


571-764 
386^69 


5,100 


16.608 
5,316 


5,352 


16.608 
11,836 


Totals,  Authorized  Positions - 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS 530 

Grand   Totals,   Institutions 5,376.9 

Totals.  Felon  hislitutions 4,S4f>-^ 

Totals,  Nonfelon  Institutions 5S0 


79 


79 


$679,852 


$710,381 


599.2 

599.2 

$4,597,203 

$5,281,886 

$5,618,412 

5,668.4 

5,668.4 

$47,337,215 

$52,868,627 

$53,911,411 

5,069.2 

5.069.2 

42,740,012 

47,586,741 

48,292,999 

599.2 

599.2 

4,597,203 

5,281,886 

5,618,412 

INMATE  WELFARE  FUND 


ADMINISTRATION 

Accountant  trainee 

Accountant  I 

Accounting  technician 

Totals,  Authorized  Positions 

CALIFORNIA  CONSERVATION 
CENTER 

Prison  canteen  manager 

Storekeeper  I  

Accounting  technician 

Temporary  help 

Totals.  Authorized  Positions 

SIERRA  CONSERVATION   CENTER 

Prison  canteen  manager 

Storekeeper  I  

Temporary  help 

Totals,  Authorized  Positions 

SOUTHERN  CONSERVATION 
CENTER 

Prison  canteen  manager 

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

0.2 

- 

- 

$644-746 

- 

- 

1 

1 

1 

584-710 

$8,520 

$S.520 

0.8 

1 

1 

492-599 

6,464 

6,796 

$14,304 


$14,984 


$15,316 


1.1 
1 

1 

1 
1 
1 

1 
1 

1 

$614-746 
530-676 
492-599 

$7,368 

7,728 

6,852 

240 

$7,728 

7.728 

7,188 

240 

3.1 

3 

3 

$22,915 

$22,188 

$22,884 

1 

0.9 

0.1 

1 

1 
0.1 

1 
1 
0.1 

$614-746 
530-676 

(48) 

$7,368 

7,368 

368 

$7,728 

7,728 

368 

1 

0.4 


2.1 


1 
0.4 


2.1 


1 
0.4 


1.4 


1.4 


1.4 


$14,075 


$614-746 
(1,338) 

$9,450 


$15,104 


$8,952 
2,940 


$15,824 


$8,952 
2,940 


CORRECTIONAL   INSTITUTION  AT 
TEHACHAPI 

Prison  canteen  manager 111  $614^746 

Storekeeper  I -              1              1  530-676 

Temporary   help    0.8           0.6           0.6  (3,077) 

Totals,  Authorized  Positions 1.8           2.6           2.6  $11,597 

CORRECTIONAL  TRAINING 
FACILITY 

Arts  and  crafts  teacher 111  t 

Prison  canteen  manager 2              2              2  $614-746 

Storekeeper  I 111  530-676 

Accounting  technician  II 111  492-599 

Temporary  help 0.8           0.8           0.8  (7,742) 

Totals,  Authorized  Positions 5.8           5.8           5.8  $50,126 

V  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and 

a  Narcotic  Addict  Evaluation  Authority  shown  as  separate  budgetary  identity. 

b  One  position  terminated  in  accordance  with  Section  20,  Budget  Act  of  1968. 


$11,892 


$8,952 
6,360 
3,420 


$11,892 


$8,952 
6,672 
3,420 


$18,732 


$19,044 


$13,200 

$13,200 

17,076 

17,076 

7,728 

7,728 

6.204 

6,516 

6,576 

6.576 

$50,784  $51,096 

Criteria  of  Application  for  Teachers." 
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UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_J 

67-68  68-69  69-70 
(Filled)       (Auth.)       (Aoth.) 

1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEUEL  VOCATIONAL 
INSTITUTION 

Prison  canteen  manager  _ 

Correctional  officer 

Accounting  technician  II 
Temporary  help 


1.5 

1 

0.9 

0.4 


1 

1 
1 
0.4 


1 
1 
1 

0.4 


Totals,  Authorized  Positions 


STATE   PRISON   AT  FOLSOM 

Arts  and  crafts  teacher 

Prison  canteen  manager 

Correctional  officer 

Temporary  help 


3.8 


3.4 


3.4 


SALARY  EANGE 
$614-746 
584-710 
492-599 
(3,398) 

$29,179 


Totals,  Authorized  Positions 
INSTITUTION    FOR   MEN 


Prison  canteen  manager  . 

Accountant  I 

Storekeeper  I  

Account  clerk  II 

Temporary  help 


Totals,  Authorized  Positions 


MEDICAL   FACILITY 

Arts  and  crafts  teacher  _ 
Prison  canteen  manager  _ 

Storekeeper  I  

Accounting  technician  II 

Stock  clerk 

Account  clerk  II 

Temporary  help 


3.7 


4.1 


4.1 


$27,542 


Totals,  Authorized  Positions 


MEN'S  COLONY 


3.9 


4.6 


4.6 


$33,069 


Totals,  Authorized  Positions 


REHABILITATION   CENTER 


4.5 


4.5 


4.5 


$34,951 


Totals,  Authorized  Positions 


2.1 


2.1 


$15,888 


STATE  PRISON  AT  SAN  QUENTIN 

Arts  and  crafts  teacher 

Prison  canteen  manager 

Correctional  officer 

Accounting  technician 

Temporary  help 


Totals,  Authorized  Positions 


INSTITUTION   FOR  WOMEN 


Prison  canteen  manager 
Clerk   II   


7.2 


0.9 
0.5 


7.2 


1 
0.5 


7.2 


1 
0.5 


$56,892 


$614-746 
415-505 


Totals,  Authorized  Positions 


1.4 


1.5 


1.5 


9,817 


GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


46.1        47.8 


47.8 


$358,883 


$7,368 
8,520 
5,954 
2,950 


$24,792 


$31,215 


$40,012 


$37,672 


$17,809 


$62,451 


$7,578 
3,030 


$10,608 


$389,108 


$7,728 
8,520 
6,256 
2,950 


$25,454 


1 

1 

1 

0.5 

1 

1 
1 
0.5 

1 
1 
1 

0.5 

$614-746 
584-710 
(2,360) 

$29,078 

$11,400 
8,952 
8,520 
1,993 

$30,865 

$11,400 

8,952 
8,520 
1,993 

3.5 

3.5 

3.5 

$30,865 

1 

1 
1 

0.6 
0.1 

1 
1 
1 
1 
0.1 

1 

1 
1 
1 
0.1 

$614^746 

584-710 

530-676 

415-505 

(308) 

$8,952 

8,520 

7,728 

5,645 

370 

$8,952 

8,520 

7,728 

5,935 

370 

$31,505 


0.8 

1 

1 

t 

$13,200 

$13,200 

1 

1 

1 

$614-746 

8,952 

8,952 

0.6 

1 

1 

530-676 

7,152 

7,520 

1 

1 

1 

492-599 

6,740 

7,076 

0.1 

— 

_ 

480-584 

— 

— 

_ 

0.2 

0.2 

415-505 

1,044 

1,072 

0.4 

0.4 

0.4 

(2,758) 

2,924 

2,924 

$40,744 


Prison  canteen  manager 

2 

2 

2 

$614-746 

$17,302 

$17,724 

Correctional  officer 

1 

1 

1 

58'^710 

8,520 

8,520 

Storekeeper  I  

1 

1 

1 

530-676 

7,728 

7,728 

Temporary  help 

0.5 

0.5 

0.5 

(3,529) 

4,122 

4,122 

$38,094 


Prison  canteen  manager 

Storekeeper  I  

Temporary  help 

1 

1 

1 

1 
0.1 

1 
1 
0.1 

$614-746 
530-676 

$8,952 

7,728 
1,129 

$8,952 
7,728 
1,129 

$17,809 


1 

1 

1 

t 

$13,200 

$13,200 

1 

1 

1 

$614-746 

8,952 

8,952 

2 

2 

2 

584-710 

17,040 

17,040 

1 

1 

1 

492-599 

7,188 

7,188 

2.2 

2.2 

2.2 

13,212 

16,071 

16,071 

S2,451 


$7,952 
3,030 


$10,982 


$393,960 


For  footnotes  see  the  end  of  this  agency  presentation. 

t  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 
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CORRECTIONAL   INDUSTRIES   REVOLVING   FUND 

tJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

2 

67-68  68-69  69-70 
(Filleill      (Aoth.)       (ioth.) 

1 

2 
3 

4 
5 
6 
7 
8 
9 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CENTRAL  OFFICE  ADMINISTRATION 


Commission : 

Correctional    industries    commission 
(6)    per    diem    

General  Administration  : 

General    manager    

Asst  general  manager 

Industrial   planning   engineer 

Industrial  research  engineer 

Production   engineer 

Manager   I    

Agricnltural  advisor 

General  accountant  III 

Industrial  relations  consultant 

Promotional   specialist 

General    accountant    

General  accountant  II 

Accountant  I 

Sr  stenographer 

Sr  clerk 

Stenographer   II    

Clerk-tvnist  II 

File  clerk   II 

Asst   statistician   

Marketing : 

Sales  manager 

Representative 

Parole  agent  III 

Parole  agent  I 

Asst  to  manager 

Sales  order  supervisor 

Sr  typist-clerk 

Stenographer   II    

Clerk-typist  II 

Totals,  Authorized  Positions 

CORRECTIONAL   INSTITUTION 
AT  TEHACHAPI 

Selling  and  Administration : 

Accountant  I 

Storekeeper  I  

Temporary  help 

Textile  Products  Factory : 

Textile  products  factory  supt 

Textile  products  factory  foreman 

Totals,  Authorized  Positions 

CORRECTIONAL  TRAINING 
FACILITY 

Selling  and  Administration : 

Manager  II 

Manager  I   

General    accountant    

General  accountant  II 

Storekeeper  III  

Storekeeper  II  

Accountant  I 

Correctional    officer    

Storekeeper  I  

Heavy  truckdriver 

Temporary  help 

Clothing  Factory : 

Factory   superintendent 

Factory  foreman 

Wood  Products  Factory : 

Factory  superintendent 

Factory  foreman 

Temporary    help    

Paper  Converting : 

Factories  superintendent 

Factory  foreman 

Factory  foreman 

Ranch  Administration : 

Farm  manager 

Automotive  maintenance  foreman 

Correctional    officer    

Dairy  Ranch : 

Dairy   manager   

Assistant  dairyman 


SALARY  EANGE 

- 

- 

- 

$23  day 

$1,650 

$1,650 

1 

1 

1 

1,40.5-1,708 

20,496 

20,496 

2 

2 

2 

1,273-1,548 

37,152 

37,152 

0.8 

1 

1 

1,27.3-1,548 

15,276 

16,044 

1.9 

1 

1 

1,100-1,337 

16.044 

16,044 

3.3 

4 

4 

1,048-1,273 

58,404 

59.028 

- 

1 

1 

99,8-1,213 

11,976 

12,576 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

9.50-1,155 

13,8G0 

13,860 

0.7 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

950-1,100 

12,940 

13,200 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

783-950 

13,860 

13,860 

1 

1 

1 

584-710 

8,520 

8,.520 

2 

2 

2 

505-614 

14,736 

14,736 

1 

1 

1 

492-599 

7,188 

7,188 

1.9 

— 

— 

446-543 

— 

_ 

1.8 

3 

3 

415-530 

16,470 

17,298 

1 

1 

1 

415-505 

5,860 

6,060 

- 

0.5 

0.5 

783-950 

4,926 

5,178 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

5 

5 

868-1,048 

58,140 

59,448 

0.8 

_ 

_ 

973-1,183 

- 

_ 

0.2 

_ 

_ 

801-973 

- 

_ 

0.5 

_ 

_ 

783-950 

_ 

— 

1 

1 

1 

783-950 

10,104 

10,608 

1.5 

2 

2 

492-599 

13,704 

14,040 

0.5 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-530 

6,360 

6,360 

32.9        35.5 


5.1 


35.5 


$366,285 


$408,062 


5.1 


5.1 


$43,290 


$46,333 


$414,318 


1 
1 

0.1 

1 
1 
0.1 

1 

1 
0.1 

$584-710 
530-676 

$7,888 

7,728 

525 

$8,282 

7,728 

525 

1 

2 

1 

2 

1 
2 

783-950 
644^783 

11,400 
18,792 

11,400 
18,792 

$46,727 


1 

1 

1 

$1,273-1,548 

$18,576 

$18,576 

1 

1 

1 

998-1,213 

14,556 

14,556 

0.1 

1 

1 

863-1,048 

•    12,576 

12,576 

0.7 

_ 

_ 

783-950 

— 

— 

0,3 

1 

1 

676-821 

9,548 

9,852 

0.7 

_ 

614-783 

- 

- 

2 

2 

2 

584.-710 

17,040 

17,040 

1 

1 

1 

584-710 

8,520 

8,520 

2 

2 

2 

530-676 

15,456 

15,456 

1 

1 

1 

614-676 

8,112 

8,112 

1.8 

1.4 

1.4 

(16,312) 

13,021 

13,021 

1 

1 

1 

783-950 

11,400 

11,400 

3 

3 

3 

644-783 

28,188 

28,188 

1 

1 

1 

863-1,048 

12,026 

12,576 

49 

6 

6 

710-863 

54,652 

56,859 

1.5 

0.5 

0.5 

(12,714) 

3,187 

3,187 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

710-863 

8,989 

9,434 

1 

1 

1 

710-863 

9,472 

9,936 

1 

1 

1 

783-950 

10,650 

11,175 

1 

1 

1 

783-950 

10,356 

10,356 

1 

1 

1 

584-710 

8,520 

8,520 

0.9 

1 

1 

710-863 

10,356 

10,356 

2 

2 

2 

556-676 

16,224 

16,224 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (iulli.)      (»uih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 

4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CORRECTIONA!.  TRAINING 
FACILITY— Continued 

Hog  Ranch  : 

Hog  ranch  operator 

Field  Crops: 

Crops   farmer 

Correctional    officer    

Totals,  Authorized  Positions . 


DEUEL  VOCATIONAL   INSTITUTION 

Selling  and  Administration : 

Manager   II   

Manager  I 

General  accountant 

General  accountant  II 

Accountant  I 

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Correctional  officer 

Correctional  officer — truck   driver 

Temporary   help — various   

General  Fabrication  Factory: 

Metal  products  factory  supt 

Factory  foreman 

Factory  foreman 

Upholstery  foreman 

Tool  and  die  maker 

Correctional  officer 

Mattress  and  Bedding  Factory : 

Factory  superintendent 

Factory  foreman 

Farm  Administration : 

Farm  manager 

Correctional  officer 

Dairy  Ranch : 

Dairy   manager   

Dairy  foreman 

Assistant  dairyman 

Hog  Ranch  : 

Hog  ranch  operator 

Field  Crops : 

Crops  farmer 

Heavy  equipment  mechanic 

Correctional  officer 

Totals,  Authorized  Positions 


STATE   PRISON   AT   FOLSOM 

Selling  and  Administration : 

Manager  II 

Manager  I 

General  accountant 

General  accountant  II  

Asst  to  manager 

Storekeeper   IV   

Storekeeper  II  

Accountant  I 

Truck  driver 

Temporary  help 

Cannery : 

Cannery  superintendent 

Cannery  foreman 

License  Plate : 

Factory   superintendent 

Factory  foreman 

Printing  foreman 

Correctional  officer 

General  Manufacturing : 

Factory  foreman 

Correctional  officer 

Metal  Fabrication  Factory : 

Factory   superintendent 

Asst  superintendent 

Factory  foreman 

Correctional   officer 

Tool  and  Die  Factory  : 

Tool  and  die  making  foreman- 
Machinist    


1.8 

2 
1 


36.7 


32.4 


36.9 


36.9 


SAL.\RY  EANGI. 

556-676 

61^746 

584-710 

$332,228 


14,952 

17,904 

8,520 


$355,377 


33.5 


33.5 


$290,144 


$320,114 


1 

1 
1 
1 

1 

1.5 
2 

1 
4.5 

1 

1 

1 

1 

1 

1 

1.5 

2 

1 

2.9 

1 

1 

1 

1 

1 

1, 

1.5 

2 

1 
2.9 

$1,273-1,548 

99S-1.213 

863-1,048 

783-950 

783-950 

746-905 

614-783 

5S4-710 

584-644 

(32,980) 

$15,852 

14,556 

12,576 

9,894 

9,396 

10,860 

13,428 

15,448 

7,728 

18,446 

1 
2 

1 
2 

1 
2 

863-1,048 
644-783 

12,576 

18,792 

1 

2 

1 

1 
2 
1 

1 

1 
2 

1 

1 

863-1.048 
710-863 
710-863 
584-710 

12,376 

20,712 

8.520 

8,520 

1 
1 

1 
1 

1 
1 

710-863 
584^710 

10,356 

8,520 

1 
4 

1 
1 
4 

1 

1 
1 
4 

1 

863-1,048 
783-950 
710-863 
584-710 

12,576 
9,396 

41,424 
7,008 

1 
1.2 

1 
1 

1 
1 

783-950 
692-764 

11,400 
9,168 

15,300 

17,904 
8,520 


$360,220 


1 

1 

1 

$1,273-1,548 

$17,630 

$18,503 

1 

1 

1 

998-1,213 

13,420 

14,092 

1 

1 

1 

863-1,048 

12.026 

12.576 

0.8 

1 

1 

783-950 

9,624 

10,104 

1 

1 

1 

584-710 

8,520 

8.520 

1 

1 

1 

676-821 

9,852 

9.852 

- 

1 

1 

614-783 

7,368 

7,728 

1 

1 

1 

530-676 

7,728 

7,728 

2 

2 

2 

584-710 

17.040 

17.040 

1 

1 

1 

584-710 

8.520 

8,520 

3.5 

2.5 

2.5 

(27,425) 

20,883 

20,883 

1 

1 

1 

863-1,048 

11,400 

11,976 

2 

3 

3 

710-863 

29,232 

29,664 

1 

1 

1 

710-863 

10.356 

10,356 

1 

1 

1 

644-783 

8,350 

8,772 

1 

1 

1 

710-783 

9,248 

9,396 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

783-950 

11,085 

11,400 

1 

1 

1 

644^783 

9,396 

9,396 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

710-863 

10,356 

10,356 

1 

1 

1 

614-746 

8,844 

8,9.52 

2.9 

3 

3 

556-676 

24,336 

24,336 

1 

1 

1 

556-676 

8,112 

8,112 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

710-863 

9,396 

9,396 

0.2 

- 

- 

584-710 

- 

- 

$325,050 


$16,656 
14,556 
12,576 
10,398 

9,852 
10,860 
13.428 
16,214 

7,728 
18,446 

12,576 

18,792 

12,576 

20,712 

8,952 

8,520 

10,356 

8,520 

12,576 
9,852 

4]  .424 
7.368 

11.400 
9,168 
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CORRECTIONAL   INDUSTRIES   REVOLViNG   FUND — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (ftulh ) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STATE   PRISON    AT   FOLSOM— Continued 

Maintenance : 

Industrial  maintenance  supt 1  1 

Machinist  foreman 1  1 

Electrician  I 1  1 

Correctional  officer 1  1 

Engineering  Department : 

Junior  mechanical  engineer 1  1 

Dairy  : 

Dairy   manager   1  1 

Dairy  foreman 1  1 

Asst  dairyman 1.6  2 

Orchardman   1  1 

Heavy  truck  driver —  1 


Totals,  Authorized  Positions 


INSTITUTION    FOR    MEN 

Selling  and  Administration : 

Manager  II 

Manager  I 

General  accountant 

Storekeeper  II  

Accountant  I 

Accounting   technician 

Account  clerk  II 

Correctional  officer 

Stationary  engineer 

Temporary   help — various 

Wood  Products  Factory: 

Factory   suijerintendent 

Asst   superintendent 

Factory  foreman  

Mill  &  cabinet  worker 

Correctional  officer 

Laundry  Services : 

Laundry  superintendent 

Laundry  supervisor  II 

Laundry  supervisor  I 

Correctional   officer 

Slaughterhouse : 

Correctional   officer 

Ranch  Administration : 

Farm  manager 

Heavy  equipment  mechanic 

Correctional  officer 

Hog  Ranch : 

Hog  ranch  operator 

Dairy  Ranch : 

Dairy   manager    

Dairy  foreman 

Asst  dairyman 

Heavy  truck  driver 

Field  Crops : 

Crops  farmer 

Totals,  Authorized   Positions. 


MEDICAL  FACILITY 

Book  repair  &  bindery  superintendent 
Book  repair  &  bindery  foreman 

Totals,  Aurhorized  Positions 


MEN'S  COLONY 

Selling  and  Administration : 

Manager    II    

Manager   I   

General    accountant    

Industrial   maintenance   foreman- 
Storekeeper    III    

Accountant  I 

Storekeeper  I 

Accounting    technician 

Temporary  help 

Tobacco  Factory  : 

Factor.v   superintendent 

Factory  foreman     

Temporary  help 


39.8 


35.4 


43.4 


43.4 


SALARY  BANGE 

863-1,048 

764-842 
728-801 
584-710 

783-905 

710-863 
614-746 
556-676 
556-676 
614-676 

$369,969 


12,576 

10,104 

9,612 

8,520 

10,860 

9,211 

8,952 

16,000 

8,112 

7,548 


$421,023 


36.3         36.3 


$309,293 


$863-1,048 
710-863 


$337,830 


$10,356 
8,520 

$18,876 


12,576 

10,104 

9,612 

8,520 

10,860 

9,662 
8,952 
16,224 
8,112 
7,920 


$426,048 


1 
1 
1 

1 

0.8 

1 

0.5 

1 
1 
0.3 

1 
1 
1 
1 
1 
1 
1 
1 
1 
0.3 

1 
1 
1 
1 
1 
1 
1 
1 
1 
0.3 

$1,273-1,548 
998-1,213 
863-1,048 
614-7S3 
584-710 
492-599 
415-505 
584-710 
692-764 

$16,930 
14.266 
10,995 

8,952 
7,728 
7,188 
5,120 
8,520 
9,168 
2,318 

$17,773 
14,556 
11,544 
8,952 
8,112 
7,188 
5,374 
8,520 
9,168 
2,318 

1 
1 
4 
1 
1 

1 
1 
4 
1 

1 

1 

1 
4 
1 

1 

863-1,048 
783-950 
710-868 
692-764 
584-710 

12,576 

11,400 

40,166 

9,168 

8,520 

12,576 

11,400 

40,962 

9,168 

8,520 

1 

1 
2 
0.1 

1 
1 
2 

1 

1 
2 

783-950 
628-764 
517-628 
584-710 

11,175 

9,168 

15,072 

11,400 

9,168 

15,072 

1 

1 

1 

584-710 

8,520 

8,520 

1 
1 

1 

1 
1 
1 

1 
1 

1 

783-950 
710-863 
584-710 

11,400 
9,396 
8,520 

11,400 
9,396 
8,520 

1 

1 

1 

556-676 

6,840 

7,188 

1 

1 

3.7 

2 

1 
1 
4 
2 

1 
1 
4 
2 

710-863 
614-746 
556-676 
614-676 

10,356 

8,952 

31,288 

16,224 

10,356 

8,952 

31,644 

16,224 

2 

2 

2 

614-746 

17,904 

17,904 

$341,875 


$10,860 
8,952 

$19,812 


1 

1 

1 

$1,273-1,548 

$18,576 

$18,576 

0.7 

1 

1 

998-1,213 

13,640 

14,324 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

676-821 

9,063 

9,510 

1  5 

2 

2 

584-710 

16,068 

16,440 

1 

1 

530-676 

6,360 

6,672 

0.5 

_ 

_ 

492-599 

— 

— 

0.1 

0.1 

(207) 

525 

525 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

644-783 

9,396 

9,396 

0.1 

0.1 

- 

525 

525 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aulh.) 


ACTUAL 
1967-58 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

S2 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

.46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

68 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


MEN'S    COLONY— Continued 

Shoe  Factory : 

Factory   superintendent 

Factory  foreman 

Factory  foreman 

Temporary  help 

Knitting  Mill : 

Mill   superintendent   

Mill   foreman   

Goods  finishing  foreman 

Factory    foreman    

Temporary    help    

Laundry  : 

Laundry    superintendent    

Laundry   foreman    

Laundry  supervisor  II 

Correctional   oiJicer 

Heavy  ti'uck  driver 

Laundry   supervisor  I 

Temporary    help    

Totals,  Authorized  Positions 


STATE  PRISON   AT  SAN  QUENTIN 

Selling  and  Administration : 

Manager   II    

Manager  I 

General  accountant 

Assistant  to  manager 

Storekeeper  IV 

Storekeeper  II  

Accountant  I 

Storekeeper  I  

Accounting  technician  II 

Account  clerk  II 

Temporary  help 

Industrial  Training : 

Coordinator  of  industrial  training 

Custodial  Services : 

Correctional  officer 

Maintenance  Service : 

Maintenance  superintendent 

Electrician  foreman 

Machinist  foreman 

Clothing  Factory : 

Factory  superintendent 

Factory  foreman 

Cotton  Textile  Mill : 

Superintendent 

Overseer,  finishing 

Overseer,  carding  &  spinning 

Overseer,  weaving 

Foreman,   carding 

Foreman,   spinning    

Foreman,  weaving 

Foreman,   finishing   

Products  factory  foreman 

Furniture  Factory : 

Factory  superintendent 

Assistant  factory  superintendent 

Factory  foreman 

Upholstery   foreman    

Cleaning  Plant : 

Plant  foreman 

Detergent  Mixing  and  Blending  Plant : 

Plant  superintendent 

Plant  foreman 

Totals,  Authorized  Positons 


INSTITUTION   FOR  WOMEN, 
FRONTERA 

Selling  and  Administration : 

Textile  products  factory  supt 

Textile  products  factory  foreman 

Accountant  I 


SALARY  RANGE 

1 

1 

1 

863-1,048 

12,576 

12,576 

2 

3 

3 

710-863 

29,232 

29,664 

2 

2 

2 

710-863 

20,712 

20,712 

- 

0.2 

0.2 

- 

1,050 

1,050 

0.6 

1 

1 

863-1,048 

11,400 

11,976 

2 

3 

3 

710-868 

29,232 

29,664 

1 

1 

1 

710-863 

10,356 

10,356 

1.7 

2 

2 

644-783 

16,680 

17,508 

- 

0.2 

0.2 

(294) 

1,050 

1,050 

0.9 

1 

1 

783-950 

9,700 

10.188 

0.4 

3 

3 

644-783 

25,780 

26,904 

1.2 

_ 

_ 

629-764 

— 

_ 

1.5 

2 

2 

584-710 

15,640 

16,068 

1 

o 

o 

614-676 

15,660 

16,032 

1.6 

1 

1 

517-628 

7,536 

7,536 

- 

1 

1 

(5,184) 

6,000 

6,000 

Totals,  Authorized  Positions  _ 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS   


24.6 


53.1 


4.8 


33.6 


33.6 


$239,808 


$320,129 


56.7 


1  1 
2.8  3 
1     1 


56.7 


264.8   288 


288 


$514,336 


$783-950 
644-783 
584-710 

$42,644 


$2,507,997 


$574,345 


$11,400 
26,840 

8,520 

$46,760 


$2,848,849 


$327,080 


1 

1 

1 

$1,273-1,548 

$17,280 

$18,138 

1 

1 

1 

998-1,213 

13,530 

14,208 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

783-950 

11.400 

11,400 

1 

1 

1 

746-905 

9,174 

9,624 

3.6 

4 

4 

614-746 

35,376 

35,808 

2 

2 

2 

584-710 

16,312 

16,700 

1 

1 

1 

530-644 

7,728 

7,728 

2 

2 

2 

492-599 

13.652 

13,984 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1.7 

1.7 

(6,549) 

14,691 

14,691 

1 

1 

1 

905-1,100 

13,200 

13,200 

0.9 

1 

1 

584-710 

8,520 

8,520 

0.9 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

801-884 

10,356 

10,608 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

783-950 

9,894 

10,398 

1.9 

O 

2 

644-783 

17,124 

17,508 

1 

1 

1 

1,100-1,337 

15,340 

16,044 

1 

1 

1 

863-1,048 

12,376 

12,576 

1 

1 

1 

821-998 

11,976 

11,976 

2 

2 

2 

821-998 

23,952 

23.952 

o 

2 

9 

710-S63 

20,712 

20,712 

3 

3 

3 

710-863 

31,068 

31,088 

6 

6 

6 

710-863 

62,136 

62,136 

2 

2 

2 

710-863 

20,712 

20,712 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

863-1,048 

12,576 

12.576 

1 

1 

1 

783-950 

11,400 

11,400 

6.6 

7 

7 

710-863 

67,736 

69,139 

0.2 

1 

1 

644-783 

7,728 

8,112 

1 

1 

1 

710-863 

10,104 

10,356 

0.7 

1 

1 

783-950 

9,852 

10,356 

0.3 

1 

1 

644-783 

7,728 

8,112 

$582,454 


$11,400 

27,244 

8,520 

$47,164 


$2,890,748 
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DEPARTMENTAL  ADMINISTRATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fiiltd)      (ioih.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 

81 

82 

83 

84 

85 


YOUTH   AUTHORITY   BOARD  AND 
ADMINISTRATION 

Xouth  Authority  Board : 

Member 7 

Board   representative   6 

Administrative   representative 1 

Sr   stenographer   2 

Stenographer  II   0.9 

Executive : 

Director    1 

Deputy  director 1 

Asst   director   1 

Sr  management  analyst 1 

Information  officer  II 0.9 

Asst  to  the  director 1 

Chief  of  correctional  ping  &  develmt  1 

Associate    management   analyst 1 

Secretary  II 1 

Sr  stenographer 3 

Stenographer    II    2.7 

Student  professional  asst   (T.H.) 5.5 

Professional  intern — 

Records  Office: 

Clerk    1.2 

Deputy  clerk   1 

SupvBg   clerk   I 0.9 

Sr    stenographer    2 

Clerk-tvpist  II 4 

Clerk  II   1 

File  clerk  II 2 

Clerk   I 1 

Administrative  Services: 

Chief,  mgt  serv,  correctional  prgrm  1 

Construction  and  maint  supvr 1 

Food  administrator 1 

Fiscal  officer  II 1 

Associate  construction  analyst 1 

Associate  budget  analyst 8 

Sr  stenographer 2 

Clerk-typist  II 1.7 

Stenographer  II   0.2 

Accounting : 

Fiscal  officer  I 1 

Accounting  ofBcer  II 3 

Business  service  officer  I 2 

Accountant  I 2 

Accounting  technician 5 

Property  clerk  I 1 

Sr  typist-clerk 1 

Sr  clerk 2 

Bookkeeping  mach  operator  II 0.7 

Bonkkeeping  mach  operator  I 0.7 

Account  clerk  II 12.5 

Clerk-typist  II 4.5 

Clerk   II   3 

Clerk-typist  I 0.3 

Personnel : 

Personnel  officer  III 1 

Associate  personnel  analyst 1 

Parole  agent  I 1 

Training  officer  II   1 

Training   consultant 1 

Supvng  clerk  II 1 

Sr  typist-clerk 2.1 

Sr  stenographer 1 

Clerk  II 1 

Clerk-typist    II    7.4 

Account  clerk  II 0.3 

Sr  clerk 0.8 

Stenographer   II   0.3 

Data  Processing  Operations : 

Data  processing  manager  I 1 

Assoc  data  processing  sys  analyst 0.8 

Supervisor,  EDP 0.9 

Programmer   II,   EDP 2.5 

Tabulating  operations  supvr  II 0.7 

Tabulating  operations  supvr  I 0.7 

Key  punch   supervisor  I 1 

Sr  tabulating  mach   operator 1.7 

Tabulating  mach  operator 4 


SALARY  RANGE 

7 

7 

$21,525 

$150,675 

$150,675 

6 

6 

1,337-1,626 

113,904 

115,698 

1 

1 

1,837-1,626 

19,512 

19,512 

2 

2 

50.5-614 

14,736 

14,736 

2 

2 

446-543 

10,980 

11,532 

1 

1 

24,675 

24,675 

24,675 

1 

1 

1,793-2,055 

24,344 

24,660 

1 

1 

1,40.5-1,708 

20,496 

20,496 

1 

1 

1,1.5.5-1,405 

16.860 

16,860 

1 

1 

1,100-1,387 

13,640 

14,324 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1,40.5-1,708 

20,496 

20,496 

1 

1 

950-1,155 

12,226 

12,836 

1 

1 

644-783 

9,396 

9,396 

3 

3 

50.5-614 

22,104 

22,104 

1.5 

1.5 

446-543 

9,566 

9,774 

5.5 

5.5 

39.5-480 

28,759 

30,197 

Maintenance  only 

1 

1 

1,213-1,475 

17,700 

17.700 

1 

1 

927-1,128 

18,536 

13,536 

1 

1 

571-692 

7,632 

8,016 

2 

2 

505-614 

14,786 

14,736 

4 

4 

41.5-530 

22,912 

23,456 

1 

1 

41.5-505 

5,645 

5,985 

2 

2 

41.5-505 

11,025 

11.4.56 

1 

1 

359-435 

4,452 

4,668 

1 

1 

1,40.5-1,708 

20,496 

20,496 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,128-1,371 

16,452 

16,452 

1 

1 

1,155-1,405 

15,216 

15,980 

1 

1 

998-1,213 

14,556 

14,556 

3 

3 

950-1,155 

87,196 

38,714 

2 

2 

50.5-614 

14,736 

14,736 

2 

2 

415-530 

10,889 

11,.374 

0.5 

0.5 

446-543 

2,883 

3,027 

1 

1 

1,04.8-1,273 

15,276 

15,276 

3 

3 

783-950 

84,200 

84,200 

2 

2 

783-950 

22,800 

22,800 

2 

2 

584-710 

16,068 

16,440 

5 

5 

492-.599 

34,830 

35,464 

1 

1 

530-644 

7,728 

7,728 

1 

1 

492-599 

7,188 

7,188 

2 

2 

492-599 

13,444 

13,760 

1 

1 

457-556 

5,484 

5.760 

1 

1 

41.5-505 

5,558 

5,835 

12 

12 

41 .5-505 

69,761 

70,8.54 

4 

4 

415-530 

23.305 

23,832 

3 

3 

41.5-505 

17.220 

17,472 

2 

2 

377-^57 

9,372 

9.840 

1 

1 

1,213-1.475 

17,070 

17,700 

1 

1 

950-1,155 

13,860 

13.860 

1 

1 

783-9.50 

9,396 

9,852 

1 

1 

1,15.5-1.405 

16,860 

16,860 

1 

1 

950-1,1.55 

12,.526 

18.148 

1 

1 

660-801 

9,612 

9,612 

2 

2 

492-599 

18,117 

13,418 

1 

1 

50.5-614 

7.008 

7,368 

1 

1 

415-505 

5,714 

6,010 

8 

8 

415-530 

46,491 

47,879 

_ 

__ 

41.5-505 

— 

_ 

1 

1 

492-599 

6,796 

7,132 

1.5 

1.5 

446-543 

8,928 

9,876 

1 

1 

1,048-1.273 

15,276 

15.276 

1 

1 

9.50-1.155 

11,832 

12,426 

1 

1 

9.50-1.155 

11,448 

12,026 

4 

4 

783-950 

40,296 

41,712 

_ 

_ 

746-905 

_ 

-_ 

_ 

— 

614-746 

_ 

_ 

1 

1 

492-599 

7,020 

7,188 

1 

1 

530-644 

7,728 

7,728 

2 

2 

480-584 

12,918 

13,229 
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Department  of  the  Youth  Authority 
DEPARTMENTAL  ADMINISTRATION — Continued 


CORRECTIONS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aiith.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
87 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
S6 


YOUTH  AUTHORITY  BOARD  AND 
ADMINISTRATION— Continued 

Data  Processing  Operations — Continued 

Stenographer  II  

Key  punch  operator 

Sr  computer  operator 

Computer  operator 

Division  of  Institutions : 

Chief   

Supt  I — correctional  school 

Chief,  med  serv — correctional 

program    

Chief,   psychiatrist   

Associate    budget    analyst    

Administrative  asst   I   

Education  program  supervisor 

Training    asst    

Parole  agent  I   

Sr   stenographer   

Stenographer   II    

Clerk-typist  II 

Classification  Unit : 

Classification  program  supervisor 

Classification  program  specialist 

Sr  typist-clerk 

Stenographer   II   

Clerk-typist  II 

Transportation  Unit : 

Supvng   transportation   officer 

Lead  transportation  officer 

Transportation  officer 

Group    supervisor — intermittent 

Research : 

Chief  of  research,  correctional 

program     

Sr  social  research  analyst  a 

Sr  social  research  analyst 

Assoc  social  research  analyst 

Assoc  statistician   

Asst  social  research  analyst 

Asst  social  research  analyst  a 

Asst   statistician 

Jr  social  research  analyst  a 

Supvng  clerk   

Sr  stenographer 

Sr  typist-clerk 

Sr  clerk    

Statistical  clerk 

Stenographer   II   

Clerk-typist  II 

Clerk   II  

Temporary  help 

Totals,  Authorized  Positions,  Youth 
Authority  Board  and  Administra- 
tion     


DIVISION   OF   DELINQUENCY 
PREVENTION 

Chief   

Deputy  chief 

Delinquency  prevention  conslt  II 

Delinquency  prevention  conslt  I  •> 

Sr  stenographer 

Stenographer  II b   

Temporary  help 

Totals,  Authorized  Positions,  Division 
of  Delinquency  Prevention  Ser- 
vices            25.6         27.6 


DIVISION   OF  PAROLE   AND  COM- 
MUNITY  SERVICES 

Administration : 

Chief   1.3 

Deputy  chief   2 

Parole  agent  IV 0.8 

Training    officer    I    1 

Parole  agent  III 5 

Parole  agent  II 1 

For  footnotes  see  the  end  of  this  agency  presentation 


d 

SALARY  RANGE 

1 

1 

1 

446-543 

6,054 

6,360 

5,3 

6 

6 

42.5-517 

35,727 

36,279 

0.5 

1 

1 

644-783 

9,100 

9,396 

- 

3 

3 

556-676 

20,016 

21,024 

1 

1 

1 

1,626-1,976 

23,712 

23,712 

2 

2 

2 

1,405-1,708 

39,150 

40,090 

1 

1 

1 

1,976-2,269 

27,228 

27,228 

1 

1 

1 

1,793-2,268 

27,216 

27,216 

0.8 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

783-950 

10,314 

10,818 

1 

1 

1 

1,439-1,175 

21,000 

21,000 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

801-973 

11,676 

11,676 

1 

1 

1 

505-614 

7,368 

7,368 

2.9 

3.5 

3.5 

446-543 

20,611 

21,507 

1 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

1,213-1,475 

15,468 

16,248 

3 

3 

3 

973-1,183 

39,408 

40,668 

0.9 

1 

1 

492-599 

7,188 

7,188 

2.9 

3 

3 

446-543 

18,312 

19,236 

2.2 

2.5 

2.5 

415-530 

14,209 

14,621 

0,8 

1 

1 

821-998 

11,400 

11,976 

1.9 

2 

2 

746-905 

21,216 

21,720 

15,6 

16 

16 

676-821 

155,892 

156,300 

— 

0.2 

0.2 

584-710 

631 

631 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

— 

— 

1.155-1,405 

— 

— 

3 

3 

3 

1,155-1,405 

50,240 

50,580 

4 

4 

4 

950-1,155 

53,756 

55,055 

1 

1 

1 

950-1.155 

12.526 

13,148 

3,3 

4 

4 

783-950 

40,620 

42,627 

0.8 

— 

— 

7S3-950 

— 

_ 

0,9 

1 

1 

783-950 

9,776 

10,272 

0,2 

— 

_ 

676-783 

_ 

_ 

0,4 

1 

1 

517-692 

7,536 

7,920 

0.9 

1 

1 

505-614 

6,594 

6,924 

2 

2 

2 

492-599 

14,068 

14,376 

0.6 

— 

_ 

492-599 

— 

_ 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

3.8 

4 

4 

415-530 

22,317 

23,139 

6 

6 

6 

415-505 

35,722 

36,210 

- 

4.1 

4.1 

- 

30,150 

30,150 

213.S 

224.3 

224.3 

$2,094,834 

$2,217,613 

$2,257,153 

1 

1 

1 

$1,337-1,626 

$19,512 

$19,512 

1 

1 

1 

1.155-1,405 

16,860 

16,860 

3.7 

4 

4 

1,048-1,273 

61,044 

6L104 

12 

13 

13 

973-1,183 

172,979 

179,343 

1 

1 

1 

505-614 

7,368 

7,368 

6.9 

7.5 

7.5 

446-543 

47,741 

50,873 

- 

0.1 

0.1 

- 

945 

945 

27.6 


$295,423 


$326,449 


$336,005 


1 

1 

$1,475-1,793 

$21,516 

$21,516 

2 

2 

1,213-1,475 

34,560 

35,400 

1 

1 

1,100-1,337 

13,860 

14,556 

1 

1 

950-1,155 

13,860 

13,860 

6 

5 

973-1,183 

70,486 

70,925 

1 

1 

884-1,074 

12,888 

12,888 

COKRECTIONS 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Department  of  the  Youth  Authority 
DEPARTMENTAL  ADMIN9STRATION — Continued 


lU 


SALARIES  AKD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIiil)      (Auih.)      (Auth.) 


ACTUAL 
1967-58 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


DIVISION  OF  PAROLE  AND  COM- 
MUNITY SERVICES— Continued 

Administration — Continued  SALARY  RANGE 

Parole  agent  I 2.5           2.5           2.5  801-073  29,190  29 100 

Supvng  cleric  I 111  571-692  8,016  8,304 

Sr   stenographer    3              .3              3  50.5-614  22,104  22104 

Stenographer   II   3.2           4              4  446-543  24,284  25 1 ''3 

Parole  agent  training  (T.H.) -              2.8           2.8  -  26  910  ''e'oiO 

Parole  Services :  >  -  . 

Parole  agent  IV 5              5              5  1,100-1,337  80,220  80  220 

Parole  agent  III 28.9         29            29  973-1,183  409,.386  411 024 

Parole  agent  II 30.6         34            34  884-1,074  428,863  432  390 

Parole  agent  I 178.8       159.5       159.5  801-973  ]. 837,875             1,860,848 

Cor  casework  training  supvr 5              3              3  97.3-1,183  41 854  42  313 

Correctional  casework  trainee 5              3              3  614-710  25^560  25  560 

Sr   stenographer    15            16            16  505-614  114!414  116.070 

Sr  tj-pist-clerk 111  492-599  6,308  6,628 

TeletTpeT.-riter  operator 0.7           -              -  457-556 

Stenographer  II 15.4         13            13  446-543  82,504  83,592 

Clerk-typist  II 49.7         48            48  415-.n.30  300,523  304,146 

Clerk  II 2.3           3              3  415-505  16,842  17,388 

Stenographer  I 0.1           0.5           0.5  405-492  2,510  2  6.34 

Temporary  help -              0.4           0.4  -  1,950  l',950 

Communit.v  Delinquency  Control 
Project : 

Parole  agent  III 4              4              4  973-1,183  56.784  56.784 

Parole  agent  II 4              4              4  884-1,074  51.552  51.552 

Parole  agent  I 26.1         28            28  801-973  309,547  318,236 

Youth  authority  teacher -              2              2  _  17,040  17,904 

Correctional  casework   trainee 0.7           —              —  614—710  —  — 

Group  supervisor -              2              2  584-710  14.286  15,001 

Sr  stenographer 3              4              4  50.5-614  28,044  28,464 

Clerk-typist  II 7.8           8              8  41.5-530  48,445  49,697 

Community  Treatment : 

Supvr,  community  treatment  project  1.5           2              2  1,048-1,273  29,832  30,552 

Parole  agent  III 3              3              3  973-1,183  40,950  41,928 

Parole  agent  II 2.1           3              3  884-1,074  34,104  35,136 

Parole  agent  I 17.5         18            18  801-973  199,782  205,173 

High  school  teacher 1.2           1.5           1.5  f  18,231  18,483 

Group    supervisor    -              0.5           0.5  584-710  3,.594  3,774 

Sr  stenographer 1.9           2              2  50.5-614  14,706  14,736 

Clerk-typist  II 5.5           6              6  415-530  35,814  36,668 

Clerk-tvpist    I    0.2           -              -  377-157 

Temporary  help -              1              1  -  4,780  4,780 

Interstate  Compact  Unit : 

Parole  agent  III 111  973-1,183  13,374  14,031 

Parole  agent  II 111  884-1.074  12.888  12,388 

Sr  typist-clerk 111  492-599  7,188  7,188 

Stenographer   II   3              3              3  446-543  18,262  18,798 

Clerk-typist  II 111  415-530  6,335  6,360 

Guided  Group  Interaction  Program  : 

Parole  agent  III 0.8           1              1  973-1,183  11,676  12,276 

Parole  agent  II 0.9           1              1  884-1,074  12,888  12,888 

Parole  agent  I 3              5              5  801-973  54,022  55,236 

High  school  teacher 0.9           1              1  t  13,200  13,200 

Group  supervisor 0              0.5           0.5  584-710  3,594  3,774 

Sr  stenographer 111  50.5-614  7,368  7,.368 

Oerk-typift  II 111  415-530  6,135  6,360 

Community  Parole  Centers  Program  : 

Parole  agent  III 111  97.3-1,183  14,196  14,196 

Parole  agent  II 111  884-1.074  12,735  12,888 

Parole  agent  I 7              7              7  801-973  74,957  78,643 

Touth  Authority  teacher 0.8           1              1  t  13,200  13,200 

Group  supervisor 1              1.5           1.5  584-710  12,114  12,294 

Sr  stenographer 1               1               1        .  505-614  7,368  7,368 

Clerk-typist  II 1.7           2              2  415-.530  11,480  11,712 

Ventura  Intensive  Treatment  Program  : 

Parole  agent  III 0.5           1              1  973-1,183  13,866  14,196 

Parole  agent  II 0.4           1              1  884-1,074  11,926  12,531 

Parole  agent  I 17              7  801-973  69,825  73,348 

Stenographer  II 0.4           1               1  446-543  0.360  6,516 

Clerk-typist  II 0.4          1              1  415-530  5,985  6,285 

Totals.  Authorized  Positions  Division 
of  Parole  and  Community  Ser- 
vices     467.6       471.7       471.7  $4,625,.362           .$4,954,896           .$5,027,951 

Totals,  Authorized  Positions,  Depart- 
mental Administration 707          723.6       723.6  $7,015,619           $7,498,958           $7,621,109 

a  Reimbursement  for  these  positions  will  be  made  by  the  Institute  for  Study  of  Crime  &  Delinquency  in  accordance  with  contractual 

terms, 
b  1  Delinquency  prevention  consultant  I  and  .5  steno  II  authorized  effective  July  1,  1968  in  accordance  with  Chapter  1470  Statutes 

of  1968.  ,      „      ^       ,. 
1  Salary  range  determined  by  education  and  experience  in  accordance  with  "Ranges  and  Criteria  of  Application  for  Teachers." 
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Department  of  the  Youth  Authority 


COREECTIONS 


NORTHERN   CALIFORNIA   RECEPTION   CENTER  AND   CLINIC 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

67-68 
(Filled) 

68-69 
(A.lh.) 

69-70 
(Auth.) 

SALARY  RArreE 

1 
1 
1 
1 

1 
1 

1 
1 

1 
1 
1 
1 

§1,405-1,708 

1,100-1,337 

905-1,100 

505-614 

446-543 

415-530 

$20,496 

16,044 

13,200 

7,368 

6,516 

6,035 

$20,496 

16,044 

13,200 

7,368 

6,516 

6,060 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive : 

Superintendent  I,  CEA 

Asst  superintendent 

Business  manager  I 

Sr  stenographer  

Stenographer    II    

Clerk-typist  II 

Totals,  Authorized  Positions 


TREATMENT 

Classification  and  Counseling : 

Parole  agent  I 2 

Group  Living : 

Head  group  supervisor 

Asst  head  group  supervisor 

Sr  youth  counselor 

Sr  group  supervisor 

Youth   counselor   

Group  supervisor 

Stenographer   II   

Temporary  help 

Education : 

Supvr  of  academic  instruction  _. 

Instructor  in  industrial  arts 

Home  economics  teacher 

Arts  and  crafts  teacher 

Rec  and  physical  educ  teacher  — 

Recreation  therapist 

Stenographer    II    

Temporary  help 

Religion : 

Catholic  chaplain 

Protestant  chaplain   

Temporary  help 

Reception  and  Diagnosis : 

Staff  psychiatrist 

Sr  psychologist   

Supvng  social  worker  II 

Staff  psychologist   (counseling)   . 

Staff  psychologist  (clinical)   

School    psj'chologist    

High  school  teacher 

Supvng  social  worker  I 

Social  worker,  youth  authority  . 

Supvng  clerk  I 

Sr  typist-clerk  

Stenographer  II  

Clerk-typist  II 

File  clerk  II  

Temporary  help 

Totals,  Authorized  Positions  _ 


SUPPORT  AND  SUBSISTENCE 

Business  Services : 

Storekeeper  I  

Sr  typist-clerk 

Stock  clerk 

Clerk-typist    II    

Temporary  help 

Training : 

Temporary    help    

Personal  Care : 

Supvng   cook   II    

Supvng  cook   I   

Cook    

Baker   II    

Seamer-seamstress    

.Tanitor   foreman   I 

Barber 

■Janitor    

Food  service  asst  II 

Food  service  asst  I 

Temporary  help 


$66,233 


$801-973 


$69,659 


$23,352 


$69,684 


$23,352 


1 

1 

1 

863-1,048 

12,576 

12,576 

6 

6 

6 

746-905 

65,160 

65,160 

— 

7 

7 

710-863 

72,492 

72,492 

9 

2 

2 

676-S21 

19.704 

19,704 

— 

35 

35 

644^783 

302.002 

317,048 

63.7 

20 

20 

584-710 

166,212 

168,126 

1 

1 

1 

446-543 

6,516 

6,516 

2.9 

1.7 

1.7 

(18,670) 

12,888 

12,888 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

710-1,100 

12,576 

12,576 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

446-543 

6,516 

6,516 

0.5 

0.1 

0.1 

(3,754) 

683 

683 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 
(540) 

12,888 

12,888 

0.1 

0.2 

0.2 

1,140 

1,140 

1.4 

2 

2 

1,548-2,076 

44,986 

46,624 

1 

1 

1 

1,074-1,305 

15.660 

15,660 

1 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

1 

973-1,183 

12,327 

12,942 

2 

2 

2 

973-1,183 

28,392 

28,392 

1 

1 

1 

973-1,183 

14,196 

14,196 

3 

3 

3 

710-1,100 

37,698 

40,152 

0.9 

1 

1 

884-1,074 

12,888 

12,888 

6.7 

7 

7 

801-973 

78,657 

80,214 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

8.9 

9.5 

9.5 

415-530 

58,790 

59,3.54 

2 

2 

2 

415-50.- 

11,797 

12,095 

0.8 

- 

- 

(6,716) 
$1,032,451 

- 

- 

117.9 

118.5 

118.5 

$1,142,296 

$1,166,382 

1 

1 

1 

$530-676 

$7,728 

$7,728 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

480-584 

6.490 

6.812 

3 

3 

3 

415-530 

17,077 

17,636 

1.2 

0.1 

0.1 

(7.317) 

422 

422 

2.5 

1.3 

1.3 

(10,172) 

11,145 

11,145 

1 

1 

1 

660-801 

9,612 

9,612 

o 

9 

2 

571-764 

16,576 

16,608 

3 

3 

3 

517-692 

21,840 

22,176 

0.9 

1 

1 

571-692 

7.048 

7,391 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

457-556 

6.672 

6,672 

0.4 

0.5 

0.5 

469-571 

2,991 

3,147 

2 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

425-517 

6.204 

6.204 

2 

4 

4 

386-469 

21.984 

21.984 

0.3 

0.3 

0.3 

(1,251) 

1,730 

1,730 

CORRECTIONS 


Department  of  the  Youth  Authority 
NORTHERN   CALIFORNIA   RECEPTION   CENTER  AND   CLINIC— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.l       (Autfa.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 
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1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SUPPORT  AND  SUBSISTENCE— Continued 


Medical  Care : 

Chief  medical  officer 

Physician    and    surgeon    II 

Dentist    III    

Dentist   II  a   

Supvng  nurse  II 

Sr  clinical   lab   tech 

Surgical  nurse  I 

Graduate  nurse 

Medical  technical  asst 

X-ray  technician 

Dental   asst  a    

Temporary  help 

Plant  Maintenance : 

Chief  of  plant  operation  I 

Electrician    I    

Plumber    I    

Carpenter   I   

Painter   I    

Stationary   engineer   

Building  maintenance  man 

Auto  equipment  operator  I 

Groundsman 

Totals,   Authorized   Positions 

Totals,  Authorized  Positions,  Northern 
California  Reception  Center  and 
Clinic 


SALAEY  RANGE 

1 

1 

1 

1,79.3-2,268 

24,712 

25.942 

0.2 

1 

1 

1,548-2.076 

19,512 

20.496 

1 

1 

1 

1,626-1,976 

2.3,712 

23,712 

2 

3 

3 

1,47.5-1,793 

60,732 

61,608 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

746-905 

10,860 

10.860 

1 

1 

1 

676-821 

9,852 

9.852 

7 

7 

7 

628-764 

61,264 

62,032 

4 

4 

4 

584-746 

32,682 

33,.352 

1 

1 

1 

556-676 

8,112 

8.112 

3 

4 

4 

457-556 

24,702 

25.568 

0.2 

0.4 

0.4 

(3,211) 

5,240 

5,240 

1 

1 

1 

842-1,023 

12,276 

12,276 

1 

1 

1 

728-801 

9.612 

9.612 

1 

1 

1 

72.S-S01 

9,612 

9.612 

1 

1 

1 

692-764 

9.168 

9.168 

2 

2 

2 

692-764 

18,336 

18.336 

0.7 

1 

1 

692-764 

8,304 

8,7.36 

2.4 

2 

2 

584-644 

15,456 

15,456 

0.9 

1 

1 

584-644 

7,458 

7,728 

1 

1 

1 

505-584 

7,008 

7,008 

57.7 


60.6        60.6 


181.6      185.1      185.1 


$474,710 


$1,573,394 


$554,949 


$1,766,904 


$562,793 


$1,798,859 


a  One  dentist  II  and  one  dental  assistant  abolished  in  accordance  with  Section  20,  Budget  Act  of  1968. 


SOUTHERN   CALIFORNIA   RECEPTION   CENTER  AND   CLINIC 


ADMINISTRATION 


Executive : 

Superintendent  I 

Asst  superintendent 

Business  manager  II 

Sr   stenographer   

Stenographer   II   

Totals,  Authorized  Positions 


TREATMENT 


SALARY  RANGE 

1 
1 
1 
1 

2 

1 
1 
1 
1 
2 

1 

1 
1 
1 
2 

$1,405-1,708 

1,100-1, .337 

1,04,8-1,273 

505-614 

446-543 

$18,966 

16.044 

15,276 

7,368 

12,928 

$19,922 

16,044 

15.276 

7,368 

13,032 

$65,339 


$70,582 


$71,642 


Classification  and  Counseling : 

Parole  agent  III 1  1 

Parole  agent  I 1.9  2 

Clerk-typist  II 1  1 

Group  Living : 

Head  group  supervisor 1  1 

Asst  head  group  supervisor 4.8  5 

Sr  youth  counselor -  7 

Sr   group   supervisor    8.8  2 

Youth   counselor   -  37 

Group  supervisor 59.3  25 

Stenographer   II    1  1 

Temporary  help 3.7  1.9 

Education : 

Supvr  of  academic  instruction 1  1 

High  school  teacher -  1 

Instructor  in  industrial   arts 2  2 

Arts  and  crafts  teacher 1  1 

Eecr  and  physical  educ  teacher 3  3 

Stenographer   II   1  1 

Temporary  help 0.8  0.1 

Religion : 

Catholic   chaplain   1  1 

Protestant   chaplain   1  1 

Temporary  help 0.1  0.1 

Reception  and  Diagnosis : 

Staff  psychiatrists -  2 

Sr  psychologist  b -  — 

Supvng  social  worker  II 2  2 

Staff  psychologist  (clinical) 3.1  4 

School  psychologist 2  2 

Touth   authority  teacher 3  3 

For  footnotes  see  the  end  of  this  agency  presentation. 


_ 

973-1,183 

14,141 

_ 

2 

801-973 

22,116 

$22,628 

1 

415-530 

6,360 

6,360 

1 

863-1,048 

12,576 

12,576 

5 

746-905 

54,048 

54,300 

7 

710-863 

70.524 

71.988 

2 

676-821 

19,704 

19.704 

37 

644-783 

317,675 

333,959 

25 

584-710 

192,948 

200,438 

1 

446-543 

6,179 

6,490 

1.9 

(24,418) 

15,195 

15,195 

1 

998-1,213 

11,976 

12,576 

1 

710-1,100 

9,852 

10,356 

2 

710-1,100 

26,400 

26,400 

1 

710-1,100 

13.200 

13,200 

3 

710-1,100 

39,600 

39,600 

1 

446-543 

5,954 

6,2.56 

0.1 

(5,111) 

475 

475 

1 

884-1,074 

11,676 

12,276 

1 

884-1,074 

12.888 

12,888 

0.1 

(485) 

960 

960 

2 

1,548-2,076 

38,088 

40,476 

1 

1,074-1,305 

- 

13,536 

2 

973-1,183 

26.880 

27,516 

4 

973-1,183 

56.729 

56,7.84 

2 

973-1,183 

28,392 

28,392 

3 

710-1,100 

39,600 

39,600 
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CORRECTIONS 


Depcartment  of  the  Youth  Authority 
SOUTHERN   CALSFORNIA   RECEPTION   CENTER  AND   CLINIC — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1966-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


TREATMENT— Continued 

Reception  and  Diagnosis — Continued 

Supvng  social  worker  I 

Social   worker,    youth    authority    _ 

Supvug  clerk  I 

Sr  typist-clerk 

Stenographer   II   

Clerk-typist  II 

File  clerk  II 

Temporary    help    

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Business  Services : 

Accounting  officer  II 

Storekeeper  I  

Property  clerk  I 

Sr  typist-clerk 

Stock  clerk 

Accounting   technician   

Clerk-typist  II 

Account  clerk   II   

Temjiorary  help 

Training  : 

Temporary  help 

Personal  Care ; 

Supvng  cook  II  

Supvng   cook   I    

Cook  II  

Baker  II 

Seamer-seamstress 

Janitor  foreman  I 

Barber 

Janitor     

Food  service  asst  I 

Temporary    help    

Medical  Care : 

Chief  medical  oiEcer 

Physician  and  surgeon  II 

Dentist  III 

Dentist  II    

Supvng  nurse   II   

Sr  clinical  lab  tech 

Surgical  nurse  I 

Graduate  nurse 

X-ray  technician 

Dental  asst 

Plant  Maintenance : 

Chief  of  plant  operation  I 

Electrician  I    

Plumber  I 

Maintenance    mechanic    

Carpenter   I   

Painter   I    

Stationary  engineer   

Lead   groundsman   

Building  maintenance  man 

Auto  equipment  operator  I 

Temporary  help 

Totals,  Authorized  Positions 

Totals,  Authorized  Positions,  Southern 
California  Reception  Center  and 
Clinic 


SALARY  RANGE 

1 

1 

1 

884-1.074 

12,888 

12,888 

8.2 

11 

11 

801-973 

123,870 

126,504 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

10.7 

11 

11 

41.5-530 

67,572 

68,437 

2 

2 

2 

415-505 

11,920 

12,120 

3.1 

- 

- 

(34,251) 

$1,126,568 

- 

- 

131.5 

136.1 

136.1 

$1,292,394 

$1,326,886 

1 

1 

1 

$78.3-950 

$9,978 

$10,482 

1.8 

2 

2 

530-676 

13,908 

14,400 

1 

1 

1 

530-644 

7,188 

7,548 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

492-599 

7,160 

7,188 

2.9 

3 

3 

41.5-530 

17,4,50 

17,719 

1 

1 

1 

415-505 

6,060 

6.060 

0.4 

0.2 

0.2 

(1,425) 

780 

780 

3.4 

1.7 

1.7 

(21,343) 

14,088 

14,088 

1 

1 

1 

660-801 

9,612 

9,612 

2 

2 

2 

571-764 

16,608 

16,608 

2.6 

3 

3 

517-692 

20,602 

21,437 

0.9 

1 

1 

571-692 

6,852 

7,188 

1 

1 

1 

517-628 

6,740 

7,076 

1 

1 

1 

457-556 

6,672 

6,672 

1 

1 

1 

469-571 

5,766 

6,054 

2 

2 

2 

415-505 

11,795 

12,120 

4.8 

5 

5 

386-469 

26,793 

27,285 

0.7 

0.3 

0.3 

(3,098) 

1,870 

1,870 

1 

1 

1 

1,793-2,268 

27,216 

27,216 

1 

1 

1 

1,548-2,076 

23,148 

24,812 

1 

1 

1 

1.626-1,976 

23,712 

23,712 

4 

4 

4 

1,475-1.793 

85,809 

86,064 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

746-905 

10,860 

10,860 

0.9 

1 

1 

676-821 

9,852 

9,852 

« 

8 

8 

628-764 

72,032 

72,416 

1 

1 

1 

556-676 

8.112 

8,112 

4.9 

5 

5 

457-556 

32,457 

33,178 

1 

1 

1 

842-1,023 

12,276 

12,276 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

72S-S01 

9,612 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

692-764 

9,168 

9,168 

2 

2 

o 

692-764 

18,336 

18,.S36 

0.9 

1 

i 

692-764 

8,700 

9,132 

1 

1 

1 

530-644 

7,728 

7,728 

0.8 

1 

1 

584-644 

7,728 

7,728 

0.7 

1 

1 

584-644 

7,368 

7,728 

0.1 

0.1 

0.1 

(396) 

565 

565 

65.8 


65.3 


65.3 


$569,149 


$609,997 


203.3       207.4       207.4 


$617,578 


$1,761,056  $1,972,973  $2,016,106 

a  0.5  staff  psychiatrist  positon  abolished,  effective  July  1,  1968,  in  accordance  with  Section  20,  Budget  Act  of  1968. 
b  Position  temporarily  reclassified  in  the  past  and  current  years   to  parole  agent  III  for  training  purposes. 


CORRECTIONS 


Department  of  the  Youth  Authority 
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YOUTH  AUTHORSTY  CONSERVATION  CAMPS  FOR  BOYS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Adlfa.)        (Aath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATION 

Executive  : 

Camp  superintendent 

Asst  camp  superintendent 


Totals,  Authorized  Positions 


TREATMENT 

Classification  and  Counseling : 

Parole  agent  I 

Clerk-typist  II 

Temporary  help 

Group  Living : 

Catholic  chaplain    (intermit)    __ 
Protestant  chaplain   (intermit) 

Sr  youth  counselor 

Youth    counselor    

Group    supervisor   

Temporary  help 

Work  Experience : 

Youth   counselor   

Temporary   help 

Totals,  Authorized  Positions 50 


SUPPORT  AND   SUBSISTENCE 

Business  Services : 

Sr  typist-clerk 

Clerk-typist    II    

Training : 

Temporary  help 

Personal  Care : 

Physician  &  surgeon 

Supervising  cook  I : 

Temporary  help 

Totals,  Authorized  Positions 

Totals,  Authorized  Positions,  Youth 
Authority  Conservation  Camps  for 
Boys    


SALARY  DANCE 

$863-1,048 
746-905 

$87,322 


$50,804 
43,440 


$93,744 


56.3 


56.3 


$453,216 


$489,655 


73.1 


79 


79 


$646,826 


$698,437 


$50,304 
43,440 


$93,744 


1 

0.5 
0.7 

1 
0.5 

0.8 

1 

0.5 

0.8 

$801-973 
41.5-530 
(4,288) 

$11,676 
2,550 
7,161 

$11,676 
2,676 
7,161 

4 
24.4 

1.4 

0.8 
0.8 
4 
21 
4 
1.5 

0.8 
0.8 
4 
21 
4 
1.5 

884-1,074 

884-1,074 

710-863 

644-783 

584-710 

(27,688) 

6,112 
5,893 

41,424 

176,626 

24,528 

11,731 

6,112 

5,893 

41,424 

195,240 

29,292 

11,731 

16 
2 

20 
1.9 

20 
1.9 

644-783 
(16,516) 

185,592 
16,362 

186,414 
16,362 

$513,981 


1.3 
2.5 

3 
1 

3 
1 

$492-.599 
415-530 

$20,386 
6,060 

$20,686 
6,060 

0.9 

0.9 

0.9 

(5,032) 

6,220 

6,220 

1 

7.8 

1.6 

0.2 

8 

1.6 

0.2 

8 

1.6 

1,548-2,076 
571-764 
(14,156) 

$106,288 

4,099 
66,080 
12,193 

$115,038 

4,099 
66,432 
12,193 

15.1 

14.7 

14.7 

$115,690 

$723,415 


FRICOT   RANCH   SCHOOL   FOR   BOYS 


ADMINISTRATION 

Executive : 

Superintendent  I 

Asst  superintendent 

Business  manager  I 

Sr  stenographer  

Totals,  Authorized  Positions 


TREATMENT 

Classification  and  Counseling : 

Parole  agent  I 2.8 

Clerk-typist  II 

Temporary    help    1 

Group  Living : 

Head  group  supervisor 0.9 

Asst  head  group  supervisor 5 

Sr  youth  counselor — 

Sr  group  supervisor 4.9 

Youth   counselor   - 

Group  supervisor 28.6 

Temporary  help 0.1 


SALARY  RANGE 

$1,045-1,708 

1,100-1,337 

905-1,100 

505-614 

$60,552 


$20,496 
16,044 
13,200 
14,736 


$20,496 
16,044 
13,200 
14,736 


$64,476 


$64,476 


1 

1 

0.7 

1 
1 
0.7 

$801-973 
415-530 
(6,008) 

$10,524 
5,100 
7,103 

$11,038 
5,352 
7,103 

1 
5 
5 

22 
8    ■ 
0.2 

1 
5 
5 

22 
8 
0.2 

863-1,048 
746-905 
710-863 
676-821 

644-783 
584-710 
(7,888) 

11,928 
54,300 
50,016 

195,382 

62,242 

771 

12,526 
54,300 
50,450 

204,744 

64,468 

771 
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Dspcirtment  of  the  Youth  Authority 
FRICOT   RANCH   SCHOOL   FOR   BOYS—Continued 


CORRECTIONS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


1 
2 
3 
'± 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TREATMENT— Continued 

Education  : 

Supvr  of  academic  instruction 

Youth   authority   teacher 

High  school  teacher 

Elementary   teacher   

Music   teacher   

Recr  and  physical  edue  teacher 

Clerk-typist  II 

Tempoi-ary  help 

Psychiatric  Treatment : 

Staff  psychiatrist  a   

Supvr  of  special  treatment 

Staff  psychologist   (clinical) 

Supvng  social  worker  I 

Social  worker,  youth  authority 

Sr  typist-clerk 

Clerk-typist  II 

Religion  : 

Catholic  chaplain 

Protestant  chaplain 

Temporary  help 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Business  Services : 

Storekeeper  I  

Sr  typist-clerk 

Stock  clerk 

Stenographer  II  

Clerk-typist  II 

Temporary  help 

Training  : 

Temporary  help 

Security : 
Temporary  help 

Personal  Care : 

Supvng  cook  II 

Supvng  cook  I 

Cook    

Seamer-seamstress 

Janitor    

Asst  cook    

Food  service  asst  I 

Temporary  help 

Medical  Care : 

Physician  &  surgeon 

Supvng  nurse  I 

Graduate  nurse 

Hospital  aid 

Temporary  help 

Plant  Maintenance  : 

Chief  of  plant  operation  I 

Electrician  I    

Plumber  I 

Supvng  groundsman  I 

Carpenter  I    

P.ainter  I    

Institution  firefighter  (part-time) 

Group  supervisor 

Building  maintenance  man 

Auto  equipment  operator  I 

Laborer 

Totals,  Authorized  Positions 


1 

4 

5.1 

5.4 

1 

1 

3.8 

1.1 


0.8 
0.6 
1 


1 
1 
0.1 


71.2 


42.1 


Totals,     Authorized     Positions,     Fricot 

Ranch  School  for  Boys 118.3 


1 
5 
5 
6 
1 
1 
1 
1.5 


1 
1 
1 
3 
1 
2 

1 
1 
0.1 


42.3 


1 
5 
5 
6 
1 
1 
1 
1.5 


1 
1 
1 
3 

1 
2 

1 
1 
0.1 


76.5        76.5 


SALARY  RANGE 
998-1,213 
710-1,100 
710-1,100 
710-1,100 
710-1,100 
710-1.100 
415-.'i30 
(T,549) 


1,100-1,387 

973-1,183 

884-1,074 

801-973 

492-599 

415-530 

88-1-1,074 
884-1,074 
(125) 

$636,229 


14,556 
62,028 
56,112 
69.616 
13,200 
10.356 
6.085 
14,147 

16,044 
11,676 
12,735 
30,871 
7,188 
12,420 

12,735 

12,888 
950 


$760,973 


42.3 


123.8      123.8 


$266,350 


$963,131, 


$296,314 


$1,121,763 


a  Position  abolished  in  accordance  with  Section  20  of  the  Budget  Act  of  1968. 


PROPOSED 
1969-70 


14,556 
62,028 
58,197 
71.230 
13,200 
10.860 
6,360 
14,147 


16,044 
12,276 
12,888 
32,352 
7,188 
12,420 

12,888 

12,888 

950 


$781,224 


1 

1 

1 

$530-676 

$7,368 

$7,728 

1 

1 

1 

492-599 

6,204 

6,516 

0.9 

1 

1 

480-584 

6,516 

6,840 

0.5 

0.5 

0.5 

446-543 

3,258 

3,258 

0.9 

1.4 

1.4 

415-530 

8.244 

8,544 

0.7 

0.2 

0.2 

(2,705) 

1,114 

1,114 

0.5 

0.5 

0.5 

(2,732) 

5,490 

5,490 

1.4 

0.9 

0.9 

(8,317) 

6,702 

6,702 

1 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

571-764 

8,304 

8,304 

3 

3 

3 

517-692 

20,837 

21,829 

1 

1 

1 

517-628 

7,536 

7,536 

1.9 

2 

2 

415-505 

11,368 

11,636 

2.9 

3 

3 

425-517 

18,059 

18,337 

8.6 

9 

9 

386-469 

45,236 

47,195 

1.1 

1 

1 

(5,481) 

4,789 

4,789 

0.3 

0.3 

0.3 

1,548-2,076 

4,888 

4,888 

0.S 

1 

1 

746-905 

9,026 

9,472 

_ 

1 

1 

628-764 

7,728 

8,112 

1 

1 

1 

415-505 

6,060 

6,060 

2.3 

1.3 

1.3 

(11,080) 

7,045 

7,045 

1 

1 

1 

842-1,023 

12,276 

12,276 

1 

1 

1 

728-801 

9,612 

9,612 

] 

1 

1 

728-801 

9,612 

9,612 

o.s 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

0.7 

0.7 

0.7 

599-728 

6,132 

6,132 

0.3 

_ 

_ 

584-710 

— 

— 

2 

2 

2 

584-644 

15,456 

15,456 

1 

1 

1 

584-644 

7,218 

7,578 

0.5 

0.5 

0.5 

505-556 

3,336 

3,336 

$302,297 


$1,147,997 


CORRECTIONS 


Department  of  the  Youth  Authority 
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FRED   C.   NELLES   SCHOOL   FOR   BOYS 

UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

Zi 

67-68  68-69  69-70 
(Flllad)      (Aoth.)      (toth.) 

1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATION 

Executive : 

Superintendent  II 

Asst   superintendent    

Business  manager  II 

Sr  stenographer 

Stenograplier  II 

Temporary  help 

Totals,  Authorized  Positions 


TREATMENT 

Classification  and  Counseling : 

Parole  agent  III 

Parole  agent  II 

Parole  agent  I 

Stenographer  II  -- 

Clerk-typist  II 

Temporary  help 

Group  Living : 

Program   administrator 

Head  group  supervisor 

Asst  head  group  supervisor 

Sr  youth  counselor 

Sr  group  supervisor 

Youth   counselor   

Group  supervisor 

Temporary  help 

Education  : 

Supervisor  of  education 

Supvr  of  academic  instruction  _ 

Youth  authority  teacher 

High  school  teacher 

Elementary  teacher 

Music   teacher   

Instructor  in  industrial  arts 

Instructor,  landscape  gardening 

Arts  and  crafts  teacher 

Ree  and  physical  educ  teacher 

Librarian  II 

Stenographer  II  

Clerk-typist  II 

Temporary  help 

Psychiatric  Treatment: 

Staff  psychiatrist 

Supvr  of  special  treatment 

Staff  psychologist   (clinical)-, 

Supvng  social  worker  I 

Parole  agent  I 

Social  worker,  youth  authority- 

Sr  stenographer 

Clerk-typist  II 

Temporary  help 

Religion  : 

Catholic   chaplain   

Protestant   chaplain   

Temporary  help 

Totals,  Authorized  Positions  _ 


SUPPORT  AND   SUBSISTENCE 

Business  Services : 

Accounting  officer  II 

Storekeeper  II  

Property  clerk  I 

Senior  typist-clerk 

Stock  clerk 

Accounting  technician 

Stenographer  II  

Clerk-typist  II 

Account  clerk  II 

Temporary  help 


1 
1 
1 
1 
2 
0.1 


6.1 


S.\L.\TiT  RANGE 

$1,548-1,882 

1,100-1,337 

1,048-1,273 

50.5-614 

446-543 

(1,308) 

$71,411 


$19,758 

16,044 

15,276 

7,368 

13,032 


$71,478 


1 

1 

1 

$783-950 

$11,400 

1 

1 

1 

614-783 

8,952 

1 

1 

1 

530-644 

7,728 

1 

1 

1 

492-599 

7,188 

2 

2 

2 

480-584 

13,218 

1 

1 

1 

492-599 

7.188 

1 

1 

1 

446-543 

6.516 

4  5 

4.5 

4.5 

415-530 

26,895 

2 

2 

2 

415-505 

10,792 

0.5 

0.4 

0.4 

(1,980) 

2,471 

$20,751 

16.044 

15,276 

7,368 

13,032 


$72,471 


1 

1 

1 

$973-1,183 

$14,196 

$14,196 

1 

1 

1 

884-1,074 

12,888 

12,888 

6 

6 

6 

801-973 

65,766 

68,179 

1.9 

2 

2 

44r>-543 

12.980 

13.032 

1.5 

1.5 

1.5 

415-530 

9.365 

9,390 

0.3 

0.1 

0.1 

(2,083) 

2,771 

2,771 

2 

2 

2 

998-1.213 

28,416 

29,112 

1 

1 

1 

863-1,048 

12,576 

12,576 

4.9 

5 

5 

746-905 

53,880 

54,300 

_ 

13 

13 

710-863 

127,078 

129,840 

14.2 

2 

2 

676-821 

19.362 

19,704 

_ 

47 

47 

644-783 

404,760 

425.004 

76 

35 

35 

584-710 

274,896 

282,220 

8.9 

4.7 

4.7 

(57,821) 

43,031 

44,363 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

2 

2 

2 

998-1,213 

29,112 

29,112 

5.3 

7 

7 

710-1,100 

85,704 

86,712 

17 

20 

20 

710-1,100 

247,950 

267,673 

3.3 

3 

3 

710-1,100 

37,016 

37.960 

1.6 

2 

2 

710-1.100 

23,178 

23.682 

3 

3 

3 

710-1,100 

35.514 

36,006 

9 

2 

2 

710-1,100 

23,381 

24,544 

2 

2 

2 

710-1,100 

24,968 

25,176 

8.9 

4 

4 

710-1.100 

45.762 

46,734 

_ 

1 

1 

644-783 

10,356 

10.860 

2 

2 

2 

446-543 

12.902 

13.032 

0.5 

0.5 

0.5 

415-530 

3,030 

3,030 

3.5 

1.5 

1.5 

(23,491) 

16,733 

16,733 

0.1 

1 

1 

1.548-2.076 

24,312 

24.912 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

2.7 

3 

3 

973-1,183 

40,068 

40,668 

1 

1 

1 

884-1.074 

12,888 

12,888 

1.5 

-, 

_ 

801-973 

— 

— 

1.7 

4 

4 

801-973 

47,041 

45,063 

1 

1 

1 

505-614 

6,438 

6.756 

3.5 

4.5 

4.5 

415-530 

27,122 

27,997 

0.7 

- 

- 

(12,226) 

- 

- 

1 

1 

1 

884-1,074 

12,480 

12,888 

0.9 

1 

1 

884-1.074 

10,995 

11,538 

0.1 

0.1 

0.1 

(795) 

1,650 

1,650 

181 

189.9 

189.9 

$1,617,732 

$1,892,653 

$1,955,277 

$11,400 

8,952 

7,728 

7,188 

13,524 

7,188 

6,516 

27,270 

11,336 

2,471 


118 


Depcirf  ment  of  the  Youth  Authority 


CORRECTIONS 


FRSD   C.   NiLLES   SCHOOL   FOR   BOYS — Cositmi^ed 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SUPPORT  AND   SUSSISTENCE— Continued 


Training : 

Training  asst , 

Temporary  help 

Personal  Care  : 

Supvng  cook  II  

Shoemalier    

Supvng  cook  I  

Cook  II 

Baker  II 

Seamer-seamstress 

Supvng  housekeeper  I 

Barber 

Laundryman 

Janitor    

Housekeeper 

Laundress 

Food  service  asst  II 

Food  service  asst  I 

Temporary  help 

Medical  Care  : 

Physician  and  surgeon  II 

Dentist  II 

Supvng  nurse  I 

Graduate  nurse 

Dental  asst 

Plant  Maintenance : 

Chief  of  plant  operation  I 

Supervisor  of  building  trades 

Electrician   I   

Plumber   I   

Automobile  mechanic 

Supvng   groundsman   I    

Carpenter  I 

Painter   I 

Stationary  engineer 

Heavy  truck  driver 

Stationary  fireman 

Building  maintenance  man 

Auto  equipment  operator  I 

Groundsman     

Group   supervisor 

Totals,  Authorized  Positons 

Totals,  Authorized    Positions,    Fred   C. 
Nelles  School  for  Boys 


SALAKY  EANGE 

0.7 

1 

1 

783-950 

11.175 

11,400 

3.4 

2.6 

2.6 

(25,838) 

25,236 

25,236 

1 

1 

1 

660-801 

9.612 

9,612 

1 

1 

1 

628-764 

9,168 

9,168 

2.4 

3 

3 

571-764 

22,744 

23,458 

3 

3 

3 

517-692 

20,868 

21,779 

1 

1 

1 

571-692 

7.536 

7,920 

1 

1 

1 

517-628 

7.536 

7,536 

0.9 

1 

1 

457-556 

6,516 

6,672 

1.9 

2 

2 

4C9-571 

12,931 

13,238 

9 

2 

2 

446-543 

13,032 

13,032 

1.8 

2 

2 

415-505 

10,506 

11,037 

1.4 

1.5 

1.5 

415-505 

9,078 

9,090 

1 

1 

1 

425-517 

6,204 

6,204 

2 

2 

2 

425-517 

12,016 

12.308 

9.5 

9.5 

9.5 

386-469 

51,321 

52,558 

1.1 

0.6 

0.6 

(5,185) 

4,094 

4,094 

0.2 

1 

1 

1,548-2,076 

18,576 

19,512 

1 

1 

1 

1,475-1,793 

21,516 

21,516 

1 

1 

1 

746-905 

10,860 

10,860 

5 

5 

5 

628-764 

45,840 

45,840 

1 

1 

1 

457-556 

6,360 

6,672 

1 

1 

1 

842-1,023 

12,276 

12,276 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

676-821 

8,952 

8,952 

1 

1 

1 

614-746 

8,952 

8,952 

2 

2 

2 

G92-764 

18,336 

18,336 

3 

3 

3 

692-764 

27,504 

27,504 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

614^676 

8,112 

8,112 

4 

4 

4 

628-692 

33,216 

33,216 

1.7 

2 

2 

584-644 

16,248 

16.680 

0.9 

1 

1 

584-644 

7,728 

7,728 

1 

1 

1 

50.5-584 

6,672 

7,008 

1 

1 

1 

584-710 

8,520 
$641,105 

$2,605,236 

8,520 

79.9 

81.1 

81.1 

$570,605 

$2,259,748 

$649,115 

267 

277 

277 

$2,676,863 

NORTHERN   CALIFORNIA   YOUTH   CENTER 


CENTRAL  FACILITIES 
ADMINISTRATION 


Executive : 

Superintendent  II,  CEA 

Business  manager 

Secretary   I   

Stenographer   II   

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Business  Services : 

Accounting  officer  III 

Procurement  service  officer  II  __ 

Storekeeper  III  

Property  clerk  II 

Accountant  trainee 

Storekeeper  I  

Sr  typist-clerk 

Stock  clerk 

Accounting  technician 

Stenographer    II   

Clerk-typist    II    

Clerk   II   

Bookkeeping  machine  operator  I 

Account   clerk   II   

Temporary  help 


1.3 
1 

1 
1 


4.3 


SAI.ATiY  EANGE 

$1,548-1,882 

1,273-1,548 

584-710 

446-543 

$55,321 


$22,139 

16,860 

8,520 

5,490 


$22,584 

17,700 

8,520 

5,766 


$53,009 


$54,570 


1 

1 

1 

$950-1,155 

$12,680 

$13,310 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9,174 

9,624 

1 

1 

1 

614-746 

8,952 

8,952 

0.6 

1 

1 

644-746 

7,920 

8,316 

2.9 

3 

3 

530-676 

22,284 

22,914 

2 

2 

2 

492-599 

13,592 

14,264 

1 

1 

1 

480-584 

5,960 

6,260 

- 

1 

1 

492-599 

492 

5,934 

2 

2 

2 

446-543 

12,133 

12,746 

6.5 

7 

7 

415-530 

40,737 

41,895 

0.9 

1 

1 

415-505 

5,264 

5,530 

1 

1 

1 

415-505 

6,060 

6,060 

3 

3 

3 

415-.505 

16.6.36 

17,480 

0.1 

0.2 

0.2 

(573) 

1,250 

1.250 

CORRECTIONS 
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NORTHERN   CALIFORNIA   YOUTH   CENTER — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auih.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
82 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CENTRAL  FACILITIES— Continued 
SUPPORT  AND  SUBSISTENCE— Continued 

Training : 

Training  officer  I 

Training  asst 

Clerk-typist  II 

Temporary  help 

Security : 

Asst  head  group  supervisor 

Sr  group  supervisor 

Group   supervisor   

Temporary  help 

Personal  Care : 

Food  administrator  II 

Supvng   cook   II   

Laundry   supervisor   II 

Supvng  cook  I  

ConI;  II 

Baker  II 

Janitor   foreman   II   

Seamer-seamstress 

Baker    I    

Laundryman     

Janitor    

Laundress 

Asst  cook   I 

Food  service  asst    I 

Temporary    help    

Medical  Care  : 

Chief  medical   officer   

Physician  and  surgeon  II 

Staff  psychiatrist "   

Dentist   11    

Supvng    nurse   II    

Sr  clinical  lab  techn 

Supvng  nurse  I 

Surgical  nurse  I 

Medical  technical  asst 

Dental   asst    

Stenographer   II   

Plant  Maintenance : 

Chief  of  plant  operation  III 

Chief  engineer  I   .. 

Supervisor  of  building  trades 

Institution   fire   marshal 

Electrician   I   

Plumber    I    

Automobile  mechanic 

Maintenance    mechanic    

Supvng  groundsman  I 

Carpenter  I   

Painter   I    

Locksmith 

Stationary  engineer   

Refrigeration  engineman 

Inst  firefighter    (part-time)    

Automotive  equipment  operator 

Stationary  fireman 

Building  maintenance  man 

Auto   equipment  operator  I 

Groundsman 

Laborer   

Stenographer  II  

Temporary  help 

Totals,  Authorized  Positions 

Totals,    Authorized    Positions,    Central 
Facilities    

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

1 

1 

1 

950-1,155 

12,.576 

13,200 

0.9 

1 

1 

7S3-9.50 

10.682 

9,852 

1 

1 

1 

415-530 

5,691 

5,985 

0.7 

0.3 

0.3  . 

(3,498) 

1,520 

1,520 

1 

1 

1 

746-905 

10,860 

10,860 

5 

5 

5 

676-821 

48.386 

49,260 

4.8 

5 

5 

584-710 

40,058 

41,390 

2.6 

0.3 

0.3 

(16,862) 

1,640 

1,640 

0.9 

1 

1 

884-1,074 

11,584 

12.176 

1 

1 

1 

660-801 

8,520 

8,952 

1 

1 

1 

628-764 

8,304 

8,736 

2.9 

3.2 

3.2 

571-764 

26,090 

26,350 

2.7 

4.2 

4.2 

517-692 

29,820 

30.560 

1 

1 

1 

571-692 

8,304 

8,304 

0.9 

1 

1 

530-644 

6.980 

7,.338 

1 

1 

1 

517-628 

6,908 

7.246 

1 

1 

517-628 

3.102 

6.5.55 

2.6 

3 

3 

446-543 

16.861 

17,701 

5.8 

7 

7 

415-505 

37,359 

40.222 

4 

6 

6 

425-517 

27,567 

33,999 

14.5 

19 

19 

425-517 

90.941 

109,275 

13 

16 

16 

886-469 

81,582 

84,790 

0.8 

(3,241) 

- 

- 

0.5 

1 

1 

1,79.3-2,268 

22,584 

23.712 

1 

1 

1 

1,548-2,076 

23,712 

28,712 

1 

1 

1 

1,475-1,793 

21,516 

21,516 

0.9 

1 

1 

821-998 

11,928 

11,976 

1 

1 

1 

746-905 

10,860 

10,860 

0.1 

_ 

746-905 

— 

— 

0.6 

1 

1 

676-821 

9.8.52 

9,852 

9.6 

11 

11 

584-746 

79,080 

86,692 

1 

1 

1 

457-556 

6.672 

6,672 

1 

1 

1 

446-543 

6,054 

6,860 

1 

1 

1 

1,023-1.243 

14,916 

14,916 

1 

1 

1 

801-927 

10,780 

11,124 

1 

1 

1 

801-927 

11,124 

11,124 

0.8 

1 

1 

728-884 

9,132 

9,575 

1.8 

2 

2 

72.8-801 

19,224 

19,224 

2 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

676-821 

8,952 

8.9.52 

2 

3 

3 

728-801 

20,680 

28.032 

1 

1 

1 

614-746 

8,592 

8,952 

1 

1 

1 

692-764 

9,168 

9,168 

2 

2 

2 

692-764 

18,836 

18,336 

1 

1 

1 

692-764 

9.168 

9.168 

3 

3 

3 

692-764 

27.504 

27.504 

0.8 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

599-728 

8,760 

8,760 

1 

1 

644-710 

8,112 

8,520 

4 

4 

4 

628-692 

33,024 

38.216 

1.7 

2 

2 

584-644 

14,916 

15,276 

6 

7 

7 

584-644 

46.952 

53,586 

3.6 

5 

5 

50.5-584 

80,560 

33,670 

1 

1 

1 

505-556 

6,672 

6.672 

1 

1 

1 

446-543 

6,516 

6.516 

0.3 

0.6 

0.6 

(1.957) 

$1,028,028 

4.820 

4,820 

147.8 

168.8 

168.8 

$1,219,.553 
$1,272,562 

$1,299,877 

152.1 

172.8 

172.8 

$1,083,849 

$1,354,447 
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NORTHERN   CMIFOSJMiA  YOUTH   CENTER— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


O.  H.  CLOSE  SCHOOL   FOR   BOYS 
ADMINISTRATION 


9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


1 
1 
1 
0.5 


3.5 


1 

1 
1 
0.5 


3.5 


Executive : 

Superintendent  I,  CEA 

Assistant  superintendent 

Sr  stenograplier 

Stenographer  II   

Totals,  Authorized  Positions 


TREATMENT 

Classification  and  Counseling : 

Temporary  help 

Group  Living : 

Treatment  team  supervisor 

Sr  youth  counselor 

Youth   counselor   

Temporary  help 

Education ; 

Supervisor  of  education 

Supvr  of  academic  instruction 

Youth  authority  teacher 

High  school  teacher 

Elementary  teacher 

Music  teacher 

Instructor  in  industrial  arts 

Instructor  in  general  shop 

Arts   and  crafts   teacher 

Rec  and  physical  ed  teacher 

Stenographer   II   

Temporary  help 

Psychiatric  Treatment : 

Supvr  of  special  treatment 

Staff  psychologist   (clinical) 

Supervising  social  worker  I 

Social  worker,  youth  authority 

Sr  typist-clerk 

Clerk-typist  II 

Religion  : 

Catholic   chaplain   

Protestant   chaplain    

Temporary  help 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Business  Services : 

Storekeeper  I  

Clerk-typist  II 

Training  : 

Temporary  help 

Security : 

Head  group  supervisor 

Asst  head  group  supervisor 

Group  supervisor 

Temporary    help    

Personal  Care : 

Barber     

Totals,   Authorized  Positions 


Totals,     Authorized     Positions,     O.    H 

Close  School  for  Boys 137.5 


KARL   HOLTON   SCHOOL  FOR  BOYS 
ADMINISTRATION 


1 
1 
1 
0.5 


3.5 


SALARY  KANGB 

$1,405-1,708 

1,100-1,337 

505-614 

446-543 

$42,049 


$18,810 

16,044 

7,368 

3,027 


$45,249 


$19,758 

16,044 

7,368 

3,180 


$46,350 


2.9 

2.9 

2.9 

($19,834) 

$21,380 

$21,380 

4 

4 

4 

863-1,048 

48,414 

50,054 

7.9 

8 

8 

710-863 

81.926 

82,386 

33.6 

34 

34 

644-783 

309.401 

315,346 

0.9 

0.4 

0.4 

(6,170) 

3,690 

3,690 

1 

1 

1 

1,100-1,337 

16,044 

16.044 

1 

1 

1 

998-1,213 

14,5.56 

14.5.56 

1.2 

1 

1 

710-1,100 

13,096 

13.200 

3.3 

4 

4 

710-1,100 

50,910 

55,380 

11.1 

12 

12 

710-1,100 

133,169 

l.SR.SflO 

1 

1 

1 

710-1,100 

11,976 

12,576 

3 

3 

3 

710-1,100 

34,668 

36,402 

1 

1 

1 

710-1,100 

13.200 

13,200 

3.9 

4 

4 

710-1,100 

43,836 

45,4.53 

3 

3 

3 

710-1,100 

39,600 

39,600 

1.5 

1.5 

1.5 

446-543 

9.231 

9,696 

2 

2.5 

2.5 

(16,514) 

21,690 

21,690 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

1 

884-1,074 

12.480 

12.888 

7.7 

8 

8 

801-973 

89,220 

90,768 

1 

1 

1 

492-599 

7,076 

7,188 

4.9 

5 

5 

415-530 

30,900 

31,500 

1 

1 

1 

884-1,074 

11,081 

11,630 

1 

1 

1 

884-1.074 

12,888 

12.888 

0.1 

0.2 

0.2 

(621) 
$953,402 

2,500 

2,500 

101 

103.5 

103.5 

$1,063,172 

$1,089,145 

1 
3 

1 
3 

1 
3 

$530-676 
415-530 

$6,360 
17,592 

$6,672 
18,030 

1.2 

2.1 

2.1 

(8,907) 

18,000 

18,000 

1 

4 

19.9 
2 

1 
4 
21 
0.7 

1 
4 
21 
0.7 

863-1,048 
746-905 
584-710 
(12,669) 

12,026 
43,440 
163.832 
6,160 

12,576 

43,440 

170,300 

6,160 

0.9 

1 

1 

469-571 

5,789 
$273,199 

6,079 

33 

33.8 

33.8 

$243,276 

$281,257 

137.5 

140.8 

140.8 

$1,238,727 

$1,381,620 

$1,416,752 

secutive : 

Superintendent  I,  CEA 

Asst   superintendent   

Sr    stenographer    

Stenographer   II   

1 
1 
1 
0.3 

1 

1 
1 
0.5 

1 

1 
1 
0.5 

$1,405-1,708 

1,100-1,337 

505-614 

446-543 

$17,773 

16,044 

7,368 

2,745 

$43,930 

$18,654 

16,044 

7,368 

2,883 

Totals,  Authorized  Positions 

3.3 

3.5 

3.5 

$41,148 

$44,949 
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NORTHERN   CALIFORNIA   YOUTH   CENTER- 

—Continued 

tlJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 

1967-68 

ESTIMATED 
1968-69 

PROPOSED 

1969-70 

-1 

67-68  68-69  69-70 
(FHIjiI)      (Auih.l       (Anlh.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


KARL    HOLTON   SCHOOL   FOR   BOYS— Continued 
TREATMEMT 

Clnssification  and  Counseling : 

Temporary    help    

Group  Living : 

Treatment   team   supervisor 

Sr  youth  counselor 

Youth    counselor    

Temporary  help 

Education : 

Supervisor  of  education 

Supvr  of  academic  instruction  . 

Youth  Authority  teacher 

Hiffh  school  teacher 

Elementary  teacher 

Music   teacher   

Teacher  of  mentally  retarded  — 

Business  education  teacher 

Instructor  in  industrial  arts  _— 

Instructor  in  auto  mechanics  _. 

Instructor,  janitorial  service 

Instructor,  landscape  gardening 

Arts  and  crafts  teacher 

Eecr  and  physical  educ  teacher- 
Stenographer   II   

Temporary  help 

Psychiatric  Treatment : 

Supvr  of  special  treatment 

Staff  ps.vchologist   Cclinical) 

Supvng  social  worker  I 

Parole  agent  I 

Social  worker,  youth  authority 

Sr  typist-clerk 

Clerk-t.vpist  II 

Religion : 

Catholic  chaplain   

Protestant  chaplain 

Temporary  help 

Totals,  Authorized  Positions 55.5 

SUPPORT  AND  SUBSISTENCE 

Business  Services : 

■  Storekeeper   I    1 

Clerk-typist   II   3 

Training : 

Temporary    help    0,8 

Security  : 

Head  group  supervisor 1 

Asst  head  group  supervisor 4 

Group   supervisor   12.3 

Temporary    help    1.5 

Personal  Care : 

Barber    0.8 


SALARY  RANGE 

1.1 

1.5 

1.0 

($8,411) 

§11,940 

§11,940 

2.S 

4 

4 

863-1.048 

41.956 

48.336 

4 

8 

8 

710-863 

55,446 

76.170 

16.1 

32 

32 

644-783 

197,538 

271.868 

0.6 

0.2 

0.2 

(3,878) 

2,170 

2,170 

1 

1 

1 

1,100-1.337 

16.044 

16,044 

1 

1 

1 

998-1.213 

13.310 

13.976 

1 

6 

6 

710-1.100 

36,707 

76,404 

4.8 

7 

7 

710-1.100 

57.845 

75,792 

3 

3 

3 

710-1,100 

30.606 

32.154 

0.6 

1 

1 

710-1,100 

10,146 

10.6.50 

— 

1 

1 

821-998 

4,581 

10.104 

0.7 

1 

1 

710-1 .100 

9,248 

9,700 

0.7 

2 

2 

710-1.100 

14.811 

20.838 

0.4 

1 

1 

710-1.100 

13.200 

13.200 

1 

1 

1 

710-1,100 

10,356 

10.860 

0.6 

1 

1 

710-1,100 

3,817 

10.062 

1.4 

3 

3 

710-1.100 

26,283 

33,786 

1.4 

3 

3 

710-1.100 

23,072 

30,816 

1 

1.5 

1.5 

446-543 

7,292 

9,070 

0.5 

2 

2 

(3,546) 

18,360 

18,360 

1 

1 

1 

1.100-1.337 

16,044 

16,044 

0.3 

1 

1 

973-1.183 

11,676 

12.276 

1 

1 

1 

884-1.074 

11,876 

12,480 

0.3 

_ 

_ 

801-973 

— 

_ 

3.7 

8 

8 

801-973 

62,340 

88.851 

1 

1 

1 

492-599 

7,188 

7,188 

2.6 

5 

5 

415-530 

22,377 

28,905 

0.9 

1 

1 

884-1,074 

11,081 

11,6.30 

0.9 

1 

1 

884.-1.074 

11,081 

11.630 

0.1 

0.2 

0.2 

(144) 

2,.500 

2,500 

100.4       100.4 


$512,844 


$760,891 


Tot.als,  Authorized  Positions 

Totals,  Authorized  Positions,  Karl 
Holton   School   for    Boys 


24.4 


34 


84 


83.2      137.9      137.9 


469-571 

§185,845 


§739,837 


6,852 


$235,578 


$1,040,399 


DEWITT  NELSON  YOUTH   CONSERVATION 
TRAINING  CENTER 

ADMINISTRATION 

Executive : 

Superintendent   I.    CEA    0.4           1               1  §1,40.5-1,708 

Asst   superintendent 0.5           1               1  1,100-1,337 

Sr  stenographer 111  505-614 

Totals,  Authorized  Positions 1.9  3  3  §20,526 

Totals,    Authorized    Positions,    DeWitt 

Nelson    School   for    Boys 1.9  3  3  $20,526 

Totals,    Authorized    Positions,    North- 
ern California  Youth  Center 374.7       454.5       4-54.5  $3,082,439 

a  Positions  abolished  in  accordance  with  Section  20  of  the  Budget  Act  of  1968. 


$993,804 


1 

3 

1 
3 

$530-676 
415-530 

86,756 
17,905 

.'!7,098 
:  8,180 

1.3 

1.3 

(5,803) 

10,980 

10,980 

1 

4 
2 
0.7 

1 
4 
22 
0.7 

86.3-1.048 
746-905 
584-710 
(10,030) 

12.276 

42,936 

131,713 

6,160 

12.576 

43,440 

174,428 

6,160 

6.852 


§279,714 


$1,318,467 


$16,860 

13,200 

7,368 

$17,700 

13,860 

7,368 

$37,428 
$37,428 

$38,928 
$38,928 

$3,732,009 

$4,128,.594 
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SOUTHER^J   CAUmRNIA  YOUTH   CENTER 

UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-J 

67-68  68-69  69-70 
(FillBdl      (Aulh.)       (Aulh.) 

3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
IT 
IS 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CENTRAL   FACILITIES 


SUPPORT  AND  SUBSISTENCEa 

Business  Services : 

Business  manager   (corr  fac) 

Accounting  officer  (st  inst) 

Procurement  service  off  I 

Storekeeper  III  

Snpvng  clerk  I 

Storekeeper    I    

Propertv  clerk  I 

Stock  clerk 

Accounting  technician 

Sr  stenographer 

Clerk-tvpist  II 

Clerk-tvpist  II 

Clerk   II   

Bookkeeping  macli  operator  I 

Account  clerk  II 

Training  : 

Training  ofiicer  I 

Stenographer  II   

Temporary  help 

Personal  Care : 

Food  manager 

Supvng  cook  II  

Supvng  cook  I  

Storekeeper  I  

Janitor  foreman  III 

Seamer-seamstress 

Barbershop  manager 

Cook  I 

Janitor    

Temporary  help 

Medical  Care : 

Chief  medical  officer 

Physician  and  surgeon  II 

Dentist  II 

Supvng  nurse  I 

Medical  technical  asst 

Dental  asst 

Stenographer  II   

Plant  Maintenance : 

Chief  of  plant  operation  III 

Chief  engineer  I 

Voc  ivork  exper  projects  supvr 

Institution  fire  marshal 

Electrician  I 

Supvng  groundsman  I 

Locksmith 

Stationary  engineer 

Stationary  iireman 

Building  maintenance  man 

Auto  enuipment  operator  I 

Clerk-typist  II 

Totals.  Authorized  Positions,  Cen- 
tral Facilites 


YOUTH  TRAINING  SCHOOL 
ADMINISTRATION 


Executive : 

Superintendent  II,  C.E.A.   

Business  manager  (corr  fae)  » 

Asst  superintendent 

Secretary  I  

Sr   stenographer  a   

Stenograiiher   II   

Totals.  Authorized  Positions 


TREATMENT 

Classification  and  Counseling : 

Parole  agent  III 1  1 

Staff  psychologist  (clinical) -  3 

Parole  agent  II 2  3 

Parole  agent  I 11.8  9 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALAEY  RANGE 

1 

$1,273-1.548 

_ 

$18,576 

1 

863-1.048 

_ 

12.-^76 

1 

783-950 

_ 

11.310 

1 

676-S21 

_ 

9.852 

1 

571-692 

_ 

8,304 

2 

530-676 

_ 

15.306 

1 

530-644 

_ 

7,728 

1 

4S0-5S4 

_ 

7.008 

1 

492-599 

— 

7.188 

1 

505-614 

_ 

7,368 

1 

415-530 

— 

6,060 

3 

415-530 

_ 

16,042 

1 

415-505 

— 

5.960 

1 

415-505 

— 

6,060 

3 

415-505 

- 

16,144 

1 

950-1,155 

_ 

12.992 

0.5 

446-543 

_ 

3.258 

4.9 

(37,607) 

- 

41,193 

1 

884-1,074 

_ 

12.SSS 

1 

660-801 

— 

9.024 

4 

571-764 

— 

32.992 

2 

530-676 

— 

14.568 

1 

584-710 

— 

8,520 

1 

517-628 

— 

7.536 

2 

517-628 

— 

15.072 

19 

425-517 

_ 

114,650 

1 

415-505 

_ 

5,760 

0.2 

(2,105) 

- 

1,041 

1 

1.793-2.26S 

_ 

27.216 

1 

1,548-2.076 

— 

24.912 

1.5 

1,47.5-1,793 

— 

31,600 

1 

746-905 

_ 

10.860 

8 

584-746 

— 

68,160 

1 

457-556 

. 

6,672 

1 

446-543 

- 

6,516 

1 

1,023-1.243 

_ 

14.916 

1 

801-927 

_ 

11.124 

2 

764-S84 

_ 

20.384 

1 

72S-8S4 

_ 

10.608 

1 

728-801 

_ 

9.612 

1 

614-746 

_ 

8.952 

1 

692-764 

_ 

9.168 

2 

692-764 

_ 

]8..336 

4 

628-692 

— 

33.024 

1 

584-044 

_ 

7.728 

6 

584-644 

_ 

46.368 

1 

415-530 

- 

6,060 

95.1 


$1,.54.8-1.S82 

1,27.3-1..548 

1,100-1,337 

584-710 

505-614 

446-543 

$69,264 


$22,584 

18,576 

16,044 

8..520 

7.368 

6.516 


$79,608 


$808,092 


$22,584 

16,044 
8,520 

6,516 


$53,664 


1 

$973-1.183 

$14,196 

$14,196 

3 

973-1.183 

35.028 

36.828 

3 

8S4-1.074 

36,384 

36,900 

9 

801-973 

101,040 

102,874 
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SOUTHERN   CALIFORNIA  YOUTH   CENTER- 

-Continued 

tlJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_J 

67-68  68-69  69-70 
(Fillid)      (Aulh.)      (Aulh.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YOUTH   TRAINING  SCHOOL— Continued 
TREATMENT— Continued 


Classification  and  Counseling — Continued 

Siipvng  clerk-typist  I 

Stenograpber    II    

Clerk-typist  II 

File  clerk  II 

Stenographer  I  

Tempornry  help 

Group  Living : 

Program  administrator 

Head  group   supervisor 

Asst  head  group  supervisor 

Sr  youth  counselor 

Sr  group  supervisor 

Toi'th   counselor   

Group    supervisor   

Clerk-typist  II 

Temporary  help 

Education  ; 

Supervisor   of   education    

Supvr  of  academic  instruction 

Supvr  of  vocational  instruction 

Youth  arthority  teacher 

Hich  school  teacher 

Music  teacher 

Instr  in  stockpg  &  warehsng 

Instructor  in  auto  mechanics 

Instructor  in  auto  body  repair 

Instructor  in  baking 

Instructor  in  culinary  arts 

Instructor  in   refrigeration    

Instructor  in  electrical  work 

Instructor  in  carpentry 

Instructor  in  general  shop 

Instructor  janitorial  service 

Instructor  in  upholstering 

Instructor  in  mill  and  cabinet 

Instructor  in  plastering 

Instructor  in   painting 

Instructor   in    offset   printing 

Instructor  in   plumbing 

Instructor  in  masonry 

Instructor  in  machine  shop 

Instructor  in  welding 

Instructor  in  sheet  metal  work 

Instructor  in  shoemaking 

Instructor  lanrlscape  gardening 

Instructor  nipohanical  drawing 

Instructor  typewriter  repair 

Rec  and  physical  edu  teacher 

Librarian  II 

Sr  clerk-typist 

Stenoffrnpher   II   

Clerk-tvTiist  II 

Temporary  help 

Religion  : 

Catholic  chaplain 

Protestant  chaplain 

Temporary  help 

Total,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Business  Services : 

Accounting  officer  (st  inst) 1  1 

Procurement  service  off  I 1  1 

Storekeeper  III 1  1 

Supvng  clerk   I 1  1 

Storekeeper  I 2  2 

Property  clerk  I 1  1 

Stock  clerk 1  1 

Accounting  technician 1  1 

Clerk-tvpist  II 1  1 

Clerk-tvpist  II 1.8  3 

Clerk  II 1  1 

Bookkeeping  mach  operator  I 1  1 

Account  clerk  II 2.8  3 

For  footnotes  see  the  end  of  this  agency  presentation. 


d 

SALARY  RjVNGE 

1 

1 

1 

571-692 

8,304 

8,304 

1.5 

1.5 

1.5 

446-.-143 

6,516 

6,516 

5.5 

6 

6 

415-530 

38,893 

39,751 

2 

2 

2 

41.5-.'505 

12,120 

12,120 

0.2 

1 

1 

40.5-^92 

5,040 

5,289 

2.1 

2.2 

2.2 

(15,977) 

18,645 

18,645 

3 

3 

3 

998-1,213 

42,862 

43,552 

1 

1 

1 

86.3-1,048 

12,576 

12,576 

14.1 

16 

16 

746-905 

169,104 

170,832 

37 

37 

710-863 

373.020 

378,598 

40.8 

5 

5 

676-821 

49,260 

49.712 

77 

77 

64-t-7S3 

666,576 

700,044 

125.1 

53 

53 

584-710 

424,332 

430,018 

1 

1 

1 

41.5-.i30 

6,060 

6,060 

7.1 

2 

2 

(47,250) 

17,511 

17,511 

1 

1 

1 

1,100-1..3.37 

16,044 

16,044 

1 

1 

1 

998-1,213 

14,556 

14,-556 

3 

3 

3 

998-1,213 

43,668 

43,668 

3.2 

4 

4 

710-1,100 

51,480 

51,576 

8.8 

8 

8 

710-1,100 

92,079 

94,892 

1 

1 

1 

710-1.100 

12,576 

12,576 

1 

1 

1 

710-1,100 

13.200 

13.200 

2 

o 

2 

710-1,100 

26,296 

26,400 

2 

2 

2 

710-1,100 

26,400 

26,400 

1 

1 

1 

710-1,100 

13,200 

13,200 

3 

3 

3 

710-1,100 

39,496 

39,600 

1 

1 

1 

710-1,100 

13,200 

13,200 

3 

3 

3 

710-1,100 

39,600 

39,600 

2 

9 

9 

710-1,100 

23,178 

23.682 

66 

7 

7 

710-1,100 

86.732 

88,152 

4 

4 

4 

710-1,100 

52.800 

52,800 

1 

1 

1 

710-1,100 

13,200 

13,200 

1  8 

■> 

2 

710-1,100 

26,400 

26,400 

09 

1 

1 

710-1,100 

9,894 

10.398 

4 

4 

4 

710-1,100 

52,800 

52,800 

2 

o 

9 

710-1,100 

26,400 

26,400 

3 

3 

3 

710-1,100 

39,600 

39,600 

2 

2 

2 

710-1,100 

25,576 

26,192 

3 

3 

3 

710-1.100 

39,600 

39,600 

3 

3 

3 

710-1.100 

39,600 

39,600 

1 

1 

1 

710-1.100 

13.200 

13,200 

1 

1 

1 

710-1,100 

13,200 

13,200 

31 

4 

4 

710-1,100 

52,696 

52,800 

3 

a 

3 

710-1.100 

39,600 

39,600 

1 

1 

1 

710-1,100 

13.200 

13.200 

5 

5 

5 

710-1,100 

65.376 

65.376 

1 

1 

644-783 

11.640 

12,226 

1 

1 

1 

492-599 

7,188 

7,188 

3.4 

3.5 

3.5 

446-543 

21,672 

22,294 

2 

2 

2 

41.5-530 

12,420 

12,420 

4 

3.7 

3.7 

(31.691) 

36,526 

36,526 

1 

1 

1 

884-1,074 

12,888 

12.8S8 

1 

1 

1 

884-1.074 

12,888 

12.888 

0.2 

0.2 

0.2 

(1,441) 
$2,858,399 

1,654 

1,654 

310.2 

318.1 

318.1 

$3,189,190 

$3,249,522 

63-1.048 

$12,576 

78.3-950 

10,776 

676-821 

9,852 

571-692 

8,304 

530-676 

14,946 

530-644 

7,728 

480-584 

7,008 

492-599 

7,188 

415-530 

6,060 

415-530 

16,424 

415-505 

5,668 

415-505 

6,060 

415-505 

15,380 
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SOUTHERN   CALEFOI^NIA  YOUTH   CSi^TER — Co.itinajied 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aiith.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


YOUTH  TRAINING  SCHOOL— Continued 
SUPPORT  AND  SUBSISTENCE— Continued 

Training:  SALARY  RANGE 

Training  officer  I 1  1  -  950-1,155  12,376 

Stenograplier  II 0.6  0.5  -  446-543  3,258 

TemporaiT  help 5.3  4.9  -  (37,607)  41,193 

Personal  Care : 

Food  manager 1  1  -  884-1,074  12,888 

Supvng  cook  II 0.9  1  -  660-801  8,592 

Supvng  cook  I 3.9  4  -  571-764  32,416 

Storekeeper  I 1.7  2  -  530-676  14,244 

Janitor  foreman  III 1  1  -  584^710  8,520 

Seamer-seamstress 1  1  -  517-628  7,217 

Barbershop  manager 2  2  -  517-628  15.072 

Cook  I 18.5  19  -  425-517  111,940 

Janitor    1  1  -  415-505  5,484 

Temporary  help 0.6  0.2  -  (2,105)  1.041 

Medical  Care  : 

Chief  medical  officer 1.3  1  -  1,793-2,268  26,593 

Physician  and  surgeon  II 0.6  1  -  1,548-2,076  23,712 

Dentist   II    1.5  1.5  -  1,475-1,793  31,116 

Supvng  nurse  I 1  1  -  746-905  10,860 

Medical  technical  asst 8  8  -  584-746  67,888 

Dental  asst 1  1  -  457-556  6,672 

Stenographer  II 1  1  -  446-543  6,516 

Plant  Maintenance  : 

Chief  of  plant  operation  III 1  1  -  1,023-1,243  14,916 

Chief  engineer  I 1  1  -  801-927  11,124 

Voe  work  exper  projects  supvr 1.4  2  -  764-884  19,924                           - 

Institution  fire  marshal l  l  _  728-884  10,608 

Electrician   I   1  1  -  728-801  9,612 

Supvng  groundsman  I 1  1  _  614-746  8,952 

Locksmith 1  1  _  692-764  9,024 

Stationary   engineer   2  2  -  692-764  18,336                          - 

Stationary  fireman 3.9  4  -  628-692  32.480 

Building  maintenance  man 1  1  -  584-644  7,728                           - 

Auto  equipment  operator  I 6  6  -  584-644  46,368 

Clerk-typist  II 1  1  -  415-530  6,060 

Totals,  Authorized  Positions 90.8  93.1  -  $697,864  $770,700 

Totals,    Authorized     Positions,    Youth 

Training  School 407  417.2  322.1  $3,625,527           $4,039,408           $3,303,186 

Totals,  Authorized  Positions,  Southern 

California  Youth  Center 407  417.2  417.2  $3,625,527           $4,039,498           $4,111,278 

a  Business  manager,  one  senior  stenographer  and  all  positions  under  Support  and  Subsistence  transferred  from  the  Youth  Training 
School  to  the  Central  Facilities  effective  July  1,  1969. 


ADMINISTRATION 

Executive : 

Superintendent   II    

Asst   superintendent 

Business  manager  II 

Sr  stenographer  

Stenographer   II   

Totals,  Authorized  Positions 

TREATMENT 


Classification  and  Counseling : 

Parole   agent   II   1  1 

Parole  agent  I 3.9  4 

Clerk-typist  II 2.5  2.5 

Temporary  help 0.6  0.6 

Group  Living : 

Head  group  supervisor 1  1 

Asst  head  group  supervisor 5  5 

Sr  youth  counselor -  10 

Sr  group  supervisor 10  - 

Youth   counselor   —  37 

Group    supervisor    62.2  27 

Temporary  help 5.1  4.3 

Education : 

Supervisor  of  education 1  1 

Supvr  of  academic  instruction 1  1 

Youth  authority  teacher 7  7 

High  school  teacher 7.2  9 

For  footnotes  see  the  end  of  this  agency  presentation. 


PASO   ROBLES  SCHOOL   FOR   EOYS 


SALARY  RANGE 

1 

1 

1 
1 

2 

1 
1 

1 
1 
2 

1 
1 
1 
1 
2 

$1,548-1,882 

1.100-1,337 

1,048-1,273 

50.5-614 

446-543 

$22,584 

15,532 

15,276 

7,368 

13,032 

$22,584 

16,044 

15,276 

7,368 

13,032 

$70,248 


$73,792 


$74,304 


1 

$884-1,074 

$12,888 

$12,888 

4 

801-973 

46,066 

46,612 

2.5 

415-.530 

14,270 

14,530 

0.6 

(3,624) 

4,950 

4,950 

1 

863-1.048 

12,576 

12,576 

5 

746-905 

54,800 

54,300 

10 

710-863 

101,136 

102,552 

_ 

676-821 

_ 

— 

37 

644-783 

321,498 

341,728 

27 

584-710 

216.502 

218,868 

4.3 

(33,210) 

35,780 

36,644 

1 

1,100-1.337 

16,044 

16,044 

1 

998-1.213 

14,556 

14,556 

7 

710-1.100 

93,296 

95,900 

9 

710-1,100 

106,616 

109,871 
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SALARIES  AND  WAGES 


L 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Auth.)      (Auth.) 


J 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  BANGE 

1.7 

1 

1 

710-1.100 

10,.o24 

11,040 

1 

1 

1 

710-1,100 

13,200 

13,200 

1.9 

2 

2 

710-1,100 

26.400 

26,400 

0.6 

1 

1 

710-1,100 

10,860 

11,400 

2 

2 

2 

710-1,100 

26,400 

26,400 

0.1 

— 

— 

710-1,100 

_ 

_ 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

710-1,100 

13,200 

13,200 

3 

3 

3 

710-1,100 

37,302 

37,908 

1 

1 

1 

446-.543 

6,.516 

6,516 

0.5 

0.5 

0.5 

4]r,-530 

3,030 

3,0.30 

1.7 

0.8 

0.8 

(14,161) 

6,110 

6,110 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

973-1,183 

14,141 

14,196 

1 

1 

1 

884-1,074 

12,888 

12,888 

3.5 

4 

4 

801-973 

42,904 

43,896 

1 

1 

1 

.505-614 

7,368 

7,368 

2.7 

3 

3 

446-.543 

18.890 

19.186 

1.5 

1.5 

1.5 

415-530 

9,019 

9,206 

1 

1 

1 

884-1,074 

10,995 

11,538 

1 

1 

1 

884-1,074 

12,888 

12,888 

0.1 

0.1 

0.1 

(795) 
$1,246,380 

960 

960 

136.8 

139.3 

139.3 

$1,363,317 

$1,398,593 

TREATMENT— Continued 

Education — Continued 

Elementary    teacher    

Music   teacher   

Instructor  in  industrial  arts 

Instructor  in  auto  mechanics 

Instructor  in  general  shop 

Instructor   in   plumbing   

Instructor  l.indscape  gardening 

Arts  and  crafts  teacher 

Recr  and  physical  educ  teacher 

Stenographer    II    

Clerk-typist  II 

Temporary  help 

Psychiatric  Treatment; 

Staff  psychiatrist  a   

Supvr  of  special  treatment 

Staff  psychologist   (clinical)    

Supvng  social  worker  I 

Social  worker,  youth  authority 

Sr  stenographer 

Stenographer   II   

Clerk-typist  II 

Religion : 

Catholic   chaplain   

Protestant   chaplain    

Temporary  help 

Totals,  Authorized  Positions  __ 


SUPPORT  AND   SUBSISTENCE 

Business  Services : 

Accounting  officer  II 111  $783-950 

Storekeeper   I    111  530-676 

Property  clerk  I 111  530-644 

Sr  typist-clerk 111  492-599 

Stock  clerk 111  480-584 

Accounting  technician 111  492-399 

Clerk-typist    II    3.4           3.5           3.5  415-530 

Account  clerk  II 2              2              2  415-505 

Temporary   help    0.1          0.1           0.1  (402) 

Training  : 

Temporary  help 1.8           2.9           2.9  (13,275) 

Personal  Care : 

Supvng  cook   II   111  660-801 

Shoemaker    111  628-764 

Supvng  cook  I 3              3             3  571-764 

Cook  II 3.4          3             3  517-692 

Baker  II 111  571-692 

Seamer-seamstress 111  517-628 

Laundrv  supervisor  I 0.7           1              1  517-628 

Barber 111  469-571 

Laundryman     1.1           1              1  446-543 

Janitor    3              3              3  415-.505 

Food  service  asst  I 1.5           1.6           1.6  386-469 

Temporary   help    0.4          -             -  (1,967) 

Medical  Care : 

Physician  and  surgeon  II 111  1,548-2,076 

Dentist   II   111  1,475-1,793 

Supvng  nurse  I 111  746-905 

Medical  technical  asst 4.2           5              5  5S4-746 

Dental   asst   111  457-556 

Plant  Maintenance: 

Chief  of  plant  operation  I 111  842-1.023 

Electrician   I   111  728-801 

Plumber   I    111  728-801 

Supvng  groundsman  I 111  614—746 

Carpenter   I   111  692-764 

Painter  I   2              2              2  692-764 

St.ntionary   engineer 2               2               2  692-764 

Institution  firefighter  (part-time)__  0.7           0.7           0.7  599-728 

Group    supervisor    111  .584-710 

Stationary  fireman 3              3              3  628-692 

Building  maintenance  man 2              2              2  584-644 

Auto  equipment   operator  I 111  584-644 

Temporary  help 0.3           0.1           0.1  (1,574) 

Totals,  Authorized  Positions  ___  56.6         57.9        57.9  $410,027 

Totals,     Authorized      Positrons,     Paso 

Robles  School  for  Boys 199.4       203.2       203.2  $1,726,655 

a  Position  abolished  in  accordance  with  Section  20,  Budget  Act  of  1968. 


$11,400 

$11,400 

7,728 

7,728 

7,728 

7,728 

6,824 

7,160 

7,008 

7.008 

7,188 

7,188 

20,630 

20,890 

12,120 

12,120 

1,010 

1,010 

22,068 

22,068 

9,612 

9,612 

8,412 

8,844 

23,792 

24,752 

20,944 

21,611 

8,304 

8,304 

7,536 

7,536 

6,852 

7,188 

6,852 

6,852 

5,720 

6,004 

17,240 

17,494 

8,764 

8,922 

300 

300 

20,004 

21,000 

21,516 

21,516 

10,860 

10,860 

37,782 

39,234 

6,464 

6,672 

12,276 

12,276 

9,612 

9,612 

9,612 

9,612 

8,952 

8.9.52 

9,168 

9,168 

17,940 

18,336 

18,156 

18,336 

6,132 

6,132 

8,520 

8,520 

24,560 

24,912 

14,946 

15,306 

7,728 

7,728 

600 

600 

$472,860 

$480,491 

$1,909,969 

$1,953,388 
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Department  of  the  Youth  Authority 


CORRECTIONS 


PRESTON   SCHOOL   OF   INDUSTEIY 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS       I 


67-68  68-69  69-70 
(Filled)      (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Esecutire : 

Superintendent  II .- 

Asst   superintendent   

Business  manager  II 

Secretary    I    

Stenographer   II    

Totals,  Autliorized  Positions 


TREATMENT 

Classification  and  Counseling : 

Parole  agent  III 

Casework  training  supervisor 

Parole  agent  II 

Parole  agent  I 

Stenographer  II  

Temporally  help 

Group  Living : 

Program    administrator    

Treatment  team  supervisor 

Sr  youth  counselor 

Youth  counselor 

Stenographer    II    

Clerk-typist  II 

Clerk-typist    I    

Temporary  help 

Education : 

Supvr  of  education 

Supvr  of  academic  instruction 

Supvr  of  vocational  inst 

Youth  authority  teacher 

High  school   teacher 

Elementary    teacher    

Business  education  teacher 

Instructor   in   industrial   arts 

Instructor  in  agriculture 

Instructor  in  auto  mechanics 

Instructor   in   baking   

Instructor  in  culinary  arts 

Instructor  in  electrical  work 

Instructor  in  garment  making 

Instructor  in  general  shop 

Instructor  in  mill  and  cabinet 

Instructor  in  printing 

Instructor  in  machine   shop 

Instructor  in  sheet  metal  work  _. 

Instructor  in   shoemaking   

Instructor  in  landscape  gardening- 
Arts   and   crafts   teacher   

Rec  and  physical  edu  teacher 

Band  and  orchestra  leader 

Supvng  clerk  I 

Sr    stenographer    

Stenographer  II   

Temporary    help    

Psychiatric  Treatment : 

Staff  psychiatrist   

Supvr  of  special  treatment 

Sr  psychologist   

Staff  psychologist   (clinical)  a 

Supvng  social  worker  I 

Parole   agent   I   

Social  worker,  youth  authority  a  . 

Sr  stenographer 

Clerk-typist   II    

Religion  : 

Catholic  chaplain   

Protestant   chaplain   

Temporary  help 

Work  Experience : 

Farm    manager    

Dairyman    

Blacksmith   

Vegetable  gardener 

Hog  ranch  operator 

Asst  dairyman 

Farmhand 

Totals,  Authorized  Positions 


1 
1 

1 
1 
0.8 


4.8 


SALARY  KANGE 

§1,548-1,882 

1,100-1,337 

1,048-1,273 

584-710 

446-.143 

$62,991 


$21,783 

16,044 

15,276 

8,452 

6,516 


$68,071 


$22,584 

16,044 

15.276 

S.520 

6,516 


$68,940 


1 

1 

1 

$973-1,183 

$14,196 

$14,196 

0.8 

— 

— 

973-1,183 

— 

_ 

1.8 

1 

1 

884-1,074 

12,888 

12,888 

6 

6 

6 

801-973 

66,222 

67,810 

4 

4 

4 

446-543 

24,898 

25,602 

1.8 

1.8 

1.8 

(13,402) 

15,780 

15,780 

2 

2 

2 

998-1,213 

28,416 

29,112 

6 

7 

7 

863-1.048 

84,312 

86,316 

- 

IS 

18 

710-S63 

183,984 

185,400 

— 

SI 

81 

644-783 

694,656 

728,868 

1 

1 

1 

446-543 

6,516 

6,516 

3 

2 

2 

41.5-530 

12.420 

12,420 

- 

1 

1 

377-457 

4,668 

4,900 

4.3 

4.3 

4.3 

(28,236) 

36,160 

36,160 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

2 

o 

9 

998-1,213 

29,112 

29,112 

0.9 

1 

1 

998-1,213 

13,860 

14,556 

8.7 

8 

8 

710-1,100 

105,890 

110,874 

9.3 

11 

11 

710-1,100 

125,922 

129,549 

2.8 

3 

3 

710-1,100 

37,712 

38,376 

1 

1 

1 

710-1,100 

11,355 

11,928 

1 

1 

1 

710-1,100 

12,126 

12,576 

2 

9 

2 

710-1.100 

21,417 

22,494 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

710-1,100 

13,200 

13,200 

2 

2 

2 

710-1,100 

24,600 

25,176 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

710-1,100 

13,200 

13,200 

2 

2 

2 

710-1,100 

26,400 

26,400 

1 

1 

1 

710-1,100 

13,200 

13.200 

0.9 

1 

1 

710-1,100 

10,146 

10,650 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

710-1.100 

13,200 

13,200 

1 

1 

1 

710-1,100 

13,200 

13.200 

3 

3 

3 

710-1.100 

38,232 

38,826 

4 

4 

4 

710-1,100 

51,576 

52,176 

4 

4 

4 

710-1.100 

50,402 

51.004 

1 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

571-692 

8,112 

8,304 

1 

1 

1 

505-614 

7,368 

7,368 

2 

9 

2 

446-543 

12,259 

12,545 

1.4 

0.7 

0.7 

(12,219) 

4,390 

4,390 

0.4 

1 

1 

l,.548-2,076 

23,054 

23,712 

1 

1 

1 

1.100-1,337 

16,044 

16.044 

1 

1 

1 

1,074-1,305 

15.660 

15.660 

1 

1 

3 

973-1.183 

14,196 

38,748 

0.4 

1 

1 

884-1.074 

12.633 

12,888 

4 

4 

801-973 

42,678 

_ 

4.7 

5 

7 

801-973 

54,565 

75,906 

1 

1 

1 

505-614 

7,368 

7,368 

5 

5 

5 

415-530 

30,580 

30,836 

1 

1 

1 

884-1,074 

12,888 

12.888 

1 

1 

1 

884-1,074 

12,888 

12,888 

0.1 

0.1 

0.1 

(1.225) 

1,250 

1,250 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

676-821 

9.852 

9,852 

1 

1 

1 

676-746 

8,952 

8,952 

1 

1 

1 

556-676 

8,112 

8,112 

1 

1 

1 

556-676 

8,112 

8,112 

2.2 

2 

2 

556-676 

16,224 

16,224 

2 

2 

2 

435-505 

11,770 

12,120 

120.5 

220.9 

220.9 

$1,243,691 

$2,229,065 

$2,290,076 

CORRECTIONS 


Department  of  the  Youth  Authority 


127 


PRESTON   SCHOOL   OF   INDUSTRY— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aoth.l        (Anlh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


SUPPORT  AND   SUBSISTENCE 

Business  Services: 

Accounting  officer   (st  inst) 1 

Storekeeper  II 1 

Supvng   clerk   I 1 

Storekeeper    I    1 

Property  clerk  I 1 

Sr  typist-clerk 3 

Stock  clerk 1 

Accounting   technician 2 

Stenographer  II   1 

Clerk-tvpist  II 2.5 

Clerk  II   1.5 

Account  clerk  II 3 

Temporary  help 0.1 

Training : 

Training    asst    1 

Temporary  help 2.1 

Security : 

Head  group  supervisor 1 

Asst  head  group  supervisor 5 

Sr  group  supervisor 18 

Group   supervisor   129.5 

Temporary  help 2 

Personal  Care : 

Food  manager 1 

Tailor    1 

Laundry  supervisor  II 1 

Supvng  cook  I 4 

Group  supervisor 1 

Cook  II 3.8 

.Tanitor  foreman  II 1 

Seamer-seamstress 1 

Barber 2 

Laundryman 2.1 

Janitor    5 

Housekeeper 1.8 

Laundry  asst 0.3 

Food  service  asst  I 2 

Temporary  help 0.1 

Medical  Care : 

Chief  medical  officer - 

Physician  and  surgeon  II 1.4 

Dentist  II 1 

Supvng  nurse  II 0.9 

Sr  clinical  lab  tech 1 

Graduate  nurse 5 

Medical  technical  asst 5.8 

Dental   asst    1 

Stenographer  II 1 

Temporary  help 0.3 

Plant  Maintenance : 

Chief  of  plant  operation  II 1 

Supvr  of  building  trades 1 

Painter  II 1 

Electrician  I 2 

Plumber  I 2 

Steamfitter    1 

Automobile  mechanic 1 

Supvng  groundsman  I 1 

Carpenter  I   2.9 

Mill  and  cabinet  worker 1 

Painter  I 3 

Mason    1 

Stationary  engineer 1 

Machinist    1 

Inst  firefighter   (part-time)    1 

Heavy  truck  driver 1-2 

Stationary  fireman 4 

Building  maintenance  man 2 

Auto  equipment  operator  I 2.8 

Total,  Authorized  Positions 253.1                  

Totals,   Authorized    Positions,   Preston 

School  of  Industry 378.4       888.7       383.7            $3,299,466 

a  Two  positions  temporarily  classified  as  parole  agent  I  in  the  past  and  current  years. 


SALARY  RANGE 

1 

1 

$863-1,048 

$12,576 

$12,576 

1 

1 

614-783 

8.952 

8,952 

1 

1 

571-692 

8.304 

8,304 

1 

1 

530-676 

7.728 

7,728 

1 

1 

530-644 

6.672 

7,008 

3 

3 

492-599 

21,564 

21,564 

1 

1 

4S0-5S4 

6.110 

6,412 

2 

9 

492-599 

14,040 

14,376 

1 

1 

446-543 

6.516 

6,516 

2.5 

2.5 

415-530 

15,050 

15.150 

1.5 

1.5 

415-505 

9,090 

9,090 

3 

3 

415-505 

17.542 

18,030 

0.1 

0.1 

(922) 

970 

970 

1 

1 

783-950 

11.400 

11,400 

4.1 

4.1 

(18,962) 

34,666 

34,669 

1 

1 

863-1.048 

12,576 

12,576 

5 

5 

746-905 

54.300 

54.300 

1 

1 

- 

8,952 

9,396 

48 

48 

584-710 

395,414 

401.064 

1.8 

1.8 

(16,878) 

15,925 

15,930 

1 

1 

884-1.074 

12,888 

12,888 

1 

1 

628-764 

9,168 

9,168 

1 

1 

628-764 

9,168 

9.168 

4 

4 

571-76 i 

32,640 

33,024 

1 

1 

584-710 

8,520 

8.520 

4 

4 

517-692 

28.101 

29,028 

1 

1 

530-644 

7,728 

7,728 

1 

1 

517-628 

7.536 

7,536 

9 

2 

469-571 

13.704 

13.704 

3 

3 

446-543 

18,187 

18.728 

5 

5 

415-505 

29,889 

30,125 

2 

2 

41.5-505 

11,868 

11,686 

386^69 

— 

— 

2 

2 

386-469 

11,256 

11,256 

(365) 

- 

- 

1 

1 

1,793-2.268 

22.584 

22.584 

0.5 

0.5 

1,548-2,076 

11,292 

11.292 

1 

1 

1,475-1,793 

21.516 

21,516 

1 

1 

821-998 

10,776 

11,310 

1 

1 

746-905 

10,860 

10,860 

5 

5 

628-764 

45,840 

45.840 

6 

6 

584-746 

50,028 

50,392 

1 

1 

457-556 

6.672 

6,672 

1 

1 

446-543 

6,516 

6..516 

0.3 

0.3 

(1,978) 

2,770 

2,770 

1 

1 

927-1,128 

18,536 

13.536 

1 

1 

801-927 

11,124 

11,124 

1 

1 

728-801 

9,612 

9.612 

2 

2 

728-801 

18,348 

18.780 

2 

2 

728-801 

19,224 

19,224 

1 

1 

728-801 

9,612 

9.612 

1 

1 

676-821 

8,952 

8,952 

1 

1 

614-746 

8.952 

8.952 

3 

3 

692-764 

26,640 

27,072 

1 

1 

692-764 

9,168 

9,168 

3 

3 

692-764 

27,504 

27,504 

1 

1 

692-764 

9.168 

9.168 

1 

1 

692-764 

9.168 

9.168 

1 

1 

692-764 

9,168 

9,168 

1 

1 

599-728 

8,760 

8,760 

2 

2 

614-676 

16,224 

16.224 

4 

4 

628-692 

32,672 

33,216 

9 

o 

584-644 

15,456 

15,4.56 

2 

2 

584-644 

15,456 

15,456 

157.8       157.8  $1,992,784  $1,385,998  $1,348,419 


$3,683,134  $3,707,435 
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Department  of  the  Youth  Authority 


COKRBCTIONS 


LOS   GUILUCOS  SCHOOL   FOR  GIRLS 


SAIiAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (Agth.)      (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
€4 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
S3 
84 
S5 


ADMINISTRATION 

Executive : 

Superintendent   I    

Asst  superintendent 

Business  manager  I 

Sr    stenographer    

Stenographer  II   

Totals,  Authorized  Positiona 


TREATMENT 

Classification  and  Counseling : 

Parole  agent  II 

Parole  agent  I 

Clerk-typist  II 

Group  Living : 

Head  group  supervisor 

Asst  head  group  supervisor 

Sr  youth  counselor 

Sr  group  supervisor 

Youth   counselor    

Group   supervisor   

Security  ofiicer  I 

Temporary  help 

Education : 

Supvr  of  academic  instruction  _ 

Youth  authority  teacher 

High  school  teacher 

Elementary   teacher   

Music   teacher   

Business  education   teacher 

Home  economics  teacher 

Instructor  in  cosmetology 

Arts  and  crafts  teacher 

Reer  and  physical  educ  teacher 

Stenographer  II   

Temporary  help 

Psychiatric  Treatment : 

Staff  psychiatrist 

Supvr  of  special  treatment 

Staff  psychologist  (clinical) 

Supvng  social  worker  I 

Social  worker.  Youth  Authority 

Sr  stenographer 

Clerk-typist  II 

Religion : 

Catholic  chaplain   

Protestant  chaplain   

Totals,  Authorized  Positions  _ 


SUPPORT  AND  SUBSISTENCE 

Business  Services : 

Accounting  officer  II 

Storekeeper  I  

Property  clerk  I 

Sr  typist-clerk  

Accounting  technician   

Clerk-typist  II 

Account  clerk  II 

Temporary  help 

Training : 

Temporary  help 

Personal  Care : 

Supvng  cook  II  

Supvng  cook  I  

Group  supervisor 

Cook 

Janitor    

Housekeeper 

Food  service  asst  I 

Temporary  help 


SALARY  EANGE 

1 
1 
1 
1 

2 

1 
1 
1 
1 
2 

1 
1 
1 
1 
2 

$1,405-1,708 

1,100-1,337 

905-1,100 

505-614 

446-543 

$20,496 

16,044 

13,200 

7,008 

13,032 

$20,496 

16,044 

13,200 

7,368 

13,032 

$65,976 


$69,780 


$70,140 


1 

1 

1 

$884-1,074 

$12,888 

$12,888 

2.3 

1 

1 

801-973 

11,676 

11,676 

1 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

863-1,048 

12,576 

12,576 

5 

5 

5 

746-905 

53,376 

54,090 

_ 

7 

7 

710-863 

68,292 

69,624 

6.4 

_ 

_ 

676-821 

_ 

_ 

42 

42 

644-783 

353.184 

370,824 

53.4 

14 

14 

584-710 

114,522 

115,976 

4.9 

0 

5 

480-584 

33,942 

34,242 

2.4 

0.7 

0.7 

(13,760) 

3,670 

3,670 

1 

1 

1 

998-1,213 

14,556 

14,556 

5 

7 

7 

710-1,100 

85,704 

87,552 

0.8 

- 

- 

710-1,100 

- 

- 

1 

2 

2 

710-1.100 

26,400 

26,400 

1 

1 

1 

710-1,100 

10,272 

10,776 

0.2 

1 

1 

710-1,100 

9,852 

10,356 

1.9 

2 

2 

710-1,100 

23,583 

24,984 

1 

1 

1 

710-1,100 

12,176 

12,784 

2 

2 

2 

710-1,100 

23,052 

23,556 

2 

2 

2 

710-1,100 

26,400 

26.400 

1 

1 

1 

446-543 

6,230 

6,516 

0.7 

1 

1 

(4,952) 

9,530 

9,530 

1 

1 

1 

1,548-2,076 

23,712 

23,712 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

2 

2 

2 

973-1,183 

28,392 

28,392 

1 

1 

1 

884-1,074 

12,888 

12,888 

4.5 

6 

6 

801-973 

66,258 

68,098 

1 

1 

1 

50,5-614 

7,368 

7,368 

4 

4 

4 

415-530 

25,015 

25,315 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 
$980,727 

12,888 
$1,123,694 

12,888 

111.5 

116.7 

116.7 

$1,152,929 

1 

1 

1 

$783-950 

$11,400 

$11,400 

1 

1 

1 

530-676 

7,728 

7,728 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

492-599 

7,188 

7.188 

0.8 

1 

1 

492-599 

6,768 

7,104 

3 

3 

3 

415-530 

17,719 

18.005 

1.1 

1 

1 

415-505 

5,785 

6,060 

0.3 

0.2 

0.2 

(1,494) 

1,100 

1,100 

1.3 

1.5 

1.5 

(10,414) 

13,450 

13,450 

1 

1 

1 

660-801 

9,316 

9,612 

2 

2 

"> 

571-764 

16,608 

16,608 

2 

2 

o 

584-710 

17,040 

17,040 

3 

3 

3 

517-692 

22,376 

22,608 

0.9 

1 

1 

415-505 

6,060 

6,060 

2 

2 

2 

415-505 

11,870 

12,120 

3 

3 

3 

386^69 

16,256 

16,503 

0.1 

0.2 

0.2 

(260) 

1,260 

1,260 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filltd)      (Auth.)       lAuih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
63 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SUPPORT  AND  SUBSISTENCE— Continued 


Medical  Care : 

Physician  &  surgeon   (intermittent) 
Dentist  II 

Supvng  nurse  I 

Graduate   nurse 

Plant  Maintenance  : 

Chief  of  plant  operation  I 

Electrician   I   

Plumber  I 

Carpenter   I 

Painter   I   

Institution  firefighter   (part-time) 

Lead  groundsman   

Building  maintenance  man 

Groundsman 

Temporary  help 

Totals,  Authorized  Positions 

Totals,  Los  Guilucos  School  for  Girls 


SALAKT  RANGE 

0.5 

0.5 

0.5 

1,548-2.076 

11.292 

11,292 

0.8 

0.8 

0.8 

1,475-1,793 

17,538 

17,.538 

1 

1 

1 

746-905 

10,860 

lO.SOO 

5 

5 

5 

628-764 

44,656 

45,048 

1 

1 

1 

842-1.023 

12,276 

12,276 

1 

1 

1 

728-801 

9,612 

9.612 

1 

1 

1 

728-801 

9,612 

9.612 

1 

1 

1 

692-764 

9.168 

9,168 

2 

2 

692-764 

18,336 

18,336 

0.7 

0.7 

0.7 

599-728 

6.132 

6.1.32 

1 

1 

1 

530-644 

7,728 

7,728 

2 

2 

584-644 

15.4.56 

15.4.56 

1 

1 

1 

505-584 

7,008 

7,008 

2.6 

0.1 

0.1 

(14,750) 
$344,310 

530 

530 

45.1 

43 

43 

$359,856 

$362,170 

162.6 

165.7 

165.7 

$1,391,013 

$1,553,330 

$1,585,239 

VENTURA  SCHOOL  FOR   GIRLS 


ADMINISTRATION 

Executive : 

Superintendent  II,  C.B.A. 

Asst  superintendent 

Business  manager  II 

Sr  stenographer 

Stenographer   II   

Totals,  Authorized  Positions 


TREATMENT 

Classification  and  Counseling: 

Parole  agent  II 1 

Parole  agent  I 2.4 

Stenographer   II   1 

Clerk-typist  II 1 

Temporary  help 0.4 

Group  Living : 

Program   administrator   0.9 

Treatment  team  supervisor 0.7 

Asst  head  group  supervisor 5 

Sr  youth  counselor - 

Sr  group  supervisor 8 

Youth    counselor   — 

Group    supervisor   60.6 

Securitv  ofiicer  I 4.8 

Clerk-typist  II 1 

Temporary    help    5.3 

Education : 

Supervisor  of  education 1 

Supvr  of  academic  instruction 1 

Supvr  of  vocational  inst 1 

School    psychologist    - 

Youth  authority  teacher 0.4 

High  school  teacher 8.6 

Music  teacher 1 

Business  education  teacher 2 

Home  economics  teacher 3 

Instructor  in  culinary  arts 2 

Instructor  in  cosmetology 2 

Instructor  in  garment  making 2 

Instructor  in  general  shop 1 

Instructor   in   janitorial   service 1 

Arts  and  crafts  teacher 1 

Rec  and  physical  educ  teacher 1.8 

Clerk-typist   II    2.5 

Temporary  help 1.4 


SALARY  RANGE 

$1,548-1,882 

1,100-1,337 

1,048-1,273 

505-614 

446-543 

$70,764 


$22,584 

16,044 

15,276 

14,556 

6,516 


$74,976 


$22,584 

16,044 

15,276 

14,736 

6,516 


$75,156 


1 

1 

$884-1,074 

$12,888 

$12,888 

3 

3 

801-973 

30,840 

32,388 

1 

1 

446-543 

6,516 

6,516 

1 

1 

415-530 

6,360 

6,360 

0.5 

0.5 

(1,777) 

3,300 

3,300 

1 

1 

998-1,213 

12,576 

13,200 

1 

1 

863-1,048 

12,126 

12,576 

5 

5 

746-905 

51,216 

52,332 

10 

10 

710-863 

101,490 

102,563 

— 

— 

676-821 

— 

— 

57 

57 

644-783 

506,496 

520,943 

21 

21 

584-710 

171,684 

174,310 

5 

5 

480-584 

33.552 

34.214 

1 

1 

415-530 

6,360 

6,360 

0.3 

0.3 

(30,531) 

2,160 

2,160 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

998-1,213 

14,.5.56 

14,556 

1 

1 

973-1,183 

11,676 

11,676 

- 

— 

710-1,100 

- 

- 

9 

9 

710-1,100 

109,785 

113,234 

1 

1 

710-1,100 

13,200 

13,200 

2 

2 

710-1,100 

26,400 

26,400 

3 

3 

710-1,100 

35,022 

36,096 

2 

2 

710-1,100 

23,770 

24,962 

2 

2 

710-1,100 

24,399 

25,128 

2 

2 

710-1,100 

26.400 

26,400 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

710-1,100 

12,680 

13,200 

1 

1 

710-1,100 

11,496 

12,076 

2 

2 

710-1.100 

23.196 

23,760 

2.5 

2.5 

415-530 

14,628 

14,880 

1.7 

1.7 

(8,098) 

15,140 

15,140 

5—4316  SW 
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CORKECTIONS 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tuth.)       (tnlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


r     TREATMENT— Continued 


3 

4 
5 
6 

7 
8 
9 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
83 
34 
35 
86 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Psychiatric  Treatment : 

Staff   psychiatrist   

Supvr  of  special  treatment 

Staff  psychologist  (clinical) 

Supvng  social  worker  I 

Social  worker.  Youth  Authority 

Sr  typist-clerk 

Clerk-typist   II    

Clerk-typist  I 

Religion : 

Catholic   chaplain  

Protestant  chaplain   

Temporary  help 

Totals,  Authorized  Positions  _. 


SUPPORT  AND  SUBSISTENCE 


Business  Services : 

Accounting  officer  II 

Storekeeper  I  

Property  clerk  I 

Sr  typist-clerk 

Stock    clerk    

Accounting  technician 

Clerk-typist  II 

Account   clerk   II 

Clerk-typist   I    

Temporary  help 

Training : 

Training    asst    

Temporary  help 

Personal  Care : 

Food  administrator  I 

Laundry   supervisor   II 

Supvng   cook   I    

Group   supervisor 

Cook  II 

Baker   II    

Seamer-seamstress 

Laundryman     

Janitor    

Housekeeper 

Food  service  asst  II 

Food  service  asst  I 

Temporary    help    

Medical  Care : 

Physician  and  surgeon  II  _ 

Dentist   II    

Supvng  nurse  I 

Surgical  nurse  I 

Graduate  nurse 

Dental  asst 

Hospital  aid 

Temporary  help 

Plant  Maintenance : 

Chief  of  plant  operation  I_ 

Chief  engineer  I 

Electrician   I   

Plumber  I 

Maintenance  mechanic 

Carpenter   I 

Painter   I   

Stationary   engineer 

Inst  firefighter   (part-time) 

Stationary  fireman 

Lead  groundsman 

Building  maintenance  man 
Auto  equipment  operator  I_ 

Groundsman 

Temporary  help 


SALARY  KANGE 

— 

1 

1 

1,548-2,076 

18,576 

19,512 

1 

1 

1 

1,100-1,337 

15,468 

16.044 

2 

2 

2 

973-1.183 

28,392 

28,392 

1 

1 

1 

884-1,074 

12,888 

12,888 

3.2 

4 

4 

SOl-973 

42,341 

43,602 

1 

1 

1 

492-599 

7.188 

7,188 

1.5 

1.5 

1.5 

415-530 

9,390 

9.540 

0.9 

2 

2 

377-^57 

9,452 

9,920 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 

12,888 

12,888 

0.1 

0.1 

0.1 

(1.392) 
$1,192,874 

1,392 
$1,534,575 

1,392 

137.5 

157.6 

157.6 

$1,568,872 

Totals,  Authorized  Positions 

Totals,  Authorized   Positions,  Ventura 

School  for  Girls 


1 

1 

1 

$783-950 

$11,400 

$11,400 

1 

1 

1 

530-676 

7,728 

7,728 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

492-599 

7,048 

7,188 

1 

1 

1 

480-584 

6,360 

6,672 

1 

1 

1 

492-599 

6,464 

6,796 

5.1 

5.5 

5.5 

415-530 

30,344 

31,555 

o 

2 

2 

415-505 

10,638 

11,175 

0.6 

_ 

_ 

377-457 

_ 

_ 

0.2 

0.3 

0.3 

(879) 

1,880 

1,880 

1 

1 

1 

783-950 

11,400 

11,400 

2 

2.4 

2.4 

(12,514) 

18,820 

18,820 

1 

1 

1 

692-842 

9,353 

9,817 

1 

1 

1 

628-764 

9.168 

9,168 

3 

3 

3 

571-764 

24,240 

24,624 

1 

1 

1 

584-710 

8,520 

8,520 

2.9 

S 

S 

517-692 

21,408 

22,086 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

446-543 

6,282 

6,516 

0.8 

2 

2 

415-505 

7,798 

10.704 

1 

1 

1 

415-505 

6,060 

6,060 

3 

3 

42.5-517 

9,165 

17,346 

2.8 

3 

3 

386-469 

16,409 

16,792 

2.4 

0.9 

0.9 

(7,285) 

6,015 

6,015 

1 

1 

1 

1,548-2,076 

22,584 

22,584 

0.5 

0.5 

0.5 

1,475-1,793 

10,758 

10,758 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

676-821 

9,852 

9,852 

4 

4 

4 

628-764 

36,672 

36,672 

0.9 

1 

1 

457-556 

5,935 

6,235 

2.9 

3.2 

3.2 

415-505 

17,451 

18,150 

0.1 

0.1 

0.1 

(449) 

1,415 

1,415 

1 

1 

1 

842-1,023 

12,276 

12,276 

0.2 

1 

1 

801-927 

10,323 

10.81S 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

0.8 

2 

2 

728-801 

14,708 

19,002 

1 

1 

1 

692-764 

9,168 

9,168 

2 

2 

2 

692-764 

18,336 

18,336 

1.2 

1 

1 

692-764 

9,168 

9,168 

0.9 

0.9 

0.9 

599-728 

7,884 

7.884 

3 

3.2 

3.2 

628-692 

26,458 

26,534 

1 

1 

1 

530-644 

7,728 

7,728 

3 

4 

4 

584-644 

27,272 

30,732 

4 

4 

4 

584-644 

30,912 

30,912 

1 

2 

2 

505-584 

12,882 

13,524 

0.1 

(353) 

$498,747 

- 

— 

68.4 

76 

76 

$581,934 
$2,191,485 

$607,682 

211.9 

239.6 

239.6 

$1,762,385 

$2,251,690 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (Aulh.)       (Autb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


VENTURA   RECEPTION   CENTER 


ADMINISTRATION 

Executive : 

Program    administrator 

Sr  stenographer 

Temporary  help 

Totals,  Authorized  Positions 


SALABY  EANGE 

1 

1 

1 

$998-1,213 

$14,556 

$14,556 

1 

1 

1 

505-614 

6,542 

6,868 

0.1 

— 

— 

(410) 

— 

— 

2.1 


?20,059 


§21,098 


TREATMENT 

Classification  and  Counseling : 
Parole  agent  I 

Group  Living : 

Sr  youth  counselor 

Sr  group  supervisor 

Youth    counselor    

Group  supervisor 

Education  : 

Youth   authority  teacher 

Arts  and  crafts  teacher 

Ree  and  physical  educ  teacher  _ 

Reception  and  Diagnosis : 

Supvng  social  'worker  II 

Staff  psychologist   (clinical) 

High  school  teacher 

Supvng  social  worker  I 

Social  worker,  youth  authority 

Sr  group  supervisor 

Clerk-typist    II    

Clerk-typist   I    

Totals,  Authorized  Positions 28.3 


39.5 


39.5 


SUPPORT  AND  SUBSISTENCE 

Medical  Care : 

Physician  and  surgeon  II —  0.2  0.2 

Dentist   II   0.3  1.5  1.5 

Dentist  I 0.2 

Graduate  nurse 12  2 

Clinical  laboratory  tech -  1  1 

Dental  asst -  1  1 

Temporary  help 0.2  -  - 

Totals,  Authorized  Positions 1.7  5.7  5.7 

Totals,  Authorized   Positions,  Ventura 

Reception  Center 32.1         47.2         47.2 

Totals,  Authorized  Positions,  Ventura 
School  for  Girls  and  Reception 
Center 244  286.S       286.S 

Totals,  Authorized   Positions, 

Institutions   2,609.4   2,783.4   2,783.4 

GRAND  TOTALS,  AUTHORIZED  PO- 
SITIONS,  DEPARTMENT  OF 
THE  YOUTH  AUTHORITY 3,316.4    3,507       8,507 


$235,407 


$1,548-2,076 

1,475-1,793 

1,273-1,548 

628-764 

710-821 

475-556 

(2,681) 


$18,888 


$274,354 


$242,681 


$3,715 
18,438 

12,194 
8,316 
2,970 


$45,633 


$309,412 


$2,036,739    $2,500,897 


$21,424 


1 

1 

1 

$801-973 

$11,676 

$11,676 

_ 

1 

1 

710-863 

4,846 

9,008 

2 

— 

_ 

676-821 

- 

13 

13 

644-783 

59,596 

116.424 

14 

8 

8 

584-710 

30,368 

52,836 

0.2 

1 

1 

710-1,100 

5,337 

10,356 

1 

1 

1 

710-1,100 

12,576 

12,576 

- 

1 

1 

710-1,100 

5,337 

10,356 

_ 

1 

1 

973-1,183 

6,811 

12,276 

0.9 

1 

1 

973-1,183 

11,676 

12,276 

0.8 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

1 

884-1,074 

12,633 

12,888 

2.5 

3 

3 

801-973 

31,886 

32,988 

1 

1 

1 

676-821 

9,248 

9,700 

3.7 

5.5 

5.5 

415-530 

27,491 

32,648 

0.2 

- 

- 

357-457 

— 

- 

$349,208 


$3,902 
27,864 

16,632 
8,736 
5,910 


$63,044 


$433,676 


$2,685,366 


$22,365,993    $25,534,150    $26,534,540 


$29,381,612   $33,033,108   $34,155,649 
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EDUCATION 


Department  of  Education 
GENERAL  ACTIVITIES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
28 
24 
25 
26 
2T 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 


0.4 


1 
0.7 

1 
2 

2.2 
0.7 

1 
0.8 


1 
1 
1 
2 

3 
1 
1 
0.3 


BOARD 

Special  asst  to  state  board 0.4 

Totals,   Authorized  Positions 

EXECUTIVE 

Supt  of  public  instruction 

Asst  supt 

Special  asst  to  supt 

Secretary  II  

Sr  steno   

Steno  II  

Clerk-typist  II 

Temporary  help 

Totals,   Authorized  Positions 9.4         10.3 


DIVISION    OF    DEPARTMENTAL 
ADMINISTRATION 

Administrative  Unit : 

Secretary   I    1 

Temporary  help — 

Fiscal : 

Fiscal  officer  II 1 

Fiscal  officer  I 1 

Accounting  officer  III 2 

Assoc  management  analyst 0.9 

Business  service  officer  II 1 

Accounting  officer  II 3 

Storekeeper  II 1 

Accountant  I 2 

Supvng  account  clerk  I 1 

Storekeeper  I 1 

Sr  steno 1.8 

Sr  clerk   4.2 

Sr  clerk-typist 1 

Sr  cashier   clerk 1 

Sr  account  clerk 0.4 

Accounting  technician 4 

Stock  clerk 2 

Bookkeeping  mach  operator  II 2 

Duplicating  mach  operator  II 2.6 

Clerk-typist  II 10.9 

Clerk   II   10.8 

Account  clerk  II 2.8 

Clerk  I 0.8 

Temporary  help 2 

Education  Research : 

Bureau   chief 0.5 

Consultant    0.6 

Assoc  research  analyst 0.3 

Sr  steno   0.5 

Sr  account  clerk 0.3 

Steno  II 0.3 

Clerk-typist  II 0.8 

Account  clerk  II 0.1 

Legal : 

Administrative   adviser   1 

Assoc  counsel 3 

Asst  counsel 1.3 

Sr  legal  typist 1 

Sr  legal  steno 3 

Clerk-typist  II 0.1 

Temporary   help    0.2 

Personnel : 

Personnel  officer  III 1 

Personnel  asst  II 1 

Sr  steno 1 

Personnel  asst  I 2.3 

Clerk-typist  II 5.4 

Temporary  help 0.3 

Terminal  pay 0.6 

Publications : 

Bureau  chief 1 

Publication  consultant 1 

Editorial  assoc 2.6 

Editorial  asst 3.6 

Sr  graphic  artist 1 


1 
1 
1 
2 

3 

1 
1 
0.3 


10.3 


SALARY  RANGE 

$1,439-1,750 

$7,873 


$25,000 

1,439^1,750 

1,155-1,405 

644-783 

505-614 

446-543 

415-530 

(5,195) 

$102,077 


$19,044 
$19,044 


$25,000 

19,044 

16,860 

18,792 

21,252 

5,352 

6,060 

1,300 

$113,660 


$20,004 
$20,004 


$25,000 

20,004 

16,860 

18,792 

21,252 

5,766 

6,060 

1,300 

$115,034 


1 

1 

$584-710 

$8,520 

$8,520 

0.6 

0.6 

- 

2,450 

2,450 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,048-1,273 

15,276 

15,276 

2 

2 

950-1,155 

27,720 

27,720 

1 

1 

950-1,155 

11,592 

12,176 

1 

1 

863-1,048 

12,576 

12,576 

3 

3 

783-950 

33,525 

34,200 

1 

1 

614-783 

8,952 

8,952 

2 

2 

584-710 

17,040 

17,040 

1 

1 

571-692 

8,304 

8,304 

1 

1 

530-«76 

7,728 

7,728 

2 

2 

505-614 

13,428 

13,728 

4 

4 

492-599 

28.002 

28,332 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

6,386 

6,712 

1 

1 

492-599 

5.904 

6,204 

4 

4 

492-599 

27,744 

28,416 

2 

2 

480-584 

14,016 

14,016 

2 

2 

457-556 

13,240 

13,344 

2 

2 

457-556 

13,188 

13,344 

12.5 

12.5 

415-530 

72,070 

73,684 

10 

10 

415-505 

56,311 

58,536 

8 

3 

415-505 

17,060 

17,623 

1 

1 

359-435 

4,524 

4,740 

1.7 

1.7 

(9,396) 

8,250 

8,250 

_ 

_ 

1,439-1,750 

_ 

_ 

— 

— 

1,243-1,512 

— 

-~ 

- 

- 

950-1,155 

— 

— 

_ 

_ 

505-614 

— 

— 

_ 

_ 

492-599 

— 

— 

_ 

_ 

446-543 

— 

_ 

_ 

_ 

415-530 

_ 

— 

- 

- 

415-505 

- 

- 

1 

1 

1,548-1,882 

22,584 

22,584 

3 

3 

1,213-1.475 

49.808 

51.430 

2 

2 

905-1,100 

22,773 

23,916 

1 

1 

543-660 

7,888 

7,920 

3 

3 

543-660 

23,202 

23,568 

1 

1 

415-530 

6,360 

6,360 

- 

- 

(1,505) 

- 

- 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

571-692 

8,304 

8,304 

1 

1 

505-614 

7,368 

7,368 

3 

3 

492-599 

19,481 

20,458 

5 

5 

415-530 

27,873 

28,659 

0.5 

0.5 

(840) 

3,100 

3,100 

0.3 

0.3 

(11,540) 

1,250 

1,250 

1 

1 

1,439-1,750 

21,000 

21,000 

1 

1 

1,243-1,512 

17,064 

17,925 

3 

3 

905-1.100 

37,260 

37,800 

5 

5 

746-905 

47.626 

49,532 

1 

1 

676-821 

8,592 

9,026 

86 
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Department  of  Education 
GENERAL  ACTIVITIES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllnd)      (Auili.l       (iuili.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   DEPARTMENTAL 
ADMINISTRATION— Continued 

Publications — Continued 

Sr  steno   

Steno  II 

Clprk-typist    II    

Temporary  help 

Systems  and  Data  Processing  : 

Bureau  chief 

DP  manager  I 

Assoc  DP  systems  analyst 

Supvr.  EDP 

Asst  DP  systems  analyst 

Programmer   II   

Tab  operations  supvr  II 

Sr  computer  operator 

Computer  operator 

Sr  tab  mach  operator 

Key  punch  supvr  I 

Key  punch  operator 

Account  clerk  II 

Temporary  help 

Certifications — Automated  Data 
Processing  : 

Asst  bureau  chief 

Assoc  DP  systems  analyst 

Programmer  II 

Key  punch  supvr  I 

Clerk-typist  II 

Key  entry  operator 

Statewide     Information     System     for 
Education : 

Coordinator     

Asst   coordinator 

Assoc  DP  systems  analyst 

Programmer  II    

Sr  clerk-typist 

Steno   II   

Temporary  help 

Totals,  Authorized  Positions 


DIVISION  OF  HIGHER  EDUCATION 

Administrative  Unit : 

Chief  deputy  superintendent 0.7 

Assoc  superintendent 0.3 

Sr   steno    1 

Committee  of  Credentials : 

Executive   secretary   0.7 

Steno  11   1 

Temporary  help 0.2 

Teacher  Education  and  Certification : 

Bureau    chief   1 

Consultant  in   teacher  edue 1 

Coordinator  of  teacher  recruit 0.8 

Supvng    certification    analyst 1 

Sr  certification   analyst 5 

Certification  analyst  II 28.1 

Supvng   clerk   II 1 

Certification  analyst  I 13.3 

Supvng   clerk   I 1 

Supvng  clerk-typist  I 1 

Sr  steno   1.5 

Sr  clerk 5.1 

Sr  clerk-typist 2.2 

Steno   II   2.4 

Clerk-typist  II 24 

Clerk   II   34.3 

Temporary  help 14 

Junior  College  Services — 
General  Education : 

Consultant  in  jr  college  educ 1 

Sr   steno   1 

Steno   II 1 

Junior  College  Services — 

Administration  and  Finance : 

Bureau   chief   1 

Consultant  in  jr  college  facilities 4 

General  accountant  III 1 

Apportionments  analyst  II 1 

Sr  steno 1 


SALARY  RANGE 

_ 

1 

1 

505-614 

6,060 

6,360 

2.1 

2 

2 

446-543 

11.492 

12,071 

2 

o 

2 

415-5.30 

11,567 

11,845 

0.3 

1 

1 

(1,571) 

4,200 

4,200 

1 

1 

1 

1,439-1,750 

21,000 

21,000 

1 

1 

1 

1,048-1,273 

14,556 

15,276 

— 

3 

3 

950-1,155 

34,200 

35,928 

— 

1 

1 

950-1.155 

11,976 

12.576 

— 

1 

1 

783-950 

9,390 

9.852 

7 

12 

12 

783-950 

120,120 

125.178 

0.8 

1 

1 

746-905 

10,272 

10.776 

1 

1 

1 

644-783 

8,952 

9,396 

2 

2 

2 

556-676 

15,936 

16,224 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

492-599 

6,852 

7,188 

8.4 

9 

9 

425-517 

54,020 

54,864 

1 

1 

415-505 

5,100 

5,352 

0.3 

0.3 

0.3 

(1,458) 

1,900 

1,900 

0.3 

1 

1 

1,305-1,587 

19,044 

19,044 

1.7 

3 

3 

950-1,155 

37,236 

38,412 

1.9 

4 

4 

783-950 

38.448 

40,3.32 

0.4 

1 

1 

492-599 

6,656 

6,992 

0.4 

1 

1 

415-530 

6,360 

6,360 

13 

13 

425-517 

67,938 

71,370 

0.6 

1 

1 

1,371-1,667 

20,004 

20,004 

0.4 

1 

1 

1,243-1,512 

16.384 

17,210 

0.5 

1 

1 

950-1,155 

12,276 

12,888 

1.1 

2 

2 

783-950 

19,020 

19,956 

0.6 

1 

1 

492-599 

7,188 

7,188 

0.6 

1 

1 

446-543 

6,516 

6,516 

1 

1 

- 

4,300 
$1,423,784 

4,300 

131.4 

168.9 

168.9 

$1,067,439 

$1,462,105 

_ 

_ 

$2,026-2,186 

_ 

- 

_ 

_ 

2,026-2,186 

— 

— 

1 

1 

505-614 

$7,368 

$7,368 

1 

1 

1,100-1,337 

13,200 

13,200 

1 

1 

446-543 

5,628 

5,904 

(2,932) 

- 

- 

1 

1 

1,439-1,750 

21,000 

21,000 

o 

2 

1,24.3-1,512 

33,060 

33,804 

2 

2 

1,243-1,512 

33,060 

33,804 

1 

1 

1,155-1,405 

16,860 

16,860 

5 

5 

998-1,213 

72,200 

72,780 

28 

28 

863-1,048 

335,493 

341.878 

1 

1 

660-801 

9,612 

9,612 

15 

15 

644-783 

123,146 

128,929 

1 

1 

571-692 

8,208 

8,304 

1 

1 

571-692 

8,304 

8,304 

2 

2 

50.5-614 

14,736 

14,736 

6 

6 

492-599 

41,980 

42,652 

9 

2 

492-599 

14,376 

14,376 

5 

5 

446-543 

31,227 

32,142 

24.5 

24,5 

415-530 

138,215 

142,582 

.35 

35 

415-505 

202,264 

207,017 

3.7 

3.7 

69,661 

27,500 

27,500 

1,243-1,512 

_ 

_ 

_ 

_ 

505-614 

— 

— 

- 

— 

446-543 

— 

1,439-1,750 

_ 

_ 

_ 

— 

1,243-1,512 

— 

— 

_ 

_ 

950-1,155 

— 

— 

_ 

_ 

863-1,048 

— 

— 

- 

- 

505-614 

— 

— 
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GENERAL   ACTIVITIES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (iulb.)       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
43 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  HIGHER  EDUCATION 
— Continued 

Junior  College  Services — Adminstration 
and  Finance — Continued 

Steuo  II 2.6 

Temporary  help — coord  council 1.6 

Eeadjustment  Education : 

Bureau   chief 1 

Supvns   field   representative 1 

Field  representative 10.6 

Sr   steno 1 

Steno  II 8.5 

Temporary  help 0.1 

Certifications — Branch  Offices : 

Certification  analyst  II 0.7 

Certification  analyst  I 0.7 

Sr  clerk 0,7 

Steno  II  

Clerk-typist  II 0,6 

Certifications — Microfilming : 

Temporary  help 0.1 

Totals,  Authorized  Positons 180.8 


DIVISION    OF    INSTRUCTION 

Administrative  Unit : 

Chief  deputy  superintendent 

Assoc  superintendent 

Chief  of  supp  educ  services 

Edue  adm  consultant 

Secretary  I  

Sr  steno   

Sr  clerk-typist 

Steno  II 

Clerk-typist  II 

Temporary   help    

Audio-visual  and  School  Library  Educ : 

Bureau  chief 

Consultant  in  school  lib  serv 

Consultant  in  audio-visual  edue 

Supervisor  of  photography 

Sr  graphic  artist 

Sr   steno   

Steno  II  

Temporary  help 

Adnlt  Education : 

Bureau   chief 

Consultant  in  adult  educ 

Sr  steno 

Steno  II  

Educational  Reference  Services : 

Bureau   chief 

Edue  res  and  eval  consultant 

Educ  adm  consultant 

Assoc  research  analyst 

Sr  steno 

Steno  II  

Clerk-typist  II 

Temporary  help 

Study  of  Harmful  Drugs  : 

Educ  project  specialist  I 

Temporary    help    

Phys  &  Health  Educ  &  Recreation : 

Bureau   chief 

Consultant  in  school  rec 

Consultant  in  phys  edue 

Consultant  in  health  edue 

Sr  steno 

Steno  II  

Temporary    help    

Pupil  Personnel  Services : 

Bureau   chief 

Consultant,  pupU  per  serv 

Sr   steno 

Steno  II  

Driver  Education  and  Training  : 

Consultant  in  driver  instruction 

Steno  II  

Temporary  help 


- 

- 

SALARY  KANGE 
446-543 
12,805 

- 

- 

1 

1 

11 

1 

9 
0.1 

1 
1 
11 
1 
9 
0.1 

1,439-1,750 

1,305-1,587 

1,243-1,512 

505-614 

446-543 

(396) 

21,000 

19,044 

194,368 

7,368 

51,563 

450 

21,000 

19,044 

195,870 

7,368 

53,813 

450 

4 
1 
1 
3 

1 

4 
1 
1 
3 

1 

863-1,048 
644-783 
492-599 
446-543 
415-530 

42,660 
8,592 
5,904 

16,470 
5,100 

44.756 
9,026 
6,204 

17.298 
5,352 

6 

6 

(664) 
$1,537,163 

30,000 

$1,559,956 

30,000 

177.3 

177.3 

$1,592,933 

_ 

_ 

_ 

$2,026-2,186 

- 

0.7 

1 

1 

2,026-2,186 

$24,817 

1 

1 

1 

1,667-2,026 

24,312 

0.6 

_ 

1,243-1.512 

— 

1 

1 

1 

584-710 

8,520 

1.6 

1 

1 

505-614 

7,368 

1 

1 

1 

492-599 

7,188 

0.2 

1 

1 

446-543 

6,490 

6.7 

7 

7 

415-530 

42,068 

0.1 

0.2 

0.2 

(699) 

700 

1 

1 

1 

1,439-1,750 

21,000 

1.2 

2 

2 

1,242-1,512 

33,060 

1.8 

2 

2 

1,243-1,512 

33,618 

1 

1 

1 

764-927 

11,124 

1 

1 

1 

676-821 

9,472 

1 

1 

1 

505-614 

7,368 

2 

2 

2 

446-543 

13,032 

0.1 

0.1 

0.1 

(342) 

700 

1 

1 

1 

1,439-1,750 

21,000 

3 

3 

3 

1,243-1,512 

54,432 

1 

1 

1 

505-614 

7,368 

2 

o 

2 

446-543 

13,032 

0.4 

1 

1 

1,439-1,750 

19,044 

0.6 

1 

1 

1,243-1,512 

14,916 

1 

1 

1,243-1,512 

14,916 

0.7 

1 

1 

950-1,155 

13,860 

0.4 

1 

1 

505-614 

7,368 

0.7 

1 

1 

446-543 

6,516 

0.7 

1 

1 

415-530 

6,360 

0.2 

0.4 

0.4 

(1,279) 

1,550 

0.4 

1 

_ 

1,243-1,512 

11,350 

0.1 

0.1 

- 

(105) 

500 

1 

1 

1 

1,439-1,750 

21,000 

1 

1 

1 

1,243-1,512 

18,144 

1 

1 

1 

1,243-1,512 

18,144 

1 

1 

1 

1,243-1,512 

18,144 

1 

1 

1 

505-614 

7,368 

2 

2 

2 

446-543 

13,032 

0.1 

- 

- 

(648) 

— 

1 

1 

1 

1,439-1,750 

21,000 

2 

2 

2 

1,243-1,512 

35,276 

1 

1 

1 

505-614 

7,368 

0.5 

0.5 

0.5 

446-543 

3,258 

_ 

1 

1 

1,243-1,512 

14,916 

0.1 

0.5 

0.5 

446-543 

2,756 

0.1 

0.5 

0.5 

(303) 

3,200 

$25,819 
24,312 

8,520 
7,368 
7,188 
6,516 
42,843 
700 

21,000 

33.804 

34,398 

11,124 

9,852 

7,368 

13.032 

700 

21,000 

54,432 

7,368 

13,032 

20,004 

15,660 

15,660 

13,860 

7,368 

6,516 

6,360 

1,550 


21,000 
18,144 
18,144 
18,144 
7,368 
13,032 


21,000 
36,142 

7.368 
3,258 

15,660 
2,895 
3,200 
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GENERAL   ACTIVITIES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tDth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
U 
12 
13 
14 
15 
16 
IT 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   INSTRUCTION— 

Continued 

Educational    Programs    and     Subject 
Specialists : 

Bureau    ciiief 

Edue  adm  consultant 

Consultant  in  secondary  educ 

Consultant  in  reading 

Consultant  in  elem  educ 

Sr   steno   

Steno  II   

Clerk-typist  II 

Temporary  help 

Mathematics  Improvement  Program : 

Consultant  in  math  edue 

Steno  II  

Temporary  help 

Totals,  Authorized  Positions 


DIVISION   OF   PUBLIC   SCHOOL 
ADMINISTRATION 

Administrative  Unit : 

Assoc   superintendent 

Asst  division  chief 

Field  representative 

Secretary  I  

Sr  steno 

Steno  II 

Administrative  Services  Bureau : 

Bureau  chief 

Field  representative 

Consultant,  child  welf  and  attend 

Sr   steno   

Steno  II  

Temporary  help 

School  Apportionments  and  Reports : 

Bureau  chief 

Asst  bureau  chief 

Field   representative 

Assoc  budget  analyst 

Apportionments  analyst  II 

Asst  budget  analyst 

Apportionments  analyst  I 

Sr  steno 

Accounting  technician 

Steno   II   

Clerk-typist  II 

Account  clerk  II 

Temporary  help — 

Administrative  Research  and  District 
Organization : 

Bureau  chief 

Field  representative 

Edue  research  &  eval  consultant 

Sr  steno 

Sr  account  clerk 

Steno  II  

Clerk-typist  II 

Account  clerk  II 

Temporary  help 

School  Lunch  : 

Dep  chief  surplus  property  officer 

Supvng  nutrition  consultant 

Child  nutrition  consultant 

Supvng  clerk  I 

Sr  steno 

Sr  clerk 

Sr  account  clerk 

Accounting   technician 

Clerk-tvpist  II 

Clerk  II  

Account  clerk  II 

Temporary  help 


SAL.^ET  E.\NGE 

0.8 

1 

1 

1,439-1.7.50 

21,000 

21,000 

0.6 

— 

_ 

1,243-1,512 

_ 

_ 

4 

4 

4 

1,243-1,512 

72,576 

72,576 

2 

2 

2 

1,24.3-1.512 

33,804 

34,596 

0.6 

1.4 

1.4 

1,243-1,512 

23,234 

24.408 

9 

9 

9 

505-614 

14,124 

14,466 

2.9 

3 

3 

446-543 

17,335 

18,204 

1.9 

9 

9 

415-530 

11,728 

12,020 

1.3 

0.9 

0.9 

(6,806) 

4,800 

4,800 

_ 

1 

1 

1,243-1,512 

14,916 

15,660 

0.5 

1 

1 

446-543 

5,628 

5,904 

0.7 

0.6 

0.6 

(10,740) 

8,400 

8,400 

62.3 


71.2 


70.1 


$701,521 


$854,200 


$854,743 


1 

1 

1 

$2,026-2,186 

$26,173 

$26,232 

0.5 

1 

1 

1,667-2,026 

22,504 

23.633 

1 

1 

1 

1,243-1,512 

18,144 

18.144 

0.4 

1 

1 

584-710 

7,008 

7.368 

1 

1 

1 

505-614 

7,368 

7,368 

0.7 

1 

1 

446-543 

6,490 

6,516 

1 

1 

1 

1,439-1,750 

21,000 

21.000 

5.7 

6 

6 

1,243-1,512 

105,636 

106,380 

1 

1 

1 

1,243-1,512 

18.144 

18,144 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

9 

446-543 

13,032 

13,032 

0.5 

0.5 

0.5 

(2,196) 

2,500 

2,500 

0.6 

1 

1 

1,439-1,750 

17,268 

18,144 

0.8 

1 

1 

1,243-1,512 

16,860 

17,706 

0.8 

1 

1 

1,243-1,512 

16,520 

17,341 

1 

1 

1 

950-1,155 

13,860 

13,860 

3.5 

4 

4 

863-1,048 

47,684 

48,588 

0.8 

1 

1 

783-950 

9,396 

9,852 

1.3 

2 

2 

644-783 

15,908 

16,704 

1 

1 

1 

505-614 

7,368 

7,368 

5.4 

6 

6 

492-599 

42,512 

42,876 

2.1 

2.5 

2.5 

446-543 

15,777 

15.915 

1.5 

2 

2 

415-530 

11,659 

11,945 

2.6 

2 

2 

415-505 

11,160 

11,412 

— 

0.5 

0.5 

- 

2,500 

2,500 

1 

1 

1 

1,439-1,750 

21,000 

21.000 

2 

3 

3 

1,243-1,512 

51,204 

51,948 

_ 

1 

1 

1,243-1,512 

18,144 

18.144 

05 

1 

1 

505-614 

7,368 

7,368 

0.7 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-530 

6.060 

6,060 

0.7 

1 

1 

415-505 

5,286 

5,553 

0.8 

0.7 

0.7 

(4,079) 

3,300 

3,300 

0  5 

0.5 

0.5 

1,048-1,273 

7,638 

7.638 

1 

1 

1 

973-1,183 

14,196 

14,196 

7.9 

8 

8 

842-1,023 

95,000 

96,648 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

6.796 

7.132 

2.9 

3 

3 

415-530 

17,406 

17.673 

1 

1 

1 

415-505 

6,060 

6.060 

2.9 

3 

3 

415-505 

16,522 

17,051 

0.2 

0.2 

0.2 

(971) 

1,100 

1,100 
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GENERAL  ACTIVITIES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (ftulh.) (Jiiih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   PUBLIC  SCHOOL 
ADMINISTRATION— Continued 

School  Planning : 

Bureau  chief 

Supvng  field  representative 

Supvng  architectural  adviser 

Field  representative 

Architectural  asst 

Sr  steno 

Steno  II  

Account  clerk  II 

Textbooks  and  Publications : 

Bureau  chief 

Field  representative 

Textbook  consultant 

Sr  steno   

Sr  clerk   

Stock  clerk 

Steno  II 

Clerk-typist  II 

Clerk   II   

Account  clerk  II 

Temporary  help 

School  District  Budgeting  and 
Accounting : 

Educ  project  specialist  I 

Steno  II  

Totals,  Authoi'ized  Positions  __ 


DIVISION    OF    SPECIAL    SCHOOLS 
AND    SERVICES 

Administration : 

Deputy   superintendent   

Physician  &  surgeon  II 

Asst  division  chief 

Assoc  budget  analyst 

Secretary  I  

Sr  steno 

Steno  II 

Clerk-typist   II   

Temporary    help    

Bureau  for  Educationally  Handi- 
capped and  Mentally  Exceptional 
Children : 

Bureau   chief 

Curriculum  specialist 

Consultant,  educ  of  ment  gifted 

Consultant,  educ  of  ment  ret 

Consultant,  educ  of  educ  hand 

Sr  steno 

Steno  II  

Temporary  helji 

Bureau  of  Physically  Exceptional 
Children  : 

Bureau   chief 

Consultant,  educ  of  sp,  hear  hand 

Consultant,  educ  of  phys  hand 

Consultant,  educ  of  deaf 

Consultant,  educ  of  vis  hand 

Sr  steno   

Sr  clerk-typist 

Steno  II 

Temporary    help    

Clearing  House  Depository : 

Stock    clerk    

Steno  II   

Development  Centers  for  Exceptional 
Children  : 
Consultant,  Devel  Cent  for  Handi  _ 
Steno  II 

Training  Personnel  Handicapped 
Children ; 
Consultant  in  the  Educ  of  Ment  Ret 

Steno  II 

Temporary  help 

Totals,  Authorized  Positions 

TOTALS,  AUTHORIZED  POSITIONS 


SALARY  RANGE 

1 

1 

1 

1,439-1,750 

21,000 

21,000 

1 

1 

1 

1,305-1,587 

19,044 

19,044 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

9.8 

11 

11 

1,243-1,512 

195,553 

197.100 

1 

1 

1 

821-998 

11,976 

11,976 

1.7 

o 

2 

505-614 

14,736 

14,736 

6.5 

8 

8 

446-543 

50,558 

51,326 

2 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

1,439-1,750 

19,364 

20,336 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

1 

1 

1 

1,243-1,512 

16,860 

17,706 

0.9 

1 

1 

505-614 

7,158 

7,368 

1 

1 

1 

492-599 

7,048 

7,188 

1.9 

2 

2 

480-584 

14,016 

14,016 

1.9 

2 

2 

446-543 

13,032 

13,032 

2.9 

3 

3 

415-530 

16,859 

17,407 

1 

1 

1 

415-505 

5,910 

6,060 

1.9 

2 

o 

415-505 

12,120 

12,120 

1 

1.6 

1.6 

(5,076) 

6,100 

6,100 

0.4 

1 

1 

1,243-1,512 

15,660 

16,452 

0.4 

0.5 

0.5 

446-543 

3,141 
$1,303,646 

3,258 

106.6 

120 

120 

$1,088,372 

$1,321,584 

1.2 

0.6 

1 

1 

1 

1 

0.2 

1 

0.1 

1 

1 

1 

1 

1 

1 

0.5 

1 

0.3 

1 

1 

1 

1 

1 

1 

0.5 

1 

0.3 

$2,026-2,186 

1,548-2,076 

1,667-2,026 

950-1,155 

584-710 

505-614 

446-543 

415-530 

(898) 

$26,232 

22,584 

24,312 

12,784 

8,520 

7,368 

3,258 

6,060 

1,500 

$26,232 

22,584 

24,312 

13,420 

8,520 

7,368 

3,258 

6,060 

1,500 

1 

1 

1.8 

4 

1.9 

0.9 

4.4 

1 

1 

2 

4 

2 

1 

4.5 

0.4 

1 

1 

2 

4 

2 

1 

4.5 

0.4 

1,439-1,750 
1,371-1,667 
1,243-1,512 
1,243-1,512 
1,243-1,512 
505-614 
446-543 

19,444 
20,004 
33,246 

70,884 
36,142 

7,248 
27,950 

1,800 

20.419 
20,004 
34,002 
71,700 
36,288 

7,368 
28,808 

1,800 

1 

1.3 

2 

2 

3 

1 

1 

4.3 

0.1 

1 

2 

2 

2 

3 

1 

1 

4.5 

0.1 

1 
2 
2 
o 

3 

1 
1 

4.5 
0.1 

1,439-1,750 

1,243-1,512 

1,243-1,512 

1,243-1,512 

1,243-1,512 

505-614 

492-599 

446-543 

(384) 

21,000 

36.288 

36,288 

35,276 

54,432 

7,368 

7,188 

29,205 

450 

21,000 

36,288 

36,288 

36,142 

54,432 

7,368 

7,188 

29,322 

450 

1 

1 

1 
1 

1 
1 

480-584 
446-543 

7,008 
6,516 

7,008 
6,516 

1 
0.5 

1 
0.5 

1 
0.5 

1,243-1,512 
446-543 

18,144 
3,141 

18,144 
3,258 

1 
1 
0.4 

1 
1 
0.3 

1 
1 
0.3 

1,243-1,512 

446-543 
(5,315) 

$547,589 

18,144 
6,516 
1,800 

$618,100 

18,144 
6,516 
1,800 

43.7 

46.1 

46.1 

$623,507 

534.6 

594.8 

593.7 

$5,052,034 

$5,892,390 

$5,989,910 
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GENERAL  ACTIVITIES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

38 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

68 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


RESEARCH    PROJECTS 

Educational  Data  Processing : 

Coordinator    

Programmer   II 

Programmer   I    

Sr  clerk-typist 

Steno  II 

Temporary  help 

Smoking  and  Health  Project : 

Educ  project  specialist  I 

Steno  II 

Temporary  help 

Totals,  Authorized  Positions 

GRAND      TOTALS,      AUTHORIZED 
POSITIONS— Genera!  Activities-^ 


ADULT   BASIC    EDUCATION 

Asst  bureau  chief 

Consultant  in  adult  education 

Steno  II   

Steno  I  

Temporary  help 

Adult  Migrant  Worker  Study : 

Temporary  help 

Totals,  Authorized  Positions 


0.4 

0.3 

0.4 
0.4 
0.4 
0.2 

- 

- 

SALARY  KANGB 

$1,371-1,667 
783-950 
676-783 
492-599 
446-543 
(1,305) 

- 

- 

1 

0.5 

0.1 

1 

0.5 

0.4 

1 

0.5 

0.4 

1,243-1,512 
446-543 
(727) 

$34,425 

$15,726 
2,530 
2,000 

$16,520 
2.655 
2,000 

3.7 

1.9 

1.9 

$20,256 

$21,175 

538.3 

596.7 

595.6 

$5,086,459 

$5,912,646 

$6,011,085 

1 

3 

2.6 

0.1 

0.6 

1 
4 
3 

0.7 

1 
4 
3 

0.7 

Sl.305-1,587 

1,243-1,512 

446-543 

405-492 

(2,893) 

$19,044 
68,292 
18,363 

3,300 

$19,044 
71,1.51 
18,957 

3,300 

1 

- 

- 

(8,644) 

- 

- 

8.3 


8.7 


8.7 


ADULT  EDUCATION  FOR  CIVIL 
DEFENSE 

Consultant  in  adult  educ 111 

Supervisor  of  civil  def  adult  educ 111 

Field  representative 4             4              4 

Steno  II  1.8           2              2 

Clerk-typist  II 111 

Temporary  help -             0.1           0.1 

Totals,  Authorized  Positions 8.8           9.1           9.1 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    555.4       614.5       613.4 


$90,852 


$1,243-1,512 

1,243-1,512 

1,074^1,305 

446-543 

415-530 


$101,565 


$5,278,876 


$108,999 


$18,144 

17,560 

59,500 

12,006 

5,599 

1,000 

$113,809 


1,135,454 


$112,452 


$18,144 

18,144 

61,292 

12,282 

5,885 

1,000 

$116,747 


1,240,284 


NATIONAL   DEFENSE   EDUCATION 


TITLE  3B— IMPROVEMENT  OF 
INSTRUCTION 


Administration : 

SALARY  RANGE 

Bureau  chief 

1 

1 

1 

$1,439-1,750 

$21,000 

$21,000 

Asst  bureau  chief 

1 

1 

1 

1,305-1,587 

19,044 

19,044 

Educ  adm  consultant 

5.2 

7 

7 

1,243-1,512 

120.333 

122,040 

Consultant  in  secondary  educ 

0.6 

1 

1 

1,243-1,512 

14,916 

15.660 

Consultant  in  elementary  educ 

_ 

1 

1 

1,243-1,512 

14,916 

15.660 

Supvng  steno  I 

1 

1 

1 

584-710 

7,638 

8,016 

Steno  II 

6 

8.5 

8.5 

446-543 

52,105 

52,899 

Clerk-tvpist  II 

0.5 

1 

1 

415-530 

5,100 

5,352 

Temporary    help    

1.1 

1.2 

1.2 

(6,516) 

7,500 

7,500 

Program  Supervision  : 

Consultant  in  math  educ                  _ 

1 
1.9 

1 
2 

1 

2 

1,243-1,512 
1,243-1,512 

18,071 
36,288 

18.144 

Consultant  in  foreign  lang  educ 

36.288 

Educ  adm  consultant 

0.8 

1 

1 

1,243-1,512 

14,916 

15.660 

Consultant  in  ind  arts  educ 

0.4 

1 

1 

1,243-1,512 

14,916 

15,660 

Consultant  in  a-v  educ 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

Steno  II 

2.8 

3 

3 

446-543 

17,956 

18,532 

TemDorarv  heln 

1.7 

2 

2 

(14,464) 
$297,179 

21,000 

$403,843 

21,000 

Totals,  Authorized  Positions 

26 

33.7 

33.7 

$410,599 

TITLE  5— IMPROVEMENT  OF 
GUIDANCE 

Improved  Guidance  Practices : 

Consultant,  pupil  per  serv 

Steno  II 

Temporary  help 

Totals,  Authorized  Positions  — 


3.3 

2.7 

1 


5 

2.5 

3 


5 

2.5 

3 


10.5 


10.5 


$1,243-1.512 
446-543 
(6,029) 

$76,059 


$83,242 
14,863 
13,700 


$84,876 
15,443 
13,700 


$111,805 


$114,019 
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NATIONAL   DEFENSE   EDUCATION— Continued 

LJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL        ]      ESTIMATED 
1967-68         1           1968-69 

PROPOSED 
1969-70 

D 

67-68  68-69  69-70 
(Fillid)      (Auth.)      (Auth.) 

1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TITLE   10— IMPROVEMENT  OF 
STATISTICAL  SERVICES 

Statistical  Services: 

Assoc  statistician   

Tab  macli  operator 

Steno  II  

Key  puncli  operator 

Account  clerli  II 

Temporary  Iielp 

Totals,  Authorized  Positions 

GEAND  TOTALS,  AUTHORIZED 
POSITIONS    


SALARY  RANGE 

1.8 

2 

2 

$950-1,155 

$25,268 

$26,528 

0.7 

1 

1 

480-584 

6,490 

6.812 

1 

1 

1 

446-543 

6,516 

6.516 

1 

1 

1 

425-517 

6,204 

6.204 

9 

o 

o 

415-505 

12,120 

12,120 

0.5 

1.1 

1.1 

(l.SSo) 
.$50,781 

4,100 
$60,698 

4,100 

7 

8.1 

8.1 

$62,280 

40 


52.3 


52.3 


$424,019 


$576,346 


$586,898 


ELEMENTARY  AND   SECONDARY  EDUCATION   ACT 


THE  OFFICE   OF  COMPENSATORY 
EDUCATION 


Administrative  Unit : 

SALARY  RANGE 

Assoc  superintendent 

1 

1 

1 

$2,026-2,186 

$26,232 

$26,232 

Asst  division  chief 

1 

1 

1 

1,667-2.026 

22,136 

23,245 

Administrative  asst  II 

1 

1 

1 
1 

1 

1 

950-1.155 
505-614 

12,576 
7,368 

13.200 

Sr  steno 

7,368 

Steno  II  

1 

1.5 

1.5 

446-543 

8,465 

8,887 

Program  Development : 

Bureau   chief 

1 

1 

1 

1,439-1.750 

20,419 

21,000 

Consultant    

6.5 

S 

8 

1,243-1,512 

134,035 

138.080 

Sr   steno   

1 

1 

1 

505-614 

6,728 

7,068 

Steno  II  

3.2 

4 

4 

446-543 

23,103 

24,234 

Temporary  help 

0.9 

1 

1 

(4,800) 

5,303 

5,303 

Program  Evaluation : 

Bureau   chief 

1 

1 

1 

1,439-1,750 

21,000 

21,000 

Consultant 

4.6 

5 

5 

1.243-1,512 

85,800 

87,360 

Associate  research  analyst 

_ 

1 

1 

950-1,155 

11,400 

11,976 

Sr  steno   

_ 

1 

1 

505-614 

6,060 

6,360 

Steno  II  

3.8 

3 

3 

446-543 

18,518 

19,036 

Clerk  II 

1 

1 

415-505 

5,100 

5,352 

Temporary  help 

0.7 

0.5 

0.5 

(3,674) 

2,678 

2,678 

Administration  and  Finance : 

Bureau   chief 

1 

1 

1 

1,439-1,750 

21,000 

21,000 

.^dministr.Ttive  ronsTiltant 

2 

3 

3 

1,243-1,512 

51,058 

51,948 

Asst  budget  analyst 

1 

1 

1 

783-950 

9,396 

9,852 

Sr  steno 

1 

1 

1 

505-614 

7,368 

7,368 

Accounting  technician 

1 

o 

2 

492-599 

12,238 

12,860 

Steno  II __       _ 

1 

1 

1 

446-543 

6,029 

6,334 

Clerk-typist    II 

4 

3 

3 

415-530 

17,119 

18,005 

Temporary    help 

— 

0.5 

0.5 

(-) 

3,308 

3,308 

Community  Services : 

Bureau   chief 

1 

1 

1 

1,439-1,750 

21,000 

21,000 

Consultant    

2.8 

4 

4 

1,243-1,512 

69,275 

70,002 

Sr   steno 

1 
1.5 

1 
1.5 

1 
1.5 

505-614 
446-543 

7,368 
9,041 

7,368 

Steno  II 

9.493 

Temporary  help 

0.2 

0.5 

0.5 

(1,201) 

3,308 

3,308 

Preschool  Education  Programs — State : 

Bureau   chief 

1 
5.3 

1 
6 

1 
6 

1,439^1.750 
1,243-1,512 

19,684 
94,975 

20,668 

Consultant 

99,501 

Assistant  budget  analyst 

1 

1 

7S3-950 

9,396 

9,852 

Sr  steno 

0.5 

1 

1 

505-614 

6,060 

6,360 

Steno  II 

2.5 

2.5 

2.5 

446-543 

15,903 

16,212 

Clerk-tvpist  II 

0.8 

1 

1 

415-.^30 

5,507 

5,785 

Temporary  help 

0.5 

1.1 

1.1 

(2,987) 

5,775 

5,775 

Research  and  Teacher  Education  for 

Disadvantaged  Children : 

Coordinator 

1 
0.6 

1 

1 

1 
1 

1,371-1,667 
1,243-1,512 

20.004 
14.916 

20,004 

Consultant 

15,660 

Steuo  II               

1 

1 

1 

446-543 

6.054 

6,360 

Temporary    help    

0.2 

0.1 

0.1 

(2,916) 

1,313 

1,313 

Preschool  Education  Programs — 

Federal : 

Consultant 

1.6 

o 

2 

1,243-1,512 

30,948 

32,508 

Steno   II 

1 

1 

1 

446-543 

6,516 

6,516 

Temporary    help    

- 

1 

1 

(48) 

6,038 

6,038 

Intergroup  Relations : 

Bureau   chief     

1 

1 

1 

1,439-1,750 

20,004 

21,000 

Consultant 

3.6 

4 

4 

1,243-1,512 

69,056 

70,092 

Sr   steno      _              _ 

1 

1 

1 

505-614 

6.812 

7,158 

Steno  II 

1 

2 

2 

446-543 

11,394 

11,970 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(FlllBd)      (Aoih.)       (Aiilh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


THE  OFFICE  OF  COMPENSATORY 
EDUCATION— Continued 

Program  Development — State  : 

Consultant    

Steno  II  

Temporary  help 

Administration  and  Finance — State: 

Account  clerk  II 

Temporary    help    

Community  Services — State: 

Consultant    

Steno  II   

Temporary  help 

Advisory  Services — Desegregation : 

Consultant    

Steno  II 

Temporary  help 

Totals,  Authorized  Positions 


TITLE    I— EDUCATION    OF 
MIGRANT   CHILDREN 

Consultant    

Steno  II  

Clerk-typist  II 

Temporary   help    

Totals,  Authorized  Positions 


1.3 
1.1 
0.3 

3 

1.5 

3 

1.5 

SALARY  RANGE 
1,243-1,512 
446-543 
(4,219) 

44,748 
8,350 

46,980 
8,764 

1 

1 
0.5 

1 
0.5 

415-505 
(-) 

5,396 

3,885 

5,668 
3,885 

0.3 

0.5 
0.5 

0.5 
0.5 

1,243-1,512 
446-543 
(153) 

7,799 
2,745 

8,193 

2,883 

4.1 
2.4 
0.5 

5 

2.5 

0.3 

5 

2.5 

0.3 

1,243-1,512 
446-543 

(2,568) 

$897,703 

82,160 

14,966 

1,575 

$1,176,408 

86,276 

15,714 

1.575 

78.8 

97 

97 

$1,213,025 

3.1 

3 

3 

$1,243-1,512 

$51,843 

$58,702 

1.5 

1.5 

1.5 

446-543 

9,119 

9,493 

1.2 

2 

2 

415-530 

10,660 

11,198 

0.2 

0.3 

0.3 

(3,369) 

4,200 

4,200 

Program  Planning  and  Development : 

Project   specialist   III    

Project    specialist   II   

Project  specialist  I 

Administrative  consultant 

Administrative  asst  I 

Sr   steno    

Steno  II  

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 


TITLE  V— STRENGTHENING  THE 
STATE  DEPARTMENT 

Departmental  Reorganization : 

Temporary  help 

Program  Planning : 

Project  specialist  III 

Project  specialist  II 

Project  specialist  I 

Edue  adm  consultant 

Administrative  asst  I 

Sr  steno 

Steno   II   

Clerk-typist  II 

Temporary    help    


0.1 

0.2 

1 

0.2 

0.2 

0.2 

0.8 

0.2 

0.5 


3.4 


0.1 


6.8 


6.8 


$63,929 


$75,322 


TITLE    II— SCHOOL    LIBRARY 
RESOURCES 

Administration : 

Administrative  consultant 12  2 

Accountant  I 111 

Steno  II 0.6  1  1 

Clerk-typist  II 1.8  2  2 

Temporary  help 2.4  1,4  1.4 

Program  Supervision : 

Asst  bureau  chief 111 

Educ  project  specialist  I 3.1  4  4 

Steno  II 2.9  3  3 

Temporary  help (-)  4.6  4.6 

Totals,  Authorized  Positions 13.8         20  20 


TITLE   III— SUPPLEMENTARY 
CENTERS  AND  SERVICES 


$137,495 


$1,439-1,750 

1,371-1,667 

1,243-1,512 

1,243-1,512 

783-950 

505-614 

446-543 

415-530 

(2,540) 

$84,905 


($1,127) 


$217,356 


0.8 

1 

1 

1,439-1,750 

0.8 

1 

1 

1,871-1,667 

2.9 

6 

6 

1,243-1,512 

0.4 

1 

1 

1,243-1,512 

o.s 

1 

1 

788-950 

o.s 

1 

1 

50.5-614 

2.2 

4 

4 

446-543 

0.7 

1 

1 

415-530 

0.4 

0.2 

0.2 

(5,436) 

$18,576 

18,576 

88,056 

16,860 

10,398 

6,852 

23.268 

5,226 

3,000 


$78,593 


$1,243-1,512 

584-710 

446-543 

415-580 

(18,442) 

$33,060 

8,520 

6,004 

12,120 

10,448 

$38,804 

8,520 

6,308 

12,120 

10,448 

1,805-1,587 
1,243-1,512 
446-543 
(-) 

19,044 
66,014 
17,910 
44,236 

19,044 
68,400 
18,486 
44,236 

$221,366 


$18,576 

18,576 

88,056 

16,860 

10,398 

6,852 

23,263 

5,226 

3,000 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


TITLE    V— STRENGTHENING    THE 
STATE  DEPARTMENT— Continued 

Advance  Placement  Program : 

Project  specialist  I 1 

Steno  II 0.9 

Temporary  help 0.1 

Curriculum  Framework  in  English  : 

Educ  project  specialist  I 0.9 

Steno  II 0.9 

Temporary  help 0.1 

Curriculum  Framework  in  the  Social 
Sciences : 

Educ  project  specialist  I 1 

Steno  II 0.7 

Temporary  help 0.6 

Curriculum  Framework  in  Science: 

Educ  project  specialist  I - 

Steno  II 1 

Temporary    help    0.3 

Bill  of  Rights : 

Educ  project  specialist  I 0.5 

Clerk-typist  II 0.7 

State  Committee  on  Public 
Education : 

Educ  project  specialist  II 1 

Educ  project  specialist  I 0.5 

Sr  steno    0.5 

Steno  II 1 

Temporary  help 1.4 

Junior  College  Advisory  Panel : 

Educ  project  specialist  II 1 

Sr  steno 1 

Temporary  help 0.3 

Data  Processing : 

Assoc  DP  systems  analyst 2.5 

Supvr,  EDP 0.5 

Programmer  II 0.4 

Programmer  I 1.6 

Computer  operator 2.1 

Sr  steno   1 

Account   clerk    II 0.9 

Education  of  Mexican-American 
Children : 

Educ  project  specialist  II 1 

Educ  project  specialist  I 1 

Steno  II   0.9 

Farm  Migrant  Project — Directors 
Office: 

Educ  project  specialist  III 0.5 

Steno  II 0.5 

School  Business  Administration 
Workshop : 

Field  representative 0.4 

Steno  II 1 

Development  of  Transportation 
Supervision  Program : 

Field  representative 0.1 

Steno   II   

School  Planning  Informational 
Services : 

Educ  project  asst  II 1 

Steno  II 1 

Temporary  help 0.1 

Instructional  Television : 

Project  specialist  I 0.8 

Steno  II  

Temporary   help    0.5 

Study  of  Arts  and  Humanities  : 

Project  specialist  I 0.3 

Sr   steno 1 

Temporary  help 1 

In-Service  Training  of  Staff : 

Training  officer  II 1 

Sr  steno 1 

Clerk-typist    II    0.7 

Temporary  help — 

Programs — Desegregation-Integration- 
Compensatory  Education : 

Educ  project  specialist  I 0.8 

Steno  II 0.1 

Temporary  help 0.4 


1 

1 

0.1 

1 

1 
0.1 

SALARY  RANGE 
1,243-1,512 
446-543 
(593) 

18,144 
5,490 
1,000 

18,144 
5,766 
1,000 

1 
1 

0.1 

1 

1 
0.1 

1,243-1,512 
446-543 
(2,832) 

15,598 
6,516 
2,433 

16,386 
6,516 
2,433 

1 
1 

0.2 

1 
1 

0.2 

1,243-1,512 
446-543 
(6,497) 

18,144 
5,490 
2,186 

18,144 
5,766 
2,186 

1 
1 

1 
1 

1,243-1,512 
446-543 
(3,765) 

16,452 
5,490 

17,268 
5,766 

1 

1 

1,243-1,512 
415-530 

5,100 

5,352 

1 

0.5 

1 

0.5 

1 

1 

0.5 

1 

0.5 

1 

1.371-1,667 

1,24.V1,512 

50.5-614 

446-543 

(19,394) 

18,576 
8,396 
6,852 
2,745 

15,600 

18,576 
8,396 
6,852 
2,745 

15,600 

1 
1 
0.1 

1 
1 
0.1 

1,371-1,667 

505-614 

(1,627) 

15,276 

7,068 

750 

15,276 

7,368 

750 

3 

1 
1 
1 
2 
1 
1 

3 

1 

1 
1 
2 

1 
1 

950-1,155 
950-1,155 
78.3-950 
676-783 
556-676 
505-614 
415-505 

37,271 
11,400 
9,586 
8,316 
14,784 
7,368 
6,060 

38,620 

11,976 

10,062 

8,736 

15,120 

7,368 

6,060 

1 
1 
1 

1 

1 
1 

1,371-1,667 

1,243-1,512 

446-543 

19,204 

16,452 

5,954 

20,004 

17,268 

6,256 

- 

- 

1,439-1,750 
446-543 

- 

- 

1 

1 

1 
1 

1,243-1,512 
446-543 

14,978 
6,516 

15,726 
6,516 

1 
0.5 

1 
0.5 

1,243-1,512 
446-543 

17,560 
2,676 

18,144 
2,814 

1 
1.5 

1 
1.5 

1,023-1,243 

446-543 

(390) 

12,276 
8,534 

12,888 
8,962 

1 

0.5 

0.1 

1 

0.5 

0.1 

1,243-1,512 
446-543 

(2,318) 

17,064 

2,676 

500 

17,925 

2,814 

500 

1 
1 
0.2 

1 
1 
0.2 

1,243-1,512 
505-614 
(12,010) 

14,916 
7,368 
2,246 

15,660 
7,368 
2,246 

1 
1 
1 
0.3 

1 
1 
1 
0.3 

1,155-1,405 
505-614 
415-530 
(-) 

15,276 
7,158 
5,264 
1,600 

16,044 
7,368 
5,530 
1,600 

1 
0.5 

1 
0.5 

1,243-1,512 
446-543 
(1,952) 

15,164 
2,676 

15,924 
2,814 
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SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIlid)       (>nlli.)       (Anlh,) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TITLE    V— STRENGTHENING    THE 
STATE  DEPARTMENT— Continued 

Expanding  Economic  Education  in 
California  Public  Schools : 

Educ  project  specialist  I 

Steno  II   

Temporary  help 

Curricula  Research — Adult  Students 
With  Spanish  Surnames : 

Educ  project  specialist  I 

Steno   II    

Personnel  Jlanagement  Project : 

Kdue  project  specialist  I 

Steno   II   

Temporary  help 

Strengthening  Administrative 
Services — Fiscal : 

Asst  budget  analyst 

Property  clerk  I 

Dupli^'ating  mach  operator  II 

Clerk-typist  II 

Account  clerk  II 

Clerk-typist    I    

Temporary  help 

Strengthening  Administrative 
Services — Publications : 

Editorial    asst    

Farm  Migrant  Project — California  Re- 
gional OfRce : 

Project  specialist  II 

Steno  II    

Temporary  help 

Conservation  Education : 

Project  specialist  I 

Clerk-typist    II    

State  Board  of  Education 
Clerical  Assistance : 

Sr  Steno 

Steno  II  

Adult  Education  Advisory  Committee : 

Temporary  help 

Abstracts  of  Selected  Curriculum 
Documents : 

Temporary  help 

Implementation  of  Education  Profes- 
sions Development  Act : 

Temporary  help 

Innovation  Exchange  Program : 

Temporary  help 

Totals,  Authorized  Positions 


TITLE  VI— EDUCATIONAL 

IMPROVEMENT   FOR  THE 
HANDICAPPED 

Bureau  chief  

Consultant,  spec  educ  prog  devel  . 

Research  and  eval  consultant 

Asst  budget  analyst 

Stat  methods  analyst  I 

Sr   clerk   

Steno  II  

Account  clerk  II 

Clerk-typist   II    

Temporary  help 

Totals,  Autherized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS   


1 

1 
1 
0.2 

1 

1 
0.2 

SALARY  E.\NGE 
1,243-1,512 
446-543 
(7,451) 

16,452 
5,490 
2,500 

17,268 
5,766 
2,500 

0.3 
0.5 

1 
0.5 

1 
0.5 

1,243-1.512 
446-543 

16,452 
3,002 

17,268 
3,154 

1.1 
1.1 
0.8 

1 

1 

1,243-1,512 
446-543 
(4,851) 

14,916 

15,660 

0.6 

1 

1 

0.6 

1 

0.2 

0.5 

1 

1 

1 

0.5 

1 

0.5 

1 

1 

1 

0.5 

1 

0.5 

78.3-950 
530-644 
457-556 
41.5-530 
415-505 
377^57 
(2,607) 

9,396 
6,952 
6,516 
2,490 
5,484 
2,361 

9,852 
7,308 
6,672 
2,610 
5,760 
2,480 

1.9 


66.2 


746-905 


19,998 


73.6 


73.6 


$636,304 


$796,321 


21,006 


0.6 
0.5 
0.7 

- 

_ 

1,371-1,667 
446-543 
(4,115) 

- 

„ 

0.5 
0.8 

1 
1 

1 
1 

1,243-1,512 
41.5-530 

16,452 
5,904 

17,268 
6,204 

0.2 
0.2 

- 

- 

505-614 
446-543 

- 

_ 

1 

- 

- 

(6,615) 

- 

- 

0.1 

- 

- 

(235) 

- 

- 

0.1 

- 

- 

(200) 

- 

- 

0.5 

0.6 

0.6 

(2,356) 

3,000 

3,000 

$817,186 


0.7 

1 

1 

$1,439-1,750 

$20,751 

$21,000 

0.5 

9 

2 

1,243-1,512 

32,914 

33.804 

0.7 

2 

o 

1,243-1,512 

29,832 

31,320 

0.8 

1 

i 

783-950 

11,400 

11.400 

- 

1 

1 

676-821 

8,112 

8,520 

— 

1 

1 

492-599 

6.672 

6,672 

1 

2 

2 

446-543 

11,694 

12,279 

— 

1 

1 

415-505 

5.100 

5.3.52 

0.2 

2 

2 

415-530 

10,200 

10.704 

1.8 

0.5 

0.5 

(9,204) 
$59,676 

2,657 
$139,332 

2,657 

5.7 

13.5 

13.5 

$143,708 

173.9 

210.9 

210.9 

$1,830,012 

$2,404,739 

$2,473,878 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


Administration  : 

Superintendent 

Business  manager  I 

Accountant  I 

Storekeeper    I    

Sr  stenographer 

Personnel  assistant  I 

Accounting  technician 

Stenographer  II   

Instruction : 

Supvng  teacher 

Director  of  advanced  studies 

Teacher  

Temporary  help 

Reader  services 

Medical  Care : 

Physician  and  surgeon  II 

Dentist  II 

Supvng  nurse  I 

Graduate  nurse 

Temporary  help 

Personal  Care : 

Supvng  cook  I 

Dean  of  students 

Cook  II 

Counselor    

Food  service  asst  I 

Temporary  help 

Plant  Operation : 

Maintenance  mechanic 

Carpenter  I  

Janitor    

Temporary  help 

Field  Services — Guidance  to  Graduates 
Vocational  advisor   

Field  Services — Preschool : 

Teacher 

Stenographer    II 

Totals,  Authorized  Positions 83.7 


SALARY  RANGE 

1 
1 
1 

0.9 

1 
1 

1 
1 

1 

1 
1 
1 
1 
1 
1 
1 

1 
1 
1 
1 
1 
1 
1 
1 

$1,548-1,882 
905-1,100 
5S4-710 
530-676 
505-614 
492-599 
492-599 
446-543 

$22,406 
13.200 
8,520 
7.698 
7.368 
6,572 
7,188 
6,516 

$22,584 
13,200 
8,520 
7.728 
7.368 
6,908 
7,188 
6,516 

1.8 
1 
26.2 
0.2 
0.6 

2 
1 
29 
0.1 
1 

2 
1 
25 
0.1 

1 

99,8-1,213 

905-1,100 

676-1.100 

(1,155) 

(1,931) 

27.652 

13,200 

324,736 

723 

3,000 

28,306 

13.200 

300,689 

723 

3,000 

0.6 
0.1 
0.9 
3.6 
0.2 

0.8 

0.1 

1 

4 

0.2 

0.8 
0.1 

1 
4 
0.2 

1,548-2,076 

1,475-1.793 

746-905 

628-764 
(1,834) 

19.035 

2.690 

10,860 

36,672 

840 

19,035 

2,690 

10,860 

36,672 

840 

1 
2 

2.7 
17.6 
4.7 
1 

1 
3 
3 
23 
6 
0.4 

1 
2 
3 

18 
6 
0.4 

571-764 
614-746 
517-692 
530-644 
386-469 
(5,267) 

8.304 

24.666 

22,550 

160.178 

32.080 

1,400 

8,304 

17.904 

22,608 

142,198 

32,552 

1,400 

0.9 
1 

5.8 
0.3 

1 
1 
6 
0.5 

1 
1 
6 
0.5 

728-801 

692-764 

415-505 

(1,516) 

9.612 

9,024 

35.280 

3,070 

9,612 

9.168 

35.520 

3,070 

1 

1 

1 

821-998 

11,976 

11,976 

1.7 
0.9 

2 

1 

2 
1 

676-1,100 
446-543 

23,808 
6,438 

24,330 
6,516 

$722,745 


$867,262 


$821,185 


DIAGNOSTIC   SCHOOL   FOR  NEUROLOGICALLY  HANDICAPPED   CHILDREN,   NORTHERN   CALIFORNIA 

Administration : 

Superintendent    

Accounting  officer  II 

Sr  stenographer 

Accounting  technician 

Clerk-typist  II 

Temporary  help 

Instruction : 

Supvng  teacher  

School  psychologist 

Teacher 

Recreation  therapist 

Temporary  help — substitute  teacher 

Temporary  help — summer  session  _. 
Medical  Care : 

Physician  and  surgeon  II 

Psychiatric  social  worker 

Occ  thera  for  phys  handicap 

Graduate  nurse  

Sr  clerk-typist 

Clerk-typist  II 

Temporary  help — nurse 

Temporary  help — clerical 

Personal  Care : 

Supvng  cook  I  

Cook  II 

Seamer-seamstress 

Charge  attendant 

Teaching   asst   

Attendant  

Food  service  asst  I 

Temporary  help — care 

Temporary  help — feeding 

Plant  Operation: 

Carpenter  I   

Stationary  fireman  

Groundsman 

Janitor    

Temporary  help 

Totals,  Authorized  Positions 67.1 


SALARY  RANGE 

1 

1 

1 

$1,273-1.548 

$18,576 

$18,576 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

6,740 

7,076 

2 

2 

2 

415-530 

11.628 

12,020 

0.2 

0.3 

0.3 

(611) 

1,203 

1,203 

1 

1 

1 

998-1,213 

14,556 

14.556 

0.9 

1 

1 

973-1,183 

12,888 

13,536 

6.9 

7 

7 

676-1,100 

79,044 

81.698 

1 

1 

1 

614-746 

7,984 

8,384 

0.1 

0.2 

0.2 

(317) 

2.765 

2,765 

0.8 

1.3 

1.3 

(12,297) 

19,577 

19,577 

1 

1 

1 

1,548-2,076 

24.912 

24,912 

1 

1 

1 

801-973 

11,676 

11,676 

1.9 

2 

2 

676-821 

17.212 

18.068 

3.7 

4 

4 

628-764 

36.240 

36,672 

2 

2 

2 

492-599 

14,376 

14.376 

2.9 

3 

3 

415-530 

17.838 

18.111 

1.1 

0.3 

0.3 

(8,186) 

6.398 

6.398 

0.4 

1 

1 

(2,163) 

5,662 

5,662 

1 

1 

1 

571-764 

7,664 

8,048 

1 

1 

1 

517-692 

7.536 

7.536 

0.9 

1 

1 

517-628 

7,536 

7.586 

l.S 

2 

2 

457-556 

13.292 

13.844 

0.2 

5 

5 

435-530 

31,800 

31,800 

15.3 

12 

12 

415-505 

68.455 

69.784 

3 

4 

4 

386-^69 

21,022 

21.504 

4.6 

5.1 

5.1 

(23.289) 

28.864 

28,864 

1.2 

0.2 

0.2 

(5,378) 

1,129 

1,129 

1 

1 

1 

692-764 

8,700 

9.132 

1 

1 

1 

628-692 

8.304 

8.804 

1 

1 

1 

505-584 

6.672 

7.008 

3.9 

4 

4 

415-505 

22.770 

23,.304 

0.3 

0.7 

0.7 

(1,202) 

3.240 

3.240 

71.1 


71.1 


$497,416 


$565,027 


$574,567 
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1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIAGNOSTIC   SCHOOL   FOR   NEUROLOGICALLY  HANDICAPPED   CHILDREN,  SOUTHERN   CALIFORNIA 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filliill      (tulh.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


Administration : 

Superintendent 

Accounting  officer  II 

Sr  steno 

Sr  account  clerk 

Sr  clerlc-tvpist 

Clerlv-typist  II 

Temporary  help 

Instruction  : 

Supvng  teacher 

School  psychologist 

Teacher  

Phys  ther  for  phys  handicap 

Occ  ther  for  phys  handicap 

Temporary   help — sub  teach 

Temporary  help — sum  sch 

Medical  Care : 

Physician  and  surgeon  II 

Psychiatric   social  worker 

Supvng  nurse  I 

Graduate  nurse 

Clerk-typist  II 

Temporary    help    

Personal  Care : 

Supvng  cook  I 

Cook  II 

Seamer-seamstress    

Charge  attendant   

Attendant 

Food  service  asst  I 

Temporary  help — feeding 

Temporary  help — care 

Plant  Operation : 

Carpenter  I   

Building  maintenance  man 

Lead  groundsman 

Janitor    

Temporary  help 

Totals,  Authorized  Positions 


S.\LART  RANGE 

1 

1 

1 

31,273-1,548 

$18,576 

$18,576 

0.9 

1 

1 

78.3-950 

11,400 

11,400 

1 

1 

1 

505-614 

7.368 

7,.368 

1 

1 

1 

492-.599 

5,979 

6,282 

1 

1 

1 

492-599 

6,544 

6,880 

1 

1 

1 

415-530 

5,160 

5,418 

0.2 

0.6 

0.6 

(1,376) 

4,144 

4,144 

1 

1 

1 

998-1,213 

14,440 

14,5.56 

1 

1 

1 

973-1,183 

12,735 

13.374 

5.1 

6 

6 

676-1,100 

57,432 

59,656 

2 

2 

r> 

676-821 

19,704 

19.704 

l.S 

2 

2 

676-821 

18,646 

19.476 

— 

0.1 

0.1 

_ 

815 

815 

1 

1.3 

1.3 

(11,999) 

15,713 

15,713 

0.2 

1 

1 

1,548-2,076 

24,912 

24.912 

— 

1 

1 

801-973 

9,612 

10,104 

1 

1 

1 

746-905 

10,860 

10.860 

2.6 

3 

3 

628-764 

24,816 

25,584 

1 

1.5 

1.5 

415-5.30 

8,785 

9.036 

1.2 

0.5 

0.5 

(7,876) 

3,436 

3,436 

1 

1 

1 

571-764 

8.304 

8,304 

2 

2 

2 

517-692 

15,072 

15,072 

1 

1 

1 

517-628 

7,536 

7,536 

2 

9 

2 

457-556 

13,344 

13,344 

17.4 

19 

19 

415-505 

113,682 

114,462 

3 

3 

3 

386-469 

16,884 

16.884 

_ 

0.2 

0.2 

_ 

1,068 

1,068 

1.9 

1.2 

1.2 

(5,343) 

5,997 

5,997 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

584-644 

7,728 

7,728 

1 

1 

1 

530-644 

7,728 

7,728 

4 

4 

4 

415-505 

23,381 

24,040 

0.2 

0.3 

0.3 

(1,153) 

1,860 

1,860 

59.5        64.7 


64.7 


$441,491 


$512,829 


$520,485 


SCHOOL   FOR  THE   DEAF,   BERKELEY 


Administration : 

Superintendent    1 

Business  manager  II 1 

Accountant  I 1 

Storekeeper   I    1 

Property  clerk  I 1 

Sr   stenographer   0.8 

Personnel  asst  I 1 

Accounting  technician 0.9 

Clerk-typist  II 3.5 

Account  clerk  II 1 

Temporary  help — preschool 0.7 

Instruction : 

Principal 1 

Supvng  teacher 7.4 

Teacher 75.4 

Asst    economic    analyst 0.4 

Sr  clerk-typist 1 

Temporary  help 0.3 

Personal  Care : 

Supvng  cook  II 0.9 

Supvng  cook  I 1.6 

Supvng  counselor 4 

Cook    5.2 

Counselor    33 

Deaf  counselor 8.6 

Seamer-seamstress    0.9 

Food  service  asst  II 2.5 

Food  service  asst  I 16.3 

Temporary   help — counselor   1.2 

Temporary   help — feeding    0.3 

Temporary   help — clerical 1 

Plant  Operation : 

Chief  engineer 1 

Supervisor  of  building  trades 1 

Electrician   I    1 

Plumber  I 1 


SALARY  RANGE 

1 

1 

$1,548-1.882 

$22,584 

1 

1 

1,048-1.273 

15,276 

1 

1 

584-710 

8,-520 

1 

1 

530-676 

7,728 

1 

1 

530-644 

7,518 

1 

1 

50.5-614 

6,840 

1 

1 

492-599 

7,188 

1 

1 

492-599 

5,904 

3.5 

3.5 

415-530 

20,730 

1 

1 

415-505 

5,691 

0.7 

0.7 

(5,586) 

5,600 

1 

1 

1,155-1,405 

16,860 

8 

8 

998-1,213 

114,042 

77 

77 

676-1,100 

923,601 

1 

1 

783-950 

9,396 

1 

1 

492-599 

7,188 

0.1 

0.1 

(1,938) 

950 

1 

1 

660-801 

9,612 

1 

1 

571-764 

8,304 

4 

4 

584-710 

31,716 

5 

5 

517-692 

36,478 

37 

37 

530-644 

274,214 

9 

9 

530-644 

67,528 

1 

1 

517-628 

7.536 

3 

3 

425-517 

17.508 

17.5 

17.5 

386-469 

99  007 

0.3 

0.3 

(7,289) 

1,6.50 

0.6 

0.6 

(1,424) 

2.4.50 

1 

1 

(4,837) 

5,050 

1 

1 

801-927 

11,124 

1 

1 

801-927 

11,124 

1 

1 

728-801 

9,612 

1 

1 

728-801 

9,612 

$22,584 
15,276 
8,520 
7,728 
7,728 
7,188 
7,188 
6,204 
20,856 
5,985 
5,600 

16,860 

115.868 

939,168 

9.852 

7,188 

950 

9,612 

8.304 

32,456 

36,800 

279.248 

68.712 

7..036 

17,760 

94,428 

1,650 

2,450 

5,050 

11,124 

11.124 

9.612 

9,612 
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SCHOOL   FOR  THE   DEAF, 

BERKELEY — Continued 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

67-68  68-69  69-70 
(Flllgil)      (ADth.)      (Aulh.) 

1 

2 
3 
4 
5 
8 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Plant  Operation — Continued  SALARY  RANGE 

Carpenter  I 2  2  2  692-764  18,336  18,336 

Painter  I   2  2  2  692-764  18,336  18,336 

Stationary  engineer   3.8  4  4  692-764  35,808  36,240 

Supvng  groundsman  I 111  61-4-746  8,952  8,952 

Lead    groundsman    0.7  1  1  530-644  7,248  7,608 

Janitor  foreman  II 111  530-644  7,728  7,728 

Groundsman     4  5  5  505-584  32.948  34,600 

Laborer  2  2  2  505-556  13,344  13,344 

Wateliman    3  3  3  435-530  19,080  19,080 

Janitor    16.4  17  17  415-505  101,116  102,263 

Temporary  help— grounds 0.4  0.7  0.7  (2,278)  3,003  3,003 

Temporary  help— painting -  0.7  0.7  (-)  2,835  2,835 

Totals,  Authorized  Positions 214.2  225.1  225.1  $1,863,767           $2,050,095           $2,082,546 


SCHOOL   FOR   THE   DEAF,   RiVERSIDE 


Administration : 

Superintendent    1 

Business  manager  II 1 

Accounting  officer  II 1 

Storekeeper  I 1 

Sr   stenographer    1 

Personnel    assistant    I 1 

Accounting   technician   2 

Clerk-typist  II 1.4 

Account    clerk    II 1 

Temporary   help — various   0.5 

Temporary    help — student    aid 0.4 

Temporary   help — personnel   0.5 

Instruction : 

Principal     1 

Supvng  teacher 7 

Teacher 77.3 

Senior   clerk-typist   - 

Stenographer   II   1 

Clerk-typist   II    3 

Temporary  help — substitute  teacher 0.1 

Temporary   help — instruction 1.6 

Personal  Care : 

Physician  and  surgeon  II 0.2 

Dentist    0.1 

Supvng  nurse  I 1 

Supvng  cook  II 1 

Supvng  cook  I 1 

Graduate  nurse 2.6 

Supvng   counselor 3.8 

Cook    II   3.7 

Counselor    45.9 

Deaf   counselor    5.5 

Seamer-seamstress     1 

Food  service  assistant  II 1.7 

Janitor    0.9 

Housekeeper 0.8 

Food  service  assistant  I 18.3 

Temporary    help — personal    care 1 

Temporary   help — medical    care 0.2 

Temporary    help — feeding    0.1 

Temporary   help — various 1.6 

Plant  Operation : 

Chief   of   plant   operation 1 

Electrician   I   2 

Plumber    I    1 

Carpenter   I   2 

Painter   I    2.5 

Stationary  engineer   5 

Supvng  groundsman  I 1 

Janitor    foreman    II 1 

Groundsman      6.6 

Janitor   foreman    I 1 

Laborer     2.8 

Watchman    2 

Janitor    13.7 

Temporary   help^painter    0.2 

Temporary   help — carpenter   0.1 

Temporary  help — various   0.6 


1 

1 

1 

1 

1 

1 

2 

1.5 

1 

0.7 

0.2 

0.5 

1 

7 
77.5 
1 
1 
2 

0.1 
0.6 

0.2 

0.1 

1 

1 

1 

3 

4 

4 
51 

6 

1 

2 

1 

1 
19 

0.2 

0.1 

0.2 


1 

2 
1 
2 
3 
5 
1 
1 
7 
1 
3 
2 
14 
0.4 
0.2 
0.3 


1 

1 

1 

1 

1 

1 

2 

1.5 

1 

0.7 

0.2 

0.5 

1 
7 
77.5 
1 
1 
2 

1.0 
0.6 

0.2 

0.1 

1 

1 

1 

3 

4 

4 
51 

6 

1 

2 

1 

1 
19 

0.2 

0.1 

0.2 


1 
2 
1 
2 
3 
5 
1 
1 
7 
1 
3 
2 
14 
0.4 
0.2 
0.3 


SALARY  RANGE 

$1,548-1,882 

1,048-1,273 

7S3-9.50 

530-676 

505-614 

492-599 

492-599 

415-530 

41.5-505 

(1,365) 

(990) 

(2,243) 

1,155-1,405 

998-1,213 

676-1,100 

492-599 

446-543 

415-530 

(75) 

(8,297) 

1,548-2.076 
1,273-1,548 
746-905 
660-801 
571-764 
628-764 
584-710 
517-692 
530-644 
530-644 
517-628 
42.5-517 
415-505 
41.5-505 
386-469 
(6,602) 
(1.249) 
(364) 
(8,287) 

842-1,023 
728-801 
728-801 
692-764 
692-764 
692-764 
614-746 
530-644 
50.5-584 
457-556 
50.5-556 
43.5-530 
41.5-505 
(2,496) 
(1.174) 
(2,498) 


$22,584 

14,796 

11,400 

7,728 

7,368 

7,188 

13,172 

8,825 

6,060 

2,611 

1,093 

2,550 

16,860 

101,086 

938,844 

5,904 

5,490 

12,420 

504 

3,214 

4,982 

1,858 

10,860 

9.612 

6.632 

27,504 

34,012 

28,968 

372,490 

45,424 

7,.536 

12,308 

5,645 

6,060 

103,405 

1.449 

688 

544 


12,276 

19,224 

9,612 

18,.336 

27,504 

45,840 

8,952 

7,728 

48,258 

6,672 

19,554 

12.545 

82,800 

2,751 

1,6.53 

1,739 


$22,584 

15,276 

11,400 

7,728 

7,368 

7,188 

13,844 

8,965 

6,060 

2,611 

1,093 

2,550 

16,860 

101,776 

959,286 

6,204 

5,766 

12,420 

504 

3,214 

4,982 

1,858 

10,860 

9.612 

8,304 

27,504 

34,080 

29,292 

382,014 

45,768 

7,536 

12,408 

5,935 

6,060 

105,204 

1,449 

688 

544 


12.276 

19,224 

9,612 

18,336 

27,504 

45,840 

8,9.52 

7,728 

48,564 

6.672 

19,860 

12,720 

83,512 

2,751 

1,6.53 

1,739 
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SCHOOL  FOR  THE  DEAF,  RIVERSIDE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Pilot  Project : 

Supvng  teacher 1 

Teacher     4 

Counselor    4.3 

Deaf   counselor    0.9 

Stenographer  II   0.8 

Janitor    0.8 

Temporary   help    0.6 

Totals,   Authorized   Positions 248.1 


241.8      241.8 


SALARY  RANGE 

998-1,213 
670-1,100 
530-644 
580-644 
446-543 
41.5-505 
(2,458) 

$2,140,347 


$2,195,118 


$2,283,738 


FREE  TEXTBOOKS 


Storekeeper   III    1  1 

Storekeeper   I    3  3 

Stock    clerk    6.9  7 

Temporary  help 8.5  7.3 

Totals,   Authorized   Positions 19.4  18.3 


1 
3 
7 
7.3 


18.3 


SALARY  RANGE 

$676-821 
530-676 
480-584 
(55,763) 

$133,391 


$9,852 
23,184 
47,958 
40,740 


$9,852 
23,184 
48,258 
40,740 


$121,734 


$122,034 


STATE   EDUCATIONAL  AGENCY  FOR   SURPLUS   PROPERTY 


CENTRAL   OFFICE 


Chief  surplus  property  off 

Deputy  chief  surplus  property  off 

Field  representative 

Sr  steno 

Sr  clerk-typist 

Accounting  technician 

Clerk-typist  II 

Totals,  Authorized  Positions 


TEST   KITCHEN— FOOD  SERVICES 

Child  nutrition  consultant 

Steno    II    

Totals,  Authorized  Positions 


LOS   ANGELES   DIVISION 


1 

1.5 

1 

1 

1 

0.9 

0.2 


6.6 


0.5 
0.2 


0.7 


Deputy  chief  surplus  property  off  . 

Surplus  property  officer 

Storekeeper  IV 

Heavy  equipt  mechanic 

Supvng  clerk  II 

Storekeeper  II  

Auto  equipt  operator  II 

Storekeeper  I  

Heavy  truck  driver 

Truck   driver   

Auto  equipt  operator  I 

Sr   steno   

Sr  clerk 

Sr  clerk-typist 

Stock  clerk 

Material  handler 

Duplicating  mach  operator  II 

Laborer  

Steno  II 

Clerk-typist    

Clerk  II 

File  clerk  II 

Account  clerk  II 

Janitor 

Totals,  Authorized  Positions 64.4 


1 

1.5 

1 

1 
1 
1 
1 


7.5 


1 
0.5 


1.5 


83 


1 

1.5 

1 

1 
1 
1 
1 


7.5 


1 
0.5 


1.5 


SALARY  RANGE 
$1,273-1.548 
1,048-1,273 
614-746 
505-614 
492-599 
492-599 
415-530 

$68,004 


$842-1,023 
446-543 

$6,946 


$18,576 
22,914 
8,9.52 
7,368 
7,188 
6,029 
5,100 

$76,127 


$12,276 
3,128 

$15,404 


83 


$465,291 


$599,394 


$18,576 
22,914 
8,952 
7,368 
7.188 
6,3.34 
5,352 

$76,684 


$12,276 
3,258 

$15,534 


1 

1 

1 

$1,048-1,273 

$15,276 

$15,276 

5 

5 

5 

863-1,048 

62,430 

62,880 

1 

1 

1 

746^905 

10,860 

10,860 

0.2 

1 

1 

710-863 

9,396 

9,396 

1 

1 

1 

660-801 

9.612 

9,612 

1 

1 

1 

614-783 

8,952 

8,952 

1 

1 

1 

644-710 

8,520 

8,520 

4 

5 

5 

530-676 

37,272 

37,584 

5.3 

7 

7 

614-676 

55,686 

56,432 

2.2 

3 

3 

584-644 

23,184 

23,184 

1.1 

2 

2 

584-644 

14,916 

15,276 

1 

1 

1 

505-614 

7,868 

7,368 

2.1 

2 

2 

492-599 

14,376 

14.376 

1 

1 

1 

492-599 

7,188 

7,188 

6.1 

9 

9 

4S0-5S4 

59,442 

60,678 

9.5 

10 

10 

5.30-584 

69,588 

69,912 

0.7 

1 

1 

457-556 

6,672 

6,672 

3 

4 

4 

505-556 

26.226 

26,532 

0.7 

1 

1 

446-543 

6,516 

6,516 

13.4 

21 

21 

415-530 

116,574 

119,661 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

1.1 

2 

2 

415-505 

11,160 

11,412 

1 

1 

1 

415-505 

6,060 

6,060 

$606,467 
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EDUCATION 


STATE   EDUCATEONAL  AGENCY   FOR  SURPLUS   PROPERTY— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
68 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SACRAMENTO    DIVISION 

Deputy  chief  surplus  property  off 

Surplus  property  officer  

Administrative  asst  I 

Storekeeper   IV   

Heavy  equipt  mechanic 

Auto    mechanic    

Storekeeper  II  

Auto  equipt  operator  II 

Storekeeper    I    

Heavy  truck  driver 

Truck    driver 

Sr  steno   

Sr   clerk    

Sr  clerk-typist 

Stock    clerk    

Material  handler 

Duplicating  mach  operator  II 

Laborer 

Clerk-typist  II 

Clerk  II   

Account  clerk  II 

Totals,  Authorized  Positions 38.6         44 

SAN    LEANDRO    DIVISION 

Deputy  chief  surplus  property  off 1 

Surplus  property  officer 2 

Storekeeper    III    1 

Auto    mechanic   0.8 

Storekeeper  II 2 

Auto  equipt  operator  II 1 

Supvng  clerk  I 1 

Storekeeper  I 2.5 

Heavy  truck  driver 4 

Truck   driver 1.3 

Auto  equipt  operator  I 1 

Sr   clerk   3.8 

Material  handler 8.4 

Duplicating  mach  operator  II 1 

Laborer 1.9 

Steno  II 1 

Clerk-typist   II    4.8 

Clerk  II   1 

File  clerk  II 1 

Janitor    - 

Clerk-typist   I   1.9 

Totals,  Authorized  Positions 42.4        55 


STATEWIDE 

Temporary   help    14  17 

Overtime 6  12 

Totals,  Authorized  Positions 20  29 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    172.7  220 


SALARY  KANGE 

1 

1 

1 

$1,048-1,273 

$14,092 

$14,796 

o 

3 

3 

863-1,048 

35,508 

36,012 

1 

1 

1 

783-950 

10,818 

11.355 

1 

1 

1 

746-905 

8,952 

9,396 

0.7 

1 

1 

710-863 

8,520 

8,952 

1.7 

2 

2 

676-821 

17,064 

17,472 

1 

1 

1 

614-783 

8,952 

8,952 

1 

1 

1 

644-710 

8,418 

8,520 

2 

2 

2 

530-676 

15,456 

15,456 

3.6 

4 

4 

614-676 

32,224 

32,448 

2.2 

3 

3 

584-644 

22,644 

23,004 

1 

1 

1 

505-614 

7,368 

7.368 

9 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

492-599 

7,188 

7.188 

3.7 

5 

5 

480-584 

35,040 

35,040 

4.8 

4 

4 

530-584 

28,032 

28,032 

0.5 

1 

1 

457-556 

5,714 

6.010 

0.8 

1 

1 

505-556 

6,210 

6,516 

5.3 

6 

6 

415-530 

36,360 

36,360 

0.3 

1 

1 

415-505 

5,484 

5,484 

2 

2 

2 

415-505 

12,120 

12,120 

44 


$283,409 


$340,540 


1 

1 

3 

3 

1 

1 

1 

1 

2 

2 

1 

1 

1 

1 

3 

3 

4 

4 

2 

2 

1 

] 

4 

4 

12 

12 

1 

] 

1 

1 

3 

3 

9 

9 

1 

1 

1 

] 

1 

1 

2 

2 

55 


17 
12 


29 


220 


$296,139 


$53,019 
31,937 

$84,956 


$397,389 


$80,340 
61,850 

$142,190 


$1,204,745    $1,571,044 


$344,857 


$1,048-1,273 

$15,276 

$15,276 

863-1,048 

35,508 

36,012 

676-821 

9,852 

9,852 

676-821 

8,248 

8,664 

614-783 

17,904 

17.904 

644-710 

8,520 

8,520 

571-692 

8,304 

8,304 

530-676 

22,824 

23,184 

614-676 

32,448 

32,448 

584-644 

14,466 

15,186 

584-644 

7,728 

7,728 

492-599 

28,080 

28,416 

530-584 

81,468 

83,256 

457-556 

6,035 

6,335 

505-556 

6,672 

6,672 

446-543 

17,496 

18,048 

415-530 

49,740 

51,000 

415-505 

5,960 

0,060 

415-505 

6,060 

6,060 

415-505 

5,100 

5,352 

377-457 

9,700 

10,180 

$404,457 


$80,340 
61,850 

$142,190 


$1,590,189 
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VOCATIONAL   EDUCATION 


SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (iuih.)       (loth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATION 

Chief  and  director 

Ke^ional   coordinator   

Coordinator,  program  development 

Coordinator,  fiscal  affairs 

Publications  asst 

Sr  steno   

Sr  clerli-typist 

Steno  II  

Temporary  help 

Totals,  Authorized  Positions 


AREA  VOCATIONAL  EDUCATION 

Steno  II  

Temporary  help 

Totals,  Authorized  Positions 


COORDINATING    UNIT   FOR 

OCCUPATIONAL    RESEARCH 

Research  coordinator 

Consultant,  educ  research  and  eval 

Steno  II  

Temporary  help 

Totals.  Authorized  Positions 


MANPOWER    DEVELOPMENT   AND 
TRAINING 

Program  supervisor 

Regional   supervisor 

Asst  supervisor 

Asst  budget  analyst 

Sr  steno   

Steno  II 

Account  clerk  II 

Totals.  Authorized  Positions 


FIRE   TRAINING   PROGRAM 

Fire  training  instructor 

Steno  II  

Temporary  help 

Totals,  Authorized  Positions 


SUPERVISION    AND  TEACHER 
TRAINING 


SALARY  BANGE 

1 

1 

1 

$1,667-2.026 

$24,312 

$24,312 

- 

3 

3 

1,30.5-1.587 

46.980 

49.356 

0.9 

1 

1.30.5-1,587 

18.071 

18.969 

1 

1 

1,30.5-1,587 

19.044 

19.044 

_ 

1 

863-1.048 

10.356 

in..'^fi0 

1 

1 

505-614 

7.368 

7..368 

1 

1 

492-599 

7.188 

7.188 

o 

3 

3 

446-543 

18.418 

18.798 

0.4 

0.6 

0.6 

(4.98S) 

7.805 

7.805 

7.3 


1 

0.1 


1.1 


1 
2 

1.9 
0.4 


5.3 


23.9 


5 

1.9 

0.3 


7.2 


12.6 


12.6 


1 
2 
2 
0.8 


1 
2 
2 
0.8 


5.8 


5.8 


?85,491 


$446-543 
(793) 

$6,283 


$1,305-1,587 
1,243-1,512 
446-543 
(1,645) 

$59,556 


$159,542 


$6,054 
4,600 

$10,654 


$15,660 

34.445 

12.695 

2,680 

$65,480 


27 


27 


$247,884 


$1,074-1,305 
446-543 
(1,520) 

$85,753 


$307,169 


$78,300 

13.032 

4,965 

$96,297 


$163,700 


$6,360 
4.600 

$10,960 


$16,452 

35.485 

13.006 

2.680 

$67,623 


1 

1 

1 

$1,371-1,667 

$20,004 

$20,004 

2 

4 

4 

1,243-1,512 

62,688 

65,832 

9.7 

10 

10 

1,128-1,371 

146,248 

151.748 

0.7 

1 

1 

783-950 

9,894 

10.398 

2 

2 

2 

505-614 

13.936 

14,264 

7.6 

8 

8 

446-543 

49.299 

50.936 

0.9 

1 

1 

415-505 

5,100 

5,352 

$318,534 


$78,300 
13.032 

4,965 

$96,297 


Agricultural  Education : 

Bureau  chief 

1 

1 

1 

$1,439-1.750 

$21,000 

$21,000 

Asst  bureau  chief 

1 

1 

1 

1.305-1,587 

19.044 

19.044 

Regional  supervisor 

7 

7 

7 

1,243-1,512 

126,497 

127.008 

Special  supvr 

1 

1 

1 

1,243-1,512 

15.726 

16.520 

Sr  steno 

1 

1 

1 

505-614 

7.368 

7,368 

Steno  II 

4.3 

4.6 

4.6 

446-543 

28.932 

29.534 

Steno  I 

0.5 

0.5 
0.2 

0.5 
0.2 

405-492 
(2,464) 

2.952 
1,060 

2.932 

Temporary  help 

0.6 

1,060 

Business  Education : 

Consultant 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

Distributive  Education : 

Bureau   chief   

1 

1 

1 

1,439-1,750 

21,000 

21.000 

Asst  bureau  chief 

1 

1 

1 

1,305-1.587 

18.071 

18.969 

4 

4 

4 

1,243-1,512 

68.998 

71.559 

Researcher  &  teacher  train 

1 

1 

1,243-1.512 

18,144 

18,144 

Sr  steno 

1 

1 

1 

505-614 

7,368 

7.368 

Steno  II                     _       _           __ 

3 

3 

3 

446-543 

18,098 

18.676 

Temporary  help 

0.8 

1.1 

1.1 

(2,291) 

5,410 

5,410 
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VOCATIONAL  EDUCATION— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleil)      (tuih.)      (Aulh.) 


ACTUAL 
1967-58 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SUPERVISION   AND  TEACHER 
TRAINING— Continued 

Homemaking  Education : 

Bureau   chief   

Asst  bureau  chief 

Regional  supervisor 

Special  supvr 

Sr  steno 

Steno  II 

Temporary  help 

Industrial  Education : 

Bureau  chief 

Asst  bureau  chief 

Reg  supvr,  trade  and  tech  educ 

Supvr,  trade  &  tech  teach  educ 

Spec  supvr,  trade  &  tech  teach  educ 

Spec  supvr,  apprentice  train 

Supvr,  instr  materials  lab 

Supervisor,   fire   training 

Supvr  of  occupational  testing 

Asst  supvr,  trade  &  tech  teach  educ 

Asst  supvr,  instr  materials  lab 

Fire  training  instructor 

Sr  steno 

Steno  II   

Temporary  help 

Industrial  Arts  Education : 

Consultant,  indust  arts  educ 

Steno  II 

Junior  College  Services : 

Bureau  chief 

Asst  bureau  chief 

Regional  supervisor 

Consultant,  agric  educ 

Consultant,  tech  educ 

Consultant,  bus  educ 

Consultant,  indust  educ 

Consultant,  health  occup 

Supvr,  peace  off  train 

Consultant,  pub  serv  occup 

Asst  supvr,  peace  off  train 

Sr  steno   

Steno  11   

Temporary  help 

Totals,  Authorised  Positions 

WORK-STUDY   PROGRAM 

Consultant,  work-study  program 

Steno  II 


Totals,  Authorized  Positions  _ 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


SAL.^EY  E.^NGE 

1 

1 

1 

1,439-1,750 

21,000 

21,000 

1 

1 

1     ~ 

1,305-1,587 

19,044 

19,044 

5.8 

6 

6 

1,243-1,512 

104,300 

105,892 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

1 

1 

1 

505-614 

7,368 

7.368 

5.8 

6 

6 

446-^43 

37,555 

38,128 

0.1 

0.4 

0.4 

(825) 

2,100 

2,100 

1 

1 

1 

1,439-1,750 

21,000 

21,000 

1 

1 

1 

1,305-1.587 

19,044 

19,044 

4 

4 

4 

1,243-1.512 

72,065 

72,576 

1.9 

2 

2 

1,243-1,512 

35,412 

36,288 

- 

1 

1 

1,243-1,512 

14,916 

15,660 

1 

1 

1 

1,243-1,512 

17,779 

18,144 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

2.4 

4 

4 

1,128-1,371 

58,410 

60,852 

1 

1 

1 

1,128-1,371 

16,452 

16,452 

3 

3 

3 

1,074-1,305 

45,461 

46,176 

9 

o 

9 

505-614 

14,736 

14,736 

4.9 

6 

6 

446-543 

37,499 

38,068 

1 

2.1 

2.1 

(5,984) 

11,150 

11,150 

1 

1 

1 

1,243-1,512 

18,144 

18,144 

1 

1 

1 

446-543 

6,516 

6,516 

1 

_ 

_ 

1,439-1,750 

— 

- 

1 

- 

- 

1,305-1,587 

— 

- 

1 

_ 

_ 

1,243-1,512 

— 

— 

1 

_ 

_ 

1,243-1.512 

■    — 

— 

1 

— 

_ 

1,243-1,512 

— 

- 

1.3 

— 

_ 

1,243-1,512 

- 

— 

2.8 

_ 

_" 

1,243-1,512 

— 

— 

O.S 

_ 

_ 

1,243-1,512 

- 

— 

0.7 

_ 

_ 

1,243-1,512 

- 

- 

1 

_ 

_ 

1,243-1,512 

- 

- 

2.8 

— 

_ 

1,128-1,371 

— 

- 

1 

_ 

_ 

505-614 

— 

— 

6.1 

_ 

_ 

446-543 

— 

- 

1.2 

- 

- 

(6,666) 

- 

— 

94.8 

78.9 

78.9 

$1,160,976 

$1,050,339 

$1,064,670 

1 

1 

$1,243-1,512 

$14,916 

$15,660 

- 

0.5 

0.5 

446-543 

2,746 
$17,662 

$1,707,143 

2,883 

- 

1.5 

1.5 

- 

$18,543 

139.6 

135.8 

135.8 

$1,645,943 

$1,740,327 

DIVISION   OF   LIBRARIES 


THE   STATE    LIBRARY 

Administration : 

State  librarian 

Asst  state  librarian 

Supvng  clerk-typist  I 

Sr  clerk-typist 

Clerk-typist  II 

Temporary  help 

Library  Consultant  Services : 

Library  consultant 

Librarian  III 

Sr  clerk-tvpist 

Clerk-typist  II 

Temporary  help 

Law  Library  : 

Law   librarian    

Librarian  II 

Sr  clerk 

Clerk-t.vpist  II 

Clerk  II  


SALARY  EANGE 

1 

1 

1 

§1,405-1,708 

$20,496 

1 

1 

1 

1,213-1,475 

17,700 

1 

1 

1 

571-692 

8,304 

1 

1 

1 

492-599 

7,188 

2.3 

2.5 

2.5 

415-530 

14,586 

0.1 

0.2 

0.2 

(280) 

625 

3 

3 

3 

998-1,213 

43,204 

1 

1 

1 

710-863 

9,700 

1 

1 

1 

492-599 

7,188 

1 

1 

1 

415-530 

6,360 

0.1 

0.3 

0.3 

(434) 

925 

1 

1 

1 

905-1,213 

14,556 

?5 

2.5 

2.5 

644-783 

23,142 

1 

1 

1 

492-599 

7,188 

3  5 

3.5 

3.5 

415-530 

21,085 

1 

1 

1 

415-505 

6,060 

$20,496 

17,700 

8,304 

7,188 

15.000 

625 

43,668 

10,188 

7,188 

6,360 

925 

14,556 
23,361 

7,188 
21,210 

6,060 


EDUCATION 


Department  of  Education 
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DIVISION  OF  LIBRARIES — Continued 


SALAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFilltd)      (tuth.)      (Aulh.) 


ACTUAL 

1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


THE  STATE  LIBRARY— Continued 

Ke.Tder  Service: 

Librarian   V 

Librarian  IV 

Supvng  blind  sect  librarian 

Librarian  III 

Librarian  II 

PupvnR  clerli  I 

Sr  c]erl< 

Sr  olerk-typist 

Clerk-typist  II 

Clerk  II  

Clerk  I  

Temporary  help 

Technical  Service: 

Librarian  V   

Librarian   IV 

Librarian  III 

Storekeeper  II  

Librarian  II 

Storekeeper  I  

Supvnp:  photocopyist 

Sr  clerk-typist 

Sr  file  clerk 

Supervisor  of  book  repair 

Stock  clerk 

Photocopyist 

Clerk-typist    II    

Clerk   II   

Clerk-typist  I 

Temporary  help 

Federal  Technical  Services  Program : 
Temporary    

Totals,  Authorized  Positions 


LIBRARY   SERVICES    AND 
CONSTRUCTION   ACT 

Administration : 

Library   consultant   

Librarian  III 

Librarian  II 

Clerk-typist  II 

Temporary  help 

Processing  Center : 

Supvng  clerk  I 

Librarian  I 

Sr  clerk-typist 

Stock  clerk 

Clerk-tvpist  II 

Clerk    II    

Duplicating  maeh  operator  I 

Clerk-typist    I    

Temporary  help 

Services  for  Physically  Handicapped 
Temporary  help 

Totals,  Authorized  Positions 


ASSISTANCE  TO   PUBLIC 
LIBRARIES 

Public  Library  Services : 

Library   consultant 

Supvng  clerk-typist  I 

Clerk-tvpist  II 

Clerk  II  

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


SALARY  RANGE 

0.9 

1 

1 

998-1,213 

14,556 

14.556 

4.9 

5 

5 

821-998 

59,880 

59.S.'?n 

1 

1 

1 

746-905 

10.860 

10,860 

4.3 

6 

6 

710-863 

60.258 

60,7?!2 

11.4 

14 

14 

644-783 

120.677 

123.932 

2 

2 

9 

571-692 

16.448 

16,608 

3 

3 

3 

492-599 

21..564 

21.564 

4.6 

5 

5 

492-599 

35.576 

35.912 

15.2 

18 

18 

415-530 

101.177 

104,619 

14.8 

14 

14 

415-505 

81,218 

82,992 

1.9 

3 

3 

359-^35 

13.500 

14,154 

2.6 

2.8 

2.8 

(10,065) 

11,550 

11,550 

1 

1 

1 

998-1,213 

13,200 

13.860 

9 

9 

2 

821-998 

22.308 

23.016 

1.3 

3 

3 

710-863 

27,396 

28,260 

1 

1 

1 

614-783 

8.952 

8,952 

0.9 

2 

2 

644-7S3 

16,304 

17,124 

1 

1 

1 

530-676 

7.728 

7.728 

1 

1 

1 

530-644 

7.728 

7.728 

3.8 

3 

3 

492-599 

21,004 

21,340 

1 

1 

1 

492-599 

7,188 

7.188 

1 

1 

1 

492-599 

7,188 

7,188 

6.7 

7 

7 

480-584 

48,608 

49,056 

2 

2 

2 

457-556 

13,344 

13.344 

5.9 

6 

6 

415-530 

34,504 

35,232 

14.7 

17 

17 

41.5-505 

97,303 

99,386 

- 

1 

1 

377-457 

4,632 

4,860 

0.4 

0.4 

0.4 

(1,298) 

1,400 

1,400 

1.1 

- 

- 

(9,988) 
$949,377 

- 

- 

132.9 

146.2 

146.2 

$1,094,358 

$1,113,038 

4 

3 

3 

$998-1,213 

$42,156 

$42,807 

0.9 

1 

1 

710-863 

8,520 

8,952 

0.7 

1 

1 

644-783 

7,920 

8,316 

5.4 

5.5 

5.5 

41.5-530 

33,147 

33,817 

1 

0.6 

0.6 

(6,417) 

2,325 

2,325 

1 

1 

1 

571-692 

8,304 

8,304 

0.7 

1 

1 

614-676 

7,548 

7.920 

1 

2 

2 

492-599 

13,092 

13,392 

1 

1 

1 

480-584 

7,008 

7,008 

3.4 

3 

3 

41.5-530 

16,464 

16,986 

3.1 

4 

4 

415-505 

21,222 

22,293 

1 

1 

1 

395^80 

5,286 

5,530 

0.5 

1 

1 

377-457 

5,120 

5,374 

0.1 

0.6 

0.6 

(201) 

1,850 

1,850 

0.1 

- 

- 

(109) 

- 

- 

23.9 


25.7   25.7 


$169,887 


$179,962 


$184,874 


2 
1 
1 
0.5 

2 
1 
1 
0.5 

2 
1 
1 

0.5 

$998-1,213 
571-692 
415-530 
415-505 

$29,112 

7,792 
5,484 
2,742 

$45,130 

$29,112 
8,176 
5,760 
2,880 

4.5 

4.5 

4.5 

$42,277 

$45,928 

161.3 

176.4 

176.4 

$1,161,541 

$1,319,450 

$1,343,840 
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EDUCATION 


STATE  TEACHERS'   RETIREMENT  SYSTEM 


SALARIES  AjSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aiilh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

9 

ADMINISTRATION 

s 

SALARY  HANGE 

4 

Chief  exec  off 

0.7 

1 

1 

$1,626-1,979 

$21,783 

$22,866 

5 

Actuary 

_ 

1 

1 

1,548-1,882 

18,576 

19„512 

6 

Asst   exec   off    

1 

1 

1 

1,213-1,475 

17,700 

17,700 

7 

Asst  to  chief  exec  off 

0.6 

1 

1 

1,213-1,475 

20,496 

20,496 

S 

Associate   counsel   

1 

1 

1 

1,213-1,475 

17,140 

17,700 

9 

Administrative   asst  II   

0.1 

1 

1 

950-1,155 

13,860 

13,860 

10 

Secretary    I    

1 

1 

1 

584-710 

8,520 

8,520 

11 

Senior   legal   steno 

1 

1 

1 

543-660 

7,920 

7,920 

12 

Sr  elerk-typist 

1.7 

2 

2 

492-599 

13,704 

14,040 

13 

Clerk-typist  II 

1 

1 

1 

415-530 

5,242 

5,507 

14 

Clerk-typist    I    

1 

1 

1 

377-457 

4,740 

4.980 

15 

Temporary    help    

1 

1 

1 

(4,486) 

5,000 

5,000 

16 

Investment  Section : 

17 

Investment  off 

0.5 

0.5 

0.5 

1,337-1,626 

8,430 

8,850 

18 
19 
20 

Asst  investment  off 

Totals,  Authorized  Positions 

0.5 

0.5 

0.5 

998-1,213 
$112,136 

6,063 
$169,174 

6,366 

11.1 

14 

14 

$173,317 

22 
?3 

RECORDS  AND  STATISTICS 

24 
25 

DIVISION 

Division   chief   

1 

1 

1 

$1,100-1,337 

$13,200 

$13,860 

?.l 

Retirement  off  III 

1.5 

2 

2 

863-1,048 

24,902 

25,152 

28 

Clerk-tvpist  II 

0.6 

1 

1 

415-530 

5,374 

5,645 

?,9 

Membership  Section: 

30 

Supvng  clerk   II        

1 

1 

1 

660-801 

8,844 

9,279 

31 

Sr   clerk    

2 

3 

3 

492-599 

19,398 

20,388 

3« 

Clerk  II   

1 

1 

1 

415-505 

6,060 

6,060 

33 

Clerk-typist  II 

9.1 

11 

11 

415-530 

62,141 

64,306 

34 

Temporary    help    

4.5 

3.3 

3.3 

(22,889) 

16,500 

16,500 

35 

Verification  Section : 

36 

Supvng  clerk  I 

1 

1 

1 

571-692 

8,304 

8,304 

37 

Sr    clerk 

2.4 
3.8 

5 
5 

5 

5 

492-599 
415-530 

28,582 
28,050 

30,030 

38 

Clerk-tvpist  II 

28,851 

39 

Clerk-typist  I 

o 

2 

2 

377-457 

9,428 

9,900 

40 

Clerk   I   

1 

1 

1 

359-435 

4,560 

4,780 

41 

Files/Mail  Section: 

43 

Supvng  clerk  I 

1 

1 

1 

571-692 

7,217 

7,568 

43 

Sr   clerk 

1 

1 

1 

492-599 

6,544 

6,880 

44 

Clerk   II   

5.8 

8 

8 

415-505 

42,918 

45.073 

45 

Sr   file   clerk   

1 

1 

1 

492-599 

6.204 

6,516 

46 

Clerk  I 

1 

2 

2 

359-435 

8,922 

9,354 

47 

1.6 

- 

- 

(7,161) 

$242,274 

- 

_ 

48 
49 
50 

Totals,  Authorized  Positions 

42.3 

50.3 

50.3 

$307,148 

$318,446 

51 
52 
53 

54 

MEMBER  SERVICES  DIVISION 

Division   chief   

1 

1 

1 

$1,100-1,337 

$16,044 

$16,044 

55 

Clerk-tvpist  II 

1 

1 

1 

415-530 

6,360 

6,360 

56 

Benefits  Section : 

57 

Supvng  clerk   II 

1 

1 

1 

660-801 

9,205 

9,612 

58 

Supvng  clerk  I 

1 

2 

2 

571-692 

16,128 

16,512 

59 

Senior  clerk 

3 

3 

3 

492-599 

19,001 

19,962 

60 

Clerk   II 

16.7 

1T.5 

17.5 

415-505 

95,961 

99.560 

61 

Senior  account  clerk 

3 

3 

3 

492-599 

20,866 

21,200 

63 

Account  clerk  II 

1 

1 

1 

415-505 

5,737 

6.035 

63 

Temporary    help 

0.9 

1.5 

1.5 

(4,315) 

7,500 

7.500 

64 

Death  Claims  Section : 

a5 

Retirement   off   II      

1 

1 

1 

783-950 

9,396 

9.876 

66 

Retirement   off   I    

1 

1 

1 

644-783 

8,808 

9,248 

67 

Clerk-typist  II 

0.8 

1 

1 

415-530 

5,352 

5,622 

68 

Temporary    help    

0.2 

— 

_ 

(1,162) 

— 

— 

69 

Refunds  Section : 

70 

Senior    clerk                                    

1 

1 

1 

492-599 

7.]  88 

7,188 

71 

Clerk   II 

2.2 

3 

3 

415-505 

16,051 

16.859 

72 

Temporary    help    

0.8 

2.4 

2.4 

(3,604) 

12,000 

12,000 

73 

Contributions — Audit  Balance  File 

74 

Adjustment  Unit : 

75 

Accountant  I 

1 

1 

1 

584-710 

7,218 

7,578 

76 

1 
3 

1 
4 

1 
4 

492-599 
415-505 

6.656 
22.309 

6,992 

77 
78 
79 
80 
81 
82 
83 
84 
85 
86 

Account  clerk  II 

Totals,  Authorized  Positions 

23,129 

40.6 

46.4 

46.4 

$250,187 

$291,780 

$301,277 

EDUCATION 
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STATE  TEACHER'S   RETIREMENT  SYSTEM — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Auih.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
,48 
49 
BO 
51 
52 
53 
54 
55 
56 
57 
68 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ACCOUNTING   DIVISION 

Gen  accountant  STRS 

Gen  accountant  III 

Clerk-typist  II 

Temporary  help 

Receivables  Section : 

Gen  accountant  II 

Accountant  I 

AccountinK    techn    

Account  clerk  II 

Clerk    II    

Temporary  help 

Investment  Section : 

Gen  accountant  II 

Control  Section : 

Gen  accountant  II 

Accounting   techn   

Clerk   II   

Disbursements  Section : 

Gen  accountant  II  

Accounting  techn 

Account  clerk  II 

Sr  clerk 

Clerk-typist  II 

Clerk  II 

Totals,  Authorized  Positions 


DATA  PROCESSING  DIVISION 

Data  processing  manager 

Clerk-typist  II 

Programming  Section : 

Supervisor  EDP 

Assoc  data  processing  analyst 

Programmer   II 

Programmer  I 

Clerk  II   

Operations  Section : 

Tab  operations  supvr  II 

Tab  operations  supvr  I 

Sr  tab  machine  opr 

Tab  machine  opr 

Temporary  help 

Key  Punch  Section : 

Key  punch  supvr  I 

Key  punch  opr 

Temporary  help 

Totals,  Authorized  Positions 


MANAGEMENT/CONTROL  DIVISION 

Sr  mgt  analyst 

Analysis  Section : 

Assoc  mgt  analyst 

Assoc  data  processing  analyst 

Asst  mgt  analyst 

Asst  data  processing  analyst 

Sr  clerk-typist 

Totals,  Authorized  Positions 


2 
1 

0.8 
4.2 

2 
1 

1 

2 

1 
1 

SALARY  RANGE 
$1,048-1,273 
950-1,155 
415-530 
(23,500) 

$27,852 

12,992 

5,645 

$27,852 

13,640 

5,935 

1 

1 

1.9 

0.3 

0.4 

0.1 

1 
1 
3 
1 
1 

1 
1 
3 
1 
1 

783-950 
584-710 
492-599 
415-505 
415-505 
(560) 

9.396 
8,520 
20.112 
5,668 
6,060 

9,852 
8,520 
20,280 
5,000 
6,060 

1 

1 

1 

783-950 

10,608 

11,130 

1 

0.5 

0.3 

1 
1 

1 

1 
1 

1 

783-950 
492-599 
415-505 

10,230 
6,360 

4,980 

10,734 
6,684 
4,980 

1 

1 

0.7 

1 

0.6 

2.2 

1 
2 
2 
1 
2 
3 

1 
2 
2 
1 
2 
3 

783-950 
492-599 
415-505 
492-599 
415-530 
415-505 

11,400 
13.788 
11.346 
7,188 
11,180 
15,080 

11,400 
14,124 
11,613 
7,188 
11,434 
15,334 

19 


0.5 
0.4 
0.3 


3.2 


GRAND   TOTALS,  AUTHORIZED 

POSITIONS   138.2 


26 


24 


26 


$157,337 


$198,405 


24 


$124,705 


$1,155-1,405 

950-1,155 

950-1,155 

783-950 

783-950 

415-530 

$29,545 


$193,784 


$13,929 

13,695 

12,886 

20,328 

9,662 

6,230 

$76,680 


167.7   167.7 


$202,720 


0.5 
0.1 

1 

1 

1 
1 

$1,048-1,273 
415-530 

$14,796 
5,120 

$15,276 
5,374 

0.8 
0.5 
1.3 
1.4 
1 

2 
1 
3 
2 

1 

2 
1 
3 

2 

1 

950-1,155 

950-1,155 

783-950 

676-783 

415-505 

22,944 
12,126 
31,912 
16,944 
5,396 

24,102 
12,732 
32,736 
17,799 
5,668 

1 

1 
2 
3 
0.3 

1 
1 
2 
3 

1 

1 
2 
3 

746-905 
614-746 
530-644 

480-584 
(1,544) 

10,188 

7,984 

14,088 

19,053 

10,692 

8,384 

14,400 

19,653 

1 

3.8 

1.3 

1 
4 
1 

1 
4 
1 

492-599 
425-517 
(7,523) 

6,600 

21,633 

5,000 

6,936 

22,721 
5,000 

$201,473 


$15,618 

13,860 

13,475 

21,333 

9,662 

6,544 

$80,492 


$916,184    $1,236,971     $1,277,725 
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HIGHEE  EDUCATION 


COORDINATING   COUNCIL   FOR  HIGHER   EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

ACTUAL 

ESTIMATED 

PROPOSED 

67-68 
(Filled) 

68-69 
(Aolh.) 

69-70 
(A»th.) 

1967-68 

1968-69 

1969-70 

SALAKY  EANGi 

1 

1 

1 

$2,472-2,912 

$32,039 

$30,863 

- 

1 

1 

2,026-2,403 

26,433 

26,433 

1 

1 

1 

1,750-2,127 

25,524 

25,524 

4.9 

5 

5 

1,587-1,929 

111,636 

112,596 

1 

1 

1 

1,371-1,667 

19,524 

20,004 

2 

9 

2 

1,248-1,512 

32,716 

34,357 

1 

1 

1 

950-1,155 

12,476 

13,096 

- 

1 

1 

905-1,100 

11,130 

11,688 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

10,104 

10,608 

1 

1 

1 

584-710 

8,282 

8,520 

0.5 

1 

1 

571-692 

7,362 

7,728 

2.6 

3 

3 

505-614 

21,304 

21,632 

1 

1 

1 

492-599 

6,516 

6,852 

3.1 

3 

3 

446-543 

17,312 

18,171 

1 

1 

1 

415-530 

5,576 

5,860 

4.5 

2 

2 

(21,302; 

9,516 

9,516 

- 

- 

- 

(245) 

- 

- 

1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
«7 
68 


STATE  COORDINATION 

Director 

Assoc  director  II 

Assoc  director  I 

Higher  educ  specialist  III 

Higher  educ  specialist  II 

Higher  educ  specialist  I 

Higher  educ  research  assoc 

Editorial  assoc 

Administrative  asst  I 

Research  asst  III 

Secretary  I  

Siipvng  clerk  I 

Sr  steno 

Sr  clerk 

Steno  II  

Clerk-tvpist  II 

Temporary  help 

Overtime 

Totals,  Authorized  Positions 


HIGHER   EDUCATION   FACILITIES 
ACT  PROGRAM 

Assoc  director  I 

Higher  educ  specialist  I 

Research  asst  III 

Jr  staff  analyst 

Administrative  trainee 

Sr  steno 

Steno  II  

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 


COMMUNITY  SERVICES  AND 
CONTINUING  EDUCATION 
PROGRAM 


26.6 


1 

0.4 

0.9 

0.2 

0.8 

0.7 

1.2 

0.3 

0.3 


27 


27 


1 
1 

0.5 
0.7 


1 
1 

0.5 
0.7 


5.8 


7.2 


7.2 


$313,794 


$1,750-2.127 
1,243-1,512 
783-950 
644-783 
614-710 
505-614 
446-543 
415-530 
(2,113) 

$56,773 


1 

0.6 
0.9 
0.7 

1 
1 

1 
1 

1 

1 
1 
1 

$1,243-1,512 

Administrative  trainee 

Steno  II  

Clerk-tvpist  II 

614-710 
446-543 
415-530 

Totals,  Authorized  Positions 

3.2 

4 

4 

$26,496 

HIGHER  EDUCATION  FACILITIES 
COMPREHENSIVE  PLANNING 
PROGRAM 

Higher  educ  specialist  II 0.4  1 

Research  assoc 0.2  1 

Sr  steno 0.8  1 

Totals,  Authorized  Positions 1.4  3 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS 37 


41.2   41.2 


$14,568 


$411,631 


$368,850 


$25,120 

14,916 

9,814 

7,792 

6,185 
5,858 
2,621 

5,728 

$78,034 


$34,900 


$35,470 


$517,254 


$374,848 


$25,524 

15,660 

10,314 

8,180 

6,490 
6,154 
2,754 

5,728 

$80,804 


$16,056 

$16,860 

7.548 

7,920 

5,651 

5,929 

5,645 

5,935 

$36,644 


1 

$1,371-1,667 

$16,792 

$17,633 

1 

950-1,155 

11,400 

11,976 

1 

505-614 

7,278 

7,368 

$36,977 


$529,273 


70 
Tl 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 
86 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auih.)      (tolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

President's  Office : 

President 

Acting  president 

Executive  VP  of  the  University 

Vice  president  personnel 

Special  asst  to  the  president 

Executive  asst  to  president 

Staff  asst  to  the  president 

Spec  asst  to  the  executive  VP 

Staff  asst  to  the  executive  VP 

Administrative  staff  analyst 

Administrative  stipend 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Secretary  

Sr  stenographer  

Sr  administrative  analyst 

Administrative  analyst 

Sr  administrative  asst 

Administrative  asst 

Adm  secty  to  the  president 

President  Emeritus : 

Principal  clerk 

Vice  President  of  the  University : 

Vice  president  of  the  University 

Administrative  asst 

Vice    President — University    of    Cali- 
fornia— for  Administration : 

Vice  president  of  the   University 

Asst  to  vice  president  of  University 

Asst  vice  president — business 

Sr  typist-clerk 

Secretary  

Sr  administrative  analyst 

Administrative  analyst 

Administrative  asst 

Vice  President — Academic  Affairs  : 

Vice  president — academic  affairs 

Asst  director — acting 

Asst  to  vice  president  of  University 

Administrative  staff  analyst 

Asst  to  the  vice  president 

Coordinator  of  aead  personnel 

Principal  clerk 

Sr  typist-clerk 

Secretary  

Sr  stenographer 

Administrative  analyst 

Asst  administrative  analyst 

Administrative  asst 

Vice  President — Governmental 
Relations  : 

Vice  president — administration 

Administrative   secretary 

Asst  to  vice  president  of  University 

Coord — administrative  policies 

Community  affairs  officer 

Principal    clerk    

Secretary     

Sr  administrative  analyst 

Administrative  asst 

Staff  coordinator  II  

Vice    President — Governmental 
Relations — Washington  Office : 

Special  asst  to  the  president 

Asst  to  the  vice  president 

Spec  asst  governmental  affairs 

Secretary    

Sr    stenographer    

Public  adm     analyst  II 

Administrative  asst 

Vice  President  Educational  Relations 
— Legislative : 

Asst  to  the  president 

Secretary    

Vice  President — Executive  Asst: 

Vice   president    personnel    

Secretary    

Administrative    analyst 

Staff   coordinator  II   


SALARY  BANGB 

0.50 

1 

1 

?3,750 

0.50 

— 

— 

3,750 

— 

1 

3,542 

- 

1 

2,500 

_ 

1 

2.000 

0.64 

1 

1,792 

0.50 

1 

1,250 

- 

1 

1,350 

— 

1 

1.1S6 

0.21 

- 

- 

1,350 

0.08 

_ 

_ 

480-584 

0.52 

_ 

_ 

415-505 

0.86 

1 

1 

415-505 

2 

2 

2 

480-584 

0.88 

0.88 

435-530 

0.50 

2 

2 

950-1,155 

0.50 

2 

2 

783-950 

0.44 

_ 

_ 

746-905 

1 

1 

584-710 

0.50 

1 

1 

726 

- 

1 

1 

480-584 

0.50 

_ 

„ 

3,542 

1 

- 

— 

584-710 

0.50 

3,542 

1 

— 

_ 

1,500 

0.25 

— 

- 

1,453 

0.49 

_ 

_ 

415-505 

0.52 

_ 

_ 

480-584 

0.50 

_ 

_ 

415-505 

0.60 

_ 

_ 

783-950 

0.50 

- 

- 

584-710 

1 

1 

1 

2,833 

0.31 

0.67 

0.67 

2,107 

1 

1 

1 

1,625 

1.54 

1 

1 

1,375 

1 

3 

1 

1,142 

0.33 

1 

1 

1,367 

1 

1 

1 

480-584 

0.41 

1 

1 

415-505 

0.50 

1 

1 

480-584 

0.97 

1 

1 

435-530 

1 

1 

1 

783-950 

1 

1 

1 

644^783 

0.99 

1 

1 

584-710 

0.42 

1 

1 

3,083 

1 

1 

1 

875 

1 

1 

1 

1,500 

0.08 

1 

1 

1,250 

0.42 

1 

1 

1,2.50 

0.42 

_ 

_ 

480-584 

0.67 

2 

2 

4S0-5S4 

0.17 

1 

1 

950-1,155 

_ 

1 

1 

584-710 

0.33 

783-950 

0.42 

2,000 

0.04 

_ 

_ 

1,500 

0.65 

1.50 

1.50 

1,453 

1.24 

2 

2 

480-584 

0.57 

435-530 

0.58 

1 

1 

644-783 

0.42 

584r-710 

1 

1 

1 

2,167 

1 

1 

1 

480-584 

0.17 

_ 

_ 

2,292 

0.58 

_ 

_ 

480-584 

0.01 

_ 

_ 

783-950 

0-42 

- 

_ 

783-950 

$45,000 

42,500 
30.000 
24,000 
21,500 
15.000 
16,200 
14,232 

2,500 


4,980 
12,120 

5,597 
22,800 

18,792 

7,920 
8,720 

5,904 


34,000 

16,943 

19,500 

16,500 

13,700 

16,400 

6,360 

5,628 

6,060 

6,204 

11,400 

8,520 

7,536 


37,000 
10,500 
18,000 
15,000 
15,000 

12,120 

11,400 

7,008 


26,150 
12,720 

8,520 


26,000 
6,516 


$45,000 

42,500 
30,000 
24,000 
21,500 
15,000 
16,200 
14,232 

2,500 


4,980 
12,120 

5,597 
22,800 
18,792 

7,920 
8,720 

5,904 


34,000 

16,943 

19,500 

16,500 

13,700 

16,400 

6,360 

5.628 

■  6,060 

6,204 

11,400 

8,520 

7,536 


37,000 
10,500 
18,000 
15,000 
15,000 

12,120 

11,400 

7,008 


26,150 
12,720 

8,520 


26,000 
6,516 
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SALAEIES  AJ^fD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
S2 
83 
Si 
S5 


GENERAL  ADMINISTRATION— Continued 

"Vice  President — Business  and 
Finance : 
Vice  president — business   &  finance 
Asst   to   vice   president — bus   &   fin 

Principal  clerk 

Secretary    

Administrative   analyst 

Asst    administrative    analyst 

Administrative   asst    

Coordinator   of   computer   activities 

Vice  President  and  General  Counsel : 

General  counsel  of  the  regents 

Assoc  counsel  of  the  regents 

Asst  counsel  of  the  regents 

Asst   patent   administrator    

Sr    typist-clerk    

Typist-clerk    

Sr   legal   secretary   

Legal    secretary    

Secretary    

Sr   stenographer   

Sr  administrative  asst 

Administrative  asst 

Vice     President — Physical     Planning 
and  Construction : 
Vice  president — phys  plan  &  eonstrn 

Asst  to  the  vice  president 

Principal   clerk    

Sr    clerk    

Sr    stenographer    

Administrative   asst   

Maintenance : 

Coordinator — eonstrn  and  maint 

Sr    administrative    analyst    

Administrative    analyst    

Asst   administrative  analyst 

Planning  and  Construction  : 

University    engineer   

University    architect    

Communications  engineer 

Principal    clerk    

Sr  typist-clerk 

Sr  architect  II 

Sr    architect    I    

Sr   planning   analyst   I 

Campus  planner   II 

Project    architect    

Sr   engineer    

Sr   administrative   analyst 

Administrative   analyst   

Administrative    asst   

Programming : 

University  planner 

Principal   planning    analyst 

Coordinator — federal  programs 

Principal    clerk    

Sr  typist-clerk 

Sr  planning  analyst  II 

Sr  planning  analyst  I 

Assoc  planning  analyst 

Administrative   analyst   

Administrative  asst   

Vice  President — Planning  and 
Analysis : 
Vice  president — ^planning  and 

analysis 

Director  of  health  planning 

Asst    vice     president — planning     & 
analysis   &    director    of    budget 

Asst  director,  analytical  studies 

Departmental  admin  asst  III 

Secretary    

Editor  IV 

Vice  President  Planning  and  Analysis 
— Jlodels  and  Simulations : 

Programmer   III 

Programmer  I 

Staff  coordinator  II 


SALARY  RANGE 

0.90 

1 

1 

2,708 

32.500 

32,500 

1 

1 

1 

1,525 

18,300 

18,300 

- 

1 

1 

4S0-584 

5,484 

5,484 

0.50 

— 

— 

480-584 

_ 

_ 

0.29 

1 

1 

783-950 

11,400 

11,400 

0.67 

_ 

_ 

644-783 

_ 

_ 

0.32 

1 

1 

5S4-710 

7,008 

7.008 

- 

1 

1 

2,083 

25,000 

25,000 

1 

1 

1 

3,292 

39,500 

39,500 

3 

3 

3 

2,361 

85.000 

85,000 

7.49 

8 

8 

1,438 

138,000 

138.000 

1 

1 

1 

1,125 

13.500 

13.500 

1 

1 

1 

415-505 

5,760 

5,760 

0.04 

1 

1 

367^46 

4.404 

4,404 

2 

2 

2 

628-764 

17,688 

17,688 

1.61 

3 

3 

543-660 

20,892 

20,892 

2.17 

2 

2 

4S0-5S4 

13,368 

1.3,368 

1 

1 

1 

435-530 

5,904 

5,904 

0.50 

1 

1 

746-905 

9,396 

9,396 

1 

1 

1 

584-710 

8,304 

8,304 

1.02 

1 

1 

2,292 

27,500 

27,500 

1 

1 

1 

1.217 

14.600 

14,600 

0.50 

1 

1 

480-584 

6,060 

6,060 

1.72 

2 

2 

415-505 

9,960 

9,960 

1.01 

1 

1 

435-530 

5,220 

5,220 

1.50 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

1,708 

20,500 

20,500 

0.25 

1 

1 

950-1,155 

11,976 

11,976 

0.75 

_ 

_ 

783-950 

— 

— 

- 

1 

1 

644-783 

7,728 

7,728 

1 

1 

1 

2,167 

26,000 

26,000 

0.75 

1 

1 

1,917 

23.000 

23.000 

1 

1 

1 

1,583 

19.000 

19.000 

1 

1 

1 

480-584 

7,008 

7,008 

2.55 

3 

3 

415-505 

15,420 

15.420 

2 

2 

2 

1,337-1,626 

36.372 

36.372 

1 

1 

1 

1,213-1,475 

17,700 

17.700 

0.58 

1 

1 

1,048-1,273 

14,5.i6 

14.556 

1 

1 

1 

1,213-1,475 

16.860 

16.860 

O.OS 

1 

1 

1,048-1,273 

12,576 

12,576 

1 

1 

1 

1,15.5-1,405 

16.860 

16.860 

1 

1 

1 

950-1,155 

11.400 

11,400 

0.92 

1.50 

1.50 

783-950 

15.558 

15,558 

1 

1 

1 

584^710 

8,520 

8,520 

1 

1 

1 

1,958 

23,500 

23.500 

- 

1 

1 

1,492 

17,900 

17,900 

1 

— 

— 

1,333 

— 

— 

0.42 

1 

1 

480-584 

6,672 

6,672 

1.77 

1 

1 

415-505 

4,980 

4,980 

1.67 

2 

2 

1,048-1.273 

30.552 

30,552 

1.42 

3 

3 

1,048-1,273 

38,352 

38,3-52 

1.66 

2 

2 

821-998 

23,376 

23,376 

0.45 

1 

1 

783-950 

9,396 

9,396 

0.55 

"• 

"~ 

58^710 

" 

" 

0.50 

1 

1 

2,708 

32.500 

32.500 

0.50 

1 

1 

2,208 

26,500 

26,500 

0.50 

1 

1 

2.500 

30,000 

30,000 

1 

1 

1.833 

22.000 

22.000 

0.33 

1 

1 

644-783 

8,520 

8,520 

0.83 

3.50 

3.50 

480-584 

23,064 

23,064 

2 

2 

821-998 

21,720 

21,720 

1 

1 

998-1,213 

14,196 

14,196 



1 

1 

676-821 

8,112 

8.112 

- 

1 

1 

1,155-1,405 

14,916 

14,916 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (Auth.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 


Vice  President — University  Relations ! 
Vice  president — university  relations 

Asst  vice  president 

Secretary    

Sr  stenographer 

Sr  administrative  asst 

Vice  President — Educational 
Relations: 
Vice  president — educational 

relations    

Asst  to  the  vice  president 

Adm    asst    to    vice    president — edu- 
cational relations 

Secretary    

Secretary  of  the  Resents: 

Asst  counsel  of  the  resents 

Asst  secty  of  the  regents 

Principal  clerk 

Sr  typist-clerk 

Secretary    

Asst  administrative  analyst 

Administrative   asst 

Treasurer  of  the  Regents : 

Treasurer  of  the  regents 

Asst  treasurer  of  the  regents 

Real  estate  officer 

Asst  real  estate  officer 

Principal  clerk 

Sr  typist-clerk 

Typist-clerk    

Sr  stenographer 

Investment  analyst  III 

Investment  analyst  II 

Investment  analyst  I 

Investment  officer — ^bonds 

Investment  officer — stocks 

Administrative   asst   

Administrative  Records : 

Librarian    I    

Principal    clerk    

Sr  clerk 

Clerk   

Sr  typist-clerk 

Departmental  adm  asst  III 

Departmental  adm  asst  II 

Sr  administrative  asst 

Administrative   asst 

Administrative  services  off  I 

Administrative  Services: 

Asst  to  vice  pres  of  university 

Administrative  staff  analyst 

Asst  vice   president   

Principal   clerk    

Secretary    

Analytical  Studies  : 

Director  of  analytical  studies 

Asst  dir  analytical  studies 

Specialist  in  phys  planning 

Principal  clerk 

Sr   clerk    

Sr    typist-clerk    

Secretary    

Prosrammer  III 

Programmer  I 

Sr  administrative  analyst 

Administrative    analyst    

Asst   administrative  analyst 

Budget  Off.ce : 

Asst    vice    president — planning    and 
analysis  and  director  of  budget 

Asst  director  of  budget 

Supvr  budget  &  planning  info 

Principal   clerk    

Sr  clerk 

Principal  typist-clerk 

Sr  typist-clerk 

Typist-clerk      

Secretary    

Principal  budget  analyst  II 

Principal  budget  analyst  I 


SALARY  EANGE 

0.S7 

1 

1 

2,708 

32,500 

32,500 

_ 

1 

1 

1,112 

13,344 

13,344 

1 

1 

1 

480-584 

6,852 

6,852 

1 

1 

1 

435-530 

6,204 

6,204 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

2,667 

32,000 

32,000 

0.08 

- 

- 

2,000 

— 

— 

0.08 

_ 

^ 

644-783 

_ 

_ 

0.96 

1 

1 

480-584 

6,672 

6,672 

1 

1 

1 

1,875 

22,.500 

22.500 

1 

1 

1 

1,275 

15,300 

15,300 

0.23 

_ 

_ 

480-584 

— 

— 

2.20 

2.50 

2.50 

415-505 

18,860 

13,860 

2 

1 

1 

480-584 

7,008 

7.008 

1 

1 

644-783 

7,728 

7,728 

- 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1 

3,250 

89.000 

39.000 

1 

1 

1 

2,083 

25,000 

25,000 

1 

1 

1 

1,750 

21,000 

21,000 

1 

1 

1 

1,201 

14,408 

14,408 

1 

1 

1 

480-584 

6,060 

6.060 

1.86 

1 

1 

415-505 

5.760 

5.760 

1.01 

1 

1 

367-^46 

4,524 

4.524 

0.21 

1 

1 

435-530 

5,220 

5,220 

1 

1 

1 

950-1,155 

13,860 

13,860 

0.50 

1 

1 

783-950 

11,400 

11,400 

0.50 

644-783 

— 

— 

0.25 

1 

1 

1,750 

21,000 

21,000 

1 

1 

1,500 

18.000 

18,000 

1.92 

2 

2 

584-710 

15,888 

15,888 

0.50 

1 

1 

597-659 

7,524 

7,524 

3.86 

4 

4 

480-584 

26,436 

26,436 

7.34 

7 

7 

41.5-505 

37,428 

37,428 

0.98 

1 

1 

367-446 

4,404 

4,404 

2.03 

3 

3 

415-505 

15.684 

15,684 

1 

1 

644-783 

7,728 

7,728 

0.58 

1 

1 

556-676 

7,368 

7,368 

0.50 

746-905 

— 

— 

0.42 

_ 

_ 

584-710 

— 

— 

0.50 

1 

1 

783-950 

11,400 

11,400 

0.25 

_ 

1,400 

_ 

_ 

0.33 

_ 

__ 

1,350 

— 

— 

0.25 

_ 

_ 

1,750 

— 

- 

0.58 

— 

_ 

480-584 

— 

— 

0.58 

- 

- 

480-584 

- 

- 

1 

1 

1 

2,167 

26,000 

26,000 

1.92 

2 

o 

1,488 

34,.50O 

34,500 

1 

1 

1 

1,.542 

18,500 

18,500 

2.98 

4 

4 

480-584 

24,576 

24,576 

o.m 

415-505 

— 

— 

0.90 

1 

1 

415-505 

4,980 

4,980 

0.42 

1 

X 

480-584 

6,060 

6,060 

1 

1 

998-1,213 

12,732 

12,732 

0.25 

676-821 

— 

— 

0.71 

2 

2 

950-1,155 

22,800 

22,800 

4.15 

4 

4 

783-9.50 

40,476 

40.476 

0.33 

2 

2 

644-783 

16,224 

16,224 

0.50 

2,333 

_ 

o 

o 

2 

1,563 

37.500 

37,500 

1 

1 

1,417 

17,000 

17,000 

0.33 

1 

480-584 

5,T60 

5.760 

0.58 

1 

43.5-505 

5.220 

5.220 

0.46 

1 

•    480-584 

6,060 

6,060 

0.91 

1 

415-505 

5,220 

5,220 

0.08 

_ 

367^46 

— 

— 

1.04 

1 

1 

480-584 

7,008 

7,008 

1.04 

4 

4 

1,155-1,405 

60,048 

60,048 

1 

1,048-1,273 

- 

- 
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UNIVERSITYWBDE  ADMINISTRATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (Aolh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GENERAL  ADMINISTRATION— Continued 


Budget  Office — Continued 

Sr  budget  analyst 

Budget  analyst 

Asst  budget  analyst 

Administrative  asst 

Staff  coordinator  II  

Sr  EDP  systems  analyst 

Sr   accountant   

Accountant     

Business  Services : 

Director  of  business  services 

Cliief   business   analyst   

Student  housing  coordinator 

Asst  director,  business  services 

Coordinator — federal  programs 

Insurance   officer 

Principal  clerk 

Principal  typist-clerk 

Sr  typist-clerk 

Secretary    

Sr  stenographer 

Sr  administrative  analyst 

Administrative    analyst    

Asst  administrative  analyst 

Staff  coordinator  I  

Buyer  III 

Central  Services — Finance : 

Principal  clerk 

Sr  clerk 

Clerk     

Sr  typist-clerk 

Sr  administrative  asst 

Administrative  asst 

Contracts  and  Grants : 

Asst  to  the  vice  president 

Mgr  technical  development 

Director  of  contracts  and  grants 

Asst  to  dir  contract  &  grants 

University  security  supvr 

Coordinator  of  special  projects 

Sr  typist-clerk 

Secretary     

Sr  stenographer 

Administrative    asst    

Coordinating  Universitywide  English 
Programs : 

Researcher — 11  months 

Asst  researcher — 11  months 

Postgraduate  researcher — 11  months 

Sr    typist-clerk    

Sr   administrative   analyst   

Controller's  Office : 

Controller 

Chief  accountant 

Asst  chief  accountant 

Chief    auditor    

Asst    chief    auditor    

Supvng  auditor  

Manager  personnel  info  systems 

Principal    clerk    

Sr    clerk    

Sr    typist-clerk    

Secretary    

Principal   adm    analyst   I    

Sr   administrative    analyst    

Administrative   analyst   

Administrative    asst    

Principal   accountant   II 

Principal  accountant  I 

Sr   accountant   

Accountant     

Asst   accountant    

Information  Systems : 

Director  of  information  systems 

Mgr   financial   info   systems 

Mgr  personnel  info  systems 

Manager  general  services 

Principal  clerk 

Sr  typist-clerk 


SALARY  RANGE 

3.25 

2 

2 

950-1,155 

23,076 

23,076 

2 

3 

3 

783-950 

31,152 

31,152 

0.67 

2 

2 

644-783 

16,824 

16,824 

2 

2 

2 

584-710 

16,248 

16,248 

1 

1 

1 

783-950 

16,044 

16,044 

0.61 

_ 

_ 

783-950 

— 

— 

0.08 

1 

1 

950-1,155 

11,400 

11,400 

0.92 

1 

1 

783-950 

9,396 

9,396 

1 

1 

1 

2,108 

25,300 

25,300 

1 

1 

1 

1,383 

16,600 

16,600 

0.75 

1 

1 

1,542 

18,500 

18,.50O 

0.75 

1 

1 

1,400 

16,800 

16,800 

1 

1 

1 

1,567 

18,800 

18,800 

1 

1 

1 

1,250 

15,000 

15,000 

0.44 

1 

1 

480-584 

5,760 

5,760 

- 

1 

1 

480-584 

5,904 

5,904 

0.5S 

_ 

_ 

415-505 

— 

— 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

435-530 

5,484 

5,484 

1.50 

3 

3 

950-1.155 

38,796 

38,796 

2.29 

3 

3 

783-950 

27,480 

27,480 

0.67 

1 

1 

644-783 

7,728 

7,728 

3 

3 

1,048-1,273 

37,728 

37,728 

0.50 

- 

- 

821-998 

- 

- 

1.50 

1 

1 

480-584 

6,672 

6,672 

2.51 

3 

3 

415-505 

15,180 

15,180 

1.61 

3 

3 

367-446 

13,128 

13,128 

1.43 

2 

2 

415-505 

10,464 

10,464 

1 

1 

1 

746-905 

10,356 

10,356 

0.48 

1 

1 

584-710 

7,728 

7,728 

2.75 

_ 

_ 

1,400 

_ 

_ 

_ 

1 

1 

2,083 

25,000 

25,000 

0.25 

1 

1 

1,833 

22,000 

22,000 

0.25 

1 

1 

1,633 

19,600 

19,600 

0.25 

1 

1 

1,400 

16,800 

16,800 

0.5S 

_ 

_ 

1,333 

— 

— 

2.42 

2 

2 

415-505 

11,244 

11,244 

1 

1 

1 

480-584 

7,008 

7,008 

0.38 

1 

1 

435-530 

5,484 

5,484 

1 

1 

1 

584-710 

8,112 

8,112 

0.50 

0.50 

1,-500-2.192 

9,000 

9.000 

- 

0.50 

0.50 

950-1,125 

5,700 

5,700 

_ 

0.50 

0.50 

613-821 

4,926 

4,926 

0.99 

1 

1 

415-505 

6,060 

6,060 

0.75 

0.75 

0.75 

950-1,155 

9,900 

9,900 

0.92 

1 

1 

2,083 

25,000 

25,000 

1 

1 

1 

1,750 

21,000 

21,000 

0.46 

1 

1 

1,592 

19,100 

19,100 

1 

1 

1 

1,625 

19,500 

19,500 

0.42 

1 

1 

1,333 

16,000 

16,000 

0.83 

- 

- 

1,292 

- 

_ 

1 

- 

- 

1,067 

- 

- 

O.SH 

1 

1 

480-584 

6,852 

6.8.52 

2.99 

3 

3 

415-505 

17,100 

17,100 

2.45 

3.50 

3.50 

415-505 

19,254 

19,254 

0.75 

_ 

480-584 

_ 

_ 

0.33 

1 

1 

1,048-1,273 

13,860 

13,860 

0.67 

_ 

_ 

950-1.1.55 

— 

— 

2.43 

2 

2 

783-950 

19,752 

19,752 

0.25 

1 

1 

584-710 

7,368 

7,368 

2.58 

2 

2 

1,15.5-1,405 

32,520 

32,520 

0.17 

1 

1 

1,048-1,273 

14,916 

14,916 

8.33 

9 

9 

950-1,155 

120,600 

120.600 

8.99 

11 

11 

783-950 

113,724 

113,724 

2.38 

2 

2 

644^783 

18,132 

18,132 

0.58 

1 

1 

1,750 

21,000 

21,000 

0.45 

1 

1 

1,567 

18,800 

18,800 

0.50 

1 

1 

1,475 

17,700 

17,700 

0.92 

2 

2 

1,375 

33,000 

33,000 

0.33 

— 

— 

480-584 

_ 

_ 

0.62 

1 

1 

415-505 

5,220 

5,220 
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UNIVERSITYWIDE  ADMINISTRATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (tulh.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
6 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GENERAL  ADMINISTRATION— Continued 

Information  Systems — Continued 

Programmer   IV   

Programmer    II    

Programmer    I    

Sr   administrative   analyst 

Administrative    analyst    

Asst  administrative  analyst 

Administrative    asst    

Staff    coordinator    II    

Supvng   EDP   systems   analyst 

Sr  EDP  systems  analyst 

EDP   systems  analyst 

Gifts  and  Endowments : 

Gifts  &  endowments  off — SW 

Principal    clerk    

Sr   stenographer   

Sr   administrative   asst 

Administrative   asst    

Gifts  and  Endowments — Campaigns  : 
Coordinator  of  spec  projects 

Indirect  Cost  Studies : 

Head,  federal  program  services 

Asst  director  contract  &  grants 

Sr  accountant  

Accountant     

Medical  and  Health  Sciences  : 

Coord  medical  &  health  sciences 

Secretary    

Administrative   analyst 

Personnel  and  Retirement  System : 

Director  of  personnel 

Asst  director  of  personnel 

Principal   clerk   

Sr   clerk    

Sr    typist-clerk    

Secretary    

Sr   stenographer   

Administrative   asst   

Staff   coordinator  II   

Sr  personnel  analyst 

Personnel    analyst    

General   assistance   '- 

Merit  Increases  and  Provisions : 

Nonacademic    


Totals,  Universitywide  Administration 


SALARY  EANGE 

- 

2 

2 

1,213-1,475 

29,112 

29,112 

0.90 

o 

2 

821-998 

20,712 

20,712 

2.06 

2 

2 

676-821 

17,064 

17,064 

0.95 

3 

3 

950-1,155 

35,652 

35.652 

1.68 

1 

1 

783-950 

9,852 

9,8.52 

0.93 

2 

2 

644-783 

17,472 

17,472 

0.33 

1 

1 

584^710 

9,852 

9,852 

0.14 

1 

1 

1,155-1,405 

14,556 

14.556 

0.83 

4 

4 

1,213-1,475 

62,688 

62,688 

1.07 

3 

3 

998-1,213 

37,128 

37,128 

2.09 

5 

5 

821-998 

52.572 

52,572 

1 

1 

1 

1,583 

19,000 

19,000 

1 

1 

1 

480 

7,008 

7,008 

1 

1 

1 

435-530 

6,060 

6,060 

1 

1 

1 

746-905 

10,608 

10,608 

1 

1 

1 

584-710 

8,112 

8,112 

1 

1 

1 

1,667 

20,000 

20,000 

0.75 

_ 

_ 

1,333 

_ 

_ 

0.25 

1 

1 

1,479 

17,750 

17,750 

1 

1 

1 

950-1,155 

12,276 

12,276 

1.58 

2 

2 

783-950 

22,260 

22,260 

1 

1 

1 

2,375 

28,500 

28,500 

1 

1 

1 

480-584 

6,672 

6,672 

1 

1 

1 

783-950 

10,356 

10,356 

0.43 

0.50 

0.50 

2,083 

12,500 

12,500 

2.05 

2 

2 

1,533 

36,800 

36,800 

1.15 

1 

1 

480-584 

6,672 

6,672 

0.16 

_ 

_ 

415-505 

_ 

_ 

0.68 

2 

2 

415-505 

10,020 

10,020 

1.67 

2 

2 

480-584 

13,068 

13,068 

1 

1 

1 

435-530 

6,360 

6,360 

0.25 

0.50 

0.50 

584.-710 

3,684 

3,684 

1 

2 

2 

1,155-1,405 

28,416 

28,416 

0.93 

3 

3 

950-1,155 

36,000 

36,000 

1.58 

1 

1 

783-950 

9,852 

9,852 

18.05 

14.29 

14.29 

129,392 

90,719 

90,719 

- 

- 

- 

- 

22,508 
$4,612,609 

22,508 

301.46 

380.59 

380.59 

§3,455,767 

$4,612,609 
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HIGHER  EDUCATION 


BERKELEY  CAMPUS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 
37 

38 

39 

40 

41 

42 

43 

44 

45 

48 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


GENERAL  ADMINISTRATION 

Chancellor's  Office : 

Chancellor 1 

A-'ice  chancellor 2.56 

Asst  chancellor 2.50 

Adm  secty  to  exec  vice  chancellor 1 

Asst  to  the  chancellor 0.42 

Adm  asst  to  chancellor 1 

Adm  secty  to  chancellor 1 

Special  asst  to  chancellor 0.82 

Spec  asst  to  the  vice  chancellor — 

Administrative  stipend — 

Principal  clerk 1.96 

Sr  clerk 1.89 

Principal  typist-clerk 0.75 

Sr  typist-clerk 2.13 

Secretary 2.33 

Sr  stenographer 1 

Sr  administrative  analyst — 

Administrative  analyst 4 

Asst  administrative  analyst 0.92 

Budget  analyst 1 

Asst  budget  analyst 1.92 

Administrative  asst 3.39 

Accounting  Office : 

Accounting   officer 1 

Asst  accounting  officer 2 

Principal  clerk 18.93 

Sr  clerk 29.55 

Clerk    7.93 

Principal  typist-clerk 0.08 

Sr  typist-clerk 3.08 

Departmental  adm  asst  II 0.25 

Sr  stenographer 2.07 

Sr  administrative  analyst 0.27 

Asst  administrative  analyst 0.S8 

Sr   administrative   asst 1 

Administrative    asst    9.80 

Principal  accountant  I 1.36 

Sr   accountant 3.68 

Accountant 7.06 

Asst   accountant   2 

Architects  and  Engineers : 

Sr  planning  analyst  I 1 

Assoc  planning  analyst 1 

Building  Program  Clearing  Account : 

Principal   architect 1 

Principal   clerk   1.92 

Sr  clerk 2.08 

Sr  typist-clerk 1 

Secretary    1 

Asst  architectural  draftsman - 

Sr  architect  II 1 

Sr  architect  I - 

Campus  planner  I 1 

Project    architect    6 

Snpvr  construction  inspector 1 

Sr  construction   inspector 1 

Assoc  construction  inspector 10.80 

Sr  landscape  architect 1 

Principal  engineer 1 

Sr    engineer    - 

Assoc  engineer 3.33 

Asst  engineer 1.67 

Sr  administrative  asst 0.38 

Administrative    asst    1.52 

Budget  Committee : 

Sr  typist-clerk 1 

Secretary    1.15 

Administrative   asst   0.83 

Business  and  Finance  Office : 

Vice   chancellor   1 

Principal  clerk 1 

Asst  business  manager  II 1 

Business  Manager : 

Business  &  finance  officer 1 

Sr  typist-clerk 0.51 

Sr  administrative  anal.vst 0.67 

Administrative    asst    1 

Asst  business  manager  III 1 


SALARY  RANGE 

1 

1 

$3,500 

$42,000 

4 

4 

2,481 

119,100 

1.50 

1.50 

2,139 

38,500 

1 

1 

792 

9.500 

1 

1 

1.333 

16.000 

1 

1 

1,000 

12,000 

1 

1 

958 

11,500 

2.15 

2.15 

1,795 

46,315 

2 

2 

1,225 

29,400 

— 

— 

— 

33,820 

1 

1 

480-584 

6,360 

2 

9 

415-505 

11,820 

0.75 

0.75 

4S0-5S4 

5,256 

3 

3 

415-505 

15,828 

3.75 

3.75 

480-584 

22,968 

1.50 

1.50 

435-530 

8,736 

1 

1 

950-1,155 

11,400 

5 

5 

783-950 

55.212 

1 

1 

644-7S3 

9,396 

1 

1 

783-950 

9,S52 

4 

4 

644-7S3 

33,372 

4.50 

4.50 

584-711) 

34,884 

1 

1 

1,875 

22,500 

2 

2 

1,475 

35,400 

20.50 

20.50 

480-584 

133,080 

40 

40 

415-505 

212,016 

5 

5 

367^46 

22,704 

1 

1 

480-584 

6,360 

3 

3 

415-505 

15,444 

1 

1 

556-676 

7,368 

2 

2 

435-530 

11,580 

1 

1 

950-1,155 

13,860 

1 

1 

644-783 

8,112 

1 

1 

746-905 

9.396 

10 

10 

584-710 

78.264 

2 

2 

1,048-1,273 

29,112 

3 

3 

950-1,155 

39,696 

7 

7 

783-950 

73.968 

3 

3 

644-783 

25,200 

1 

1 

1,048-1,273 

15,276 

1 

1 

821-998 

10,860 

1 

1 

2.000 

24,000 

9 

2 

480-584 

13,680 

5 

5 

415-505 

27,420 

1 

1 

415-505 

5,484 

1 

1 

480-584 

6,360 

1 

1 

821-998 

9,852 

1 

1 

1,337-1.626 

19.512 

1 

1 

1.213-1,475 

14.556 

1 

1 

1,048-1,273 

15,276 

6 

6 

1,048-1.273 

91,656 

1 

1 

1,15.5-1.405 

16,860 

1 

1 

1.048-1,273 

15,276 

13 

13 

950-1.155 

172.800 

1 

1 

1,048-1.273 

15.276 

1 

1 

1,337-1,626 

19,512 

1 

1 

1,1.5.5-1405 

13,860 

5 

5 

998-1,213 

66.240 

2 

2 

821-998 

21,828 

1 

1 

746-905 

8.952 

2 

2 

584-710 

14,736 

1 

1 

415-505 

6.060 

1 

1 

480-584 

7,008 

1 

1 

584^710 

8,520 

1 

1 

1.917 

23,000 

1 

1 

4S0-5S4 

7,008 

1 

1 

783-950 

11,124 

1 

1 

1,583 

19,000 

1 

1 

415—505 

5,220 

950-1,1.55 

- 

1 

1 

584-710 

8,.520 

2 

2 

950-1,155 

25,260 

$42,000 

119,100 

38,500 

9,500 
16.000 
12,000 
11,500 
46,315 
29,400 
33,820 

6,360 
11,820 

5,256 
15,828 
22,968 

8,736 
11,400 
55,212 

9,396 

9,852 
33,372 
34,884 

22,500 

35,400 

133,080 

212,016 

22,704 

6,360 
15,444 

7,368 
11,580 
13,860 

8,112 

9,396 
78,264 
29112 
39.696 
73,968 
25,200 

15,276 
10,860 

24,000 

13,680 

27,420 

5,484 

6,360 

9S52 

19,512 

14.556 

15.276 

91,656 

16,860 

15,276 

I72.snn 

15.276 
19,512 
13.860 
66.240 
21.828 
8.952 
14,736 

6.060 
7,008 
8,520 

23.000 

7,008 

11,124 

19.000 
5.220 

8,.520 
25,260 
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BERKELEY  CAMPUS — Continued 


SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.l        lAoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 

Business  and  Finance  Office — 
Continued 
Cashier : 

Cashiers  office  manager  II 

Supervising  cashier 

Sr  cashier 

Cashier    

Sr  clerk 

Administrative   asst   

Inventory  : 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Sr  administrative  asst 

Purchasins : 

Purchasing   agent 

Principal    clerk    

Clerk    

Sr  typist-clerk 

Departmental  adm  asst  III 

Secretary    

Sr   stenographer   

Administrative   asst   

Buver  IV 

Buyer  III 

Buyer   II    

Campus  Research  Office : 

Mgr  campus  research  office 

Assoc  dean 

Administrative  stipend 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Typist-clerk 

Sr  administrative  analyst 

Administrative  analyst 

Asst  administrative  analyst 

Asst  personnel  analyst 

Office  of  Institutional  Research  : 

Mgr  office  institutional  research 

Administrative  stipend 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Secretary  

Programmer  I 

Sr  administrative  analyst 

Administrative  analyst 

Asst  administrative  analyst 

Administrative  asst 

Personnel  Office : 

Personnel  manager 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Administrative  asst 

Employment  officer  II 

Employment  representative  III 

Employment  representative  II 

Employment  representative  I 

Sr  personnel  analyst 

Personnel   analyst 

Asst  personnel  analyst 

General  assistance 

Slimmer  Quarter  Offset : 

Nonacademic  salaries 

General  assistance 

Totals,  General  Administration 285.05 


INSTRUCTION  AND  DEPART- 
MENTAL RESEARCH 

Academic: 

Director 

Asst  director 

Coordinator — administrator  — 

Head  of 

Assoc  head  of 


SALARY  BANGE 

1 

1 

1 

746-905 

10.860 

10.860 

1 

1 

1 

556-676 

7.728 

7,728 

0.73 

o 

2 

480-.5S4 

12,420 

12,420 

7.10 

6.25 

6.25 

415-505 

34.065 

34.065 

4.96 

5.50 

5.50 

41.5-505 

30,126 

30.126 

1 

1 

1 

584-710 

8,520 

8,520 

5 

5 

5 

480-5S4 

34,392 

34.392 

1 

1 

1 

41.5-505 

6.060 

6.060 

2 

2 

9 

41.5-505 

11,544 

11. .544 

1 

1 

1 

746-905 

10,104 

10,104 

1 

1 

1 

1,583 

19,000 

19.000 

s.os 

9 

9 

480-584 

60,672 

60.672 

1.76 

2 

2 

367-446 

9,264 

9,264 

4.12 

4 

4 

415-505 

20.796 

20,796 

0.17 

1 

1 

644-783 

8.952 

8,952 

1 

1 

1 

480-584 

7,008 

7,008 

0.93 

1 

1 

435-530 

5,220 

5,220 

0.83 

_ 

_ 

584-710 

— 

_ 

2 

2 

2 

950-1,155 

27.720 

27,720 

4 

4 

4 

863-1,048 

50,304 

50,304 

3 

3.50 

3.50 

710-863 

35,328 

35,328 

0.17 

1 

1 

1,250 

15.000 

15,000 

0.33 

0.83 

0.33 

1,575 

6,237 

6,237 

_ 

_ 

_ 

— 

2.600 

2,600 

1.98 

2 

2 

480-584 

12,276 

12,276 

0.73 

2 

2 

415-505 

11,040 

11,040 

1.48 

1 

1 

415-505 

4,980 

4,980 

0.46 

_ 

— 

367^46 

— 

_ 

0.83 

_ 

_ 

415-505 

_ 

_ 

1.42 

1 

1 

783-950 

10,608 

10,608 

0.91 

2 

2 

644-783 

15,648 

15,648 

0.21 

644-783 

- 

- 

0.25 

1 

1 

1,250 

15,000 

15,000 

0.25 

1 

1 

480-584 

6,360 

6,360 

0.91 

1 

1 

415-505 

5,220 

5,220 

0.94 

1 

1 

415-505 

4,980 

4,980 

0.92 

1 

1 

480-584 

5,760 

5,760 

1 

1 

676-821 

8,520 

8,520 

0.75 

_ 

950-1,155 

- 

- 

2.82 

4 

4 

783-9.50 

40.224 

40,224 

1.61 

1 

1 

644-7S3 

7,728 

7,728 

0.96 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1 

1.S33 

22,000 

22,000 

2.23 

3 

3 

4S0-5S4 

18,180 

18,180 

0.69 

1 

1 

415-505 

4,980 

4.980 

4.35 

3.75 

3.75 

415-505 

19,923 

19.923 

1 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1 

950-1.155 

13,860 

13,860 

2.79 

3 

3 

710-S63 

29,160 

29,160 

2.45 

2 

*> 

614-746 

16,032 

16,032 

1.42 

2 

2 

556-644 

13,680 

13,680 

4 

4 

4 

950-1.155 

54,132 

54,132 

3.42 

4 

4 

783-950 

42,300 

42,300 

2.67 

4 

4 

644-783 

33,888 

33,888 

29.68 

19.60 

19.60 

158,979 

137,564 

137,564 

-9.75 

-9.75 

-9.75 

-52,731 

-55,368 

-55,368 

-2.40 

-2.40 

-2.40 

-19,978 

-19,978 

-19,978 

285.05 

320.43 

320.43 

$2,502,675 

$2,994,624 

$2,994,624 

2,09 

2.41 

2,41 

0.10 

0.10 

0.10 

0.13 

_ 

_ 

0.50 

0.50 

0,50 

0.20 

0.20 

0.20 

$2,192 
1,733 
1,.500 
1,575 
1,284 


$55,223 
2,080 

9,450 
3,082 


$55,223 
2,080 

9,4.50 
3,082 
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BERKELEY  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledj       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
66 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
«0 
81 
82 
83 
84 
85 
8Q 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

Academic — Continued 

Dean 8.56 

Dean — acting   0.50 

Assoc  dean 5.87 

Asst  dean 5.88 

Stipend — chairman  of  department - 

Summer   differential - 

Administrative  stipend - 

Professor — 9   months   533.31 

Professor — 9  months — acting 1 

Professor — 9  months — visiting 15.21 

-Professor— 9   months — 1/9   monthly  12.36 

Professor-at-large    1 

Professor — 9  months — recalled 5.60 

Professor — 9  months — acting 10.92 

Professor — 9  months — visiting 15.84 

Professor — 11  months 58.92 

Professor — 11  months — recalled 0.30 

Professor — 11  months — visiting 1.25 

Professor — 10  months   2.67 

Assoc  professor — 9  months 197.01 

Assoc  professor — 9  months — visiting  8.72 
Assoc  professor — 9  months — 1/9 

monthly 8.18 

Assoc  professor — 9  months — recalled  0.08 

Assoc   professor — 9   months — acting  8 

Assoc  professor — 9  months — visiting  7.91 

Assoc  professor — 11  months 9.99 

Assoc  professor — 11  months — acting  0.51 
Assoc  professor — 11  months — 

visiting    2.47 

Asst  professor — 9  months 327.64 

Asst  professor — 9  months — acting 5.83 

Asst  professor — 9  months — visiting-  5.15 
Asst  professor — 9  months — 1/9 

monthly 12.59 

Asst  professor — 9  months — acting 60.42 

Asst  professor — 9  months — visiting-  8.01 

Asst  professor — 11  months 6.16 

Asst  professor — 11  months — acting-  0.35 

Asst  professor — 11  months — visiting  0.25 

Instructor — 9  months 14.33 

Instructor — 9  months — acting 16.22 

Instructor — 9  months — 1/9  monthly  0.31 

Instructor — 9  months — acting 34.87 

Associate  instructor — 9  months 52.89 

Associate  instructor — 9  months 48.67 

Associate  instructor — 11  months 1.05 

Sr  lecturer — 9  months 1.33 

Sr  lecturer — 9  months 0.25 

Lecturer — 9  months 100.31 

Lecturer — 9  months 46.20 

Lecturer — 9    months   with    sec    em- 
ployment    13.75 

Lecturer — 9  months — visiting 1.01 

Lecturer — 11  months 10.87 

Lecturer — 11  months  with  sec  em- 
ployment    2 

Lecturer — misc  and  part-time — 

Rotating  research  professor — 11 

months 0.25 

Clinical  professor — 11  months 0.66 

Assoc  clinical  professor — 9  months-  1 

Asst  clinical  professor — 9  months 1.70 

Supvr  in  phys  educ — 9  months 5.72 

Supvr  in  ph.vs  educ — 10  months 1 

Assoc  supvr  in  phys  educ — 9  months  5.36 

Asst  supvr  in  phys  educ — 9  months.  8.09 

Asst  supvr  in  phys  educ — 11  months  0.08 

Jr  supvr  in  phys  educ — 9  months 7.78 

Jr  supvr  in  physical  education — • 

n  months 0.83 

Supvr  teacher  education 32.43 

Coord  of  field  work— 11  months  __  0.89 

Field  work  supvr — 9  months 5.50 

Field  work  supvr — 11  months 1.52 


SALARY  EANGE 

9.42 

9.42 

2,197 

248,338 

248,338 

— 

_ 

2,100 

_ 

— 

7.46 

7.46 

1,531 

137,056 

137,056 

6.27 

6.27 

1,506 

113,315 

113,315 

- 

— 

— 

79,000 

79,000 

- 

- 

— 

3,048 

3,048 

- 

- 

— 

137,180 

137,180 

668.94 

668.94 

1,283-1,900 

13,548,574 

13,548,574 

1 

1 

1,283-1,900 

15,400 

15,400 

— 

_ 

1,283-1,900 

— 

— 

- 

- 

1,283-1,900 

- 

- 

1 

1 

1,283-1,900 

33,500 

33,500 

_ 

_ 

1,283-1,900 

— 

— 

5.50 

5.50 

1,283-1,900 

114,800 

114,800 

69 

69 

1,283-1,900 

955,222 

955,222 

57.57 

57.57 

1,500-2,192 

1,375,085 

1,375,085 

_ 

- 

1,500-2,192 

- 

- 

- 

_ 

1,500-2,192 

- 

- 

1 

1 

1,500-2,192 

24,550 

24,550 

270.50 

270.50 

1,02.5-1,175 

3,567,100 

3,567,100 

- 

1,025-1,175 

- 

- 

_ 

_ 

1,025-1,175 

_ 

_ 

_ 

_ 

1,025-1,175 

— 

— 

11 

11 

1,025-1,175 

171,200 

171,200 

_ 

_ 

1,025-1,175 

- 

- 

10.52 

10.52 

1,192-1,358 

162,281 

162,281 

- 

- 

1,192-1,358 

- 

- 

_ 

_ 

1,192-1,358 

_ 

_ 

611.68 

611.68 

808-975 

6,551,608 

6,551,608 

_ 

_ 

808-975 

— 

— 

- 

.- 

808-975 

- 

- 

_ 

_ 

808-975 

_ 

_ 

1 

1 

768-926 

11,412 

11,412 

_ 

_ 

808-975 

— 

— 

8.03 

8.03 

950-1,125 

100,890 

100,890 

_ 

_ 

902-1,069 

- 

- 

_ 

_ 

950-1,125 

- 

- 

23.67 

23.67 

700 

198,828 

198,828 

665 

— 

— 

_ 

_ 

665 

- 

- 

28 

28 

665 

223,440 

223,440 

74.86 

74.86 

568-710 

576,633 

576,633 

568-710 

- 

- 

_ 

_ 

659-821 

_ 

_ 

2 

2 

763-1,737 

30.360 

30,360 

_ 

_ 

763-1,737 

- 

- 

26.92 

26.92 

763-1,737 

322,591 

322,591 

763-1,737 

- 

- 

15.94 

15.94 

763-1,737 

215,038 

215,038 

763-1,737 

- 

- 

4.43 

4.43 

882-2,040 

74,176 

74,176 

2 

2 

882-2,040 

26,652 

26,652 

0.08 

0.08 

763-1,737 

1,597 

1,597 

_ 

_ 

1,500-2,192 

_ 

_ 

_ 

_ 

1,500-2,192 

- 

- 

1 

1 

1,025-1,175 

14,100 

14,100 

0.70 

0.70 

808-975 

8,070 

8,070 

4.50 

4.50 

1,133-1,308 

68,000 

68,000 

1 

1 

1,224-1,412 

18,212 

18.212 

6..50 

6.50 

908-1,042 

75,850 

75,850 

8.50 

8.50 

742-867 

83.200 

83,200 

1 

1 

860-1.005 

10.320 

10.320 

4.10 

4.10 

658-700 

33,240 

33,240 

763-812 

_ 

_ 

33.55 

33.55 

712-1,230 

444.176 

444.176 

0.89 

0.89 

1,500-2.192 

14.183 

14.183 

8.10 

8.10 

1.2S3-1.900 

92,180 

92,180 

3.19 

3.19 

1,500-2,192 

39,468 

39,468 
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BERKELEY  CAMPUS — Continued 


SALARIES  AND  WAGES 


I       NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)      (iulh.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
58 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTRUCTION  AND   DEPART- 
MENTAL RESEARCH— Continued 

Academic — Continued 

Field  worl<  consultant — 11  months. 

Clinical  psychology  supvr 

Teaching  fellow 

Teachins  asst 

Counselor — public  schools 

Band  master 

— agricultural  experiment 

station  a    

Assoc — agricultural 

experiment    station  a    

Assoc — acting — agricul- 
tural  experiment   station  a 

Asst — agricultural 

experiment    station  a    

Researcher — 11  months 

Assoc  researcher — 11  months 

Asst  researcher — 11  months 

Postgraduate  researcher — 11  months 
Postgraduate  researcher — 9  months — 

state    

Research  asst 

Specialist    

Assoc  specialist 

Asst  specialist 

Jr  specialist 

Librarian  V 

Librarian   IV 

Librarian  III 

Librarian  II 

Librarian  I 

Law   librarian 

Curator 

Nonacademie : 

Instructional  TV  coordinator 

Sr  supt  of  cultivations 

Botanical  garden  manager 

Asst  manager  botanical   garden 

Sr   nurseryman    

Nurseryman    

Principal   clerk   

Sr  clerk   

Clerk   

Principal    typist-clerk    

Sr    typist-clerk    

Typist-clerk    

Departmental   adm   asst   III 

Departmental  adm  asst  II 

Departmental  adm  asst  I 

Sr  offset  duplicat  mach  opr 

Key  punch  operator  II 

Sr  computer  operator 

Odd  jobber 

Secretary    

Sr   stenographer    

Stenographer    

Storekeeper    III    

Storekeeper    II    

Storekeeper    I    

Stores  helper 

Artist     

Sr  scientific  illustrator 

Pianist  II 

Communications    production    supvr 
Communications  production  asst  III 

Sr   photographer   

Photographer    

Photographic   technician   

Sr  television   engineer   

Principal  television  techn 

Television    technician   

Sound  technician 

Sr  wardrobe  technician 

Prod  manager — theater  arts 

Prod   supvr — theater  arts 

Sr  scene  technician 

Scene  technician 

Program  asst  I 

Engr  cooperative  coordinator  . 


1.67 
1 
11.36 
542.19 
0.25 
0.20 

3.58 


1.33 
2.75 
16.50 
504.22 
0.25 
0.20 

0.85 


1.33 

2.75 

16.50 

504.22 

0.25 

0.20 

0.85 


0.90 

0.50 

1.96 
1.50 
1.34 
5.17 
0.10 

0.83 
8.61 
1.18 
3.13 
2.98 
1.02 

1 

3.67 

2.75 

2.81 

0.50 

0.18 

1 

1.10 

1 

1 

4.18 

8.02 
58.23 
31.32 

3.09 

14.81 

149.68 

5.30 

4.52 

2.74 

0.23 

1 

1 

1 

0.37 
111.77 
102.87 

5.70 

1 

8.04 
13.59 

0.58 

1 

2 

0.80 

1 

1 

1.83 

1.75 

1 

1 

1 

0.77 

1 

1.33 

0.95 

0.33 

1.96 

0.42 

1 


0.85 
1.50 
2.50 
5.75 
2.50 

0.50 
10.50 

3.75 

1.60 

1 

1 

4 

2.50 

3 

0.50 


1 

1.10 

1 

1 

4.70 

8.50 
67.02 
29.75 

3.75 

13.50 

174.06 

1.87 
10.35 

6.50 

2 

1 

2 

0.25 

118.66 
112.64 

5.35 

1 

8.15 
16 

0.50 

1.50 

2 

1 

1 

1 

2.67 

1.75 

0.50 

1 

1 

1 

1 
2 
2 

1 
2 
1 

1 


0.85 
1.50 
2.50 
5.75 
2.50 

0.50 
10.50 

3.75 

1.60 

1 

1 

4 

2.50 

3 

0.50 


1 

1.10 

1 

1 

4.70 

8.50 
67.02 
29.75 

3.75 

13.50 

174.06 

1.87 
10.35 

6.50 

2 

1 

2 

0.25 

118.66 
112.64 

5.35 

1 

8.15 
16 

0.50 

1.50 

2 

1 

1 

1 

2.67 

1.75 

0.50 

1 

1 

1 

1 
2 
2 

1 
2 

1 
1 


SAL.\RY  RANGE 

1,500-2.192 

691 

440 

360-370 

1,283 

1,097 

1,500-2,192 

1,192-1,358 

1,192-1,358 

950-1,125 
1,500-2,192 
1,192-1,358 

950-1,125 
643-821 

540-689 
285-295 

1,243-1,547 

949-1,153 

745-861 

627-675 

1,046-1,328 

904-1,097 

781-949 

659-841 

597-659 

1,650-2,333 

1,283-2,192 

1,267 
644-783 
821-998 
644-783 
614-746 
530-644 
480-584 
415-505 
367^46 
480-584 
415-505 
367-446 
644-7S3 
556-676 
480-584 
50.5-614 
425-517 
644-783 
359-359 
480-584 
435-530 
405^92 
676-821 
584-710 
50.5-614 
359-435 
614-746 
746-905 
556-676 
821-998 
746-905 
676-821 
584-710 
480-584 
1,155-1,405 
863-1,048 
644-746 
710-863 
614-746 
821-998 
746-905 
660-801 
543-660 
480-584 
821-908 


18,644 

22,659 

130.680 

3,288,225 

3,850 

2,633 

20,485 


10,200 
27,900 
36,750 
68,700 
23,562 

7,700 
72,635 

46,929 

12.038 
13,836 
11,964 
43,458 
23,184 
22,956 
11,448 


15,200 

10,336 

11,976 

9,396 

38,394 

61,272 

434.594 

164,032 

18,330 

87,938 

937,338 

8,454 

92,101 

47,388 

13,032 

7,008 

11,832 

2,349 

789,787 

649,586 

27,297 

9,852 

66,211 

109,662 

2,154 
12.636 
21,720 

6,672 
10,860 

9,396 
26,144 
14,310 

2,952 
16,044 
10,860 

8,304 

8,9.52 
21,828 
18.126 

8,304 
13,704 

5,760 
11,976 


18,644 

22,659 

130,680 

3,288,225 

3,850 

2,633 

20,485 


10,200 
27,900 
36,750 
68,700 
23,562 

7,700 
72,635 

46,929 

12,038 
13,836 
11.964 
43,458 
23.184 
22,956 
11,448 


15,200 

10,336 

11,976 

9,396 

38,394 

61,272 

434,594 

164,032 

18,330 

87,938 

937,338 

8,454 

92,101 

47,388 

13,032 

7,008 

11,832 

2,349 

789,787 

649,586 

27,297 

9,852 

66,211 

109,662 

2,154 
12,636 
21,720 

6,672 
10,860 

9,396 
26,144 
14,310 

2.952 
16,044 
10,860 

8.304 

8,952 
21,828 
18,126 

8,304 
13,704 

5,760 
11,976 


For  footnotes  see  the  end  of  this  agency  presentation. 
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SALAKIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

Nonacademie — Continued 

Language  asst 1.83  2  2 

Linguistic   informant   I 0.61  1  1 

Library  asst  II 2.47  4  4 

Library  asst  I 6.20  7  7 

Sr  draftsman 1.88  1.38  1.38 

Sr  engineering   aid 111 

Sr  develoisment  engineer 2.54  2.75  2.75 

Assoc  development  engineer 4.81  6.25  6.25 

Asst  development  engineer 4.13  4  4 

Jr  development  engineer 111 

Supvng  statistician 0.08  1  1 

Sr  statistician 111 

Statistician —  1  1 

Jr  statistician   1  -  - 

Programmer   III 2.50  2.50  2.50 

Programmer  I 0.50  -  - 

Sr   administrative   analyst   0.50  -  - 

Administrative   analyst   4.58  5  5 

Asst  administrative  analyst 0.94  1  1 

Sr  administrative  asst 15.56  16  16 

Administrative   asst   62.61  58.30  58.30 

Lab  business  officer  III 1.94  2  2 

Lab  business  officer  II 1.92  4  4 

Lab  business  officer  I 3.08  1  1 

Administrative  services  off  II 0.17  1  1 

Admin   services   officer   I   0.83  —  — 

Asst  to  dean,  dir  or  chrmn  II 0.50  1  1 

Asst  to   (dean,  dir,  or  chrmn)  I 1.42  1  1 

Editor  III 1.23  1.25  1.25 

Writer  II -  0.50  0.50 

Writer  I 0.28  1  1 

Groundsman 2  2  2 

Sr  maintenance  man 6.15  7.50  7.50 

Maintenance  man 3  3  3 

Sr  cryogenic  technician 111 

Telescope  installation  supvr 111 

Principal  electronics  techn 4.42  5  5 

Sr  electronics  technician 21.27  24.30  24.30 

Electronics  technician 6.86  6.50  6.50 

Recording  technician 0.97  1  1 

Prin  laboratory  glassblower 2  2  2 

Sr  laboratory  glassblower 5.17  5.50  5.50 

Maintenance  machinist 1.09  2  2 

Principal  laboratory  mech 13.65  15  15 

Sr  laboratory  mechanician 57.01  60.50  60.50 

Laboratory  mechanician 15.33  16.50  16.50 

Laboratory  mechanician  helper 111 

Sr  optician 111 

Counselor  II 0.50  0.50  0.50 

Counselor  I 1.91  2  2 

Animal  caretaker 4.77  4.50  4.50 

Prin  animal  techician 111 

Sr  animal  techician 2.40  2.40  2.40 

Animal  techician 5.58  7  7 

Laboratory  asst  IV 11.91  12.41  12.41 

Laboratory  asst  III 15.36  14  14 

Laboratory  asst  II 21.01  24.35  24.35 

Laboratory  helper 6.62  7.50  7.50 

Laborator.y  asst  I 5.64  7  7 

Laboratory  technician  IV 2.28  0.95  0.95 

Laboratory  technician  III 5.88  6.15  6.15 

Laboratory  technician  II 12.80  11.35  11.35 

Laboratory  technician  I 6.83  9.85  9.85 

Principal  museum  scientist 0.98  1  1 

Sr  museum  scientist 2.50  2  2 

Museum  technician 0.96  1  1 

Sr  museum  preparator 2  2  2 

Museum  preparator 111 

General   assistance   315  277.65  277.65 

Subtotals 3,613.47  3,856.99  3,856.99 

Less  Summer  Quarter  Offset : 

Faculty   -224  -181  -181 

Teaching   asst   -56  -^4  ^4 

Nonacademie    . -70.25  -70.25  -70.25 

General  assistance -29.10  -52.10  -52.10 

Totals,    Instruction    and    Departmental 

Research 3,234.12  3,509.64  3,509.64 


SALARY  RANGE 

644-783 

16,632 

16,632 

469-469 

6.060 

6,060 

480-584 

25,678 

25,678 

41.5-505 

37,752 

37,752 

614-746 

11,838 

11,838 

530-644 

7,728 

7,728 

1,213-1,475 

48,045 

48,045 

1,048-1,273 

89,028 

89,028 

863-1,048 

44,652 

44,652 

746-863 

10,356 

10,856 

1,100-1,337 

16,044 

16,044 

746-863 

13,860 

13,860 

783-950 

9,396 

9,396 

644-783 

_ 

_ 

998-1.212 

36,390 

36,390 

676-821 

_ 

_ 

950-1,155 

- 

- 

783-950 

55,164 

55,164 

644-783 

7,728 

7,728 

746-905 

163,992 

163,992 

584-710 

474,362 

474,362 

1,100-1,337 

32,088 

32,088 

950-1,155 

49,164 

49,164 

783-950 

11,400 

11,400 

950-1,155 

12,888 

12,888 

783-950 

- 

- 

1,048-1,273 

14,556 

14,556 

78.3-950 

12,576 

12,576 

746-905 

12,639 

12,639 

614-746 

3,684 

3,684 

556-676 

6,672 

6,672 

457-556 

13,344 

13,344 

692-801 

70,326 

70,326 

571-660 

23,760 

23,760 

710-863 

10,856 

10,356 

783-950 

11,400 

11,400 

821-998 

58,326 

58,326 

710-863 

238,397 

238,397 

644-746 

53,892 

53,892 

676-783 

8,736 

8,736 

821-998 

28,952 

23,952 

746-905 

57,966 

57,966 

644-746 

24.552 

24,552 

783-950 

169,140 

169,140 

710-863 

615,762 

615,762 

676-783 

148,662 

148,662 

584-676 

8,112 

8,112 

710-868 

10,356 

10,356 

644-783 

3,864 

3,864 

556-676 

13.434 

18,434 

415-505 

25,266 

25,266 

614-746 

8,952 

8,952 

530-644 

18,470 

18,470 

480-584 

45,984 

45,984 

746-905 

129,106 

129,106 

614-746 

121,776 

121,776 

505-614 

166,178 

166.178 

359-435 

36,078 

36,078 

435-530 

38,503 

38,503 

821-998 

11,877 

11,377 

746-905 

66,688 

66,688 

676-821 

105,870 

105,370 

584-710 

74,595 

74,595 

950-1,155 

18,860 

13,860 

821-998 

22,890 

22,890 

556-676 

7,008 

7,008 

505-614 

14,040 

14,040 

377-457 

5,484 

5,484 

1,457,184 

1,411,855 

1,411,855 

$37,457,680 

$42,882,400 

$42,882,400 

-2,688,454 

-2,179,642 

-2,179,642 

-336,000 

-271,894 

-271,894 

-400,078 

-418,863 

-418,863 

-155.541 

-269,023 

$39,742,978 

-269,028 

$33,927,607 

$39,742,978 
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SALAEIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsdl       (Aulh.)        (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
S6 


SUMMER  SESSION 

Administration  : 

Administrative  services  ofE  II 
Admin  services  officer  I 

Education — Summer  Programs 
for  Teacliers  : 

Administrative    stipend    

Snpvr  teaelier  education 

Secretary    

General   assistance   

Totals,  Summer  Session 


ORGANIZED  ACTIVITIES— OTHER 

Chemistry-Liquid  Air : 

Research    asst   

Secretary    

Assoc  development  engineer 

Asst  development  engineer 

Education — Field  Service  Center : 

Head  of 

Administrative    stipend    

Secretary    

Education — University  Elementary 
School : 
Demonstration  teacher  public 

school    

Principal 

Sub.stitute    teacher    

Sr  typist-clerk 

Secretary     

Sr  stenographer 

Engineering — Photographic  Lab  : 

Sr  oiHset  duplicat  mach  opr 

Principal  photographer 

Sr  photographer 

Engineering — Stores : 

Principal  clerk 

Psychology  Clinic : 

Sr    stenographer    

Optometry  Clinic : 

Asst   clinic  prof — 9   months 

Clinic  instructor — 9  months 

Clinic  instructor — 11  months 

Sr    clerk    

Sr    typist-clerk    

General   assistance   

Totals,   Organized    Activities — Other   _ 


ORGANIZED   RESEARCH 


0.08 
0.67 

0.50 

0.50 

SALARY  EANGE 
$950-1,155 
783-950 

$6,930 

$6,930 

1 
1 
3.39 

1 

1 
14.77 

1 
1 
14.77 

712-1,230 

480-584 
111,107 

1,000 
15,048 

7,008 
92,614 

1,000 
15,048 

7,008 
92,614 

6.14      17.27      17.27 


$155,792 


$122,600 


69.93      87.83      87.83 


$568,827 


$593,592 


Academic : 

Director 11.81  14.36 

Director — acting    -  0.33 

Assoc   director 3.65  4 

Chmn  bldg  &  cmps  develmt  comm —  0.50  0.50 

Asst  dean 0.50  0.50 

Stipend — chmn  of  department -  - 

Summer  differential -  - 

Administrative  stipend -  - 

Professor — 11  months 1.40  1.50 

Assoc  professor — 9  months 0.79  — 

Assoc  prof — 11  months 2  2 

Asst  prof— 9  months 0.48  0.50 

Lecturer— 11   months 0.30  0.30 

Nursery   school   teacher   2  2 

Nur-sery  school  asst 1.88  2.46 

Teaching  asst 0.55  - 

Director  agricultural  experiment 

stations    49.43  56.06 

Assoc  director,  agricultural 

experiment  station  a 14.13  18.38 

Asst  director,  agricultural  experi- 
ment stations 20.63  27.02 

Research  specialist — 11  months 14.65  19.33 

Research  specialst — 9  months — 
state     5.04  4.06 

For  footnotes  see  the  end  of  this  agency  presentation. 


$122,600 


0.92 

1 

1 

1 

1 
1 

1 

1 

1 

$285-295 

480-584 

1,048-1.273 

863-1,048 

$7,020 

6,672 

13,200 

$7,020 

6,672 

13,200 

0.10 

1 

0.10 

1 

0.10 

1 

1,442 
480-584 

1,730 
1,500 
7,008 

1,7.30 
1,500 
7,008 

2.06 

0.18 

0.06 

0.84 

1 

0.44 

2.29 

0.18 

0.06 

1 

1 

0.50 

2.29 

0.18 

0.06 

1 

1 

0.50 

712-1,230 

918 

918 

415-505 

480-584 

435-530 

21,842 

1,983 

661 

5,490 
7,008 
3,180 

21.842 
1,983 
661 
5,490 
7,008 
3,180 

0.99 
0.67 
1 

1 

0.67 

1 

1 

0.G7 
1 

505-614 
821-998 
676-821 

6,672 

8,024 
9,852 

6.672 
8.024 
9,852 

0.50 

0.50 

0.50 

480-584 

3,504 

3,504 

0.80 

1 

1 

435-530 

5,760 

5,760 

0.08 
2.10 
0.80 
1.34 
2.69 
50.36 

4.15 
1 
2 
2 
65.38 

4.15 
1 

2 
2 
65.38 

808-975 
700 
817 
415-505 
415-505 
422,616 

34,860 

9,800 

10,464 

12,120 

415,242 

34.860 

9,800 

10,464 

12,120 

415,242 

$593,592 


14.36 

$2,025 

$350,774 

$350,774 

0.33 

2,008 

7,953 

7,953 

4 

1,6.50 

85,567 

85,567 

0.50 

1,425 

8,550 

8,550 

0.50 

1,283 

7,700 

7,700 

— 

1,200 

1,200 

_ 

_ 

13,892 

13,892 

_ 

_ 

67,076 

67,076 

1.50 

1,500-2,195 

37,250 

37,250 

1,025-1,175 

— 

— 

2 

1,192-1.358 

31,500 

31,500 

0.50 

808-975 

5,100 

5,100 

0.30 

882-2,040 

5,570 

5,570 

2 

659-882 

20,676 

20,676 

2.46 

360-370 

16,342 

16,342 

360-370 

- 

- 

56.06 

1,500-2,192 

1,266,177 

1,266,177 

18.38 

1,192-1,358 

280,879 

280,879 

27.02 

950-1,125 

346,140 

346,140 

19.33 

1,500-2,192 

411,006 

411,006 

4.06 

1,283-1,900 

87,468 

87,468 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aiith.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ORGANIZED   RESEARCH— Continued 

Academic — Continued 

Research  sijecialist — 11  months — 

visiting  ".   0.65 

Assoc  res  specialist — 11  months  a 6.58 

Assoc  res  specialist — 9  months — 

state  a    2.60 

Assoc  res  specialist — 11  months 

— visiting  a    0.31 

Asst  res  specialist — 11  months  a 12.86 

Asst  res  specialist — 9  months — 

state  a    1.86 

Postgrad  res  specialist — 11  months  a  6.65 

Res  prof — mil  inst — 9  months 11.33 

Rea  prof — mil  inst — 11  months 1.09 

Assoc  res  prof — mil  inst — 9  months  8.35 

Assoc  res  prof — mil  inst — 11  months  3.67 

Research    asst 33.95 

Specialist 5.96 

Assoc    specialist    7.05 

Asst  specialist 13.24 

Jr  specialist 0.58 

Coordinator  of  public  programs 2.44 

Assoc  coord  of  publ  prog - 

Librarian  IV : 1.12 

Librarian    III    3.08 

Librarian   II    8.41 

Librarian    I    1 

Assoc   curator    — 

Nonacademic : 

Assoc    director — acting    0.17 

Asst  director,  computer  center 0.83 

Prin  supt  of  cultivations 1 

Sr  supt  of  cultivations 3.90 

Field    asst    1 

Sr   nurseryman   6.25 

Nurseryman    1.79 

Principal   clerk    16.80 

Sr   clerk    4.72 

Principal    typist-clerk    2.86 

Sr  typist-clerk 20.98 

Typist-clerk    1.90 

Departmental  adm  asst  III 0.78 

Departmental  adm  asst  II 2.27 

Key  punch  operator  II 0.29 

Computer  operations  supvr  II 1 

Computer  operations  supvr  I 4 

Sr  computer  operator 0.75 

Statistical   clerk    2.09 

Sr  coder 2.16 

Secretary    23.89 

Sr   stenographer   19.47 

Stenographer    0.61 

Storekeeper    II    1.85 

Storekeeper  I 1.52 

Custodian/matron   0.97 

Maid/housekeeping  aid 0.60 

Principal  artist 1 

Sr  scientific  illustrator 3.91 

Scientific  illustrator 2.87 

Principal  photographer 1.33 

Sr  photographer 2.54 

Photographer   0.92 

Library  asst  III 0.33 

Library  asst  II 1.86 

Library  asst  I 4.81 

Design  draftsman 1.75 

Sr  draftsman 1.45 

Draftsman 1 

Asst  engineer 0.33 

Sr  development  engineer 1.27 

Assoc  development  engineer 1 

Programmer  IV 1 

Programmer  III 1.63 

Programmer  II   2.84 

Programmer  I 1.91 

Administrative  analyst 0.99 

Asst  administrative  analyst — 

Public  administrative  analyst  IV 2 

Sr  administrative  asst 4.05 

Administrative  asst 18.05 

For  footnotes  see  the  end  of  this  agency  presentation 


6.09 
4.40 

16.65 

5.20 
4.58 


0.50 


6.09 
4.40 

16.65 

5.20 

4.58 


49.30 

49.30 

7.81 

7.81 

7.25 

7.25 

13.50 

13.50 

4.50 

4.50 

3 

3 

1 

1 

1 

1 

4 

4 

8.50 

8.50 

0.50 


1 

1 

1 

1 

3.90 

3.90 

1 

1 

6.15 

6.15 

1 

1 

19.90 

19.90 

6.45 

0.45 

5 

5 

30.82 

30.82 

2.58 

2.58 

2.15 

2.15 

5 

5 

0..50 

0.50 

1 

1 

4 

4 

0.75 

0.75 

1 

1 

2 

2 

28.90 

28.90 

21 

21 

0.65 

0.65 

1.85 

1.85 

1.50 

1.50 

1 

1 

0.60 

0.60 

1 

1 

4 

4 

2.80 

2.80 

1.33 

1.33 

3.33 

3.33 

1 

1 

1 

1 

2.40 

2.40 

4 

4 

2 

2 

1.25 

1.25 

1 

1 

1 

1 

1.25 

1.25 

1 

1 

1 

1 

1.50 

1.50 

2.25 

2.25 

3 

3 

2 

2 

1 

1 

o 

2 

3 

3 

23.10 

23.10 

SALAEY  RANGE 

1,500-2,192 

1,192-1,358 

1,025-1,175 

1,192-1,358 
950-1,125 

808-975 

643-821 

1,283-1,900 

1,500-2,192 

1,025-1,175 

1,192-1,358 

2S5-295 

1,243-1,547 

949-1.153 

745-S61 

627-675 

1,308-1,750 

1,008-1.217 

904-1,097 

781-949 

659-841 

597-659 

1,025-1,358 

1,650 

1,792 

783-950 

644-783 
4S0-5S4 
614-746 
530-644 
4S0-584 
415-505 
480-584 
41.O-505 
367-446 
644-7S3 
556-676 
425-517 

950-1,155 
821-998 
644-783 
415-505 
530-644 
480-584 
435-530 
405-492 
584-710 
.^0.5-614 
435-530 
377^57 

905-1,100 
746-905 
614-746 
S21-99S 
676-821 
5S4-710 
556-676 
480-584 
415-505 
746-905 
614-746 
480-584 
821-998 
1,213-1,475 
1,048-1,273 
1,213-1,475 

998-1,213 
821-998 
676-821 
783-950 
644-783 

950-1,155 
746-905 
584-710 


94,407 
56,793 

208,275 

53,765 
37,367 


343,411 
122,569 
88,959 
133.110 
35,010 
53,700 
14,600 
13,164 
44,472 
80,730 

8,150 


21,500 
11,400 
36,645 

7,008 
54,871 

7,728 
131,347 
35,586 
33,802 
168,662 
12,116 
17,843 
33,696 

2,610 
13,200 
43,4.52 

7,047 

6,060 

13,548 

195,892 

123,959 

3,315 
14,837 
10,0.38 

6,672 

3,290 
11,400 
41,976 
24,634 
15,928 
29,596 

8,112 

7,368 
15,576 
23,244 
20,256 
10,446 

7,008 
10,356 
21,285 
15,276 
17,700 
21,138 
23,931 
26,208 
20,520 

8,952 

27,720 

31,116 

182,753 


94,407 
56,793 

208,275 

53,765 
37,367 


343,411 
122,569 

88,959 
133,110 
35,010 
53,700 
14,600 
13,164 
44,472 
80,730 

8,150 


21,500 
11,400 
36,645 

7,008 
54,871 

7,728 
131,347 
35,586 
33,802 
168,662 
12,116 
17,843 
33,696 

2,610 
13,200 
43,452 

7,047 

6,060 

13,548 

195,892 

123,959 

3,315 
14.837 
10.038 

6,672 

3,290 
11,400 
41,976 
24,634 
15,928 
29,596 

8,112 

7,368 
15,576 
23,244 
20,256 
10,446 

7,008 
10,356 
21,285 
15,276 
17,700 
21,138 
23,931 
26,208 
20,520 

8,952 

27,720 

31,116 

182,753 
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BERKELEY  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fiilsd)      (Aijlh.l      (Aulh.l 


ACTUAL 

1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ORGANIZED    RESEARCH— Continued 

Nonafndemic — Continued 

T.al)  business  officer  Til 1.38  1  1 

Lnti  hnsinPss  officer  II 2  3  3 

Lali  l>iisinpss  officer  I 2.0S  1.50  1.50 

Admin  services  officer  I 0.S7  1  1 

Staff  officer  II 0.13  0.50  0.50 

Editor  III 3.72  4.13  4.13 

Editor  II 111 

Editor  I 0.25  1  1 

Writer  II   ^^    0.40  0..50  0.50 

Snpt  of  pronnds  &  buildings O.IiO  1  ] 

Sr  maintenance  man 4.23  3.90  3.90 

Maintenance   man    2  2  2 

Principal  electronics  teclin 0.80  0.50  0.50 

Sr  electronics  technician 5.91  5.70  5.70 

Electronics  technician 111 

Aircraft  pilot 0.50  —  — 

Automotive  equipment  opr  I 0.65  1  1 

Mech  supt  I   111 

PriTicipal   lahoratorv   mech    2  2  2 

Sr  laboratory  mechanician 3  R7  4. .50  4..50 

Laboratory   mechanician   0.84  1  1 

Lnhnrntory  mechanician  helper —  1  1 

Animal    caretaker    _      1.14  L.'iO  1.50 

Prin   animal   technician 0.92  -  — 

Sr  animal  technician 2.23  2.60  2.60 

Laboratory  asst  IV 0.90  0.90  0.90 

Laboratory  asst  III 111 

T,nbnratory  asst  II 3.92  3.90  8.90 

Laboratory    helper    I.OD  2  2 

Lahoratorv  a.sst  I 5.24  6  6 

Laboratory  technician  IV 6.72  6.55  6.55 

Laboratory   technician   III t^-^^  I'x^^  15..35 

Laboratory  technician   II 25.92  24.15  24.15 

Laboratory   technician   I   9. .34  12  12 

Principal    miisenm   scientist 111 

Sr  mnseiim  scientist ?!  .".  3 

Mnsenm   scientist    7.04  7  7 

Museum  technician •'!.55  4.35  4.35 

Principal  museum  preparator 1.84  2  2 

Sr  museum  preparator 3.64  4.43  4.43 

Mnsenm  preparator   1.48  1.50  1.50 

General   assistance   382.20  242.29  242.29 

Subtotals 956.34  888.24  888.24 

Less  Summer  Quarter  Offset : 

Nonacademie    —1  —1  —1 

Totals,  Organized  Research 955.34  887.24  887.24 


LIBRARIES 

Bancroft : 

Director - 

Administrative  stipend - 

Assoc  specialist 1 

Librarian   TV 1 

Librarian  III 4 

Librarian  IT .5 

Librari,an  I 1.75 

Sr  typist-cleric 0.99 

Sr  stenoffrapher - 

Librarv  asst  II 2.75 

Library  asst  I 3.08 

Sr  library  bookmender 0.92 

Bancroft  Library — ^Regional  Oral 
Historv  Office : 

Editor  III   0.50 

General ; 

University  librarian 1 

Assoc  specialist 1 

Assoc  LTniversity  librarian 1 

Asst  University  librarian 1.82 

Librarian  V 3.34 

Librarian  IV 13..55 

Librarian  III 28.94 

Librarian  II 48.76 

Librarian  I 16.69 


SALARY  HANGB 

i.inn-1,337 

16,044 

16.044 

9.50-1.155 

38,460 

38,460 

7S3-n50 

16.038 

16,038 

7S3-950 

15.276 

15,276 

1,155-1,405 

7.830 

7,830 

746-905 

41  ,.381 

41.381 

614-746 

7,728 

7,728 

556-676 

7.368 

7.368 

614-746 

3,684 

3.684 

644-783 

12,-576 

12,576 

692-801 

36.030 

36,030 

571-660 

15,648 

15,648 

821-998 

5,700 

5,700 

710-863 

59,029 

59.029 

64^1-746 

8,9.52 

8,952 

863-1.048 

— 

— 

457-530 

6,360 

6.360 

86.V1,048 

12,576 

12,576 

783-950 

22.800 

22,800 

710-R63 

46,098 

46,098 

676-783 

9,396 

9.396 

584-676 

7.008 

7,008 

41.5-505 

8,334 

8,334 

614-746 

_ 

— 

530-644 

19,617 

19,617 

746-905 

8,4.56 

8,456 

614-746 

8,9.52 

8,9.52 

505-614 

28,309 

28,309 

359-435 

9,744 

9,744 

43.5-530 

35,441 

35,441 

821-998 

77,867 

77,867 

746-905 

161,618 

161,618 

676-821 

224,198 

224.198 

584-710 

92,162 

92,162 

9.50-1,1.55 

13,860 

13,860 

821-998 

35,928 

35.928 

676-821 

65,964 

65,964 

556-676 

32,113 

32,113 

614-746 

16,680 

16,680 

505-614 

28,781 

28,781 

377-^57 

7,854 

7,8.54 

2.897,070 

1,429,184 
$8,778,969 

1.429,184 

$9.7.54,151 

$8,778,969 

-15.276 

-16,040 
$8,762,929 

-16,040 

$9,7.38,875 

$8,762,929 

0.67 

0.67 

$1,733 

$13,936 

$13,936 

— 

2,000 

2.000 

1 

1 

949-1.1.53 

13,8.36 

1.3.836 

1 

1 

904-1.097 

13.164 

13.164 

4 

4 

781-949 

43.956 

43.956 

7 

7 

659-841 

63.204 

63.204 

o 

2 

597-659 

15.432 

15.4.32 

1 

1 

415-505 

5,220 

5,220 

1 

1 

435-.530 

5.3.52 

5,352 

3 

3 

480-584 

20,688 

20.688 

3 

3 

415-505 

16.680 

16.680 

1 

1 

543-660 

6,852 

6,852 

0.60 

0.60 

746-905 

5,430 

5.4.30 

1 

1 

2.167 

26,000 

26  000 

1 

1 

949-1.1.53 

13.164 

13.164 

1 

1 

1,367-1.661 

19.932 

19,932 

o 

2 

1.24.3-1.510 

32.004 

32,004 

6 

6 

1.046-1.328 

83,364 

83,364 

13.85 

13.85 

904-1.097 

178.229 

178,229 

39.50 

39.50 

781-949 

427,998 

427,998 

53 

63 

659-841 

485,1.54 

485,1.54 

IS 

18 

597-659 

97,896 

97,896 
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SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Avilh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARIES— Continued 

General — Continued 

Music  librarian 

Principal  clerk 

Sr  clerk 

Clerk   

Sr  typist-clerk 

Typist-clerk    

Sr  offset  duplicating  raach  operator 

Offset  duplicating  mach  operator 

Tabulating  machine  operator 

Mail  clerk  II 

Mail  clerk  I 

Secretary  

Storekeeper  II  

Storekeeper  I  

Illustrator 

Library  asst  III 

Library  asst  II 

Library  asst  I 

Collator 

Sr  library  bookmender 

Library  bookmender 

Sr  administrative  asst 

Administrative  asst 

Lab  business  officer  I 

Administrative  services  officer  II 

Administrative  services  officer  I 

Automotive  equipment  opr  II 

Laboratory  asst  I 

Morrison,  A.  F.  Memorial : 

Library  asst  III 

Library  asst  I 

General  assistance 

Summer  Quarter  Offset: 

General  assistance 

Totals,  Libraries 


UNIVERSITY  EXTENSION 

Environmental    Design — Professional : 

Sr   typist-clerk    

Program  asst  I 

Bus  Administration — Professional : 

Assoc  Univ  ext  spec 

Asst  Univ  ext  spec 

Sr  typist-clerk 

Typist-clerk    

Secretary    

Program  asst  I 

Administrative   analyst   

Administrative   asst   

Business  Administration — Executive 
Program — Professional : 

Assoc  Univ  ext  spec 

Principal   clerk   

Program  representative  I 

Criminology — Professional : 

Assoc  Univ  ext  spec 

Sr  typist-clerk 

Daytime  Program — Cultural : 

Asst  Univ  ext  spec 

Sr  typist-clerk 

Program  representative  II 

Program  representative  I 

Program  asst  I 

Administrative   analyst   

Education — Professional : 

Univ  ext  specialist 

Asst  Univ  ext  spec 

Sr  typist-clerk 

Sr   stenographer    

Program  asst  I 

Administrative   asst    

Graduate  Education/Intern 
Program — Professional : 

Supvr  teacher  education 

Univ  ext  specialist 


SALARY  RANGE 

0.50 

0.50 

0.50 

1,283-2,192 

9,450 

9,450 

2.33 

3 

3 

480-584 

19,428 

19,428 

4.84 

6 

6 

415-505 

32,082 

32,082 

2.13 

1 

1 

367-146 

4,632 

4,632 

3.33 

4 

4 

415-505 

21,168 

21,168 

0.66 

1 

1 

367-446 

4,632 

4,632 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

457-556 

6,672 

6,672 

0.56 

1 

1 

480-584 

6,060 

6.060 

1 

1 

1 

530-644 

7,728 

7.728 

2 

2 

2 

457-556 

13,344 

13,344 

2.02 

2 

2 

480-584 

13,368 

13,368 

1 

1 

1 

584-710 

8,520 

8,520 

0.94 

1 

1 

505-614 

6,672 

6,672 

0.08 

— 

— 

480-457 

— 

— 

24.49 

26 

26 

556-676 

205,536 

205,536 

36.83 

39.50 

39.50 

480-584 

266,088 

266,088 

94.38 

102.30 

102.30 

415-505 

553.224 

553,224 

0.50 

0.50 

0.50 

367^46 

2,676 

2,676 

2.08 

2 

2 

692-842 

15,840 

15,840 

5 

5 

5 

415-505 

30,300 

30,300 

0.17 

_ 

_ 

746-905 

— 

— 

2.17 

3 

3 

584-710 

24,048 

24,048 

0.83 

1 

1 

783-950 

11,400 

11,400 

0.17 

1 

1 

950-1,155 

13,860 

13,860 

0.83 

_ 

_ 

783-950 

- 

- 

0.85 

1 

1 

530-644 

6,360 

6,360 

0.18 

- 

- 

435-530 

- 

- 

1 

1 

1 

556-676 

8,112 

8,112 

1.44 

1.50 

1.50 

415-505 

7,530 

7,530 

171.13 

116.12 

116.12 

778,635 

597,675 

597,675 

-16.42 

-16.42 

-16.42 

-136,107 
$3,146,849 

-136,107 
$3,357,157 

-136,107 

486.11 

464.52 

464.52 

$3,357,157 

_ 

1 

1 

$415-505 

$5,100 

$5,100 

0.75 

1 

1 

480-584 

6,204 

6,204 

_ 

0.33 

0.33 

1,008-1,217 

4,257 

4,257 

1.67 

1 

1 

783-950 

10,000 

10,000 

1.08 

1 

1 

415-505 

5,760 

5,760 

0.92 

367-446 

— 

— 

0.25 

0.25 

480-584 

1,752 

1,752 

1 

1 

1 

480-584 

6,060 

6,060 

0.30 

0.30 

783-950 

3,031 

3,031 

1 

1 

1 

584-710 

8,112 

8,112 

0.51 

0.50 

0.50 

1,008-1,217 

6,050 

6,050 

0.50 

480-584 

— 

— 

0..50 

1 

1 

556-676 

7,368 

7,368 

0.51 

0.50 

0..50 

1,008-1,217 

6,050 

6,0.50 

0.51 

0.50 

0.50 

415-505 

2,550 

2,550 

1 

1 

1 

783-950 

11,400 

11,400 

0.75 

415-505 

— 

— 

0.92 

1 

1 

644-783 

8,112 

8,112 

0.75 

2 

2 

556-676 

13,860 

13,860 

0.50 

1 

1 

480-584 

6,204 

6,204 

0.68 

0.70 

0.70 

783-950 

7,073 

7,073 

0.51 

0.50 

0.50 

1,308-1,917 

8,650 

8,650 

2.54 

2 

2 

783-950 

21,400 

21,400 

1.82 

1 

1 

415-505 

5,220 

5,220 

0  87 

435-530 

- 

- 

2.53 

3 

3 

480-584 

18,792 

18,792 

1 

1 

1 

584-710 

7,536 

7,536 

5 

_ 

712-1,230 

_ 

1 

- 

- 

1,308-1,917 

- 

- 
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BERKELEY   CAMPUS — Continued 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllliil)       (Aolh.l       (Autli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


UNIVERSITY   EXTENSION— Continued 

Enffineerins; — Professional : 

tjniv  ext  specialist 0.51 

Asst  XJniv  ext  spec 1 

.Tr  Univ  ext  spec 1 

Sr   typist-clerk   1.37 

Sr  stenographer 1.33 

Program  asst  I 0.96 

Health  Sciences — Professional : 

Assoc  Univ  ext  spec 0.51 

Sr  typist-clerk   0.51 

Letters  and  Science — Professional : 

Univ  ext  specialist 0.40 

Assoc  Univ  ext  spec 0.80 

Asst  Univ  ext  spec l.OS 

Clerk    0.40 

Sr  typist-clerk    2.94 

Departmental  admin  asst  III 0.60 

Sr  stenographer 0.60 

Stage  asst 0.25 

Program  asst  II 0.60 

Program  asst  I 0.45 

Letters  and  Science — Cultural : 

Univ  ext  specialist 0.27 

Assoc  Univ  ext  spec 0.53 

Asst  Univ  ext  spec 0.72 

Clerk    0.27 

Sr  typist-clerk 1.96 

Departmental  admin  asst  III 0.40 

Sr  stenographer 0.40 

Stage  helper      0.17 

Program  asst  II 0.40 

Progr.am  a.sst  I 0.30 

Social  Welfare — Professional : 

Assoc  Univ  ext  spec - 

Sr  t.vpist-clerk    0.50 

Media  Center — Film  Distributor : 

Univ   ext   specialist   0.13 

Assoc  univ  ext  spec 0.25 

Principal    clerk    0.25 

Sr  typist-clerk 1.68 

Typist-clerk    0.17 

Storekeeper    I    0.25 

Stores  helper 0.21 

Administrative   asst   0.25 

Writer    I    0.25 

Maintenance  man 0.08 

Laboratory  asst  II 0.17 

Labor.atory  asst  I 0.25 

Media  Center — Film  Distributor : 

Univ  ext  specialist 0.38 

Secretary    0.25 

Sound   technician    0.13 

Director — Berkeley : 

Director,   university   extension 1.02 

Assoc  director,   univ  ext 1 

Assoc  univ   ext  spec   0.50 

Secretary    1.88 

Prin  administrative  analyst  I 0.50 

Administrative   analyst   0.65 

Business  and  Fiscal  Office : 

Principal    clerk    1 

Sr  typist-clerk 0.33 

Sr    stenographer    1 

Sr  administrative  analyst 1 

Business  &  fiscal  ofBcer  unex 0.75 

Staff  officer  II 0.25 

Accounting  Office : 

Principal  clerk 1.04 

Sr  clerk 6.26 

Sr  typist-clerk 0.55 

Administrative  asst 1 

Accountant 0.76 

Employee  Services : 

Sr  tvpist-clerk 0.91 

Typist-clerk    0.85 

Asst  administrative  analyst 1 

For  footnotes  see  the  end  of  this  agency  presentation, 


SALAHY  R.\NGE 

- 

- 

1,308-1.917 

_ 

- 

2.50 

2.50 

783-950 

26,150 

26,150 

- 

_ 

667 

_ 

_ 

2 

2 

415-505 

10,452 

10,452 

1 

1 

43.5-530 

5,760 

5,760 

1 

1 

480-584 

7,008 

7,008 

0.50 

0.50 

1,00,8-1,217 

6,050 

6.050 

1 

1 

415-505 

5,100 

5,100 

0.60 

0.60 

1,30.8-1,917 

10,380 

10,380 

1.20 

1.20 

1,008-1,217 

16,440 

16,440 

l.,«!0 

1.80 

783-950 

19,680 

19,680 

0,60 

0.60 

367-446 

2,779 

2,779 

2.40 

2.40 

415-505 

12,463 

12.463 

0.60 

0.60 

644-7R3 

5,638 

5,638 

0.60 

0.60 

435-530 

3,816 

3,816 

_ 

_ 

43.5^80 

_ 

- 

0.60 

0.60 

556-676 

4,205 

4,205 

1.20 

1.20 

480-584 

7,200 

7,200 

0.40 

0.40 

1,308-1,917 

6,920 

6,920 

0.80 

0.80 

1,008-1,217 

10,960 

10.060 

1.20 

1.20 

783-950 

13,120 

13,120 

0.40 

0.40 

367-446 

1,853 

1,853 

1.60 

1.60 

415-505 

8,309 

8.309 

0.40 

0.40 

644-783 

3,758 

3.758 

0.40 

0.40 

435-530 

2,544 

2,544 

__ 

„ 

3.59* 

— 

— 

0.40 

0.40 

556-676 

2,803 

2,803 

0.80 

0.80 

480-584 

4,800 

4,800 

1 

1 

1,008-1.217 

13,700 

13,700 

0.50 

0.50 

415-505 

2,550 

2,550 

1,308-1,917 

_ 

_ 

_ 

_ 

1,008-1,217 

— 

— 

_ 

_ 

480-594 

-~ 

— 

_ 

_ 

415-505 

— 

— 

_ 

_ 

367-446 

— 

— 

_ 

_ 

50.5-614 

— 

— 

_ 

_ 

359-435 

— 

- 

_ 

_ 

584-710 

— 

- 

_ 

_ 

556-676 

-. 

— 

_ 

_ 

571-660 

— 

- 

_ 

_ 

50.5-614 

— 

- 

- 

- 

435-530 

- 

— 

_ 

1,308-1.917 

_ 

_ 

_ 

_ 

480-584 

— 

— 

- 

- 

710-863 

- 

- 

1 

1 

1.792 

21,500 

21,500 

1 

1 

1,450 

17,400 

17,400 

1,008-1,217 

— 

— 

1.75 

1.75 

480-584 

11,160 

11.160 

1 

1 

1,048-1,273 

15,276 

15,276 

783-950 

- 

- 

1 

1 

480-584 

7,008 

7,008 

41.5-505 

— 

— 

1 

1 

435-530 

5484 

5,484 

1 

1 

950-1,1.55 

13,536 

13,536 

1,100-1,337 

— 

— 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

480-584 

6,672 

6,672 

6 

6 

415-505 

31,104 

31,104 

415-505 

— 

— 

1 

1 

584-710 

8,304 

8,304 

1 

1 

78.3-950 

9,852 

9,852 

1 

1 

415-505 

5,484 

5,484 

367-446 

- 

- 

1 

1 

644-783 

8,304 

8,304 
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SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillod)      (Aoth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 

54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


UNIVERSITY  EXTENSION— Continued 


Fee  and  Information : 

Cashier 

Principal  clerk 

Sr   clerk   

Administrative   asst 1 

Program  Processing : 

Principal  clerk 

Sr  typist-clerk 

Administrative  asst 

Recording : 

Principal  clerk 

Clerk 

Sr  typist-clerk 

Typist-clerk    

Administrative  asst 

San  Francisco  Center : 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Administrative   asst   

Operation  Services: 

Clerk    

Principal  typist-clerk 

Sr  typist-clerk 

Sr  duplicating  machine  opr 

Sr  offset  duplicating  mach  opr 

Offset  duplicating  mach  opr 

Supvr,   reproduction   section 

Program  Promotion : 

Principal  clerk 

Sr  typist-clerk 

Typist-clerk    

Sr  artist 

Artist 

Program  promotion  manager  II 
Writer    III    

General   assistance   

Totals,  University   Extension 


CAMPUS  PUBLIC  SERVICE 


1 

2 

2.43 

1 

1 

2 
2 
1 

1 
2 
2 

1 

SALARY  RANGE 
415-505 
480-584 
415-505 
584-710 

5,484 
13,368 
10,464 

8,520 

5,484 
13,368 
10,464 

8,520 

2 
2.04 

1 

2 
2 
1 

2 
2 
1 

480-584 
415-505 
584-710 

13,068 
10,440 

8,520 

13,068 

10,440 

8,520 

9 

0.23 
5.26 
1.91 

1 

2 

4 
3 
1 

2 

4 
3 

1 

480-584 
367-446 
415-505 
367-446 
584-710 

12,420 

21,012 

13,212 

8,520 

12,420 

21,012 
13,212 

8,520 

2 

0.13 
1.87 
1 

2 

0.50 
2 
1 

2 

0.50 
2 
1 

480-584 
415-505 
415-505 
584-710 

13,680 
2,550 

10,704 
8,520 

13,680 
2,550 

10,704 
8,520 

3.27 
1 

1.97 
0.97 

1 
2.67 

1 

3 
1 

2 
1 
1 
3 

1 

3 

1 
2 
1 

1 
3 

1 

367-446 
480-584 
415-505 
415-505 
505-614 
457-556 
746-905 

16,056 

7,008 
10,440 

4,740 

7,008 
17,868 

9,396 

16,056 

7,008 
10,440 

4,740 

7,008 
17,868 

9,396 

2.06 
0.96 
1.98 
1 

0.98 
1 
1 
116.30 

2 
1 
2 

1 
1 
1 
1 
111.43 

2 
1 
2 
1 
1 
1 
1 
111.43 

480-584 
415-505 
367--146 
746-905 
614-746 
1,048-1,273 
746-905 
949-338 

12,768 
5,352 
9,036 

10,860 
8,112 

13,860 

9,612 

991,811 

$1,867,332 

12,768 
5,352 
9,036 

10,860 
8,112 

13,860 

9,612 

991,811 

241.03 

226.76 

226.76 

$1,838,502 

$1,867,332 

School  of  Law — Law  Review : 

Principal    clerk    

0.85 

1 

1 

$480-584 

$6,360 

$6,360 

Principal    typist-clerk 

0.17 

_ 

_ 

480-584 

— 

_ 

Administrative   asst 

0.11 

_ 

^ 

584-710 

_ 

- 

Art  Center  Program : 

Director 

0.50 

0.50 

0.50 

2,008 

12,050 

12,050 

Administrative   stipend 

- 

2,000 

2,000 

Assoc    specialist 

1 

1 

1 

949-1,153 

13,164 

13,164 

Librarian    II 

1 

_ 

_ 

659-841 

— 

— 

Librarian    I            

1 

1 

597-659 

7,164 

7,164 

Administrative   asst 

0.02 

584-710 

- 

- 

Laboratory  asst  I 

0.75 

0.75 

435-530 

4,320 

4,320 

Sr   museum   scientist 

_ 

0.75 

0.75 

821-998 

8,145 

8,145 

2 
0.54 

3 
0.50 

3 

0.50 

556-676 
614-746 

23,184 
4,056 

23,184 

Principal  museum  preparator 

4,056 

Arts  and  Lectures : 

Cashier                

1 

1 

1 

415-505 

6,060 

6,060 

Sr  typist-clerk 

0.61 

_ 

_ 

415-505 

_ 

— 

Secretary    

1 

1 

1 

480-584 

6,060 

6.060 

Sr    stenographer 

0.37 

1 

1 

435-530 

5,484 

5,484 

Manager  II,  arts  and  lectures 

1 

1 

1 

950-1,155 

13,860 

13,860 

Administrative   asst 

1.93 

2 

2 

5S1-710 

17,040 

17,040 

Writer  II 

0.98 

1 

1 

614-746 

8,520 

8.520 

23.12 

14.35 

14.35 

195,704 
$307,444 

74,819 
$212,286 

74,819 

Totals,  Campus  Public  Service 

36.20 

29.85 

29.85 

$212,286 

MAINTENANCE  AND  OPERATION 
OF   PLANT 

Building  Maintenance : 

Sr   clerk    

Sr  typist-clerk 

Storekeeper    II    

Storekeeper  I  

Guard    

Sr  maintenance  man 


0.63 

1 

1 

$415-505 

1.58 

2 

2 

415-505 

1 

1 

1 

584-710 

1 

1 

1 

505-614 

3 

3 

3 

505-614 

2 

2 

2 

692-801 

$4,740 

$4,740 

11,160 

11,160 

8,520 

8,520 

7,368 

7,368 

21,744 

21,744 

19,008 

19,008 
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BERKELEY  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tuth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
69 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MAINTENANCE   AND  OPERATION 
OF  PLANT— Continued 

Grounds  Mnintenance  : 

Sr  landscape  architect 0.58         1              1 

Assoc  landscape  architect 0.42         —             — 

Janitorial  Service : 

Custodian  supervisor  II 111 

Custodian  supervisor  I 2.67         4              4 

Maid/Housekeeping  aid 111 

Cook/Housekeeper    2              2              2 

Police : 

Sr    stenographer    111 

Chief  of  police 111 

Superintendence : 

Physical  plant  supt 111 

Principal   clerk   2.92         3              3 

Sr   clerk    1.98         2.50         2.50 

Clerk    0..S7 

Sr  typist-clerk 0.92         1              1 

Key  punch  operator  II 0.92         1              1 

Messenger 0.95         1              1 

Secretary    12              2 

Sr   stenographer    1.90         1              1 

Asst   architectural   draftsman 111 

Administrative   asst   2.96         3              3 

Accountant  111 

Asst  phys  plant  admin 111 

Sr  supt  of  grounds  and  buildings 2              2              2 

Supt  of  grounds  and  buildings 111 

Craft   foreman 111 

Superintendence — ^Richmond  Field 
Station  : 

Principal  clerk 0.50         0.50         0.50 

Sr  typist-clerk 2              2              2 

Secretary 0.50        0.50         0.50 

Storekeeper  III 111 

Storekeeper  II 1              -             - 

Storekeeper  I 111 

Assoc  development  engineer 111 

Sr  administrative  asst 0.25         0.25         0.25 

Supt  of  grounds  and  buildings 111 

Ijaboratorv  asst  III -              1               1 

Utilities : 

Assoc  engineer 111 

General   assistance   617.58     645.15     645.15 

Summer  quarter  offset -13.92    -13.92     -13.92 

Totals,  Maintenance  and  Operation  of 

Plant  653.71    683.98    683.98 


STUDENT  SERVICES 

Admissions  Office : 

Admissions  officer 1 

Assoc  admissions  officer — 

Principal  clerk 6.31 

Sr  clerk 13.58 

Clerk    0.67 

Sr  tvpist-clerk 1.90 

Typist-clerk    0.17 

Secretary 1 

Sr  stenographer 4.91 

Stenographer    0.70 

Sr  administrative  asst 2 

Administrative  asst 4 

Counseling  Center : 

Counseling  center  manager 1 

Principal  clerk 2.02 

Sr  typist-clerk 2.37 

Secretary    1 

Sr  stenographer 1 

Consulting  physician — SHS 0.09 

Counseling  psychologist  II 4.27 

Counseling  psychologist  I 3.82 

Counselor   II    1.31 

Counselor   I   0.41 

Counseling  psychologist  III 1.87 

Occupational  information  advisor 1 

Sr  psychometrist 2.14 

Psychometrist    1.17 


SALARY  RANGE 

1,048-1,273 

14,556 

14,556 

950-1,155 

- 

- 

746-905 

10,860 

10.860 

644-783 

35,040 

35,040 

377^57 

5,220 

5.220 

415-505 

11.544 

11,544 

435-530 

6,360 

6,360 

863-1,048 

12,576 

12,576 

1,625 

19,500 

19,500 

480-584 

19,428 

19.428 

41.5-505 

13,650 

13,650 

367-446 

— 

— 

41.5-.505 

6,060 

6.060 

42.5-517 

5,904 

5.004 

367-446 

4.6.32 

4.6.32 

480-584 

12,108 

12,108 

435-530 

5,484 

5,484 

821-998 

11,976 

11,976 

584-710 

24,408 

24,408 

783-950 

11,400 

11.400 

1,100-1,337 

16,044 

16.044 

998-1,213 

29,112 

29.112 

863-1,048 

12,576 

12,576 

764-884 

9,612 

9,612 

480-584 

3.504 

3..504 

41.5-505 

11,688 

11,688 

480-584 

3.336 

3,336 

676-821 

9,852 

9,852 

584-710 

_ 

— 

505-614 

7,368 

7,368 

1,048-1.273 

13,200 

13,200 

746-905 

2,715 

2,715 

863-1,048 

12,576 

12,576 

614-746 

8,952 

8,952 

998-1.213 

14,556 

14.556 

5,635,514 

5,991.022 

5,991 ,022 

-76,552 

-76,552 

-76,552 

$5,977,502 

$6,372,807 

$6,372,807 

1 

1 

$1,350 

$16,200 

$16,200 

1 

1 

1.133 

13.600 

13.600 

5.80 

5.80 

480-584 

38,.390 

38.390 

20.20 

20.20 

415-505 

104,292 

104,292 

_ 

„ 

367^46 

— 

— 

1 

1 

415-505 

5,220 

5,220 

367-446 

- 

- 

1 

1 

480-584 

7,008 

7,008 

5 

5 

435-530 

26,892 

26,892 

1 

1 

405-492 

4.860 

4,860 

2 

2 

746-905 

20,964 

20,964 

4 

4 

58-4-710 

33,288 

33,288 

1 

1 

1.558 

18,700 

18.700 

1.75 

1.75 

480-584 

11..316 

11,316 

3 

3 

41.5-505 

15.444 

15.444 

1 

1 

480-584 

7,008 

7.008 

1 

1 

435-530 

6,360 

6,360 

0.12 

0.12 

1,465 

2.110 

2.110 

5.50 

5.50 

973-1,183 

73,902 

73,902 

5.24 

5.24 

884-1,074 

59,630 

59,630 

3.10 

3.10 

644-783 

26,197 

26.197 

0.50 

0.50 

556-676 

3,504 

3..504 

3 

3 

1,074-1,305 

46,596 

46.596 

1 

1 

676-821 

9,396 

9.396 

1.50 

1.50 

644-783 

14,094 

14,094 

1 

1 

556-676 

7,008 

7,008 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flilsd)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Dean  of  Students : 

Dean  of  students 1 

Assoc  dean  of  students — men 1 

Assoc  dean  of  students — women 1 

Asst  dean 0.17 

Administrative  stipend — 

Principal  clerk 2.63 

Sr  clerk    4.32 

Sr    typist-clerk    2.66 

Secretary    5 

Sr   stenographer   7.01 

Program  asst  II 0.25 

Sr  administrative  analyst 0.83 

Sr  administrative   asst   1 

Administrative   asst   3.54 

Assoc  dean  of  students 3.17 

Asst  dean  of  students 9.28 

Advisor,  foreign  students 0.50 

Counselor   I    0.04 

Dean  of  Students — Supervisor 
Housing  Service : 

Principal   clerk   2.67 

Sr  typist-clerk 5.98 

Secretary    0.02 

Sr    stenographer    1 

Administrative    asst    1 

Supvr  of  housing  services  III 1 

Asst  dean  of  students - 

Dean   of   Students — Special   Services  : 

Principal   clerk   3.14 

Sr   clerk    2.75 

Sr  typist-clerk 3.08 

Typist-clerk    0.42 

Sr   stenographer    1 

Sr  administrative  asst 1 

Administrative   asst    - 

Supvr  of  special  services 1 

Counselor  I   — 

Educational  Placement : 

Educational  placement  off 1 

Principal    clerk    1 

Sr    typist-clerk    6.47 

Tj'pist-clerk    - 

Sr  stenographer 0.27 

Administrative  asst 0.95 

Placement  interviewer  III 3.45 

Placement  interviewer  II 0.50 

Pub  Ceremonies  Adm : 

Administrative  stipend — 

Secretary    0.98 

Asst  administrative  analyst 0.76 

Registrars  Office : 

Registrar     1 

Principal  clerk 11.91 

Sr  clerk 25.53 

Qlgj.]£   5 

Sr  typist-clerk 3.33 

Typist-clerk    8.81 

Prin  offset  duplicat  mach  opr 0.60 

Offset  duplicating  mach  opr 0.25 

Key  punch  operator  II 3.75 

Tabulating  machine  operator 1.60 

Computer  operations  supvr  I 1 

Sr  computer  operator 0.55 

Computer  operator 2.85 

Secretary    1 

Stenographer    1 

Storekeeper  II 0.32 

Photographic  technician 0.27 

Programmer  I 0.40 

Administrative   asst   5.03 

Asst  registrar  II 4 

Lab  business  officer  I 1 

Laboratory  asst  II 0.60 

Student  and  Alumni  Placement 
Center : 

Placement  oifice  manager 0.92 

Principal  clerk 0.50 

Sr  clerk 1.06 

Sr  typist-clerk 2.83 

Sr  stenographer 1.61 


SALARY  RANGE 

1 

1 

1,833 

22,000 

22,000 

1 

1 

1,417 

17,000 

17,000 

1 

1 

1,350 

16,200 

16,200 

0.37 

0.37 

1,417 

6,293 

6,293 

- 

— 

— 

2,009 

2,009 

4 

4 

480-584 

24,732 

24,732 

6 

6 

415-505 

30,984 

30,984 

3 

3 

415-505 

15,804 

15,804 

3.70 

3.70 

480-584 

25,157 

25,157 

7 

7 

435-530 

39,192 

39,192 

1 

1 

556-676 

7,188 

7.188 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

746-905 

10,860 

10,860 

4 

4 

584-710 

32,568 

32,568 

4 

4 

863-1,048 

49,128 

49,128 

8.50 

8.50 

746-905 

90,042 

90,042 

0.50 

0.50 

863-1,048 

7,750 

7,750 

1 

1 

556-676 

7,368 

7,368 

3 

3 

480-584 

19,584 

19,584 

6 

6 

415-505 

30,624 

30,624 

1 

1 

480-584 

6,060 

6,060 

1 

1 

485-580 

5,220 

5,220 

1 

1 

584-710 

8,112 

8,112 

1 

1 

863-1,048 

11,976 

11,976 

1 

1 

746-905 

8,952 

8,952 

4 

4 

480-584 

25,788 

25,788 

3 

3 

415-505 

15,924 

15,924 

3 

3 

415-505 

15,660 

15,660 

_ 

— 

367-446 

_ 

_ 

1 

1 

485-580 

6,060 

6,060 

1 

1 

746-905 

10,356 

10.356 

1 

1 

584-710 

7,008 

7,008 

1 

1 

863-1,048 

11,400 

11,400 

1 

1 

556-676 

6,672 

6,672 

1 

1 

1,333 

16,000 

16,000 

1 

1 

480-584 

7,008 

7,008 

7 

7 

415-505 

39,012 

39,012 

0.50 

0.50 

367^46 

2,202 

2,262 

_ 

— 

435-530 

_ 

_ 

1 

1 

584^710 

7,368 

7,368 

4 

4 

710-863 

40,440 

40,440 

1 

1 

614-746 

8,112 

8,112 

— 

— 

480-584 

— 

— 

- 

- 

644-783 

- 

- 

1 

1 

1,708 

20,500 

20,500 

12 

12 

480-584 

77,256 

77,256 

26 

26 

415-505 

136,764 

136,764 

7 

7 

367-446 

31,860 

31,860 

4 

4 

415-505 

21,288 

21,288 

8 

8 

367-446 

36,372 

36,372 

614-746 

- 

_ 

1 

1 

457-556 

5,484 

5,484 

4 

4 

425-517 

22,776 

22,776 

2 

2 

480-584 

12,120 

12,120 

1 

1 

821-998 

11,976 

11,976 

_ 

^ 

644-783 

_ 

_ 

3 

3 

556-676 

23,952 

23,952 

1 

1 

480-584 

7,008 

7,008 

1 

1 

405^92 

5.352 

5,352 

1 

1 

584-710 

7,368 

7,368 

- 

_ 

480-584 

- 

- 

1 

1 

676-821 

9,852 

9,852 

6 

6 

584-710 

48,384 

48,384 

4 

4 

746-905 

43,440 

43,440 

— 

_ 

783-950 

_ 

_ 

1 

1 

505-614 

6,852 

6,852 

1 

1 

1,333 

16,000 

16,000 

1 

1 

480-584 

5,760 

5,760 

2 

2 

415-505 

10,200 

10,200 

3 

3 

415-505 

15,924 

15,924 

1 

1 

435-530 

6,204 

6,204 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Auth.)      (ioih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

Student  and  Alumni  Placement 
Center — Continued 

Placement  interviewer  IV 

Placement  interviewer   III 

Placement  interviewer  II 

Student  Health  Service  Administration 
and  General — Director  : 

Student  health  service  director 

Administrative   assist 

Student  Health  Service  Administration 
and  General — Assistant  Director : 

Secretary  

Sr  physician   diplomate 

Student  Health  Service  Administration 
and  General — Administrator : 
Administrator,  student  health  serv- 
ice     

Student  Health  Service  Administration 
and  General — Accounting  : 

Principal    clerk    

Student  Health  Service  Administration 
and  General — EligibUity  and  In- 
formation : 

Administrative    asst    

Student  Health  Service  Administration 
and    General — Medical    Records  : 

Sr   clerk    

Sr  medical  record  librarian 

Principal  medical  record  librarian — 

student  health  service 

Student  Health  Service  Administration 
and  General — Storeroom  : 

Storekeeper  I  

Student  Health  Service  Administration 
and  General — Telephone  and  In- 
formation : 

Principal  clerk 

Sr  typist-clerk 

Student  Health  Service  Hospital  Care 
Dental  Department : 

Principal  clerk 

Student  Health  Service  Hospital  Care 
Dietary : 

Sr   dietitian   

Student  Health  Service  Hospital  Care 
Dispensary : 
Nursing  supvr  student  health  serv- 
ice     

Head   nurse   student   health   service 
Student  Health  Service  Hospital 
Care — Inpatient  Department : 

Supt  of  nurses  II  SHS 

Asst  supt  of  nurses  SHS 

Nursing  supervisor  SHS 

SHS  Hospital  Care — Laboratory  : 

Clin  laboratory  techn  II 

SHS  Hospital  Care — Laboratory  : 

Laboratory  helper 

Laboratory  technician  IV 

Laboratory  technician  III 

SHS  Hospital  Care — Operating  Room : 

Nursing  supervisor  SHS 

SHS  Hospital  Care — Pharmacy : 

Sr  pharmacist 

Pharmacist    

SHS  Hospital  Care — ^Psychiatry  : 

Principal  clerk 

SHS  Hospital  Care— Radiology  : 

Prin  X-ray  technician 

Sr  X-ray  technician 

SHS  House  and  Property — 
Building  Maintenance : 

Sr  maintenance  man 

Undergraduate  Scholarships 
Administration : 

Sr  typist-clerk 

Secretary  

Sr  stenographer 

Stenographer    

Sr  administrative  asst 

Administrative  asst 


2.08 
6.63 
8.71 

3 

7 
8 

3 

7 
8 

SALARY  RANGE 
783-950 
710-863 
614-746 

1 
0.95 

1 
1 

1 
1 

2,167 
584-710 

1 
0.50 

1 
0.50 

1 
0.50 

480-584 
1,793-2,179 

1 

1 

1 

1,358 

2 

2 

2 

480-584 

584^710 


1 
1 

1 

1 

1 
1 

415-505 
676-821 

1 

1 

1 

676-821 

1 

1 

1 

505-614 

0.84 

1 

1 
1 

1 
1 

480-584 
415-505 

0.92 

1 

1 

480-584 

0.06 

- 

- 

783-950 

1 
3 

1 
3 

1 
3 

764-905 
692-821 

1.08 

1 
2 

1 
1 
2 

1 
1 
2 

927-1,100 
764-905 
764-905 

5.76 

6 

6 

676-821 

1 
1.08 

1 

1 

1 
1 

1 
1 
1 

359-435 

821-998 
746-905 

1 

1 

1 

764-905 

1 

2 

1 
2 

1 
2 

1,100-1,273 
950-1,100 

1 

1 

1 

480-584 

1 
0.35 

1 

1 

660-801 
571-692 

1 

1 

1 

692-801 

1 

0.50 

0.36 

0.02 

1 

1 

1 
0.50 

1.50 

1 
1 

1 
0.50 

1.50 
1 

1 

415-505 
480-584 
435-530 
405-492 
746-905 
584-710 

32,196 
69,684 
63,504 


26,000 
8,520 


7,008 
12,456 


16,300 
14,016 

8,520 

6,060 
9,168 

9,852 

7,008 


7,008 
6,060 


5,904 


10,860 
29,556 


11,976 
10,860 
21,720 

62,512 

5,220 

9,852 

10,860 

10,860 

15,276 
26,400 

7,008 
9,612 


9,612 


5,628 
3,504 

7,350 

10,860 

8,304 


32,196 
69,684 
63,504 


26,000 
8,520 


7,008 
12,456 


16,300 
14,016 

8,520 


6,060 
9,168 

9,852 


7,008 


7,008 
6,060 


5,904 


10.860 
29,556 


11,976 
10,860 
21,720 

52,512 

5,220 

9,852 

10,860 

10,860 

15,276 
26,400 

7,008 

9,612 


9,612 


5,628 
3,504 

7,350 

10,860 

8,304 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 

4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

General  assistance 204.97  230  230 

Summer  Quarter  Offset: 

Nonacademic  salaries -16.50  -16.50  -16.50 

General  assistance —4.13  -4.13  -4.13 

Totals,  Student  Services 473.45  526.15  526.15 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE 

Academic  Senate  Secretariat — 
Northern  Section : 

Secretary  of  academic  senate 0.50 

Administrative   stipend   — 

Principal  elk 0.50 

Sr  typist-elk 0.50 

Secretary 1 

Sr  stenographer 1 

Sr  administrative  asst 1 

Central  D\iplicating  Service : 

Principal  elk 1.58 

Sr  elk 1.92 

Clerk   0.25 

Principal    typist-elk    3.71 

Sr  typist-elk 2.19 

Typist-elk    0.08 

Sr  dup  mach  operator 2.42 

Prin  offset  dup  mach  opr 1 

Sr  offset  dup  mach  opr 2.57 

Offset  dup  mach  opr 4.33 

Deliveryman 0.26 

Secretary      0.84 

Administrative   asst   0.42 

Editor  II 1.80 

Supvr,  reproduction  section 1 

Equipment  Staging  Facility : 

Principal   elk   — 

Sr  typist-elk 0.51 

Storekeeper  II - 

Asst  business  mgr  II — 

Mail  and  Messenger  Service : 

Principal  elk   0.30 

Sr  elk   1.54 

Clerk      0.02 

Tabulating   supvr   0.05 

Mail  service  supvr 1.75 

Mail  clerk  II 1.92 

Mail  clerk  I 10.88 

Secretary 0.18 

Storekeeper  I 1 

Asst  btisiness  manager  II 0.30 

Mailing  Room — Current : 

Principal   clerk    0.70 

Sr  clerk 1.81 

Clerk    0.04 

Key  punch  operator  II 0.25 

Tabulating  supvr 0.95 

Tabulating  machine  operator 1 

Mail  service   supvr 1 

Mail  clerk  II 2.80 

Mail  clerk  I 14.53 

Secretary    0.98 

Administrative   asst   - 

Asst  business  manager  II 0.70 

Microscope  Pool  Operation : 

Laboratory  mechanician 1 

Receiving : 

Principal  clerk 1 

Sr  typist  clerk   2.84 

Storekeeper    III    1 

Storekeeper  II 0.94 

Storekeeper  I 1 

Storehouse — Current : 

Principal  clerk 1.90 

Sr  clerk 2.12 

Sr  typist-clerk 4.51 

Typist-clerk    0.79 

Tabulating  machine  operator 1 


SALARY  RANGE 

1,781,137 

1,801,905 

1,801,905 

-105,915 

-22,320 

-111,215 

-22,320 

$4,137,868 

-111,215 
-22,320 

$3,804,017 

$4,137,868 

0.50 

0.50 

$1,833 

$11,000 

$11,000 

— 

— 

— 

1,650 

1,650 

1.50 

1.50 

480-584 

9,156 

9,156 

_ 

_ 

415-505 

_ 

1 

1 

480-584 

7,008 

7,008 

2 

2 

435-530 

12,120 

12,120 

1 

1 

746-905 

10,860 

10,860 

2 

2 

480-584 

12,768 

12,768 

2 

2 

41.5-505 

11,388 

11,388 

1 

1 

367-446 

4,524 

4,524 

5 

5 

480-584 

32,952 

32,952 

1 

1 

415-505 

4,740 

4,740 

_ 

_ 

367-446 

_ 

_ 

2 

2 

415-505 

11,820 

11,820 

1 

1 

614-746 

8,112 

8,112 

3 

3 

505-614 

19,236 

19,236 

5 

5 

457-556 

30,348 

30,348 

_ 

— 

425-517 

_ 

— 

1 

1 

480-584 

6,060 

6,060 

1 

1 

584-710 

7,368 

7,368 

2 

2 

614-746 

17,904 

17,904 

1 

1 

746-905 

10,356 

10,356 

1 

1 

480-584 

5,760 

5,760 

0.50 

0.50 

41.5-505 

2,610 

2,610 

1 

1 

584-710 

7,008 

7,008 

1 

1 

783-950 

9,396 

9,396 

0.30 

0.30 

480-584 

2,102 

2,102 

1.60 

1.60 

415-505 

8,448 

8,448 

_ 

367-446 

_ 

_ 

0.30 

0.30 

544-783 

2,819 

2,819 

9 

2 

614-746 

17,472 

17,472 

2 

2 

580-644 

15,096 

15,096 

12.50 

12.50 

457-556 

76,062 

76,062 

0.30 

0.30 

480-584 

1,728 

1.728 

1 

1 

505-614 

6,672 

6,672 

0.30 

0.30 

783-950 

3,420 

3,420 

0.70 

0.70 

480-584 

4,906 

4,906 

1.40 

1.40 

415-505 

7,224 

7,224 

367-446 

_ 

_ 

_ 

_ 

425-517 

- 

_ 

0.70 

0.70 

644-783 

6,.577 

6,577 

1 

1 

480-584 

7,008 

7,008 

1 

1 

614-746 

8,736 

8,736 

3 

3 

530-644 

22,128 

22,128 

18 

18 

457-556 

109,668 

109,668 

0.70 

0.70 

480-584 

4,032 

4,032 

1 

1 

584-710 

7,008 

7,008 

0.70 

0.70 

7S3-950 

7,980 

7,980 

1 

1 

676-783 

9,396 

9,396 

1 

1 

480-584 

7,008 

7,008 

3 

3 

41,5-505 

15,540 

15,540 

1 

1 

676-821 

9,168 

9,168 

1 

1 

584-710 

7,368 

7,368 

1 

1 

505-614 

7,368 

7,368 

2 

2 

480-584 

12,432 

12,432 

3 

3 

415-505 

15,180 

15,180 

5 

5 

415-505 

26,904 

26,904 

367-446 

_ 

— 

1 

1 

480-584 

6,360 

6,360 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIedl      (Amh.)      («ulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


INSTITUTIONAL  SERVICES  AND 
GENERAL    EXPENSE— Continued 

Storehouse — Current — Continued 

Secretary    III    111 

Storekeeper  III 111 

StoreK-eeper  II 1.96         2               2 

Storekeeper  I 7.61         8               8 

Administrative    asst    111 

Telephone  and  Telegraph: 

Communications    supvr    III    111 

Communications    supvr    I    111 

Supvr  communications  attendant 1.50         1               1 

Communications  attendant 9.03         4              4 

Principal    clerk    1.99         2               2 

Sr    stenoRraplier    1              —              — 

Universit.v  of  California  Garage — 
Current : 

Sr   clerk    0.50         1              1 

Administrative   asst 111 

Craft    foreman    111 

Automotive    mechanic    2.57         3              3 

Parkins  supvr  III 3              3              3 

Parking    attendant   0.17         1              1 

Automotive  equipment  opr  I 2.19         4               4 

Sr  garage   manager   111 

Environmental  Health  and  Safety  : 

Head   of   0.50         0.50         0.50 

Environmental  health   &   safety  off  1              1              1 

Sr  typist-clerk 2              2              2 

Administrative   asst    0.98         1              1 

Enivron  health  &  safety  techno 4              5              5 

Environ  health  &  safety  techn  II 8.94         4              4 

Environ  health  &  safety  techn  I  __  1.40         4.17         4.17 

Laboratory    technician    IV    0.08         —              — 

Laboratory   technician   II 1.50         2               2 

Environmental  Health  and  Safety — 
Animal  Care : 

Campus  veterinarian   111 

Principal    clerk    -               1               1 

Sr   stenographer    —             1              1 

Environmental  hlth  &  safety  techn  I  -              1              1 

Vivarium  supervisor 0.58         1              1 

Laboratory  technician  IV 0.42         1              1 

Laboratory  technician  II -              2               2 

Library  Photographic  Service : 

Principal  clerk 2.08         2              2 

Sr  clerk 5.15         7              7 

Sr  typist-clerk 2.56        3              3 

Principal  photographer 111 

Photographer   5.34         5              5 

Photographic  technician 2.65         3              3 

Library  asst  II 12              2 

Library  asst  I 1              -              - 

Public  Information  Office : 

Public  affairs  officer 111 

Public  information  manager 111 

Sr  typist-clerk 12              2 

Typist-clerk    0.98         1              1 

Secretar.y 1.02         2               2 

Writer  IV 12             2 

Writer   III 1.17         2               2 

Writer  II 0.83 

Writer  I -        0.25         0.25 

Publications : 

Sr  typist-clerk 1              1              1 

Secretary    0.33        -             - 

Administrative   asst   0.67         1              1 

Publications  manager  II 111 

Editor   III   2              3              3 

Editor  II   1    «         J              } 

Production  asst  II 0.79         1              1 

International  Visitors  Program : 

Principal   clerk    1-96         2               2 

Administrative   asst „,„        J,  n^       .4S  «=■ 

General    assistance    58.12       43.05       43.05 

Less  Summer  Quarter  Offset :  o  on         q  nn         q  nn 

Nonacademic -300      -3.00      -3.00 

General   assistance   -0.25       -0.25       -0.25 

'■°*^i^rkl'"lxpensTlL^-!"^-.'---:  240.50     258.72     253.72 


SALARY  BANGE 

556-676 

10,860 

10„860 

676-S21 

9.168 

9.168 

5.84-710 

15,192 

15.192 

505-614 

54,744 

54,744 

584-710 

8,520 

8,520 

728-884 

10,608 

10.608 

556-676 

8,112 

8.112 

480-584 

6,360 

G.?-m 

41.5-505 

22.692 

22.692 

480-584 

18,844 

13,344 

435-530 

— 

— 

415-505 

5,580 

5..5R0 

584-710 

7,368 

7.368 

764-884 

10,608 

10,608 

644-783 

26,856 

26.s,^6 

710-863 

20,376 

20,376 

457-556 

6,672 

6,672 

457-530 

22,908 

22,908 

746-905 

10,860 

10,860 

1,833 

11,000 

11,000 

1,438 

17,200 

17.200 

415-505 

11.2,80 

11.280 

584-710 

8,520 

8..520 

998-1,213 

68,712 

68,712 

783-950 

41,460 

41.460 

614-746 

30,365 

30,365 

821-998 

— 

_ 

676-821 

17,688 

17,688 

1.500 

18,000 

18.000 

480-584 

5,760 

5,760 

435-530 

5,352 

5,852 

614-746 

7.3(58 

7.368 

710-863 

9.396 

9.396 

821-998 

11,976 

11,976 

676-821 

16,224 

16,224 

480-5S4 

13,344 

13,344 

415-505 

35,700 

35,700 

41.5-505 

16,344 

16,.344 

821-998 

11,976 

11,976 

584-710 

41,088 

41,088 

480-584 

20,076 

20,076 

480-584 

12,768 

12,768 

415-505 

- 

- 

1,658 

19,900 

19.900 

1,.3.33 

16.000 

16,000 

415-505 

11,004 

11,004 

367-446 

4,632 

4,682 

480-584 

13,368 

13,368 

905-1,100 

24,060 

24,060 

746-905 

20,256 

20,256 

614-746 

— 

— 

556-676 

1,668 

1,668 

41.5-505 

5,220 

5,220 

480-584 

— 

_ 

584-710 

7,728 

7,728 

998-1,213 

14,556 

14,556 

746-905 

29,664 

29,664 

614-746 

8,952 

8,952 

614-746 

7,728 

7,728 

480-584 

13,212 

13,212 

584-710 

8,.520 

8..520 

293,749 

234,569 

234,569 

-16,050 

-16,850 

-16,850 

-2,045 

-2,045 

-2,045 

$1,622,188 

$1,814,521 

$1,814,521 
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1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tath.)       (iiilh.) 


ACTUAL- 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


0.50 

1 


0.50 

1 
1 


0.50 

1 


0.30 


0.50 
1 


0.50 

1 
1 


0.50 

1 


0.30 


AUXILIARY  ENTERPRISES 

Unit    I — Household — Administration : 

Principal    clerk    0.50 

Residence  halls  mgr  II 1 

Unit  I — Household — Maintenance — 
Repairs : 

Sr  maintenance  man 111 

Unit  I — Food  Service — 
Administration : 

Principal   clerk    0.50         0.50         0.50 

Food  service  manager  III 111 

Food  service  manager  II 111 

Unit  II — Household — 
Administration : 

Principal  clerk 0.50 

Residence  halls  mgr  II 1 

Unit     II — Household — Haintenance — 
Repairs : 

Sr  maintenance  man 1 

Unit  II — Food  Service — 
Administration : 

Principal    clerk    0.50 

Food  service  manager  III 1 

Food  service  manager  I 1 

Unit  III — Household — 
Administration : 

Principal    clerk    0.50 

Residence  halls  mgr  II 1 

Sr  maintenance   man 0.01         -  — 

Unit  III — Household — Maintenance — 
Repairs : 

Sr  maintenance  man 0.99         1  1 

Unit  III — Food  Service — 
Administration : 

Principal   clerk    0.50         0.50         0.50 

Food  service  manager  III 111 

Food  service  manager  II 0.78         1  1 

Manville — Household — - 
Administration : 

Food  service  manager  II 0.30 

Manville  Hall  Food  Service 
Administration  : 

Food  service  manager  II 0.70 

Residential  Apartments — 
Administration : 

Cashier    0.09 

Sr   clerk    0.46 

Residence  halls  manager  III 0.05 

Residence  halls  manager  II 0.55 

Residence  Apartments — 

Repairs  and  Maintenance : 

Sr  maintenance  man 0.55 

Maintenance  man 1 

Residence  Apartments — Cashiering : 

Sr  clerk 0.09 

Residence  Halls — Administrative 
Office — Administration : 

Residence  halls  administrator 1 

Principal  clerk — 

Sr  clerk 1 

Secretary    1 

Food  service  manager  IV 1 

Administrative  asst 1.50 

Asst  business  manager  III 1 

Assoc  dean  of  students 1 

Residence  Halls — Administrative 
OlBce — Cashier : 

Supervising  cashier 0.92 

Cashier    2.78 

Principal   clerk    0.08 

Residence  Halls — Administrative 
OiBce — Administration : 

Residence  halls  administrator — 

Food  service  manager  IV — 

Administrative  asst — 

Asst  business  manager  III — 

Residence  haUs — Administrative 
OiBce — Cashier : 

Supervising   cashier — 

Cashier    - 

Residence  HaUs — Administrative — 
Conference  Coordinator : 
Principal   clerk    — 


1  1 

1  1 

1.50  1.50 

1  1 


692-801 


480-584 
783-950 
676-821 


480-584 
783-950 


692-SOl 


480-584 
783-950 
584-710 


480-584 
783-9.10 
692-801 


692-801 


480-584 
783-950 
676-821 


676-821 


0.70 

0.70 

676-821 

0.55 
0.05 
0.55 

0.55 
0.05 
0.55 

415-505 

415-505 

863-1,048 

783-950 

0.55 

1 

0.55 

1 

692-801 
571-660 

415-505 


1,542 
480-584 
415-505 
480-584 
676-821 
584-710 
950-1,155 
863-1,048 


556-676 
415-505 
480-584 


1.542 

884-1,074 

584-710 

950-1,155 


556-676 

415-505 


480-584 


9,612 


3,336 

11,160 

8,712 


3,030 
11,400 


9,612 


3,030 

10.116 
8,280 


3,504 
11,400 


9,612 


3,504 
9,612 

7,872 


2,750 

6,178 


3,333 

629 
6,270 


5,168 
7,920 


18,500 
11,736 
12,180 
13,860 


7,728 
16,740 


5,904 


SAL.4EY  RANGE 

0.50 

0.50 

$480-584 

$3,336 

$3,336 

1 

1 

783-950 

11,400 

11,400 

9,612 


3,336 
11,160 

8,712 

3,030 
11,400 


9,612 

3,030 

10,116 

8,280 


3,504 
11,400 


9,612 


3,504 
9,612 

7,872 


2,750 
6,178 


3,333 

629 

6,270 


5,168 
7,920 


18,500 
11,736 
12,180 
13,860 


7,728 
16,740 


5,904 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aoth.j      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


AUXILIARY   ENTERPRISES— Continued 

Residence  Halls — Administrative — 
Standard  Program : 

Secretary    

Assoc  dean  of  students 

Bowles — Household — Administration: 

Principal    cleric    

Sr    clerli;    

Residence  balls  manager  III 

Bowles — Household — Maintenance — 
Repairs : 
Maintenance   man 

Bowles — Food  Service — ■ 
Administration  : 
Food  service  manager  II 

Smyth-Fernwald — Household — 
Administration : 

Principal    clerk    

Sr   clerk    

Residence  halls  manager  III 

Smyth-Fernwald — Household — 
Maint — Repairs : 

Sr   maintenance   man 

Maintenance  man 

Smyth-Fernwald — Household — 
Miscellaneous  Expense : 
Upholsterer     

Smyth-Fernwald — Pood  Service — 
Administration  : 
Food  service  manager  II 

Stern  Hall — Household — 
Administration  : 

Principal   clerk    

Sr  clerk 

Residence  halls  manager  III 

Stern  Hall — Household — Maintenance 
— Repairs : 
Maintenance    man    

Stern  Hall — Food  Service — 
Administration : 
Food  service  manager  II 

University  Village — Administration  : 

Cashier    

Sr  clerk 

Residence   halls   manager   III 

Residence  halls  manager  II 

Univ  Village — Repairs  and  Maint : 
Sr  maintenance  man 

Univexsity  Village — Cashiering  : 

Sr  clerk 

Commissary — Administration  : 

Principal  clerk 

Sr  clerk 

Food  service  manager  IV 

Commissary — Maintenance  and 
Repairs : 
Sr  maintenance  man 

Commissary — Miscellaneous  Expense : 
Sr  maintenance  man 

Student  Center  Cafe — Administration  : 

Principal  clerk 

Sr  clerk 

Food  service  manager  V 

Food  service  manager  IV 

Food  service  manager  III 

Food  service  manager  II 

Food  service  manager  I 

Food  service  supvr  II 

Administrative  asst 

Student  Center  Cafe — 
Feeding  Operation : 
Supervising  cashier 

Student  Center  Cafe — Cashiering  : 

Supervising  cashier 

Cashier    

Intercollegiate  Athletics — 
Directors  Office : 

Intercollegiate  athletics  director 

Asst  intercollegiate  athletic  director 
Coord  Alumni  &  public  relations  in- 
tercollegiate athletics  


- 

1 

1 

1 

1 

SALARY  RANGE 
480-584 
863-1,048 

0.04 
0.21 
0.25 

0.25 
0.25 

0.25 
0.25 

4S0-5S4 

415-505 

863-1,048 

0.70 

0.70 

0.70 

571-660 

0.94 

1 

1 

676-821 

0.11 
0.53 
0.55 

0.63 
0.55 

0.63 
0.55 

480-584 

415-505 

863-1,048 

1 
0.15 

1 
0.15 

1 
0.15 

692-801 
571-660 

1 

1 

1 

660-764 

1 

1 

1 

676-821 

0.02 
0.10 
0.10 

0.12 
0.10 

0.12 
0.10 

480-584 

415-505 

863-1,048 

0.15 

0.15 

0.15 

571-660 

1 

1 

1 

676-821 

0.08 
0.38 
0.05 
0.45 

0.45 
0.05 
0.45 

0.45 
0.05 
0.45 

415-505 

415-505 

863-1,048 

783-950 

0.45 

0.45 

0.45 

692-801 

0.08 

- 

- 

415-505 

1 
1 
1 

1 
1 
1 

1 
1 
1 

480-584 
415-505 

884-1,074 

0.08 

- 

- 

692-SOl 

0.92 

1 

1 

692-801 

1 
1.02 

1 

2 

3 

1 

3.59 

0.50 

1 
1 
1 

2 
3 

1 
4 
0.50 

1 
1 
1 

2 
3 

1 
4 
0.50 

480-584 
415-505 
1,023-1,243 
884-1,074 
783-950 
676-821 
584-710 
457-556 
584^-710 

0.25 

0.43 
0.36 


1 
1.75 


556-676 

556-676 
415-505 


1,750 
667 

771 


7,008 
12,576 

1,590 

3,144 

5,544 

8,712 

4,007 
6,917 

9,612 

1,188 

9,168 

8,928 

763 
1,257 

1,188 

9,612 


2,727 

629 

5,130 

4,228 


7,008 
6,060 

12,888 


9,612 

7,008 

5,760 

13,536 

22,044 
28,140 

7,872 
23,640 

4,260 


7,128 


21,000 
8,000 

9,250 


7,008 
12,576 

1,590 

3,144 

5,544 

8,712 

4,007 
6,917 


9,612 

1,188 


9,168 

8,928 

763 
1,257 

1,188 

9,612 


2,727 

629 

5,130 

4,228 


7,008 
6,060 

12,888 


9,612 

7,008 

5,760 

13,536 

22,044 
28,140 

7,872 
23,640 

4,260 


7,128 


21,000 
8,000 

9,250 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Airth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 

54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY  ENTERPRISES— Continued 

Intercollegiate  Athletics — 

Directors  Office — Continued 

Principal  clerk 1 

Sr  clerk 0.52 

Sr  typist-clerk 0.92 

Secretary 1.50 

Sr  stenographer 1.94 

Administrative  asst 3 

Asst  business  mgr  III 1 

Supvng  groundsman  I 1 

Grounds  foreman 1 

Intercollegiate  Athletics — 
Athletics  General : 

■  Storekeeper  I  2 

Athletic  trainer 0.49 

Physical  therapist  III 1 

Physical   therapist   I    2.34 

Intercollegiate  Athletics — 
Sports  Information : 

Secretary  1 

Writer  IV 1 

Writer  I 0.88 

Intercollegiate  Athletics — 
Ticket  Office : 

Principal  elk 1 

Sr  elk    : 1 

Sr  adm  asst 1 

Intercollegiate  Athletics — Edwards 
Field  Maintenance : 

Grounds  foreman 1 

Intercollegiate  Athletics — Edwards 
Oval  Maintenance : 

Grounds  foreman 1 

Intercollegiate  Athletics — 
Stadium  Maintenance : 

Grounds  foreman 1 

Intercollegiate  Athletics — - 
Football — General : 
Head  coach — intercollegiate 

athletics     1 

Asst  coach — intercollegiate  athletics  7 

Intercollegiate  Athletics — 
Basketball — General : 
Head  coach — intercollegiate 

athletics     1 

Asst  coach — intercollegiate  athletics  1 

Intercollegiate  Athletics — Baseball : 
Head  coach — intercollegiate 

athletics 0.75 

Asst  coach — intercollegiate  athletics  0.25 

Intercollegiate  Athletics — Crew : 
Head  coach — intercollegiate 

athletics  1 

Asst  coach — intercollegiate  athletics  0.68 

Automotive  mechanic 1 

Intercollegiate    Athletics — Swimming : 

Head  coach — intercoll  athletics 0.25 

Intercollegiate  Athletics — Tennis  : 

Head  coach — intercoll  athletics 0.50 

Intercollegiate  Athletics — Track  : 

Head  coach — intercoll  athletics 1 

Asst  coach — intercoll  athletics 1 

Intercollegiate  Athletics — Waterpolo : 

Coord  of  alumni  &  pub  rel — IC  ath  0.25 

Parking  System  Gr  A : 

Cashier    0.92 

Principal  clerk 1.08 

Clerk    0.87 

Parking  supervisor  II 1 

Parking  supervisor  I 1 

Parking   attendant   6.07 

Laboratory  asst  II - 

Strawberry  Canyon : 

Principal  clerk ^ 0.25 

Recreation  supvr  III 0.42 

Recreation    supvr   II    0.58 

General   assistance   406.35 

Totals,  Auxiliary  Enterprises 522.85 


1 
0.50 

1 

1.50 
2 
3 

1 
1 

1 


1 
1.50 


0.75 
0.50 


1 
0.75 

1 

0.25 

0.50 

1 
1 

0.25 


1 

0.50 

1 

1.50 

2 

3 

1 

1 

1 


1 

1.50 


0.75 
0.50 


1 

0.75 
1 

0.25 

0.50 

1 
1 

0.25 


1  1 

372.24    372.24 


SALARY  RANGE 

480-584 

7,008 

7,008 

415-505 

2,610 

2,610 

415-505 

4,980 

4,980 

480-584 

10,176 

10,176 

435-530 

10,968 

10,968 

584-710 

25,560 

25,560 

950-1,155 

13,200 

13,200 

614-746 

8,520 

8,520 

530-^44 

7,008 

7,008 

50.5-614 

13,368 

13,368 

644-783 

7,728 

7,728 

783-950 

11,400 

11,400 

644^783 

18,792 

18,792 

480-584 

7,008 

7,008 

905-1,100 

11,976 

11,976 

556-676 

7,008 

7,008 

480-584 

6,360 

6,360 

415-505 

6,060 

6,060 

746-905 

10,860 

10,860 

530-644 
530-644 
530-644 


1,625 
906 


490,74    490,74 


1,083 

778 


867 
917 


750 

778 
644-746 

867 

1,167 

1,083 
808 

867 

415-505 
480-584 
367^46 
614-746 
530-644 
469-571 
505-614 

480-584 

783-950 

644-783 

1,919,944 

$2,896,549 


6,672 
7,728 
7,728 


19,500 
76,100 


13,000 
14,000 


7,800 
5,500 


9,000 
7,000 
8,952 

2,600 

7,000 

13.000 
9,700 

2,600 


12,720 
4,632 
8,952 
7,728 

37,752 
6,060 


9,396 

1,738,568 

$2,788,836 


6,672 

7,728 
7,728 


19,.500 
76,100 


13,000 
14,000 


7,800 
5,500 


9,000 
7,000 
8,952 

2,600 

7,000 

13,000 
9,700 

2,600 


12,720 
4,632 

8,952 

7,728 

37,752 

6,060 


9,396 

1,738,568 

$2,788,836 
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SALARIES  AND  WAGES 


NO,  OF  POSITIONS 


67-68  68-69  69-70 
{Filled)       («ulh.)        («ulh.) 


ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

SALARY  RANGE 

$2,638,454 
336,000 

$2,179,642 
271,894 

$2,179,642 
271,894 

590,050 
412,543 

618,336 
526,025 

$3,595,897 

462,101 
202.169 

618,336 
526.025 

$3,977,047 

$3,595,897 

462,101 
202,169 

$70,463,874 

$77,027,697 

$77,027,697 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


SUMMER  QUARTER 

Faculty   224  181  181 

TA's 56  44  44 

Total  Academic _  _  _ 

Nonaeademie    100.50  100.50  100.50 

General   assistance   66.22  89.22  89.22 

Totals,  Summer  Quarter 446.72  414.72  414.72 

Provisions  for  Allocation — Merits 
and  Promotions : 

Academic _  _  _ 

Nonaeademie    _  _  _ 

TOTALS,  BERKELEY  CAMPUS 7,651.15  7,912.85  7,912.85 

a  Subject  matter  specialty. 
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72 
73 
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75 
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77 
78 
79 
80 
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84 
85 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2     GENERAL  ADMINISTRATION 


3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
IT 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Chancellor's  Office : 

Chancellor 1 

Vice   chancellor   2 

Asst   chancellor   0.68 

Asst  vice  chancellor — business  & 

finance - 0.46 

Academic  asst  to  vice  president 0.67 

Adm  secretary  to  chancellor 0.83 

Special  asst  to  chancellor 2.40 

Special  asst   to   the   vice  chancellor  1.92 

Budget    officer    1 

Development  officer - 

Summer  differential   — 

Administrative  stipend - 

Sr  lecturer — 11  months O.OS 

Principal  clerk 3.7S 

Sr  clerk 0.45 

Clerk    0.08 

Sr  typist-clerk 2.09 

Typist-clerk     4.39 

Departmental  adm  asst  II 0.17 

Secretary     2 

Sr  stenographer 1.81 

Sr  planning  analyst  I 0.92 

Programmer   I    0.08 

Sr  administrative  analyst 1 

Administrative    analyst    1.17 

Asst  administrative  analyst 2.30 

Budget   analyst    0.92 

Asst  budget  analyst 0.08 

Sr  administrative  asst 1.14 

Administrative  asst 1.75 

Prov  for  6  months  nonacademic  merit  - 

Chancellor's  Office — Research  : 
Contracts  &  Grants : 

Asst   chancellor   — 

Principal  clerk - 

Sr  typist-clerk 0.66 

Secretary 0.67 

Administrative  analyst - 

Sr  administrative  asst 0.20 

Administrative    asst   0.64 

Prov  for  6  months  nonacademic  merit  - 

Accounting  Office  : 

Accounting  officer 1 

Principal   clerk    6.75 

Sr  clerk 20.80 

Clerk    0.95 

Sr  typist-clerk   2.71 

Secretary  - 

Sr  administrative  asst 1 

Administrative  asst 2 

Sr   accountant   2 

Accountant    8.64 

Asst  accountant 1 

Prov  for  6  months  nonacademic  merit  - 

Architect  and  Engineers : 

Principal   architect   0.98 

Building  Program  Clearing : 

Principal  clerk 2.78 

Sr  typist-clerk   0.33 

Secretary    0.83 

Sr  stenographer 2.16 

Stenographer    0.44 

Sr  architectural  draftsman 0.33 

Asst  architectural  draftsman 0.67 

Jr  architectural  draftsman 1.43 

Sr  architect  I 0.98 

Asst  campus  planner 0.69 

Project  architect 4.99 

Supvr  construction  inspector 1 

Sr  construction   inspector 0.67 

Assoc  construction   inspector 10.33 

Asst  construction   inspector 2 

Assoc  landscape  architect 1 

Sr   engineer   1 

Assoc  engineer 1.80 

Asst  engineer 1 

Asst  business  manager  III 0.02 

Asst  business  manager  II 1 

Asst  business  manager  I 1 0.08 

Prov  for  6  months  nonacademic  merit  — 


SALARY  RANGE 

1 

1 

$8,083 

$37,000 

$37,000 

2 

2 

1,846 

44,300 

44,300 

3.50 

3.50 

1,676 

70,400 

70,400 

_ 

_ 

1,500 

_ 

_ 

0.70 

0.70 

1,412 

11,860 

11,860 

1 

1 

801 

9,612 

9,612 

— 

— 

1,333 

— 

_ 

1 

1 

1,292 

15,500 

15,500 

1 

1 

1,333 

16,000 

16,000 

1 

1 

1,292 

15,500 

15,500 

- 

- 

— 

1,250 

1,250 

— 

— 

— 

10,200 

10,200 

— 

— 

882-2,040 

_ 

_ 

3 

8 

480-584 

17,880 

17,880 

1 

1 

415-505 

4,980 

4,980 

— 

_ 

367-446 

_ 

_ 

5 

5 

415-505 

26.004 

26,004 

3 

8 

367^146 

13.212 

13,212 

2 

2 

556-676 

14,736 

14,736 

2 

2 

480-584 

12,732 

12,732 

3 

3 

435-530 

16,764 

16,764 

1 

1 

710-821 

14,556 

14,556 

_ 

_ 

676-821 

_ 

— 

1 

1 

415-505 

18,860 

13,860 

o 

2 

783-950 

19,752 

19,752 

2 

2 

644-783 

16,632 

16,682 

2 

2 

783-950 

20,004 

20,004 

_ 

_ 

644-783 

_ 

_ 

3 

3 

746-905 

28,764 

28,764 

— 

— 

584-710 

— 

_ 

- 

- 

377-457 

1,400 

1,400 

0.50 

0.50 

2,167 

13.000 

18,000 

1 

1 

4S0-584 

5,760 

5,760 

_ 

_ 

415-505 

_ 

_ 

1 

1 

480-584 

6,060 

6,060 

1 

1 

783-950 

9,396 

9,396 

_ 

_ 

746-905 

- 

_ 

1 

1 

584-710 

8,520 

8,520 

- 

- 

377-457 

138 

138 

1 

1 

1,392 

16,700 

16,700 

7 

7 

480-584 

46,332 

46,332 

25 

25 

415-505 

135,204 

135,204 

_ 

_ 

867-446 

— 

— 

3 

3 

415-505 

15,180 

15,180 

1 

1 

480-584 

5,760 

5,760 

1 

1 

746-905 

10.860 

10,860 

2 

2 

584-710 

17,040 

17,040 

2 

2 

950-115 

26,748 

26.748 

4 

4 

783-950 

41,760 

41,760 

1 

1 

644-783 

9,396 

9,396 

377-457 

1,619 

1,619 

1 

1 

1,650 

19,800 

19,800 

2 

2 

480-584 

12,732 

12,732 

_ 

415-505 

— 

— 

1 

1 

480-584 

6,360 

6,360 

3 

3 

435-530 

17,484 

17,484 

_ 

405-492 

— 

— 

1 

1 

628-764 

11,400 

11,400 

821-998 

_ 

— 

1 

1 

710-821 

9,612 

9,612 

_ 

710-821 

— 

— 

_ 

_ 

821-998 

— 

— 

5 

5 

821-998 

75,300 

75,300 

1 

1 

821-998 

16,860 

16,860 

1 

1 

821-998 

14,556 

14,556 

10 

10 

821-998 

135,996 

135,996 

2 

2 

783-950 

22,800 

22,800 

1 

1 

783-950 

13,860 

13,860 

1 

1 

480-584 

16,860 

16,860 

1 

1 

480-584 

14,556 

14,556 

1 

1 

821-998 

11,124 

11,124 

1 

1 

746-905 

13,200 

13,200 

1 

1 

783-950 

11,400 

11,400 

1 

1 

614-746 

8,952 

8,952 

377-457 

160 

160 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1959-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
58 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— 

Continued 

Budget  Committee : 

Administrative   asst   

Business  Services  Office : 

Sr  typist-clerk 

Secretary    

Sr   stenographer   

Asst  business  manager  III 

Prov  for  6  months  nonacademic  merit 

Cashier  : 

Cashier's  office  manager  I 

Cashier    

Prov  for  6  months  nonacademic  merit 

Personnel  Office : 

Personnel  manager 

Personnel   officer 

Principal  clerk 

Sr  clerk 

Clerk    

Principal  typist-clerk 

Sr  typist-clerk 

Typist-clerk    

Sr  stenographer 

Administrative  asst 

Employment  officer  II 

Employment  officer  I 

Employment  representative  III 

Employment  representative  II 

Sr  personnel  analyst 

Personnel   analyst 

Asst  personnel  analyst 

Prov  for  6  months  nonacademic  merit 

Purchasing : 

Purchasing   agent   

Principal    clerk    

Sr  clerk 

Clerk    

Sr  typist-clerk 

Typist-clerk    

Sr  stenographer 

Administrative  asst 

Asst  business  manager  III 

Buyer  IV 

Buyer    III    

Buyer  II 

Buyer  I ^_- 

Prov  for  6  months  nonacademic  merit 

Inventory : 

Principal   clerk   

Sr  clerk 

Sr  typist-clerk 

Storekeeper   I    

General  Assistance 

Totals,  General  Administration 

INSTRUCTION   AND 

DEPARTMENTAL   RESEARCH 


General  Campus 

Academic : 

Director 0.75 

Head  of  Education 0.50 

Intercollegiate  athletics  director 0.25 

Dean    3.80 

Assoc  dean 4.52 

Asst  dean 1.39 

Stipend — department  chairmen — 

Summer  differential — 

Administrative  stipends - 

Professor — 9  months 62.52 

Professor — 9  months — visiting 1.38 

Professor — 9  months — acting 0.33 

Professor — 9  months — ^visiting 3 

Professor — 11  months 51.69 

Professor — 11  months — acting 0.17 

Professor — 11  months — visiting 0.72 

Professor — 10  months 3.80 

Professor — law  school  scale 3.67 

Acting  professor — law   school   scale  0.67 

Assoc  professor — 9  months 75.31 


SALARY  BANGE 

1 

- 

- 

584-710 

- 

- 

1 

1 

1 

415-505 

5,352 

5,352 

1 

1 

1 

4S0-5S4 

6.360 

6,360 

0.37 

0.50 

0.50 

4.3.O-530 

2,610 

2,610 

1 

1 

1 

746-905 

13,860 

13,860 

- 

- 

- 

377-457 

60 

60 

1 

1 

1 

644-783 

9,168 

9.168 

4.84 

5 

5 

415-505 

26,520 

26,520 

- 

- 

- 

377-457 

140 

140 

0.92 

_ 

_ 

1,125 

_ 

_ 

0.08 

1 

1 

1,400 

16,800 

16,800 

2.92 

3 

3 

480-584 

18,324 

18,324 

1.53 

1.75 

1.75 

415-505 

9,135 

9,135 

0.03 

367-446 

_ 

_ 

1 

1 

1 

480-584 

6,060 

6,060 

0.S9 

2 

2 

415-505 

10,200 

10,200 

0.83 

1 

1 

367^46 

4,632 

4,632 

1 

1 

1 

435-530 

5,220 

5,220 

1 

1 

1 

584-710 

8,520 

8,520 

0.67 

1 

1 

614-746 

13,860 

13,860 

0.25 

1 

1 

783-950 

10,860 

10,860 

1.69 

9 

9 

710-863 

17,916 

17,916 

0.68 

1 

1 

614-746 

7,368 

7,368 

1.33 

1 

1 

556-644 

12,276 

12,276 

1.52 

3 

3 

783-950 

29,652 

29,652 

1.33 

1 

1 

644-783 

8,112 

8,112 

- 

- 

377-457 

300 

300 

1 

1 

1 

1,167 

14,000 

14,000 

0.50 

1 

1 

480-584 

5,760 

5,760 

0.17 

415-505 

_ 

- 

0.25 

1 

1 

367-446 

4,404 

4,404 

3.17 

4 

4 

415-505 

20,700 

20,700 

4.36 

5 

5 

367-446 

23,520 

23,520 

1 

1 

1 

435-530 

5,904 

5,904 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

746-905 

11,400 

11,400 

1.81 

1 

1 

821-998 

13,200 

18.200 

1.58 

2 

2 

821-998 

22,932 

22,932 

4.42 

6 

6 

710-863 

55,440 

55,440 

0.97 

1 

1 

614-746 

7,368 

7,368 

- 

377-^57 

640 

640 

0.07 

480-584 

_ 

_ 

0.81 

1 

1 

415-505 

5,628 

5,628 

1 

1 

1 

415-505 

5,484 

5,484 

0.92 

1 

1 

505-614 

7,368 

7,368 

17.20 

16 

16 

95,967 
$1,574,393 

102,389 

102,389 

183.76 

202.95 

202.95 

$1,813,345 

$1,813,345 

0.75 
0.25 
0.25 
3.92 
4.83 
0.10 


0.75 
0.25 
0.25 
3.92 
4.83 
0.10 


103.13    103.13 


56.01      56.01 


8 


.8 


106.67    106.67 


SALARY  RANGE 
$1,500 
1,322 
1,142 
2,192 
1,681 
1,650 


1,283-1,900 
1,283-1,900 
1,283-1,900 
1,283-1,900 
1,500-2,192 
1,500-2,192 
1,500-2,192 
1,500-2,192 
1,650-2,333 
1,650-2,333 
1,025-1,175 


$12,075 

3,965 

3,425 

101,402 

93,932 

1,980 

28,000 

1,570 

44,850 

1,831,639 


1,231,604 

198,600 
1,387,291 


$12,075 

3,965 

3,425 

101,402 

93,932 

1,980 

28,000 

1,570 

44,850 

1,831,639 


1,231,604 

198,600 
1,387,291 
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10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTRUCTION   AND   DEPART- 
MENTAL RESEARCH— Continued 

General  Campus — Continued 

Academic — Continued 

Assoc  professor — 9  months — visiting  0.25 

Assoc  professor — 9  months — acting.  0.50 

Assoc  professor — 9  months — visiting  2 

Assoc  professor — 11  months 15.11 

Assoc   professor — 11   months — visit- 
ing      0.03 

Assoc  professor — 10  months 0.67 

Assoc  professor — law  school  scale - 

Acting   assoc  professor — law  school 

scale 1 

Asst  professor — 9  months 146.50 

Asst  professor — 9  months — acting 12.92 

Asst  professor — 11  months 11.98 

Asst  professor — 11  months — acting.  0.61 

Asst  professor — 11  months — visiting  0.16 

Asst  professor — law  school  scale - 

Assoc  instructor — 9  months 38.21 

Assoc  instructor — 9  months 12.29 

Instruction   supvr 1 

Lecturer — 9  months 52.18 

Lecturer — 9    months    1/9    monthly 

payment 8.32 

Lecturer — 9   months    with    security 

in  employment 4 

Sr  lecturer — 11  months 0.25 

Lecturer — 11  months 5.62 

Supvr  in  phys  educ — 9  months 1..50 

Assoc  supvr  in  phys  educ — 9  months  4.67 

Asst  supvr  in  phys  educ — 9  months  4 

Jr  supvr  in  phys  educ — 9  months 2 

Supvr  teacher  education 6.53 

Teaching  asst 138.49 

Researcher — 11  months — visiting 0.37 

Assoc  researcher — 11  months 0.03 

Asst  researcher — 11  months 0.51 

Asst  researcher — 9  months — extra 0.51 

Postgrad  researcher — 11  months 0.68 

Professor  of  research — in  residence  0.10 

Research  asst 3.58 

Assoc  specialist 2 

Asst  specialist 1 

Agriculturist 0.74 

Assoc  agriculturist 2 

Counseling  psychologist 0.02 

Nonacademic : 

Instructional  TV  coordinator 1 

Herdsman    2.15 

Asst  herdsman 0.60 

Principal  supt  of  cultivations 1.45 

Sr  supt  of  cultivations 1.05 

Supt  of  cultivations 1.20 

Cultivationist    2.80 

Milker    0.30 

Apiary   asst    0.10 

Sr    nurseryman    0.90 

Nurseryman    0.S5 

Orchardist  and  equipment  opr 0.05 

Poultry  plant  supt 0.50 

Poultry  plant  foreman 0.20 

Poultryman 0.30 

Principal    clerk    10.61 

Sr  clerk 5.11 

Clerk    0.96 

Principal  typist-clerk 6.52 

Sr  tvpist-clerk 38.52 

Typist-clerk     7.84 

Departmental  adm  asst  IV — 

Departmental  adm  asst  III 10.66 

Departmental  adm  asst   II 8.62 

Departmental  adm  asst  I 3.18 

Key  punch  operator  I 0.88 

Sr  computer  operator   0.98 

Statistical  clerk 0.50 

Secretary 25.64 

Sr  stenographer 19.36 


SALABY  RANGE 

- 

- 

1,025-1,175 

_ 

_ 

- 

— 

1,025-1,175 

— 

_ 

- 

- 

1,02.5-1,175 

_ 

- 

19.32 

19.32 

1,192-1,358 

293,545 

293,545 

_ 

_ 

1,192-1,358 

_ 

_ 

- 

- 

1,025-1,175 

- 

- 

1 

1 

1,392-1,558 

16,700 

16,700 

_ 

_ 

1,392-1,558 

_ 

_ 

186.98 

186.98 

808-975 

1,977,668 

1,977,668 

— 

— 

768-926 

— 

_ 

13.66 

13.66 

950-1,125 

173,018 

173,018 

0.43 

0.43 

902-1,069 

5,186 

5,186 

- 

- 

950-1,125 

- 

- 

3 

3 

1,02.5-1,275 

39,900 

39,900 

28.29 

28.29 

568-710 

215,361 

215,361 

_ 

_ 

568-710 

_ 

_ 

1 

1 

712-1,230 

12,492 

12,492 

11.56 

11.56 

763-1,737 

135,370 

135,370 

- 

- 

763-1,737 

- 

- 

3 

3 

763-1,737 

33,684 

33,684 

— 

— 

882-2,040 

— 

— 

9.26 

9.26 

882-2,040 

115,161 

115,161 

1.50 

1.50 

1,133-1,308 

21,450 

21,450 

5 

5 

972 

58,300 

58,300 

4 

4 

742-867 

40,000 

40,000 

1 

1 

658-700 

8,400 

8,400 

5.86 

5.86 

712-1,230 

76,332 

76,332 

151.10 

151.10 

360-370 

979,028 

979,028 

- 

- 

1,500-2,192 

- 

- 

— 

- 

1,192-1,358 

- 

- 

0.50 

0.50 

950-1,125 

6,000 

6,000 

- 

- 

1,078-1,300 

- 

_ 

_ 

— 

643-821 

_ 

_ 

0.10 

0.10 

1,283-1,900 

2,080 

2,080 

3.50 

3.50 

285-295 

24,480 

24,480 

- 

- 

949-1,153 

- 

- 

_ 

_ 

745-861 

— 

— 

1 

1 

1,250-2,017 

22,200 

22.200 

2 

2 

967-1,167 

28,000 

28,000 

- 

- 

644-783 

- 

- 

_ 

_ 

1,125 

_ 

_ 

2.15 

2.15 

556-676 

17,210 

17,210 

0.60 

0.60 

480-584 

4,205 

4,205 

1.45 

1.45 

783-950 

16,502 

16,502 

1.05 

1.05 

644-783 

9,843 

9,843 

1.20 

1.20 

530-644 

9,093 

9,093 

2.80 

2.80 

457-556 

17,299 

17.299 

0.30 

0.30 

457-556 

1,728 

1,728 

0.10 

0.10 

676-821 

985 

985 

0.90 

0.90 

614-746 

8,002 

8,002 

0.85 

0.85 

530-644 

6,226 

6,226 

0.05 

0.05 

505-614 

318 

318 

0.50 

0.50 

614-746 

4,224 

4,224 

0.20 

0.20 

556-676 

1,622 

1,622 

0..30 

0.30 

480-584 

2,102 

2,102 

8.08 

8.08 

480-584 

52,629 

52,629 

6.17 

6.17 

415-505 

32,358 

32,358 

1 

1 

367^46 

4,572 

4,572 

6.45 

6.45 

480-584 

42,796 

42,796 

40.40 

40.40 

415-505 

214,957 

214,957 

7 

7 

367^46 

32,784 

32,784 

0.90 

0.90 

746-905 

8,456 

8,456 

9.56 

9.56 

644-783 

81,868 

81.868 

17.68 

17.68 

556-676 

126,812 

126,812 

7 

7 

480-584 

45,036 

45,036 

0.85 

0.85 

386-446 

4,549 

4,549 

1 

1 

644-783 

7.728 

7,728 

0.42 

0.42 

415-505 

2,092 

2,092 

14.06 

14.06 

480-584 

89,682 

89,682 

17.46 

17.46 

435-530 

99,435 

99,435 
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DAVIS  CAMPUS- 

— Continued 

LiJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_l 

67-68  68-69  69-70 
(Fillid)      (Aulh.)      (Aulh.l 

1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

General  Campus — Continued 

Nonacademic — Continued 

StenoKi-apher     4.34 

Storekeeper  II 1 

Storekeeper  I 4 

Illu.strator 0.50 

Scientific   illustrator   O.GO 

Commnnications  production  asst  III  2 

Communications   production    asst   I  - 

Photographer    0.25 

Television  engineer 0.75 

Principal   television   techn 0.25 

Sr   television   technician 1 

Television    technician   0.95 

Sr  wardrobe  technician - 

Sr  scene   technician   O.SO 

Athletic  trainer 1 

Bibliographer   II   1 

Library  asst  II 0.50 

Library  asst  I 0.41 

Asst  architectural  draftsman 0.50 

Design    draftsman    1 

Sr  draftsman 0.10 

Draftsman 0.17 

Asst  engineer . 0.25 

Assoc  development  engineer 1 

Asst  development  engineer 0.25 

Jr   statistician    0.85 

Sr  administrative  asst 3.40 

Administrative    asst    14.34 

Lab  business  oflficer  II 1.33 

Lab  business  officer  I 2 

Administrative  services  ofE  II 0.25 

Administrative  services  off  I 0.17 

Administrative  services  off  I 0.75 

Staff  officer  II 

Editor  II 

Farm  maintenance  man — 

Principal  electronics  tech . 1.20 

Sr  electronics  technician 4.78 

Electronics   technician   1.50 

Sr  lab  glassblower 0.90 

Mechanical  supt  II - 

Mechanical  supt  I   1.67 

Sr  lab  mechanician 9.45 

Lab  mechanician 1.72 

Farm  equipment  opr  I 0.10 

Animal   caretaker   - 

Sr  animal  technician 0.85 

Lab  asst  IV 1.65 

Lab  asst  III 7.78 

Laboratory  asst  II 7.88 

Laboratory  helper 2.20 

Laboratory  asst  I 6.61 

Laboratory  technician  IV 8.91 

Laboratory  technician  III 4.53 

Laboratory   technician   II 11.85 

Laboratory  technician  I 3.07 

Sr  museum  scientist 1..50 

Sr  museum  preparator ._  0.50 

Prov  for  6  months  nonacademic  merit  - 

Medical  School 


Academic : 

Director 

Dean    

Assoc  dean 

Asst  dean   

Stipend — chairman  of  department 

Administrative    stipend    

Professor — 11  months 

Professor — SFT — med-elin     

Professor — SFT — med-pre-elin 

Assoc  professor — 11  months 

Assoc  professor — 11  months-clin-act 
Assoc  professor — SFT — med-elin  — 
Assoc  professor — SFT — med-pre-clin 
Asst  professor — 9  months 


SAL.-VRY  KANGE 

1.25 

1.25 

40.5-492 

6,696 

6,696 

1 

1 

584-710 

8,520 

8,520 

5 

5 

505-614 

34.812 

34,812 

0.50 

0.50 

480-5S4 

3,504 

3,504 

0.10 

0.10 

614-746 

811 

811 

2 

9 

746-905 

19,752 

19,752 

1 

1 

556-676 

6,672 

6,672 

0.25 

0.25 

584-710 

1,842 

1,842 

1 

1 

998-1,213 

12,576 

12,576 

_ 

— 

480-584 

— 

— 

1 

1 

746-905 

9,396 

9,396 

9 

2 

644-746 

15,840 

15,840 

0.75 

0.75 

614-746 

5,526 

5,526 

1 

1 

660-801 

8,736 

8,736 

1 

1 

644-783 

9.396 

9,396 

1 

1 

4S0-5S4 

6,060 

6,060 

0.50 

0.50 

480-584 

2,880 

2.880 

0.75 

0.75 

415-505 

3,735 

3,735 

_ 

_ 

821-998 

— 

— 

1 

1 

746-905 

9,852 

9,852 

0.10 

0.10 

614-746 

755 

755 

0.17 

0.17 

480-584 

979 

979 

821-998 

— 

— 

1 

1 

1,048-1.273 

13,860 

13.860 

0.25 

0.25 

435-530 

3,144 

3,144 

0.85 

0.85 

644-783 

7,002 

7,002 

3 

3 

746-905 

.30,672 

30,672 

8.65 

8.65 

584-710 

67,604 

67,604 

1.33 

1.33 

950-1,155 

16,332 

16,332 

o 

o 

783-950 

21,216 

21,216 

1 

1 

614-746 

11,976 

11,976 

0.50 

0.50 

783-950 

5,700 

5,700 

_ 

_ 

783-950 

— 

— 

1 

1 

1,155-1,405 

14,916 

14,916 

1 

1 

614-746 

7,368 

7,368 

0.10 

0.10 

571-660 

685 

685 

1.20 

1.20 

821-998 

13,960 

13,960 

5.10 

5.10 

710-863 

49,978 

49,978 

2 

2 

644-746 

16,128 

16,128 

1 

1 

746-905 

8,952 

8,952 

1 

1 

644-746 

11,976 

11,976 

1.50 

1.50 

644-746 

16,560 

16,560 

9.45 

9.45 

710-863 

91,581 

91,581 

1.25 

1.25 

676-783 

11,301 

11,301 

0.10 

0.10 

480-584 

685 

685 

0.20 

0.20 

41.5-505 

1,097 

1.097 

0.10 

0.10 

530-644 

700 

700 

1.45 

1.45 

746-905 

15,015 

15,015 

12.20 

12.20 

614-746 

100.502 

100,502 

4.92 

4.92 

50.5-614 

34,264 

34,264 

1.20 

1.20 

859-435 

6,103 

6,103 

5.60 

5.60 

43.5-530 

34,060 

34,060 

7.86 

7.86 

821-998 

92,420 

92,420 

3.77 

3.77 

746-905 

39,119 

39,119 

10.28 

10.28 

676-821 

91,649 

91,649 

2.20 

2.20 

584-710 

17,600 

17,600 

1 

1 

821-998 

11.826 

11,826 

0.75 

0.75 

505-614 

5,391 

5,391 

377^57 

5,295 

5,295 

0.41 

0.90 

0.90 

1,888 

18,342 

18.342 

2 

1.72 

1.72 

2,192 

56,936 

56.936 

1.25 

1.25 

1.25 

3,533 

33,650 

33.6.50 

0.87 

0.75 

0.75 

3,144 

28,300 

28,300 

_ 

3,500 

3,500 

_ 

_ 

_ 

_ 

15,466 

15,466 

16.24 

22.83 

22.83 

1,500-2,292 

492,180 

492,180 

6.48 

11.30 

11.30 

2,342-3,800 

391,680 

391,680 

4.43 

8.75 

8.75 

1,767-2,367 

212,550 

212,5.50 

7.08 

14.55 

14.55 

1,192-1,358 

224,990 

224,990 

0.83 

1,350-1,500 

- 

- 

2 

22.97 

22.97 

1,97.5-2,500 

616,981 

616,981 

0.50 

10.78 

10.78 

1,442-1.617 

199,362 

199,362 

0.42 

808-975 

- 

- 
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DAVIS  CAMPUS — Continued 


SALARIES  AJNTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Autli.)       (Antli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 
4 
t     Medical  School — Continued 


INSTRUCTION  AND   DEPART- 
MENTAL  RESEARCH— Continued 


6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Academic — Continued 

Asst  professor — 11  months 

Asst  professor — 11  months — acting- 

Asst  professor — SFT — med-elin 

Asst    professor — SFT — med-pre-clin 

Instructor — SFT   med-clin    

Instructor — SFT — med-clin 

Assoc  instructor — 9  months 

Assoc  instructor — 11  months 

Sr  lecturer — 11  months 

Lecturer — 11   months 

Lecturer — 11  months  with  security 

in  employment 

Researcher — SFT    

Asst  researcher — 11  months 

Prof  of — in  research — recalled 

Research  asst 

Specialist 

Assoc  specialist 

Nonacademic : 

Asst  dean — administrator,  School 

of  Medicine 

Principal  clerk 

Sr  clerk 

Clerk    

Sr  typist-clerk   

Typist-clerk    

Departmental  administrative  asst  II 
Departmental  administrative  asst  II 
Departmental  administrative  asst  I 

Secretary       

Sr  stenographer 

Stenographer      

Principal   photographer 

Sr  administrative  asst 

Administrative    asst    

Lab  business   officer   II 

Lab  business  officer  I 

Administrative  services  officer  II 

Asst    to    dean    (director    or    chair- 
man)   I   

Administrative  services  officer 

Staff  officer  II 

Writer   IV    

Buyer  II 

Sr  electronics  technician 

Sr  animal  technician 

Veterinarian — lab    animal    medicine 

Laboratory  asst  III 

Laboratory  asst  II 

Laboratory    helper    

Laboratory  asst  I 

Laboratory  technician  IV 

Laboratory  technician  III 

Laboratory   technician   II    

Laboratory   technician   I 

Prov  for  6  months  nonacademic  merit 
General  assistance 

Totals,   Instruction   and   Departmental 


SUMMER  SESSION 

Director      

Director — acting      

Administrative  stipend 

General   assistance   

Totals,  Summer  Session 14.27 


SALAKY  RANGE 

13.28 

27.70 

27.70 

950-1,125 

349,650 

349,650 

0.83 

_ 

_ 

902-1,069 

_ 

— 

5.56 

9.74 

9.74 

1,617-2,108 

224,878 

224,878 

3.38 

6.86 

6.86 

1,142-1,367 

101,938 

101,938 

0.67 

2 

2 

1,358-1,542 

36,250 

36,250 

0.15 

- 

- 

1,358-1,542 

— 

- 

0.31 

— 

— 

568-710 

_ 

— 

7.12 

2 

2 

659-821 

18,312 

18,312 

0.30 

0.30 

0.30 

882-2,040 

5,159 

5,159 

2.67 

1.35 

1.35 

882-2,040 

15,647 

15,647 

1 

1 

1 

882-2,040 

13,836 

13,836 

0.03 

— 

— 

2,342-3,800 

_ 

_ 

0.32 

- 

_ 

950-1,125 

_ 

_ 

0.03 

0.10 

0.10 

1,283-1,900 

1,630 

1,630 

0.50 

0.50 

0.50 

285-295 

3,540 

3,540 

1.68 

0.40 

0.40 

1,248-1,547 

7,426 

7,426 

0.85 

~- 

— 

949-1,153 

- 

- 

0.49 

1 

1 

1,406 

16,880 

16,880 

3.31 

2.50 

2.50 

480-584 

15,000 

15,000 

3.46 

4 

4 

41.5-505 

20,640 

20,640 

0.45 

— 

— 

367-^46 

_ 

„ 

7.89 

13.15 

13.15 

415-505 

72,093 

72,093 

2.44 

2 

2 

367-^6 

9,036 

9,036 

0.02 

1.67 

1.67 

644-783 

14,387 

14,387 

1.50 

4 

4 

556-676 

27,900 

27,900 

1.90 

2.67 

2.67 

480-584 

17,046 

17,046 

7.85 

10.67 

10.67 

480-584 

65,299 

65,299 

7.90 

13 

13 

435-530 

72,720 

72,720 

1.08 

1 

1 

405^92 

5,100    . 

5,100 

0.42 

— 

— 

821-998 

_ 

_ 

1 

1 

1 

746-905 

9,396 

9,396 

4.67 

4.50 

4.50 

584-710 

34,272 

34,272 

— 

1 

1 

950-1,155 

11,400 

11,400 

2 

2 

2 

783-950 

22,260 

22,260 

0.25 

1 

1 

950-1,155 

13,860 

13,860 

0.15 

_ 

_ 

783-950 

_ 

_ 

0.75 

_ 

_ 

783-950 

_ 

_ 

0.02 

1 

1 

1,155-1,405 

16,044 

16,044 

0.03 

— 

— 

614-746 

— 

_ 

_ 

1 

1 

710-863 

8,520 

8,520 

1.25 

2 

2 

710-863 

18,372 

18,372 

2.92 

2 

2 

530-644 

15,456 

15,456 

— 

1 

1 

1,048-1,273 

12,576 

12,576 

2 

2 

2 

614-746 

17,904 

17,904 

1.08 

2 

2 

505-614 

13,728 

13,728 

1.94 

1 

1 

359-435 

4,524 

4,524 

2.04 

2 

2 

435-530 

10,572 

10,572 

20.29 

14.15 

14.15 

821-998 

163,355 

163,355 

5.33 

4.80 

4.80 

746-905 

49,464 

49.464 

20.34 

20.10 

20.10 

676-821 

175,644 

175,644 

7.15 

6.25 

6.25 

58^710 

45,690 

45,690 

— 

— 

— 

377-457 

2,560 

2,560 

270.72 

184.40 

184.40 

921,687 
$12,934,266 

1,123,573 
$16,392,252 

1,123,573 

1,437.82  1,460.24  1,460.24 

$16,392,252 

0.11 

0.15 

0.15 

$1,833 

$3,300 

$3,300 

0.15 

- 

- 

1,456 

— 

- 

— 

— 

— 

— 

1,500 

1,500 

14.01 

18 

18 

91,307 

115,317 

115,317 

18.15      18.15 


$96,324 


$120,117 


$120,117 
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DAVIS  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

ACTUAL 

ESTIMATED 

PROPOSED 

67-68 
(Filled) 

68-69 
(A.lll.l 

69-70 

(ADlh.) 

1967-68 

1968-69 

1969-70 

SALARY  RANGE 

1 

- 

- 

1,558 

— 

- 

- 

- 

- 

_ 

$1,500 

$1..500 

3 

4 

4 

$41.5-505 

21,696 

21,696 

0.75 

— 

— 

415-505 

— 

— 

O.Rl 

1 

1 

367-^46 

4,632 

4,632 

0.90 

1 

1 

480-584 

6,060 

6,060 

0.50 

1 

1 

435-530 

6,204 

6,204 

0.40 

1 

1 

480-584 

5,760 

5,760 

1 

1 

1 

628 

7,536 

7.536 

1 

1 

1 

469-571 

6,516 

6.516 

1 

1 

1 

950-1.100 

13,200 

13,200 

7.78 

13 

13 

415-505 

69,216 

69.216 

1.50 

2 

2 

614-746 

16.320 

16,320 

2.50 

2 

2 

530-644 

14,736 

14,736 

2.79 

5 

5 

480-584 

30,444 

30,444 

1 

1 

1 

614-746 

8,952 

8,952 

0.08 

2 

2 

359-435 

9,048 

9,048 

0.96 

1 

1 

435-530 

6,060 

6.060 

0.17 

2 

2 

676-821 

17,688 

17,688 

_ 

_ 

377-457 

620 

620 

23.28 

22.75 

22.75              119,920 

115,044 

115,044 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TEACHING    HOSPITALS 

Hospital    administrator    

Administrative   stipend    

Sr  clerk 

Sr  t.vpist-clerk 

Typist-clerk    

Secretary    

Senior  stenographer  

Medical  record  technician 

Sr  X-ray  technician 

X-ray  technician 

Pharmacist 

Animal   caretaker   

Principal  animal  technician 

Sr  animal   technician 

Animal    technician    

Laboratory   assistant  III 

Laboratory    helper    

Laboratory  Assistant  I 

Laboratory  technician  II 

Prov  for  6  months  nonacademic  merit 
General   assistance   

Totals,  Teaching  Hospital 


ORGANIZED  ACTIVITIES 

Electron  Microscope  Lab : 

Specialist    

Laboratory  technician  IV 

University  Arboretum : 

Sr  nurseryman 

Nurseryman    

Groundsman 

Sr   museum   scientist   

Prov  for  6  months  nonacademic  merit 

Dramatic  Art  Productions : 

Sr  wardrobe  technician 

Prod  supervisor — theater  arts 

General   assistance   

Totals,    Organized    Activities 

ORGANIZED   RESEARCH 


50.42      61.75      61.75 


$295,700 


$361,232 


4.99      15 


15 


General  Campus 

Academic : 

Director 1.70  1.70  1.70 

Dean    0.65  0.65  0.65 

Assoc  dean 0.10  0.10  0.10 

Asst  dean   0.40  0.40  0.40 

Summer   differential    _  _  _ 

Administrative  stipend _  _  _ 

Professor— 11    months    -  0.33  0.38 

Asst  professor- — 9  months 0.17  —  — 

Lecturer— 11   months   0.08  0.05  0.05 

Researcher — agricultural  experiment 

station    116.60  119.27  119.27 

Assoc  researcher — agricultural 

experiment  station   53.04  54.55  54.55 

Asst  researcher — agricultural 

experiment  station 42.23  40.10  40.10 

Asst  researcher — accounting — 

agricultural  experiment  station  0.81  0.57  0.57 

Researcher — 11   months   111 

Researcher— 9  months— state 0.50  0.50  0.50 

Asst  researcher — 11  months 111 

Asst     researcher — 9     months — state  2.50  3  3 

Asst     researcher — 9     months — extra  0.33  -  - 

Postgraduate  researcher — 11  months  0.82  -  - 

Research    asst    39.58  47.50  47.50 

Specialist     16.73  18.45  18.45 

Assoc  specialist 12.48  15.85  15.85 

Asst  specialist   3  3  3 

Jr  specialist -  15.53  15.53 

University   extension   specialist 0.50  0.50  0.50 

Librarian  III 111 

Librarian    II    -  1  1 

Librarian  I 1              - T_„ 

Curator    0.50  0.50  0.50 


$49,747 


$2,192 
2,192 
1,833 
1,650 


1,500-2,192 

808-975 
882-2,040 

1,500-2,192 

1,192-1,358 

950-1,125 

950-1,125 

1,500-2.192 

1,283-1,900 

950-1,125 

808-975 

1,078-1,300 

643-821 

285-295 

1,243-1,547 

949-1,153 

745-861 

627-675 

1,308 

781-949 

659-841 

597-659 

1,425 


$120,023 


$38,610 
17.095 
2.200 
7,920 
960 
6,900 
8,679 

600 

2,581,433 
831,913 
509,435 

6,874 
19.800 

8.550 
11.400 
33,750 


329,040 

304,881 

199,001 

30,264 

116,848 

7,850 

10,848 

7,908 

8,550 


$361,232 


- 

1 
1 

1 
1 

$1,243-1.547 
821-998 

$18,564 
11,124 

$18,564 
11,124 

1 

1 
o 

0..50 
1 

1 

0.50 

1 

614-746 
530-644 
457-556 

821-998 
377-457 

8,952 
13,044 

2.742 

li;976 

300 

8,952 
13,044 

2,742 

11,976 

300 

0.50 
0.67 
2.82 

0.50 

1 

7 

0.50 

1 
7 

614-746 

746-905 

28,406 

3,864 

9,852 

39,605 

3,864 

9,852 

39,605 

$120,023 


$38,610 
17.095 
2,200 
7,920 
960 
6,900 
8,679 

600 

2,581,433 

831,913 

509,435 

6,874 
19,800 

8.550 
11,400 
33.750 


329,040 

304,881 

199,001 

30,264 

116,848 

7,850 

10,848 

7,908 
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67-68  68-69  69-70 
(Filled)       (Aoth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


•2. 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
60 
51 
52 
53 
54 
65 
56 
57 
58 
59 
60 
«1 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
•80 
81 
S2 
83 
84 
85 
86 


ORGANIZED   RESEARCH— 
Continued 

General  Campus — Continued 

Nonacademic :  SALARY  RANGE 

Herdsman    3.85  3.85  3.S5  556-676 

Asst  herdsman 2.40  2.40  2.40  480-584 

Principal  supt  of  cultivations 6.55  6.55  6.55  783-950 

Sr  snpt  of  cultivations 4.87  4.95  4.95  644^783 

Supt  of  cultivations 5.71  5.S0  5.S0  530-644 

Cultivationist    14.08  13.20  13.20  457-556 

Creamery  supt 111  644-7S3 

Milker    1.66  0.70  0.70  457-556 

Apiary    asst    0.90  0.90  0.90  676-821 

Sr  nurseryman 2.10  3.10  3.10  614-746 

Nurservman    3.12  4.15  4.15  530-644 

Orchardist  &  equipment  opr 1.95  1.95  1.95  505-614 

Poultry  plant  supt 0.75  l.oO  1.50  614-746 

Poultry   plant   foreman   0.80  0.80  0.80  556-676 

Poultrvman 4.67  8.20  8.20  480-584 

Principal  clerk 4.54  3.42  3.42  480-584 

Sr  clerk 3.62  4.83  4.83  415-505 

Principal  tvpist-clerk   2.30  4.55  4.55  480-584 

Sr  tvpist-clerk 4.44  9.60  9.60  415-505 

Typist-clerk -  1  1  367-446 

Departmental  adm  asst  IV -  3.10  3.10  746-905 

Departmental   adm  asst  III 0.93  5.44  5.44  644-783 

Departmental  adm  asst  II 1.43  7.32  7.32  556-676 

Key  punch  operator  III 111  492-599 

Key  punch  operator  II -  2  2  425-517 

Key  punch  operator  I -  1  1  386-446 

Computer  operations  supvr  I 0.S3  1  1  821-998 

Sr  computer  operator 0.17  -  -  644-783 

Computer  operator   —  1  1  556-676 

Statistical    clerk    1.51  0.58  0.58  415-505 

Secretary    9.06  11.44  11.44  480-584 

Sr   stenocrrapher    11.48  14.86  14.86  43.5-530 

Stenosrapher    0.75  0.75  0.75  40.5^92 

Illustrator 0.50  0.50  0.50  480-584 

Scientific    illustrator    0.90  0.90  0.90  614-746 

Photosrapher   0.65  0.75  0.75  584-710 

Sr    draftsman    1.27  1.90  1.90  614-746 

Draftsman    0.66  0.83  0.83  480-584 

Asst  development  engineer 2.21  1.75  1.75  435-530 

Jr  statistician   0.15  1.15  1.15  644-783 

Projrrammer  IV 111  644-783 

Programmer   III   -  1  1  644-783 

Programmer  II 0.84  4  4  821-998 

Programmer  I   -  2.50  2..50  676-821 

Administrative   asst   4.31  5.85  5.85  584-710 

Laboratory  business  officer  II 0.50  0.50  0.50  676-821 

Administrative  services  off  I -  0.50  0.50  783-9.50 

Maintenance  man   111  571-660 

Farm   maintenance  man -  0.90  0.90  571-660 

Principal  electronics  techn 0.80  1.80  1.80  821-998 

Sr   electronics    techn    1.90  0.90  0.90  710-863 

Principal  laboratorv  mech 2.50  2.50  2.50  783-950 

Sr   laboratory    mechanician    8..S9  8.55  8.55  710-863 

Laboratory   mechanician 3.58  3.75  3.75  676-783 

Farm  equipment  operator  I 0.90  0.90  0.90  480-584 

Anim.al    caretaker -  0.80  0.80  41.5-505 

Sr  animal  technician 0.90  1.90  1.90  530-644 

Laboratory  asst  TV 2.35  3.55  3.55  746-905 

Laboratory  asst  III 4.30  5.R0  5.80  61'l-746 

Laboratory  asst  II 5.61  5.58  5..58  505-614 

Laboratorv  helper 2.80  2.80  2.80  359-435 

Laboratory   asst  I   6.51  7.40  7.40  435-.530 

Laboratorv  technician  IV 45.22  57.64  .57.64  821-998 

Laboratory  technician  III 15.32  16.06  16.06  746-905 

Laboratorv  technician  II 72.59  91.22  91.22  676-821 

Laboratory  technician  I 13.24  13.80  13.80  584-710 

Sr  museum  scientist   0.50  1  1  821-998 

Prov  for  6  months  nonacademic  merit  _  _  _  377—457 

IVIedical  School 


Academic : 

Dean    

_ 

0.28 

0.28 

2,192 

Researcher — agricultural  experiment 

station 

13.40 

9.02 

9.02 

1,500-2,192 

Assoc  researcher — agricultural 

experiment   station    

5.41 

4.45 

4.45 

1,192-1,358 

Asst  researcher — agricultural 

experiment  station 

3.66 

0.50 

0.50 

950-1,125 

Assoc  specialist 

- 

0.75 

0.75 

949-1,153 

30,694 
16,819 
74  422 
46!305 
44,642 
82,565 

9,396 

4,032 

8,867 
27,589 
31,045 
13.410 
12,840 

6,490 
57.466 
21,801 
27,102 
30.128 
50,261 

4,632 
29,128 
47,588 
63,032 

7,188 
10.200 

4,632 
10,356 

6,672 

2,888 

73,146 

86,195 

4,428 

3,504 

7,301 

5.526 

14,341 

4,781 

22,008 

9,462 

16,452 

11,976 

40,164 

20,700 

45,994 

6,600 

5,700 

7,920 

6,167 

20,552 

9,320 

28,500 

87,687 

35,235 

6,167 

4,387 

12,667 

37,821 

48,322 

38,486 

13,745 

43,340 

667,540 

171,447 

825,829 

107,752 

11,826 

2,931 


7,364 

194,090 

68,310 

6,550 
10,377 


30,694 
16,819 
74,422 
46,305 
44,642 
82,565 

9,396 

4,032 

8.867 
27,589 
31,045 
13,410 
12,840 

6,490 
57,466 
21,801 
27,102 
30,128 
50.261 

4,632 
29,128 
47,583 
53,032 

7,188 
10,200 

4,632 
10,356 

6,672 

2,888 

73,146 

86,195 

4,428 

3.504 

7,301 

5,526 

14,341 

4,781 

22,008 

9,462 

16,452 

11,976 

40,164 

20,700 

45,994 

6.600 

5,700 

7.920 

6,167 

20,552 

9,320 

28,500 

87.687 

35,235 

6,167 

4,387 

12.667 

37,821 

48.322 

38,486 

13,745 

43,340 

667,540 

171,447 

825,829 

107,752 

11,826 

2,931 


7,364 

194,090 

68,310 

6,550 
10,377 
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NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ORGANIZED    RESEARCH— 

Continued 

Medical  Scfiool — Continued 

Nonacademic : 

Sr  typist-clerk - 

Departmental  adm  asst  III - 

Departmental  adm  asst  I - 

Secretary     - 

Laboratory   asst  I   - 

Laboratory  technician  IV - 

Laboratory  technician  III - 

Laboratory  technician  II — 

Laboratory  technician  I - 

Prov  for  6  months  nonacademic  merit  - 

General   assistance   76.04 

Totals,    Organized    Research    693.10 

LIBRARIES 

Library — General : 

University  librarian 1 

Assoc  university  librarian 1 

Asst  university  librarian 2 

Librarian  V 1 

Librarian  IV 6.83 

Librarian  III 12.90 

Librarian  II 10.81 

Librarian  I 6.04 

Principal  clerk 1.83 

Sr  clerk 1.58 

Clerk    0.85 

Sr  typist-clerk 0.52 

Sr  stenographer 0.40 

Stenographer    0.57 

Library  asst  III 7.53 

Library  asst  II 16.15 

Library  asst  I 52.12 

Programmer  II 0.17 

Programmer  I 0.58 

Administrative  asst -.  1.83 

Prov  for  6  months  nonacademic  merit  - 

Law  Library — Acquisition  and 
Processing : 

Summer  differential — 

Librarian  V 0.50 

Librarian  III 0.08 

Librarian  II 1.58 

Librarian  I 0.38 

Law   librarian    0.25 

Sr  typist-clerk 0.33 

Typist-clerk    0.67 

Library  asst  II 1.04 

Library  asst  I . 1.50 

Asst  administrative  analyst 0.50 

Prov  for  6  months  nonacademic  merit  — 

Law  Library — Reference  and  Circula- 
tion : 

Summer   differential   — 

Librarian  V 0.50 

Librarian  II 1 

Librarian  I 0.88 

Law  librarian 0.25 

Library  asst  II - 

Library  asst  I 1.33 

Asst  administrative  analyst .__  0.50 

Prov  for  6  months  nonacademic  merit  - 

Health  Scienres  Library : 

Librarian   TV 0.17 

Librarian  III 2.48 

Libi-nrian  TT — 

Librarian  T     1.31 

Biomedical  librarian  I 1 

Sr  clerk 0.40 

Clerk   


SALARY  RANGE 

0.10 

0.10 

415-505 

576 

576 

0.33 

0.33 

644-783 

2,677 

2,677 

0.33 

0.33 

480-584 

2,202 

2,202 

0.33 

0.33 

480-584 

1,901 

1,901 

1 

1 

435-530 

5,628 

5,628 

6.85 

6.85 

821-998 

81,277 

81,277 

0.20 

0.20 

746-905 

2,172 

2,172 

7.90 

7.90 

676-821 

70,908 

70,908 

1.75 

1.75 

584-710 

14,022 

14,022 

377-457 

92 

92 

70.35 

70.35 

1,033,940 
?8,665,439 

447,404 
$9,354,968 

447,404 

13.61 

813.61 

$9,354,968 

1 

1 

$1,792 

$21,500 

$21,500 

1 

1 

1,367-1,661 

16,404 

16,404 

2 

2 

1,243-1,510 

29,832 

29,832 

2 

2 

1,046-1,328 

27,000 

27,000 

5 

5 

904-1,097 

59,544 

59,544 

15 

15 

781-949 

159,168 

159,168 

13.50 

13.50 

659-841 

122,877 

122,877 

5 

5 

597-659 

39,348 

39,348 

2 

2 

480-584 

11,820 

11,820 

4 

4 

41.5-505 

20,160 

20,160 

4.25 

4.25 

367-446 

19,059 

19.059 

0.50 

0.50 

41.5-505 

2,610 

2,610 

1 

1 

43.5-530 

5,352 

5,352 

405-^92 

_ 

— 

9 

9 

556-676 

68,616 

68,616 

19 

19 

480-584 

121,656 

121,656 

61 

61 

415-505 

321,528 

321,528 

1 

1 

821-998 

9,852 

9,852 

676-821 

_ 

— 

2 

2 

584-710 

16,440 

16,440 

377-457 

6,386 

6,386 

825 

825 

1 

1 

1,046-1,328 

13,836 

13,836 

781-949 

— 

— 

1.50 

1.50 

659-841 

13,026 

13,026 

1 

1 

597-659 

7,524 

7,524 

0.25 

0.25 

1,650-2,333 

6,174 

6,174 

1 

1 

415-505 

4,980 

4,980 

367-446 

— 

— 

1.50 

1.50 

480-584 

9,888 

9,888 

1.50 

1.50 

415-505 

7,470 

7,470 

0.50 

0.50 

644-783 

4,152 

4,152 

377-457 

250 

250 

825 

825 

1 

1 

1,046-1.328 

13,836 

13.836 

1 

1 

659-841 

8..520 

8.520 

1 

J 

597-659 

7,524 

7,524 

0.25 

0.25 

1,650-2,333 

6,174 

6,174 

1 

1 

480-584 

5,760 

5,760 

1.50 

1.50 

415-505 

7,470 

7.470 

0.50 

0.50 

644-783 

4,152 

4,152 

377-457 

358 

358 

904-1,097 

_ 

_ 

3 

3 

781-949 

31,548 

31.548 

0.50 

0.50 

659-841 

4.152 

4,152 

1 

1 

597-659 

7,908 

7,908 

1 

1 

1,046-1,328 

12,552 

12,552 

0.50 

0.50 

41.5-505 

2,490 

2,490 

0.50 

0.50 

367-446 

2,316 

2,316 
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14 
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16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
58 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
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LIBRARIES — Continued 

Health  Sciences  Library — Continued 

Sr  typist-clerk 0.47  0.50  0.50 

Library  asst  II 0.02 

Library  asst  I 8.35  9.50  9.50 

Prov  for  6  months  nonacademic  merit  _  _  _ 

General   assistance   58.56  46.25  46.25 

Totals,   Libraries 209.76     225.50     225.50 

UNIVERSITY  EXTENSION 

Instruction — Professional : 

University  extension  specialist 

Assoc  university  extension  specialist 

Asst  university  extension  specialist 

Jr  university  extension  specialist 

Sr  typist-clerii 

Sr   stenographer    

Administrative  asst 

Prov  for  0  months  nonacademic  merit 
Instruction — Cultural : 

Asst  university  extension  specialist 

Sr  typist-clerk 

Secretary    

Prov  for  6  months  nonacademic  merit 
Instruction  Citizen  Resp  : 

University  extension  specialist 

Asst  university  extension  specialist 

Sr  typist-clerk 

Prov  for  6  mouths  nonacademic  merit 
Instruction — Urban  Extension : 

University  extension  specialist 

Asst  university  extension  specialist 

Sr  typist-clerk 

Director  Davis : 

Director,   university  extension 

Principal  clerk 

Sr  clerk 

Administrative  asst 

Prov  for  6  months  nonacademic  merit 
Fee  and  Information  Office : 

Sr  clerk 

Sr  typist-clerk 

Prov  for  6  months  nonacademic  merit 
Program  Promotion : 

Principal  clerk 

Sr  typist-clerk 

Typist-clerk    

Editor  II 

Editor  I 

General  assistance 

Totals,  University  Extension 

CAIVIPUS  PUBLIC  SERVICE 

Agronomy  Foundation  Seed  Produc- 
tion : 

Sr  supt  of  cultivations 

Supt  of  cultivations 

Official  Advance  Registry  Tests  : 

Sr  stenographer 

Viticulture  Foundation  Plant  Mate- 
rials Production : 

Supt  of  cultivations 

Nurseryman    

Sr  typist-clerk 

Prov  for  6  months  nonacademic  merit 
Serology  Laboratory : 

Sr  typist-clerk 

Laboratory  technician  II 


415-505 

2,610 

2,610 

480-584 

— 

— 

415-505 

49,974 

49,974 

377-457 

240 

240 

245,236 

228,698 
$1,544,384 

228,698 

$1,317,850 

$1,544,384 

0.13 

0.25 

0.25 

$1,308-1,917 

$3,925 

$3,925 

- 

0.50 

0.50 

1,008-1,217 

6,850 

6,850 

0.75 

0.75 

0.75 

783-950 

7,500 

7,500 

0.27 

2 

2 

677-783 

16,600 

16,600 

0.38 

1.25 

1.25 

415-505 

6,603 

6,603 

_ 

1 

1 

435-530 

5,220 

5,220 

0.50 

_ 

_ 

584-710 

— 

— 

- 

- 

377^57 

180 

180 

0.15 

0.15 

0.15 

783-950 

1,500 

1,500 

0.25 

0.25 

415-505 

1,245 

1,245 

1 

1 

1 

4S0-584 

6,360 

6,360 

377^57 

30 

30 

_ 

0.25 

0.25 

1,308-1,917 

3,925 

3,925 

_ 

0.10 

0.10 

783-950 

1,000 

1,000 

_ 

0.50 

0.50 

415-505 

2,616 

2,616 

- 

377-457 

30, 

30 

0.25 

_ 

_ 

1,308-1,917 

— 

— 

0.10 

_ 

_ 

783-950 

— 

— 

0.25 

- 

- 

415-505 

— 

— 

1 

1 

1 

1,567 

18,800 

18,800 

1 

1 

1 

480-584 

6,360 

6,360 

1 

2 

2 

415-505 

10,464 

10,464 

0.09 

1 

1 

584-710 

7,008 

7,008 

377-457 

120 

120 

0.50 

1 

1 

415-505 

5,220 

5,220 

2 

3 

3 

415-505 

15,948 

15,948 

377-457 

SALAKT  RANGE 

440 

440 

0.36 

_ 

_ 

480-584 

- 

- 

1.25 

2 

2 

415-505 

10,320 

10,320 

0.42 

367-446 

— 

— 

0.28 



_ 

614-746 

— 

— 

0.83 

1 

1 

556-676 

7,368 

7,368 

23.43 

19.55 

19.55 

187,703 

161,071 

161,071 

35.44   39.55   39.55 


$273,493 


$306,703 


$306,703 


0.08 
0.92 

1 

1 

$644-783 
530-644 

$8,786 

$8,736 

0.50 

0.50 

0.50 

435-580 

3,180 

3,180 

1 
1 
0.50 

1 
1 
0.50 

1 
1 
0.50 

530-644 
530-644 
415-505 
377-457 

7,728 

7,728 

2,490 

60 

7,728 

7,728 

2,490 

60 

1 
1 

1 
1 

1 
1 

415-505 
676-821 

6,060 
9,852 

6,060 
9,852 
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DAVIS   CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CAMPUS   PUBLIC  SERVICE— 
Continued 

Arts  and  Lectures : 

Sr  clerk 

Administrative  asst 

Prov  for  6  months  nonacademic  merit 

Conference  Administration : 

Principal    clerk    

Sr  clerk 

Sr  typist-clerk 

Sr  administrative  asst 

General  assistance 

Totals,  Campus  Public  Service 13.50 


MAINTENANCE  AND 

OPERATION  OF  PLANT 

Buildings  and  Grounds 
Administration  : 

Special  asst  to  chancellor 0.50 

Administrator  of  physical  plant 0.50 

Principal    clerk    2.78 

Sr  clerk 0.S2 

Clerk    0.42 

Sr  typist-clerk 2.39 

Typist-clerk    0.83 

Key  punch  operator  II 2.77 

Key  punch  operator  I 0.17 

Secretary     0.58 

Sr  stenographer 2.54 

Administrative  analyst 0.42 

Sr  administrative  asst 0.69 

Administrative  asst 2.08 

Asst  business  manager  II 0.49 

General  steamfitter  foreman 1 

Laborer  foreman 1.29 

Supt  of  grounds  and  buildings 0.67 

Inspector-planner-estimator 1 

Material  planner 1 

Prov  for  6  months  nonacademic  merit  - 

Building  Maintenance : 

Laborer    1 

Supt  of  grounds  and  buildings - 

Sr  maintenance  man 1 

Inspector-planner-estimator 0.75 

Asst  inspector-planner-estimator — 

Apprentice  steam  opr  engineer 1 

Pool  attendant 7.29 

Fire  Department : 

Asst  supt  of  General  Services 2 

Fire  chief 3.33 

Fireman    3.08 

Grounds  Maintenance : 

Nurseryman    1.17 

Supt  of  grounds 1 

Supvng  groundsman  I 1 

Grounds  foreman 2.08 

Groundsman   41.34 

Sr  maintenance  man 1 

Maintenance  man    0.25 

Automotive  mechanic 1 

Parking  asst - 

Prov  for  6  months  nonacademic  merit  - 

Janitorial  Service  : 

Custodian/matron   81.16 

Custodian  supervisor  II 1 

Custodian  supervisor  I 2 

Custodian  foreman  II 3.06 

Custodian  foreman  I 10.67 

Cook-housekeeper     1 

Supt  of  grounds  and  buildings 1 

Prov  for  6  months  nonacademic  merit  — 

Plant  Service : 

Storekeeper  I 1.42 

Custodian/matron   0.02 

Jr  architectural  draftsman 0.33 

Sr  draftsman 1.99 

Draftsman    0.50 


SALARY  HANGE 

- 

0.50 

0.50 

41.5-505 

2,490 

2,490 

1 

1 

1 

5S4-710 

8,520 

8,520 

- 

- 

- 

377-457 

70 

70 

0.75 

_ 

_ 

4S0-584 

_ 

_ 

1 

1 

1 

415-505 

5,628 

5,628 

0.25 

- 

- 

415-505 

1 

1 

1 

746-905 

10,860 

10,860 

3.50 

5.75 

5.75 

23,150 

37,150 

37,150 

15.25      15.25 


$94,082 


$110,552 


$110,552 


0.50 

0.50 

$1,533 

$9,200 

$9,200 

0.50 

0.50 

1,533 

9,200 

9.200 

2 

2 

480-584 

12,432 

12,432 

0.50 

0.50 

41.5-505 

2,490 

2,490 

367^46 

_ 

_ 

3 

3 

41.5-505 

15,804 

15,804 

2 

2 

367-446 

8,808 

8,808 

2 

2 

425-517 

10,920 

10.920 

1 

1 

386-446 

4,632 

4,632 

_ 

480-584 

_ 

— 

2 

2 

43.5-530 

11,664 

11,664 

783-950 

_ 

_ 

_ 

_ 

746-905 

_ 

- 

3 

3 

584-710 

22,104 

22,104 

1 

1 

783-950 

10,104 

10,104 

1 

1 

614-746 

16,860 

16,860 

1 

1 

614-746 

14,556 

14,556 

1 

1 

644-783 

10,356 

10,356 

1 

1 

764-884 

9,612 

9,612 

1 

1 

644-746 

8,304 

8,304 

- 

377-^57 

1,112 

1,112 

1 

1 

457-556 

14,556 

14,556 

1 

1 

644-783 

10,860 

10,860 

1 

1 

692-801 

9,168 

9,168 

1 

1 

764^884 

9,612 

9,612 

1 

1 

628-728 

8,736 

8,736 

1 

1 

692-801 

9,168 

9,168 

6 

6 

692-801 

47,904 

47,904 

2 

2 

660-801 

23,952 

23.952 

4 

4 

821-998 

40,668 

40,668 

3 

3 

644-783 

24,744 

24,744 

1 

1 

530-644 

7,728 

7,728 

1 

1 

644-783 

12,576 

12,576 

1 

1 

614-746 

8,952 

8,952 

3 

3 

530-644 

22,464 

22,464 

41 

41 

457-556 

261,984 

261,984 

1 

1 

692-801 

9,612 

9,612 

1 

1 

571-660 

7,188 

7,188 

1 

1 

644^746 

8,952 

8,952 

1 

1 

359-435 

6,360 

6,360 

377-457 

418 

418 

82 

82 

435-530 

491,376 

491,376 

1 

1 

710-863 

9,168 

9.168 

1 

1 

614-746 

7,920 

7,920 

4 

4 

556-676 

28.440 

28,440 

11 

11 

480-584 

73,740 

73,740 

1 

1 

41.5-505 

6,060 

6,060 

1 

1 

644-783 

11,976 

11,976 

377-457 

120 

120 

2 

2 

505-614 

13,428 

13,428 

43.5-530 

— 

— 

_ 

_ 

710-821 

- 

- 

2 

2 

614-746 

15,264 

15,264 

1 

1 

480-584 

6,360 

6,360 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MAINTENANCE  AND  OPERATION 
OF  PLANT— Continued 

Plant  Service — Continued 

Asst  electrician  foreman 1  1 

Electrician   foreman    1  1 

Electrician    9.51  10 

Carpenter  foreman 2  2 

Carpenter    5.28  6 

Asst  carpenter  foreman 1  1 

Sheetmetal  worker  foreman 1  1 

Sheetmetal   worker   4.96  5 

Painter   foreman    1  1 

Asst  painter 1  1 

Painter      7.27  8 

Plumber    foreman    1  1 

Plumber       4  4 

Steamfitter   foreman 1  1 

Steamfitter-welder     6.67  7 

Asst  steamfitter  foreman 1  1 

Laborer     4.41  6 

Sr  supt  of  grounds  and  buildings 1  1 

Supt  of  grounds  and  buildings 2  2 

Craft  foreman    2.83  3 

Sr  maintenance  man 20.88  25 

Maintenance  man 4.06  4 

Craft  helper 1.89  2 

Inspector-planner-estimator     2.30  2 

Asst   inspector-planner-estimator 1.02  2 

Refrigeration  foreman   1  1 

Refrigeration   mechanic   5.95  5 

Automotive  equipt  opr  II 1  1 

Automotive  equipt  opr  I 1.92  2 

Principal  laboratory  mech 1  1 

Laboratory    mechanician    2.59  2 

Laboratory  mechanician  helper 0.92  - 

Police : 

Sr   typist-clerk    0.99  1 

Chief  of  police   1  1 

Police  lieutenant 1  1 

Police   sergeant   2.36  4 

Police  officer 15.18  19 

Refuse  Disposal : 

Laborer     2.92  5 

Chief  sewage  plant  operator 1  1 

Asst  chief  sewage  plant  operator 1  1 

Sewage  plant  operator 4  4 

Automotive   equipt   operator   II 6  6 

Farm  equipt  operator  II 1  1 

Prov  for  6  months  nonacademic  merit  -  - 

Steam  : 

Chief  steam  opr  engineer 1  1 

Asst  chief  steam  opr  engineer 1  1 

Steam  operations  engineer 12.77  14 

Utilities : 

Sr  supt  of  grounds  and  buildings 1  1 

Inspector-planner-estimator     0.51  1 

General  assistance 55.39  69 

Totals,  Maintenance  and  Operation  of 

Plant 406.96  441.50 


STUDENT  SERVICES 

Dean  of  Students : 

Dean  of  students 

Assoc  dean  of  students — men 

Assoc  dean  of  students — ^women 

Sr  clerk 

Clerk    

Typist-clerk    

Secretary    

Sr    stenographer    

Sr  administrative  asst 

Administrative   asst   

Placement  office  manager  I 

Asst  dean  of  students 

Counseling  psychologist  II 

Prov  for  6  months  nonacademic  merit 


SALARY  RANGE 

1 

614-746 

11,952 

11,9.52 

1 

614-746 

12,771 

12,771 

10 

614-746 

111,310 

111,310 

2 

614-746 

22,552 

22,552 

6 

614-746 

63,174 

63,174 

1 

614-746 

10,902 

10,902 

1 

614-746 

13,217 

13,217 

5 

614-746 

61,311 

61,311 

1 

614-746 

13,820 

13,820 

1 

614-746 

12,890 

12,890 

8 

614-746 

92,935 

92,935 

1 

614-746 

14,976 

14,976 

4 

614-746 

54,855 

54,855 

1 

614-746 

14,976 

14,976 

7 

614-746 

95,997 

95,997 

1 

614^746 

14,345 

14,345 

6 

614-746 

35,208 

35,208 

1 

530-644 

14,556 

14,556 

2 

644-783 

25,152 

25.152 

3 

764-884 

31,320 

31.320 

25 

692-801 

228,936 

228,936 

4 

571-660 

29,700 

29,700 

2 

571-660 

15,072 

15,072 

2 

764-884 

19,464 

10,464 

o 

628-728 

16.224 

16,224 

1 

644-783 

14,976 

14,976 

5 

644-783 

68,569 

68,569 

1 

556-676 

7,536 

7,536 

2 

457-530 

12,120 

12,120 

1 

783-950 

11,400 

11,400 

2 

676-783 

17,508 

17,508 

- 

584-676 

- 

- 

1 

415-505 

5,628 

5,628 

1 

821-998 

11,976 

11,976 

1 

764-927 

11,124 

11,124 

4 

710-863 

37,008 

37,008 

19 

64^783 

160,764 

160,764 

5 

457-556 

29,904 

29,904 

1 

728-884 

10,608 

10,608 

1 

660-801 

9,612 

9,612 

4 

628-764 

36,672 

36,672 

6 

556-676 

43,488 

43,488 

1 

556-676 

7,536 

7,536 

- 

377-457 

352 

352 

1 

809-927 

11,124 

11,124 

1 

728-842 

10,104 

10,104 

14 

692-801 

126,510 

126,540 

1 

998-1,213 

14,566 

14,556 

1 

764-884 

9,168 

9,168 

69 

418,422 

472,153 
$3,565,653 

472,153 

141.50 

$3,179,453 

$3,565,653 

1 

1 

1 

$1,433 

$17,200 

$17,200 

0.91 

1 

1 

1,125 

13,500 

13,500 

] 

1 

1 

1,225 

14,700 

14,700 

1.08 

1 

1 

415-505 

5,904 

5,904 

0.60 

1 

1 

367-446 

4,632 

4,632 

0.16 

_ 

_ 

367-446 

— 

_ 

2,95 

3 

3 

480-584 

19,908 

19,908 

0,33 

1 

1 

43.5-530 

5,220 

5.220 

1 

1 

746-905 

8,952 

8,952 

T 

_ 

_ 

584-710 

— 

— 

0  08 

_ 

_ 

821-998 

- 

- 

2 

2 

2 

746-905 

20,712 

20,712 

0.83 

1 

1 

644-783 

14,196 

14,196 

- 

377-457 

69 

69 
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DAVIS  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aoth.)       (Aulh.) 


ACTUAL 

1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 


Counselins:  Service : 

Counseling  center  manager 

Sr  clerk 

Sr  typist-clerk 

O.W 
0.50 
0.33 
0.77 
0.25 

1.71 
2.06 
1.49 
0.42 
0.33 

0.65 

4.69 

0.83 

0.17 

1 

1 

1.50 

0.06 

0.50 
0.28 
0.50 
2.41 
0.50 

0.88 
1 

0.17 
1.75 

1 

0.50 

1 

1 

1 

0.08 

0.33 

1.50 

2.77 

1 

0.85 

0.50 

0.78 
0.69 

1 

0.27 

0.23 
0.83 
0.33 

1 

0.97 

0.52 

1.50 

1 

1 
4 
1 
1 
0.50 

5.38 

1 

1 

1 

1 

2 

0.75 

1 

2 

0.50 
2 

1 
1 
1 
1 

1 
0.50 

1 
1 
1 
1 
1 
1 
3 
1 

1 

2 

0.50 

0..50 

0.75 

2 

1 

1 

1 

0.50 

1 

1.50 

1 

1 
4 
1 
1 
0.50 

5.38 

1 

1 

1 
1 
2 
0.75 

1 

2 

0.50 
2 

1 

1 
1 
1 

1 

0..50 

1 

1 

1 

1 

1 

1 

3 

1 

1 

2 

0..50 

0..50 

0.75 

2 

1 

1 

1 

0.50 

1 

SALARY  K.\NGE 
1,167 
41.5-505 
415-505 
480-584 
435-530 
783-950 
644-783 
644-783 
644-783 
783-950 
556-676 
377-457 

480-584 
415-505 
367-446 
480-584 
584-710 
614-746 
746-905 
644-783 
377^57 

1,125 
480-584 
415-505 
415-505 
584-710 
783-950 
746-905 
377-457 

415-505 
584-710 
614-746 
746-905 
377-457 

480-584 
415-505 
367-146 
415-505 
435-530 
821-998 
783-950 
710-863 
614-746 
746-905 

480-584 
41.5-505 
367-446 
415-505 
614-746 
746-905 
556-676 
377-457 

367-446 
377-457 

415-505 
41.5-505 
584-710 
556-676 
377-457 

614-746 
5.30-644 
457-556 

7,530 

6,360 

15,276 

50,376 

11,124 

8,2.32 

4,476 

140 

29,579 

4,404 

5,760 

7,536 

11,400 

20,256 

5,796 

222 

5,760 

10,200 

7,098 

19,308 

258 

4,980 

7,368 

12,576 

8,952 

160 

6,204 

2,610 
4,860 
5,760 
5,904 
9,8.52 
9,612 
9,396 
24,996 
10,608 

5,760 
9,960 
2,202 
2,742 
9,207 
19,560 
6,672 
463 

4,404 
162 

4,980 
2,610 
7,368 

120 

7,530 

Secretary    

6,360 

Staff   officer  II   

Counseling  psychologist  II 

Counseling  psychologist  I 

Counselor   II   

Psychologist   III   

Psvchometrist                  _ 

15,276 

50,376 

11,124 

8,232 

4,476 

Prov  for  6  months  nonacademie  merit 
Fin.Tncial  Aids  Office: 
Principal  clerk 

140 

Sr  clerk 

Clerk    

Secretary                          _               ..... 

Administrative   asst   

Assoc  dean  of  students 

A.sst  dean  of  students 

Counselor   II    

Prov  for  6  months  nonacademie  merit 
Housing  Service  : 

Assoc  dean   of  students — Chousing 

29,579 

4,404 

5,760 

7,536 

11400 

20,256 

5,796 

222 

5,760 

Sr  clerk 

_ 

Sr  tvpist-elerk                       

10,200 

Administrative   asst   

Staff  officer  I 

Asst  dean  of  students                    

7,098 
19,308 

Prov  for  6  months  non.icademic  merit 
Dean  of  Students  International 
Student  Services: 

258 

4,980 

7,368 

Assoc  dean  of  students 

Asst  dean  of  students 

Prov  for  6  months  nonacademie  merit 
Placement  Center : 

12,576 

8,952 

160 

6,204 

Sr  clerk 

Clerk 

2,610 
4,860 

Sr  tvpist-clerk 

5,760 

5,904 

Placement  office  manager  I 

Placement  interviewer  IV 

Placement  interviewer  III 

Placement  interviewer  II 

Asst  dean  of  students 

9,852 

9,612 

9,396 

24,996 

10,608 

Student  Activities : 

Principal  clerk                             _       _ 

5,760 

Sr  clerk 

Clerk 

9,960 
2,202 

Sr  tvpist-elerk 

2,742 

9,207 

Asst  dean  of  students 

19,560 

Counselor   I    

Prov  for  6  months  nonacademie  merit 
Student  Affairs — Lost  and  Found  : 
Tvpist-clerk 

6,672 
463 

4,404 

Prov  for  6  months  nonacademie  merit 
Public  Ceremonies : 

Sr  clerk 

162 

4,980 
2,610 

Administrative  asst 

7,368 

Editor   I    

Prov  for  6  months  nonacademie  merit 
Recreational  Program — ^Arboretum  : 

Sr   nurseryman    

Nurseryman 

120 

Groundsman     

— 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
86 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

Recreational  Program — General : 

Recreation  supvr  II 

Recreation  supvr  I 

Recreational   activities   asst 

Administrative    asst    

Prov  for  6  months  nonacademie  merit 

Recreational  Program — Intramural : 

Asst   coordinator — administrator 

Summer   differential 

Clerk      

Odd  jobber 

Stadium   attendant   

Recreation    supervisor    II    

Recreational  activities  asst 

Prov  for  6  montlis  nonacademie  merit 

Cultural   Recreation  Program — Art 
Gallery  : 

Principal  clerk 

Recreation  supvr  III 

Administrative    asst    

Cultural  Recreation — Library  and 
Music  Room : 
Principal  clerk 

Registrars  OTice: 

Registrar   and  admissions  officer 

Principal  clerk 

Sr  clerk 

Clerk    

Sr   tvpiat-clerk   

Typist-clerk       

Key  punch  operator  II 

Sr   coder   

Coder     

Sr   stenographer   

Programmer   II 

Programmer   I   

Sr  administrative  asst 

Administrative    asst    

Asst  registrar  II 

Prov  for  6  months  nonacademie  merit 

Registrar — Transcript  Costs : 

Principal  clerk 

Sr  clerk 

Clerk    

Urban  Crisis  Director's  Office : 

Special  asst  to  chancellor 

Summer   differential   

Administrative  stipend 

Special  Programs : 

Summer  differential 

Secretary    

General   assistance   

Student    Health    Service — Administra- 
tion and  General : 

Student  health  service  director 

Principal  clerk 

Sr  clerk 

Clerk    

Sr  typist-clerk 

Seci'etary     

Sr  administrative  asst 

Administrative  asst 

Asst  business  manager  III 

Prov  for  6  months  nonacademie  merit 

Student  Health  Service — Hospital 
Care : 

Maid/housekeeping   aid   

Sr  cook  

Second  baker   

Supvr  lab  techn  I 

Clinical  lab  techn  II 

Principal  X-ray  technician 

Sr  X-ray  technician 

Supt  of  nurses  I  student  health 

service   


■ 

SALAEY  EANGE 

0.50 

1 

1 

644-783 

8,.520 

8,520 

0.50 

— 

— 

556-676 

— 

— 

0.44 

1 

1 

457-556 

5,484 

5,4S4 

0.17 

— 

— 

584-710 

_ 

_ 

- 

- 

377-457 

132 

132 

0.25 

0.25 

0.25 

1,142 

3,425 

3,425 

_ 

— 

— 

— 

950 

950 

0.50 

0.50 

0.50 

367-146 

2,202 

2,202 

_ 

— 

_ 

359-435 

_ 

_ 

0.17 

1 

1 

41.5-505 

9,396 

9,896 

0.87 

— 

— 

644-7S3 

— 

— 

0.83 

1.25 

1.25 

457-556 

6,855 

6,855 

— 

- 

- 

377-457 

250 

250 

0.42 

480-584 

_ 

1 

1 

7S.3-950 

9,396 

9,396 

1 

- 

- 

584-710 

- 

- 

Or)o 


480-584 


801-973 


6,060 


11,676 


6,060 


1 

1 

1 

1,458 

17,500 

17,500 

8.1S 

8 

8 

480-584 

53,028 

53,028 

14.63 

15 

15 

415-505 

77,412 

77,412 

5.13 

5 

5 

367-446 

22,584 

22,584 

2.42 

4 

4 

415-505 

21,552 

21,552 

2^6 

2 

2 

367-446 

9,036 

9,036 

O.fiS 

1 

1 

425-517 

5,100 

5,100 

0.17 

— 

— 

530-644 

_ 

_ 

0.08 

1 

1 

457-556 

5,484 

5.484 

0.70 

— 

— 

435-530 

_ 

— 

1 

1 

821-998 

9,852 

9,852 

0.83 

— 

— 

676-821 

— 

_ 

1.67 

2 

2 

746-905 

19,224 

19,224 

0.49 

1 

1 

584-710 

7,008 

7,008 

1 

1 

1 

742-905 

10,860 

10,860 

— 

- 

- 

377-i57 

1,548 

1,548 

1 

1 

1 

480-584 

6,516 

6,516 

1 

1 

1 

415-505 

5,484 

5,484 

0.13 

1 

1 

367-446 

4,740 

4,740 

_ 

0.50 

0.50 

2,008 

12,050 

12,050 

- 

- 

- 

- 

1,650 

1,650 

- 

— 

- 

- 

900 

900 

_ 

_ 

_ 

_ 

549 

549 

- 

1 

1 

480-584 

5,904 

5,904 

— 

0.75 

0.75 

1,192-1,358 

12,225 

12,225 

0.75 

0.75 

0.75 

1.792 

16.125 

16,125 

1 

1 

1 

480-584 

7.008 

7,008 

1.88 

3 

3 

41.5-505 

16,200 

16,200 

1 

— 

— 

367-446 

_ 

__ 

1 

1 

1 

415-505 

6,060 

6,060 

0.08 

— 

— 

480-584 

_ 

1 

1 

1 

746-905 

10,104 

10.104 

0.92 

1 

1 

584-710 

7,920 

7,920 

0.41 

1 

1 

746-905 

12,576 

12,.576 

— 

- 

- 

377-457 

484 

484 

1 

1 

1 

377-457 

5,484 

5,484 

1 

1 

1 

4S0-5S4 

7,008 

7.008 

1 

1 

1 

676-746 

6,180 

6,180 

0.42 

1 

1 

746-905 

9,396 

9,396 

0.43 

1 

1 

676-821 

8,112 

8,112 

1 

1 

1 

660-801 

8,.520 

8,520 

1 

1 

1 

628 

7,536 

7,536 

11,676 
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3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 


Student  Health  Service — Hospital 
Care — Continued 

Nursing  supvr  student  health  service  2.87 

Head  nurse  student  health  service 3.67 

Staff  nurse  student  health  service 2.83 

Pharmacist 1 

Clinical  social  worker  II 0.13 

Physical  therapist  I 0.4S 

Laboratory  technician  III 0.58 

Laboratory  technician  II 0.38 

Student  Health  Service — Household 
and  Property  : 

Custodian/matron   3.17 

Custodian/foreman  I 0.83 

Student  Health  Service — Occupational 
Medicine : 

Staff  nurse  student  health  service 1 

Sr  physician 0.55 

Assoc  physician 0.05 

Student  Health  Service — Physicians 
Service : 

Student  health  service  supvr 0.25 

Sr  physician  diplomate 1 

Sr  physician 0.20 

Assoc  physician  diplomate 3.05 

Assoc  physician 4.46 

General  assistance 57.89 

Totals,  Student  Services 203.71 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE 

Academic  Senate  Secretariat : 

Clerk    

Sr  stenographer 

Sr  administrative  asst 

Administrative  asst 

Prov  for  6  months  nonacademic  merit 

Agricultural  Services  Office : 

Supt  of  agricultural  operations 

Sr  supt  of  cultivations 

Sr  clerk 

Typist-clerk 

Administrative   asst   

Staff  officer  I 

Drafting  and  Duplicating  Service : 

Principal  clerk 

Sr  clerk 

Clerk    

Sr  typist-clerk 

Typist-clerk     

Varitypist 

Duplicating  machine  operator 

Principal  offset  duplicating  mach  opr 

Sr  offset  duplicating  mach  opr 

Offset  duplicating  machine  operator 

Artist    

Illustrator    

Illustrator  apprentice 

Photographer    

Photographic  technician 

Draftsman 

Asst  engineer 

Supvr  reproduction  section 

Printing   estimator    

Prov  for  6  months  nonacademic  merit 

Farm  Service  : 

Sr  supt  of  cultivations 

Supt  of  cultivations 

Field  asst 

Sr  maintenance  man 

Parking  service  manager 

Sr  farm  machinery  mechanic 

Farm  machinery  mechanic 

Farming  Operations : 

Principal  supt  of  cultivations 


4 

3 

3 

1 

0.50 

0.50 


1 

0.60 


0.25 
1 

0.10 

3.05 

4.79 

50.91 


4 

3 

3 

1 

0.50 

0.50 


1 
0.60 


0.25 
1 

0.10 

3.05 

4.79 

50.91 


SAL.\RY  RANGE 
728-884 
660-SOl 
599-728 
950-1.100 
801-973 
644.-7S3 
74G-905 
676-821 


43.5-530 

480-584 


599-728 
764-905 
764-905 


1,792 

7CJ-905 
76^905 
764-905 
764-905 
318,378 


37,932 
28,176 
24,228 
13,200 
4,806 
3,864 


17,604 
7,008 


8,736 
12,600 


5,375 

25,524 

2.100 

70,025 

103,349 

287,581 


216.08    216.08         §1,498,201 


$1,711,505 


37,932 
28,176 

13.200 
4.806 
3.864 


17,604 
7,00s 


8,736 
12,600 


5.375 

25,524 

2.100 

70,025 

103,349 

287,581 


,711.505 


0.42 

0.50 

0.50 

$367-146 

$2,430 

$2,430 

0.50 

1.50 

1.50 

43-5-530 

8,400 

8,400 

1 

1 

1 

746-905 

10,860 

10,860 

_ 

1 

1 

584-710 

8,112 

8,112 

- 

377-457 

120 

120 

1 

_ 

_ 

1,116 

_ 

_ 

1 

1 

1 

644-783 

9,396 

9.306 

1 

1 

1 

41.5-505 

6,060 

6,060 

0.99 

1 

1 

367^46 

4,632 

4,632 

1 

1 

1 

584-710 

8,520 

8,520 

- 

1 

1 

783-950 

14,556 

14,556 

0.83 

1 

1 

480-584 

6,516 

6,516 

O..57 

1 

1 

415-505 

4,980 

4,980 

1.75 

3 

3 

367^46 

13,440 

13,440 

0.58 

_ 

— 

41.5-505 

_ 

_ 

0.58 

_ 

_ 

367-446 

_ 

_ 

1.94 

3 

3 

480-584 

19,440 

19,440 

1 

1 

1 

367^46 

5,3.52 

5,3.52 

1 

1 

1 

614-746 

8,952 

8,952 

1.27 

1 

1 

505-614 

6,060 

6,060 

1.74 

3 

3 

457-556 

16,608 

16,608 

0.92 

1 

1 

614-746 

7,368 

7,368 

0.74 

1 

1 

450-584 

6,060 

6,060 

0.25 

_ 

_ 

395-457 

— 

— 

1 

1 

584-710 

7,008 

7,008 

2.66 

3 

3 

480-584 

17,580 

17,580 

0  89 

1 

1 

480-584 

5,484 

5,-4S4 

1 

1 

1 

821-998 

11,976 

11,976 

0.87 

_ 

_ 

746-905 

— 

— 

1 

1 

1 

746-905 

9,396 

9,396 

377-457 

1,989 

1,989 

1 

1 

1 

64-1-783 

7,920 

7,920 

1 

1 

1 

530-644 

6,360 

6,360 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

692-801 

8,952 

8,9.52 

0.99 

1 

1 

342-115 

7,008 

7,008 

1 

1 

1 

676-821 

9,852 

9,852 

3 

3 

3 

644-746 

26,016 

26,016 

783-950 


11,400 


11,400 


86 
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1 
2 
8 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 

ri 

72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTITUTIONAL  SERVICES  AND 
GENERAL   EXPENSE— Continued 

Health  and  Safety : 

Environmental  health  &   safety  off 

Principal  clerk 

Sr  clerk 

Statistical  clerk 

Secretary  

Administrative  asst 

Staff  officer  I 

Asst  plumber  foreman 

Assoc  physician  diplomate 

Environmental  health  &  safety  tech- 
nologist    

Environmental  health  &  safety  tech- 
nologist II   

Prov  for  6  months  nonacademic  merit 

Irrigation  Service : 

Building  maintenance  engineer 

Mail  and  Messenger  Service  : 

Mail  clerk  II 

Mail  clerk  I 

Miseroscope  Pool  Operations : 

Laboratory  asst  III 

Receiving : 

Sr  clerk 

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Automotive  mechanic  helper 

Prov  for  6  months  nonacademic  merit 

Storehouse : 

Sr  clerk 

Key  punch  operator  II 

Secretary  I  

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Administrative  asst 

Prov  for  6  months  nonacademic  merit 

Telephone  and  Telegraph : 

Communications  supvr 

Chief  communications  attendant 

Communications  attendant   

Principal  clerk 

Prov  for  6  months  nonacademic  merit 

UC  Garage : 

Automotive  mechanic 

Sr  garage  manager . 

Sr  farm  machinery  mechanic 

Veterinary  Medical  Central  Services : 

Laboratory  helper 

Laboratory  asst  I 

Public  Affairs  Office : 

Public  information  manager 

Sr  typist-clerk 

Secretary  

Writer  III 

Writer  II 

Prov  for  6  months  nonacademic  merit 

Publications : 

Editor  III 

Editor  II 

General   assistance   

Totals,    Institutional   Services  and 

General    Expense 


AUXILIARY  ENTERPRISES 

Central  Services : 

Assoc  dean  of  students — housing 0.50 

Principal  clerk 2 

Sr  clerk 2 

Sr  typist-clerk 0.50 

Administrative   asst   0.50 

Staff  officer  I 


1 

0.83 

1 

1 
0.05 

1 
1 
0.75 

1 
1 
1 
0.05 

1 
1 
0.75 

1 
1 
1 
0.05 

SALARY  EANGE 
1.100 
480-584 
41.5-505 
415-505 
480-584 
584-710 
783-950 
614-746 
764-905 

5,760 
5,484 
3,735 

7,368 

14,556 

7,188 

1,024 

5,760 
5,484 
3,735 

7,368 

14,556 

7,188 

1,024 

1 

2 

2 

644-783 

24,864 

24,864 

2.81 

2 

2 

783-950 
377-457 

21,216 
228 

21,216 
228 

1 

1 

1 

571-660 

9,612 

9,612 

1.92 
5.18 

2 

8 

9 

8 

530-644 
457-556 

15,096 
47,892 

15,096 

47,892 

0.96 

1 

1 

614-746 

7,728 

7,728 

0.99 
1 

0.67 
2.22 

2 

1 
1 
1 
o 

3 

1 

1 
1 
o 

3 

415-505 
676-821 
584-710 
505-614 
480-584 
377-457 

4,980 

8,520 

7,368 

13,728 

21,768 

200 

4,980 

8,520 

7,368 

13,728 

21,768 

200 

1 

1 

0.99 

0.96 

3 

3.33 

1 

3 

1 
1 
1 
3 

5 

1 

3 

1 
1 
1 
3 

5 

1 

41.5-505 
425-517 
41.5-505 
676-821 
584-710 
50.5-614 
584-710 
377-457 

15,816 
5,904 

10.104 
9,396 

25,152 

33,612 

7,728 

120 

15,816 
5,904 

10,104 
9,396 

25,152 

33,612 

7,728 

120 

1 
1 
5 

1 

1 
1 

5.75 
1 

1 
1 
5.75 

1 

728-884 
556-676 
415-505 
480-584 
377-457 

10,104 
8,112 

34,035 

6,360 

90 

10,104 
8,112 

34,035 

6,360 

90 

4 

1 
1 

4 
1 
1 

4 
1 

1 

644-746 
746-905 

676-821 

34,584 
10,860 

9,852 

34,584 
10,860 

9,852 

1 
3 

1 
3 

1 
3 

359-435 
435-530 

5,220 
18,624 

5,220 
18,624 

1 

0.34 
1 
1 

1 

0.50 

1 

1 

1 

1 

0.50 
1 
1 

1 

1,308 
415-505 
480-584 
746-905 
614-746 
377-457 

15,699 
2,490 
6,360 

10,860 

7,368 

100 

15,699 
2,490 
6,360 

10,860 

7,368 

100 

1 

0.50 
80.69 

1 

0.50 
77.75 

1 

0.50 
77.75 

746-905 
614-746 

443,848 

10,860 

3.S64 

407,720 

10,860 

3.864 

407,720 

173.93 

189.30 

189.30 

$1,130,716 

$1,245,120 

$1,245,120 

2 

2 
0.50 

0.50 


2 
0.50 

0.50 


$1,083 
480-584 
415-505 
415-505 
584-710 
783-950 


$14,016 

10,440 

2,742 

7,098 


$14,016 

10,440 

2,742 

7,098 
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67-68  68-69  69-70 
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1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY   ENTERPRISES— 

Continued 

Central  Lodging : 

Principal    clerk    

Residence  halls  manager  III 

Residence  halls  manager  I 

Central  Food  iService : 

Food  service  manager  III 

Central  Student  Program: 

Sr  typist-clerk 

Assoc  dean  of  students 

Asst  dean  of  students 

Primero — Household  Administrative 
and  Clerical : 
Custodian   foreman   II 

Primero — Household  Housekeeping 
Service  : 
Custodian/matron   

Primero — Food  Service  Administrative 
and  Clerical : 
Sr  clerk 

Segundo — Household  Administrative 
and  Clerical : 
Head   resident   

Segundo — Household  Student 
Program : 
Head  resident 

Segundo — Household  Housekeeping 
Service : 
Custodian/ilatron 

Segundo — Food  Service  Administrative 
and  Clerical : 

Sr  clerk 

Food  service  manager  III 

Tercero — Household  Housekeeping 
Service : 

Custodian  leadman  I 

Custodian  foreman  I 

Parking  Operations — Current : 

Principal  clerk 

Mail  clerk  I 

Parking  Operations — Enforcement : 

Parking  supvr  I 

Parking  attendant 

Memorial  Union  Central  Services : 

Sr  planning  analyst  I 

Asst   vice   chancellor — business  and 

finance    

Cashier    

Principal   clerk   

Sr  clerk 

Sr  typist-clerk 

Typist-clerk    

Secretary    

Administrative   analyst   

Administrative    asst    

Asst  business  manager  II 

Prov  for  6  months  nonacademic  merit 

Memorial  Union — General : 

Principal    clerk    

Sr  clerk 

Clerk    

Sr  typist-clerk 

Typist-clerk    

Secretary    

Custodian/matron 

Auditorium   manager   I 

Recreation  supvr  II 

Asst  business  manager  II 

Prov  for  6  months  nonacademic  merit 

Memorial  Union  Commons : 

Principal  clerk 

Sr  clerk 

Food  service  manager  IV 

Memorial  Union  Recreation : 

Cashier    

Recreation  supvr  III 

Maintenance  man 

Electronics  technician   


1 

1 
1 

1 
1 
1 

1 
1 
1 

SALARY  RANGE 
480-584 
644-783 
644-783 

1 

1 

1 

783-950 

0.50 
0.5S 
0.42 

0.50 
1 

0.50 

1 

41.5-505 
614-746 
746-905 

1 

1 

1 

556-676 

0.94 

1 

1 

435-530 

0.04 

- 

- 

415-505 

0.34 

0.34 

0.34 

480-584 

0.66 

0.66 

0.66 

480-584 

1 

1 

1 

435-530 

0.04 
0.04 

- 

- 

41.5-505 
783-950 

2 

1 
1 

1 
1 

359-435 

480-584 

1 
0.01 

1 

1 

480-584 
457-556 

1 

2.05 

1 
3 

1 
3 

530-644 

484 

- 

0.50 

0.50 

1,048-1,273 

0.60 

1 

1.40 

0.74 

0.25 

1.50 

0.21 

0.25 

1 

1 
1 
2 
2 

1.50 

1 
1 

1 
1 
1 
2 
2 

1.50 

1 
1 

1,308 
415-505 
480-584 
415-505 
415-505 
367-146 
480-584 
783-950 
584-710 
783-950 
377-457 

1.50 
0.71 
0.25 
0.82 
0.61 
0.75 

1 
1 
0.75 

2 

1 

1 

1 
1 

1 

2 
1 

1 

1 
1 
1 

480-584 
415-505 
367^46 
415-505 
367-446 
480-584 
435-530 
556-676 
644-783 
783-950 
377-457 

0.04 
0.04 
0.04 

- 

- 

480-584 
415-505 
676-821 

0.98 

1 
1 
1 

1 
1 
1 
1 

1 
1 
1 
1 

415-505 
783-950 
571-660 
644-746 

7,008 

12,576 

9,396 

11,400 

2,742 
10,356 


8,112 
6,360 

1,901 
3,691 
6,360 


6,360 
6,516 

6,672 


7,728 
17,424 

8,800 


4,980 
6,204 

5,484 

10,704 

9,756 

15,414 

7,536 

9,396 

122 

12,732 
4,980 


5,220 
7,008 
8,112 

420 


5,484 

10,860 

7,188 

8,952 


7,008 

12,576 

9,396 

11,400 

2,742 
10,356 


8,112 
6,360 

1,901 
3,691 
6,360 


6,360 
6,516 

6,672 


7,728 
17,424 

8,800 


4,980 
6,204 

5,484 

10.704 

9,756 

15,414 

7,536 

9,396 

122 

12,732 
4,980 

4,980 


5,220 
7,008 
8,112 

420 


5,484 

10,860 

7,188 

8,952 


7 — 4316  SW 
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HIGHEK  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillad)      (tulh.)      (Aiilh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY  ENTERPRISES— 

Continued 

UGD  Bookstore  General : 

Supvng   cashier   111 

Cashier    1.19         2              2 

Principal  clerk 1.25         1              1 

Sr  clerk 1.75         7              7 

Clerk    14.72         9              9 

Typist-clerk     0.41         2              2 

Mail  clerk  I 111 

Secretary 111 

Storekeeper  II 0.25         1              1 

Storekeeper  I 0.75        —             - 

Stores  helper   12              2 

Sr  administrative  asst 111 

Administrative    asst    1.22         1              1 

Bookstore   manager 0.92         —              — 

Asst  business  manager  III 0.08         1              1 

Asst  business  manager  II 0.25         1              1 

Prov  for  6  months  nonacaderaic  merit  -              _              _ 

Memorial  Union  Fountain  and  Grill : 

Clerk    0.12 

Food  service  manager  I 1.01         -              - 

University  Airport — Current : 

Principal  clerk 111 

Airport   lineman    111 

General   assistance    86.12       65.91       65.91 

Totals,  Auxiliary  Enterprises 155.50     142.41     142.41 

Merit  Increase  and  Provision : 

Academic _              _              _ 

Nonacademic _              _              _ 

TOTALS,    DAVIS   CAMPUS   3,583.16  3,841.29  3,841.29 


SALAEY  RANGE 

556-676 

7,536 

7,536 

415-505 

10,572 

10,572 

480-584 

6,672 

6,672 

415-505 

38,424 

38,424 

367-446 

42,516 

42,516 

367-146 

9,144 

9,144 

457-556 

5,760 

5,760 

480-584 

7,188 

7,188 

584-710 

8,304 

8,304 

505-614 

_ 

_ 

359-435 

8,832 

8,832 

746-905 

10,860 

10,860 

584-710 

7,008 

7,008 

1,083 

- 

- 

746-905 

13,860 

13,860 

783-950 

11,400 

11,400 

377-457 

990 

990 

367-446 

^ 

_ 

584-710 

- 

- 

480-584 

7,008 

7,008 

783-950 

6.672 

6,672 

368,711 

336,273 
$852,249 

336,273 

$816,012 

$852,249 

_ 

$483,198 

$483,198 

- 

202,572 

202,572 

$31,925,676 

$38,183,873 

$38,183,873 

HIGHER  EDUCATION 
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IRVINE  CAMPUS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllad)      (Aulh.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GENERAL  ADMINISTRATION 

Chancellor's  Office  : 

Chancellor    

Asst  to  the  chancellor 

Secretary    

Sr.   stenographer   

Asst  campus  planner 

Vice-Chancellor — Academic  Affairs  : 

Vice   chancellor   

Principal    clerk    

Sr  typist-clerk  

Secretary    

Administrative  asst 

Vice  Chancellor — Student  Affairs  : 

Vice  chancellor   

Sr  typist-clerk   

Administrative  asst 

Vice  Chancellor — 

Business  and  Finance : 

Vice  chancellor   

Business  manager 

Sr  typist-clerk   

Secretary  

Asst  business  manager  HI 

Asst  Iiusiness  manager  II 

Accounting : 

Accounting  officer 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Typist-clerk    

Secretary 

Administrative  asst 

Sr   accountant   

Accountant 

Asst   accountant   

Physical  Planning  &  Construction  : 

Principal   architect   

Sr  planning  analyst  I 

Assoc  planning  analyst 

Campus  planner  II 

Sr  engineer 

Sr  administrative  asst 

BudgPt  Officp : 

Budget    officer    

Principal    clerk    

Sr  budget  analyst 

Budget   analyst   

Building  Programs  Clearing : 

Construction    manager   

Principal  clerk 

Sr   clerk    

Sr  typist-clerk 

Secretary  

Sr  stenographer  

Architectural    draftsman    

Asst   architectural    draftsman    _. 

Jr    architectural    draftsman    

Sr  architect  I   

Campus  planner  II 

Assoc   planning    analyst    

Project  architect 

Assoc   construction   inspector  __ . 

Assoc  landscape  architect 

Design   draftsman   

Sr  engineer 

Asst    engineer    

Cashier : 

Snpvr   cashier    

Sr    cashier    

Cashier    

Central  Records : 

Principal    clerk    

Sr    clerk    

Sr  administrative  asst 

Personnel : 

Personnel    manager    

Principal    clerk    , 

Sr  typist-clerk . 

Secretary    . . 

Employment   rep   III   

Employment  rep   II   

Personnel  analyst   


SALARY  RANGE 

1 

1 

1 

$3,083 

$37,000 

$37,000 

1 

1 

1 

1,042 

12,500 

12.500 

1 

1 

1 

480-584 

6,516 

6,.516 

1.45 

9 

2 

435-530 

11,844 

11,844 

0.11 

- 

- 

821-998 

- 

- 

0.83 

1 

1 

2,667 

32.000 

32.000 

- 

1 

1 

480-584 

6,060 

6.060 

0.67 

1 

1 

415-505 

4,980 

4,980 

1.04 

1 

1 

480-584 

5.760 

5,760 

2 

2 

2 

584-710 

16,632 

16,632 

1 

1 

1 

1,708 

20,500 

20,500 

0.50 

0.50 

415-505 

2.550 

2.5.50 

1 

1 

1 

584-710 

7,728 

7,728 

1 

1 

1 

2,083 

25,000 

25.000 

1 

1 

1 

1.583 

19,000 

19.000 

_ 

1 

1 

415-505 

5,220 

5,220 

1.97 

2 

2 

480-584 

13.068 

13.068 

0.92 

1 

1 

950-1.155 

12,888 

12.888 

0.04 

1 

1 

783-950 

9,396 

9,396 

1 

1 

1 

1,308 

15,700 

15,700 

1.42 

3 

3 

480-584 

18,492 

18,492 

3.70 

8.50 

8.50 

415-505 

44,430 

44,430 

1 

1 

1 

415-505 

5,220 

5,220 

0.50 

— 

_ 

367^46 

— 

— 

0.92 

1 

1 

480-584 

6,060 

6.060 

0.60 

1 

1 

584-710 

7,368 

7,.Sfi8 

1 

1 

1 

950-1,155 

12,576 

12,576 

3 

3 

3 

783-950 

30,816 

30.816 

2 

2 

2 

644-783 

17,256 

17,256 

1 

1 

1 

1,542 

18,500 

18,500 

0.06 

_ 

_ 

1,048-1,273 

- 

- 

0.92 

_ 

_ 

821-998 

_ 

— 

1 

- 

_ 

1,213-1,475 

- 

- 

1 

— 

— 

1,155-1,405 

— 

— 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

1,208 

14.500 

14,500 

0.82 

1 

1 

480-584 

6,060 

6.060 

1 

1 

950-1,155 

11,976 

11.976 

- 

1 

1 

783-950 

9,396 

9,396 

_ 

1 

1 

1,458 

17,500 

17,500 

_ 

1 

1 

480-584 

6.516 

o.iiie 

_ 

4 

4 

415-505 

21,312 

21.312 

_ 

3 

3 

415-505 

15,300 

15,300 

_ 

2 

2 

480-584 

11.964 

11.964 

_ 

5 

5 

435-530 

27,432 

27,432 

_ 

1 

1 

950-1.155 

13.860 

13,860 

_ 

1 

1 

821-998 

10,356 

10,356 

„ 

2 

2 

710-821 

18,804 

18.804 

_ 

1 

1 

1,213-1,475 

17,700 

17,700 

„ 

1 

1 

1,21.5-1,475 

16,860 

16,860 

_ 

3 

3 

821-998 

35.052 

35.052 

_ 

4 

4 

1,048-1.273 

56.5.S2 

56.532 

_ 

8 

8 

950-1,155 

105,108 

105.108 

_ 

1 

1 

950-1,155 

13,860 

13.860 

_ 

1 

1 

746-905 

9,612 

9.612 

_ 

3 

3 

1,155-1,405 

50,580 

50,580 

- 

1 

1 

821-998 

9,852 

9,852 

0.58 

1 

1 

556-676 

6,672 

6,672 

0.42 

480-584 

— 

— 

0.83 

2 

2 

415-505 

10,200 

10,200 

1.17 

2 

2 

480-584 

11.820 

11.820 

3.79 

4 

4 

41.5-505 

21,216 

21,216 

1 

1 

1 

746-905 

10,356 

10,356 

1 

1 

1 

1,333 

16.000 

16.000 

0.83 

1 

1 

480-584 

5,760 

5,760 

018 

415-505 

— 

■     — 

1 

1 

1 

480-584 

6,852 

6,852 

1 

1 

710-863 

8,520 

8,520 

1 

614-746 

■■"  — 

_ 

1.91 

2 

2 

783-950 

20,976 

20,976 
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HIGHER  EDUCATION 


IRVINE  CAMPUS — Continued 


SALAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aiitli.) 


ACTUAL 
1967-68 


ESTIMATED 
1988-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADM  INISTRATION— Continued 

Purchasing : 

Purchasing    agent    

Principal    clerk    

Sr    typist-clerk    

Typist-clerk    

Mail   clerk   I   

Secretary    

Sr   stenographer    

Administrative   asst   

Buyer  II 

Buyer    I    

Storekeeper  I  

Med — General  Administration  : 

Provost,    COM  a    

Division   dean   

Asst  to  the  provost 

Registrar   and   admissions  off 

Sr  typist-clerk 

Typist-clerk    

Secretary    

Administration   asst   

Writer  II 

Med — Administrative  Services  : 

Financial  off  &  business  mgr 

Principal   clerk    

Sr    typist-clerk    

Secretary    _ 

Administrative   asst    

Bu'siness  manager  III 

Personnel    analyst    

Buyer  II 

Business  Services : 

Finance  officer  &  business  mgr 

Principal   clerk    

Sr   clerk    

Sr    typist-clerk    

Typist-clerk    

General   assistance   

Totals,  General  Administration 106.72 


INSTRUCTION  AND  DEPART- 
MENTAL RESEARCH 

Academic : 

Director 0.25 

Dean    5.44 

Dean — acting   0.75 

Assoc  dean 1-52 

Asst  dean -^ 

Divisional  dean 0.79 

Assoc  divisional  dean 0.21 

Summer  differential - 

Administrative  stipend - 

Professor— 9  months 29.93 

Prof — 9  months — visiting 2.57 

Prof— 11  months 14.49 

Prof — 11  months — recalled 0.72 

Prof — 11  months — clinical 18.50 

Assoc  professor — 9  months 28.64 

Assoc  prof — 9  months — acting 1 

Assoc  prof — 11  months 3 

Assoc  prof — 11  months — recalled  —  2 

Assoc  prof — 11  months — visiting  —  1 

Assoc  prof — 11  months — clinical  —  6 

Assoc  prof — 11  months — cln — acting  2 

Asst  professor — 9  months 96.96 

Asst  prof — 9  months — acting 11.33 

Asst  prof — 11  months 18.43 

Asst  prof — 11  months — clinical 22.70 

Medical : 

Asst  prof — 11   months — cln — acting  4 

Instructor — 9  months 3.10 

Instructor — 9  months — acting 0.50 

Instructor — 9  months 4 

Assoc — 9  months 6.10 

Assoc — 11  months 0.80 

a  California  College  of  Medicine. 


1 

1 

1 

1,325 

15,900 

15,900 

3.40 

1 

1 

480-584 

6,860 

6,860 

1.94 

o 

2 

415-505 

10,440 

10,440 

2.02 

2.50 

2.50 

367-446 

11,852 

11,352 

0.08 

_ 

_ 

457-556 

_ 

_ 

0.38 

_ 

_ 

480-584 

_ 

_ 

0.58 

1 

1 

435-530 

5,220 

5,220 

1 

1 

1 

584-710 

7,728 

7,728 

4 

2 

2 

710-863 

19,248 

19.248 

2.25 

4 

4 

614-746 

30,960 

30,960 

1 

- 

- 

505-614 

- 

- 

1 

1 

1 

2,292 

27,500 

27,500 

1 

- 

- 

2,292 

- 

- 

- 

1 

1 

1,058 

12,700 

12,700 

— 

1 

1 

900 

10,800 

10,800 

- 

1 

1 

415-505 

4,980 

4,980 

1.71 

1 

1 

367-446 

4,404 

4,404 

2 

3 

3 

480-584 

19,428 

19,428 

2.08 

1 

1 

584-710 

7,536 

7,.586 

- 

1 

1 

614-746 

7,368 

7,368 

1 

_ 

_ 

1,141 

_ 

_ 

3.40 

5 

5 

480-584 

31,092 

31,092 

0.83 

2 

2 

415-505 

9,720 

9,720 

1.45 

1 

1 

480-584 

6,060 

0,060 

2 

2 

2 

584-710 

14,904 

14,904 

2 

1 

1 

950-1,155 

13,536 

13,586 

1.82 

1 

1 

7S3-950 

10,104 

10,104 

- 

1 

1 

710-863 

9,612 

9,612 

1 

_ 

_ 

$1,922 

_ 

_ 

2.65 

— 

— 

480-584 

— 

_ 

1.41 

- 

_ 

415-505 

- 

- 

0.40 

— 

— 

415-505 

_ 

_ 

0.73 

_ 

_ 

367-446 

_ 

^ 

10.96 

16.75 

16.75 

90.052 

79,104 
$1,480,480 

79,104 

106.72 

161.25 

161.25 

$817,761 

$1,430,480 

0.25 

0.25 

$2,275 

$6,825 

$6,825 

5.17 

5.17 

1,650 

135,291 

185,291 

— 

— 

1,833 

— 

— 

1.80 

1.80 

1,500 

26,961 

26,961 

0.25 

0.25 

1,350 

4,050 

4,050 

0.75 

0.75 

1,7.58 

16,500 

16,.50O 

1 

1 

1,367 

21,3.50 

21,350 

— 

— 

— 

8,300 

8,300 

- 

- 

- 

23,500 

23,500 

61.50 

61.50 

1,283-1,900 

1,183,274 

1,183,274 

- 

- 

1,283-1,900 

- 

- 

7.88 

7.83 

1,500-2,192 

171,759 

171,759 

0.36 

0.36 

1,. 500-2,192 

7,128 

7,128 

10 

10 

1,608-2,192 

214.300 

214,.30O 

36 

36 

1,025-1,175 

465,200 

465,200 

- 

- 

1,025-1,175 

- 

- 

2.80 

2.80 

1,192-1,858 

40,040 

40,040 

1 

1 

1,192-1,358 

15,200 

15,200 

- 

- 

1,192-1,358 

- 

- 

19 

19 

1,3.50-1,500 

815,600 

315.600 

1 

1 

1,350-1,500 

16,200 

16,200 

128 

128 

808-975 

1,350,098 

1,350,098 

- 

- 

768-926 

- 

- 

23.68 

23.68 

9.50-1,125 

281,214 

281,214 

51.50 

51.50 

1,025-1,233 

696,799 

696,799 

1 

1 

974-1,172 

12,300 

12,300 

0.50 

0.50 

700 

4,200 

4,200 

_ 

_ 

700 

- 

- 

2 

2 

817 

19,600 

19,600 

2.25 

2.25 

568-710 

18,132 

18,132 

0.40 

0.40 

659-821 

3,941 

3,941 
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IRVINE  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (ADth.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2  INSTRUCTION    AND   DEPART- 

3  MENTAL   RESEARCH— Continued 
4 

5  Medical — Continued 

6  Sr  lecturer — 9  monthe 1 

7  Lecturer — 9  months 10.49 

8  Lecturer — 9  months 0.25 

9  Lecturer — 9  months  with  secretary 

10  emploype     1 

11  Sr  lecturer — 11  months 6.47 

12  Sr  lecturer — 11  months  with  secre- 

13  tary    employee    0.49 

14  Lecturer — 11   months 11.24 

15  Regents  lecturer 1.02 

16  Clinical  professor — 11   months 2.54 

17  Clinical  professor — 11  clinical  scale  2.33 

18  Assoc  clinical  professor — 11  months  6.36 

19  Asst  clinical   professor — 11   months  9.73 

20  Asst   clinical   professor — 11   months 

21  clinical   scale   2 

22  Clinical   instructor — 11   months   _—  2.88 

23  Supvr  in  phys  educ — 9  months 0.75 

24  Assoc  supvr  in  phys  educ — 9  mouths  1.25 

25  Supvr  teacher  education 3 

26  Teaching   asst   50 

27  Research  b 11  months 2 

28  Assoc  resident — 9  month  state 0.52 

29  Asst  resident  b 11  months 4 

30  Asst  resident  b months — state  0.08 

31  Postgraduate  resident  b 11 

32  months    1.17 

33  Professor  ofb in  residence 1.60 

34  Assoc  professor  ofb in  residence  1.98 

35  Asst  professor  b  in  residence 3.52 

36  Jr  specialist 2 

37  Nonacademic : 

38  Nurseryman      2 

39  Principal   clerk   13.99 

40  Sr   clerk    1.95 

41  Clerk      0.76 

42  Sr  tvpist-clerk 19.87 

43  Typist-clerk      3.73 

44  Departmental  adm  asst  III 0.42 

45  Departmental  adm  asst  II 0.42 

46  Departmental  adm  asst  I — 

47  Offset  duplicating  machine  operator  1 

48  Secretary    38.97 

49  Sr  stenographer 46.44 

50  Stenographer 0.42 

51  Storekeeper  II 0.75 

52  Storekeeper  I 1.59 

53  Stores  helper 0.32 

54  Medical  illustrator — 

55  Communications  prod  asst  II 0.60 

56  Sr  wardrobe  technician 0.76 

57  Wardrobe  technician 0.17 

58  Production  manager — theater  arts 0.58 

59  Sr  scene  technician 0.42 

60  Principal  engineer 0.73 

61  Assoc  development  engineer — 

62  Sr  administrative  asst — 

63  Administrative   asst   17.80 

64  Lab  business  officer  I 3.09 

65  Administrative  services  officer  II — 

66  Administrative  services  officer  I 0.91 

67  Administrative  services  officer  I 0.36 

68  Staff  officer  II 0.66 

69  Production   manager  I 1 

70  Principal  electronics  technician 1.59 

71  Sr  electronics  technician 1.98 

72  Electronics  technician — 

73  Sr  lab  glassblower 0.94 

74  Driver   0.32 

75  Principal  lab  mechanician 1 

76  Sr  lab  mechanician 2 

77  Principal  X-ray  technician - 

78  Sr  X-ray  technician 2 

79  Physical  therapist  II 1.40 

80  Sr  speech  therapist 0.40 

81  Animal  caretaker 2.78 

82  Sr  animal  technician 0.89 

83  Animal  technician 0.84 

84    

85  b  Subject  matter  specialty. 
86 


SAL.\RY  RANGE 

1 

1 

76.3-1,737 

17,200 

17,200 

4.75 

4.75 

763-1,737 

52,101 

52,101 

- 

- 

7&3-l,737 

- 

- 

_ 

_ 

76.3-1,737 

_ 

_ 

3 

3 

882-2,040 

52,152 

52,152 

1 

1 

882-2,040 

19,932 

19,932 

8.57 

8.57 

882-2,040 

119,006 

119,006 

_ 

_ 

882-2,040 

— 

— 

0.38 

0.38 

1,608-2,192 

6,840 

6,840 

- 

1,608-2,192 

- 

- 

1.19 

1.19 

1,3-50-1,500 

21,420 

21,420 

1.75 

1.75 

950-1,125 

19,950 

19,950 

_ 

_ 

950-1,125 

_ 

_ 

0.35 

0.35 

817 

3,430 

3,430 

1 

1 

1,133-1.308 

13,600 

13,600 

2 

2 

1,041 

24,000 

24.000 

4 

4 

712-1,230 

43,908 

43,908 

54.50 

54.50 

360-370 

356,160 

356,160 

1 

1 

1,500-2,192 

18,000 

18,000 

1.025-1,175 

- 

- 

1 

1 

9-50-1,125 

12,700 

12,700 

- 

- 

808-975 

- 

- 

1 

1 

643-821 

9,852 

9,8.52 

0.80 

0.,80 

1.28.3-1,900 

14,400 

14,400 

0.99 

0.99 

1,02.5-1,175 

14,157 

14,157 

1.30 

1.30 

808-975 

15,156 

15,156 

627-675 

- 

- 

9 

2 

530-644 

14,376 

14.376 

12 

12 

480-584 

74,616 

74.616 

1 

1 

41.5-.505 

5,220 

5,220 

1 

1 

367-446 

4,404 

4,404 

17.40 

17.40 

415-505 

91,512 

91,512 

2.50 

2.50 

367-^6 

11,526 

11,526 

1 

1 

644-783 

8,952 

8,952 

2.75 

2.75 

556-676 

19,296 

19,296 

1 

1 

480-584 

6,672 

6,672 

1 

1 

457-556 

6,672 

6,672 

35 

35 

480-584 

227,940 

227,940 

41.85 

41.85 

435-530 

235,164 

235,164 

405-^92 

_ 

— 

0.75 

0.75 

584-710 

6,390 

6,390 

1.75 

1.75 

50.5-614 

12,138 

12,138 

359-^35 

_ 

- 

1 

1 

614-746 

7,368 

7,368 

0.30 

0.30 

614-746 

2,434 

2,434 

1 

1 

614-746 

7,368 

7,368 

505-614 

- 

- 

1 

1 

821-998 

9,852 

9,852 

_ 

660-801 

— 

— 

1 

1 

1,337-1,626 

19,044 

19,044 

1 

1 

1,048-1,273 

12.576 

12,576 

1 

1 

746-905 

8,952 

8,952 

14 

14 

5S4-710 

106,968 

106,968 

1 

1 

783-950 

9,852 

9,852 

0.18 

0.18 

950-1.155 

2,376 

2,-376 

3 

3 

783-950 

30,312 

30,312 

_ 

_ 

783-950 

_ 

— 

1 

1 

783-950 

16,452 

16,452 

90.5-1.100 

— 

— 

1 

1 

821-998 

9.852 

9,852 

2 

2 

710-S63 

19,308 

19,-308 

1 

1 

644-746 

8.112 

8.112 

1 

1 

746-905 

10.860 

10,860 

359-746 

— 

— 

2 

2 

783-950 

21,216 

21.216 

1 

1 

710-863 

9,396 

9.396 

1 

1 

660-801 

7,920 

7.920 

1 

1 

571-692 

7.188 

7,188 

0.70 

0.70 

710-863 

7,249 

7,249 

0  20 

0.20 

710-863 

1,622 

1,622 

3 

3 

415-505 

16,188 

16,188 

1 

1 

5.30-644 

6,360 

6,360 

480-584 

- 

- 
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HIGHER  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled!       (Aotli.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
28 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

Nonacademic — Continued 

Lab  asst  IV 

Lab  asst  III 

Lab  asst  II 

Lab  helper 

Lab  asst  I 

Lab  technician  III 

Lab  technician  II 

Lab  technician  I 

Sr  nniseum  scientist 

General  assistance   

Totals,    Instruction    and    Departmental 
Research 


ORGANIZED  ACTIVITIES 

Research  and  Development 
Laboratory : 
Snpt  of  grounds  &  buildings 

Sr  maintenance  man   

Principal    electronics    techn    . 
Sr    electronics    techn    

Intercollegiate  Athletics : 

Departmental  adm  asst  III  . 

Sr    stenographer    

Storekeeper    II    

Storekeeper   I    

General   assistance   

Totals,  Organized  Activities 


ORGANIZED  RESEARCH 

Academic : 

Director    

Adm  stipend 

Research  b — 9  months — 

state     

Assoc  res  b • — 9  months — 

state    

Asst  res — ^9  months — state 

Nonacademic : 

Manager  of  the  computer  facility 

Sr  typist-clerk 

Key  punch  opr  II 

Computer  opr  supvr  I 

Sr   computer   operator 

Computer  operator 

Sr   coder   

Secretary    

Sr    stenographer    

Programmer    IV    

Programmer   III   

Programmer    II    

Programmer   I 

Adm   asst   

General   assistance   

Totals,  Organized    Research 


SALARY  RANGE 

- 

1 

1 

746-905 

9,396 

9,396 

5.30 

3 

3 

614-746 

24,792 

24,792 

14.82 

9.70 

9.70 

505-614 

63,036 

63,036 

0.83 

_ 

— 

359-435 

— 

— 

8.81 

6 

6 

435-530 

35,088 

35,088 

1 

_ 

_ 

746-905 

_ 

— 

16.13 

12 

12 

676-821 

107,664 

107,664 

4.89 

7 

7 

584-710 

51,072 

51,072 

1 

1 

1 

821-998 

11,976 

11,976 

88.07 

73 

73 

561,542 

424,488 
$7,702,941 

424,488 

728.10 

721.70 

721.70 

$5,806,686 

$7,702,941 

0.50 

0.25 

0.25 

$863-1,048 

$2,781 

$2,781 

0.72 

_ 

_ 

692-801 

— 

— 

0.08 

0.50 

0.50 

821-998 

4.926 

4,926 

- 

1 

1 

710-863 

8,520 

8,520 

0.12 

0.12 

0.12 

556-676 

841 

841 

0.12 

0.12 

0.12 

435-530 

709 

709 

0.12 

0.12 

0.12 

584-710 

1,022 

1,022 

0.09 

0.12 

0.12 

505-614 

763 

763 

1.63 

1.12 

1.12 

15,896 

12,884 

12,884 

LIBRARIES 

General : 

University  librarian 

Asst  University  librarian 

Librarian  V 

librarian   IV   

Librarian   III   

Librarian  II 

Librarian    I    

Principal    elk 

Sr   elk    

Sr  typist-elk 

b  Subject  matter  specialty. 


3.38 


3.35 


3.35 


$24,541 


40.47   22.50   22.50 


$329,555 


1.06 

1 

1 

$1,625 

1 

1 

1 

1,243-1,510 

1 

1 

1 

1,046-1,328 

2 

2 

2 

904-1,097 

4.73 

5 

5 

781-949 

7.13 

9 

9 

659-841 

5.29 

8 

8 

597-659 

2.01 

2 

2 

480-584 

0.92 

1 

1 

41.5-505 

2.06 

2 

2 

415-505 

$32,446 


$249,846 


$32,446 


0.58 

1.25 

1.23 

$1,125 

$26,475 

$26,475 

- 

2,200 

2,200 

0.56 

0.50 

0.50 

1,283-1,900 

11,400 

11,400 

_ 

0.50 

0.50 

1,025-1,175 

6,750 

6,750 

1.23 

1.25 

1.25 

808-975 

13,100 

13,100 

1 

1 

1 

1,558 

18,700 

18,700 

1 

1 

1 

415-505 

5,484 

5,484 

1 

1 

1 

425-517 

5,352 

5,352 

0.17 

1 

1 

821-998 

9,852 

9,852 

1 

1 

1 

644-783 

8,736 

8,736 

0.65 

556-676 

— 

— 

_ 

_ 

530-644 

_ 

— 

1.92 

2 

o 

480-584 

12,912 

12,912 

1.08 

1 

1 

435-530 

6,060 

6,060 

0.50 

„ 

_ 

1,213-1,475 

— 

— 

3.83 

4 

4 

998-1,213 

55,476 

55,476 

3.33 

4 

4 

821-998 

44,064 

44,064 

1.02 

1 

1 

676-821 

8,952 

8,952 

0.58 

1 

1 

584-710 

7,008 

7,008 

21.02 

1 

1 

128,949 

7,325 

7,325 

$249,846 


$19,500 

$19,500 

16,404 

16,404 

13,164 

13,164 

24,804 

24,804 

51,480 

51,480 

76,716 

76,716 

60,048 

60,048 

12,120 

12,120 

5,628 

5,628 

10,200 

10,200 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FllleiJl      (Aulh.)       (Autli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARIES— Continued 

General — Continued 
Typist-elk    

Secretary  

Sr  stenographer 

Linfj'uistic  informant  II 

Library    asst    III    

Library  asst   II  

Library  asst  I  

Programmer   II    

Administrative  asst 

Medicine  Liljrary : 

Librarian  V   

Librarian  IV 

Librarian  III 

Librarian  II 

Typist-elk    

Library  asst  II  

Library  asst  I  

Med  record  librarian 

General   assistance   

Totals,    Libraries 107.21 


UNIVERSITY   EXTENSION 

Special  Program — Professional : 

Program   rep  I   

Program  asst  I 

Instruction  : 

Sr  typist-clerk 

Typist-clerk    

Instruction — Professional : 

University   ext   specialist    

Assoc  University  ext  specialist 

Asst  University  ext  specialist  - 

Sr    typist-clerk    

Typist-clerk    

Program  rep  I 

Program   asst   I    

Instruction — Cultural : 

Asst  University  ext  specialist  _ 

Assoc    program   coordinator 

Sr    typist-clerk    

Typist-clerk    

Program  asst  I 

Instruction — Citizen  Eesp  : 

Asst  University  ext  specialist  - 

Assoc  program  coordinator 

Sr    typist-clerk    

Typist-clerk    

Program  asst  I 

Director : 

Director    

Director.  University  ext 

Principal   clerk    

Sr  typist-clerk 

Program  asst  I 

Administrative    asst   

Fee  and  Information  Office  : 

Cashier    

Principal   clerk    

Sr  typist-clerk 

Administrative   asst    

Recording : 

Sr    typist-elerk    

Administrative   asst 

Program  Promotion  : 

Principal    clerk    

Sr    typist-clerk    

Publications   manager   II   

"Writer    III    

Writer  II 

General   assistance   

Totals,  University   Extension 61.57 


SALARY  RANGE 

7.21 

9 

9 

367-446 

41,358 

41,3-58 

1 

1 

1 

480-584 

6,360 

6,.360 

1.93 

2 

2 

435-530 

11,244 

11,244 

0.12 

_ 

_ 

517* 

_ 

_ 

4.48 

5 

5 

556-676 

35.448 

35,448 

10.14 

13 

13 

480-584 

81,348 

81,348 

9.47 

10 

10 

41.5-505 

53,928 

53,928 

1 

2 

2 

821-998 

20,976 

20,976 

1 

1 

1 

584-710 

8,112 

8,112 

1.67 

1 

1 

1,046-1,328 

14,184 

14,184 

1.50 

1 

1 

904-1,097 

10,848 

10,848 

_ 

1 

1 

781-949 

9.372 

9,372 

4.18 

2.80 

2.80 

659-841 

25,015 

25,015 

1.96 

1 

1 

367-^46 

-  4,860 

4,860 

3.41 

o 

9 

480-584 

11,820 

11,820 

3.39 

2 

2 

415-505 

10,440 

10,440 

1.19 

_ 

_ 

571-692 

— 

— 

26.36 

20.25 

20.25 

112.950 

76,941 

76,941 

106.05    106.05 


$610,148 


$712,318 


80.45      80.45 


$504,516 


$660,323 


$712,318 


_ 

1 

1 

$556-676 

$6,672 

$6,672 

- 

1 

1 

480-584 

5,760 

5,760 

_ 

_ 

_ 

415-505 

_ 

_ 

0.16 

- 

- 

367-^46 

- 

— 

0.06 

0.10 

0.10 

1,30,8-1,917 

2,800 

2,800 

1 

1.50 

1.50 

1,008-1,217 

24,100 

24,100 

0.70 

0.70 

0.70 

783-950 

8,470 

8,470 

0.87 

1.20 

1.20 

415-505 

6,264 

6,264 

0.66 

1.70 

1.70 

367--t46 

7,607 

7,607 

0.83 

1 

1 

556-676 

7,008 

7,008 

0.70 

0.70 

480-584 

4,032 

4,032 

0.20 

0.80 

0.80 

783-950 

8,420 

8,420 

0..34 

667-1,917 

- 

- 

0.20 

0.20 

0.20 

415-505 

1,044 

1,044 

0.09 

0.20 

0.20 

367^46 

880 

880 

0.20 

0.20 

480-584 

1,152 

1,152 

0.10 

0.50 

0.50 

783-950 

5,210 

5,210 

0.21 

667-1,917 

- 

- 

0.10 

0.10 

0.10 

415-505 

522 

522 

0.05 

0.10 

0.10 

367^46 

440 

440 

0.10 

0.10 

480-584 

576 

576 

0.17 

_ 

_ 

2,192 

_ 

_ 

0.S3 

1 

1,667 

20.000 

20,000 

1 

1 

480-584 

6,060 

6,060 

0.93 

2 

415-505 

10,200 

10,200 

0.56 

1 

480-584 

6,060 

6,060 

1 

1 

584-710 

8,520 

8,520 

0.85 

1 

415-505 

5,220 

5,220 

0.58 

1 

480-584 

5,760 

5,760 

1.94 

2.50 

2.50 

415-505 

13,062 

13.062 

0.75 

1 

584-710 

7,368 

7,368 

0.67 

1 

415-505 

5,484 

5,484 

1 

1 

584r-710 

8,520 

8,520 

0.50 

1 

480-584 

6,060 

6,060 

0.50 

1 

415-505 

4,980 

4,980 

1 

1 

998-1,213 

14,556 

14,556 

1 

746-905 

9,396 

9,396 

1 

_ 

614-746 

— 

— 

42.72 

51.85 

51.85 

362,606 

438,120 

438,120 

$660,323 
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SALAKIBS  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)      (Atith.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CAMPUS  PUBLIC  SERVICE 

Arts  and  Lectures : 

Administrative  asst 

General   assistance 

Totals,  Campus  Public  Service 


MAINTENANCE  AND   OPERATION 
OF   PLANT 

Office  of  Superintendence — Mi&O  : 

Physical  plant  supt 

Sr   elk    

Sr    typist-elk    

Typist-elk    

Key  punch  opr  II  

Secretary  

Asst  business  mgr  II 

Sr  supt  of  grounds  &  bldgs 

Custodial  Maintenance : 

Custodian — matron   

Custodian   supvr   I 

Cook     

Housekeeper 

Painter  apprentice 

Grounds  Maintenance : 

Laborer  

Pest   control  opr 

Supvr  groundsman  I 

Grounds  foreman 

Groundsman   

Automotive  mech  helper 

Farm  equipment  opr  I 

Plant  Service : 

Laborer 

Supt  of  grounds  &  bldgs 

Craft  foreman   

Sr  maintenance  man 

Maintenance  man 

Asst  craft  foreman 

Inspector — planner — estimator 

Police : 

Sr    typist-elk    

Chief  of  police 

Police   sergeant   

Police  officer 

Utilities : 

Chief  steam  opr  engr 

Steam  opr  engr 

Janitorial : 

Janitor     

Head  maid — asst  housekeeper 

CCM  a  Building  Maintenance : 

Sr  typist-elk 

Supt  of  grounds  &  bldgs 

Sr  maintenance  man 

Sr  electronics  techn 

CCM  a  Custodial  Maintenance : 

Sr  typist-elk 

Janitor    

Maid — housekeeping  aid 

Supt  of  grounds  &  bldgs 

Sr  maintenance  man 

CCM  a  Grounds  Maintenance  : 

Sr  typist-elk 

Supt  of  grounds  &  bldgs 

Groundsman 

Sr  maintenance  man 

CCM  a— Security : 

Sr  typist-clerk 

Guard    

Sr  supt  of  grounds  &  bldgs 

Sr  maintenance  man 

Police  Department : 

Guard    

General  assistance 

Totals,  Maintenance  and  Operation  of 

Plant   134.94 

a  California  College  of  Medicine. 


SALARY  EANGE 
$584-710 
11,105 

$11,105 


$7,368 


129.15    129.15 


$787,569 


$7,368 


$986,642 


$7,368 


$7,368 


1 

1 

1 

$1,417 

$17,000 

$17,000 

1 

1 

1 

415-505 

5,760 

5,760 

0.42 

1 

1 

415-505 

5,100 

5,100 

0.58 

— 

— 

367-446 

_ 

_ 

1.76 

2 

2 

425-517 

10,980 

10,980 

1 

1 

1 

480-584 

6,360 

6,360 

— 

1 

1 

783-950 

9,396 

9,396 

1 

1 

1 

998-1,213 

12,576 

12,576 

_ 

2 

2 

435-530 

10,968 

10,968 

1 

1 

1 

614-746 

8,112 

8,112 

0.25 

_ 

_ 

480-584 

_ 

_ 

0.69 

1 

1 

415-505 

4,980 

4,980 

1 

3 

3 

614-746 

17,604 

17,604 

0.50 

1 

1 

457-556 

5,760 

5,760 

1 

1 

1 

530-644 

6,672 

6,672 

1 

1 

1 

614-746 

8,952 

8,952 

3 

3 

3 

530-644 

21,048 

21,048 

10.15 

18 

18 

457-556 

104,508 

104,508 

2 

2 

2 

480-584 

12,876 

12,876 

1 

2 

2 

480-584 

12,732 

12,732 

_ 

1 

1 

457-556 

6.060 

6,060 

0.75 

1 

1 

863-1,048 

11,400 

11,400 

3.25 

3 

3 

764-S84 

30,816 

30,816 

9.80 

21 

21 

692-801 

192,.564 

192,564 

2.40 

2 

2 

571-660 

14,772 

14,772 

_ 

1 

1 

728-842 

8,736 

8,736 

1 

1 

1 

764-S84 

10,356 

10,356 

1 

1 

1 

415-505 

5,484 

5,484 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

710-863 

10,356 

10,356 

6.52 

7 

7 

644-783 

59,136 

59,136 

1 

1 

1 

801-927 

11,124 

11,124 

5 

9 

9 

692-801 

81,672 

81,672 

15.46 

_ 

_ 

405-469 

_ 

_ 

2 

- 

- 

395-^80 

- 

- 

2 

0.33 

0.33 

415-.505 

1,810 

1,810 

1.50 

0.25 

0.25 

863-1,048 

2,781 

2,781 

9 

2.38 

2.33 

602-801 

21,520 

21,520 

0.58 

- 

- 

710-863 

- 

- 

_ 

0.33 

0.33 

41  .^-.^05 

1,810 

1,810 

_ 

8 

8 

40.T-469 

39,192 

39,192 

_ 

1 

1 

359-^35 

4,632 

4,632 

_ 

0.25 

0.25 

863-1,048 

2,781 

2,781 

3.21 

0.33 

0.33 

692-801 

3,172 

3,172 

_ 

0.10 

0.10 

41i>-.'i05 

.548 

548 

_ 

0.08 

0.08 

644-783 

890 

890 

2.08 

1 

1 

457-556 

6,204 

6,204 

- 

0.10 

0.10 

692-801 

961 

961 

0.24 

0.24 

41.5-505 

1,316 

1,316 

_ 

5 

5 

.505-614 

32,292 

32,292 

_ 

0.17 

0.17 

644-783 

1,891 

1,891 

- 

0.24 

0.24 

692-801 

2,307 

2,307 

7.83 

_ 

_ 

505-614 

_ 

_ 

37.21 

16.40 

16.40 

227,838 

126,699 

126,699 

$986,642 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleill      (Auih.)       (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTIONAL  SERVICES  AND 
GENERAL   EXPENSE 

Storehouse : 

Storekeeper  I  

Development — General  Institutional 
Services : 

Asst   to  the  provost 

Principal    clerk    

Sr  typist-clerk 

Secretary  

"Writer  II 

Wrifer  I  __    

Central  Reproduction : 

Sr    clerk    

Duplicating  machine  opr 

Principal  offset  dup  mach  opr 

Sr  offset  duplicating  mach  opr 

Secretary  

Sr    steno£;rapher    

Principal   photographer 

Production   manager  I 

Laboratory  asst  III 

Mail  and  Delivery  Service: 

Principal    clerk    

Clerk    

Typist-clerk    

Duplicating  mach   opr 

Offset  duplicating  mach  opr 

Au.tomotive  mechanic 

Automotive  mechanic  helper 

Garage  manager   

Mail  and  Messenger: 

Mail  clerk  II 

Mail  clerk  I 

Receiving : 

Sr    typist-clerk    

Typist-clerk    

Deliveryman    

Storekopppr    I    

Telephone  Office : 

Communications   attendant   

Storehouse  Current  Operations : 

Principal  clerk 

Sr   clerk    

Clerk    

Storekeeper  III  

Storekeeper  II  

Storekeeper  T  

Telephone  and  Telegraph  : 

Communications  supvr  II 

Communications  attendant   

Public  Affairs  Office : 

Asst  to  chancellor  &  public  affairs— 

Sr  typist-clerk 

Secretarv    

Writer  IV 

Medical  Administrative  Support 
Services : 

Communications  attendant 

Typist-clerk    

Duplicating  machine  opr  j 

Storekeeper    I    

Academic  Senate  Secretariat : 

Secretary    

Administrative  asst 

Health  and  Safety : 

Sr  typist-clerk  

Environ  health  and  safety  techn  _. 

General   assistance   

Totals,  Institutional  Services  and  Gen- 
eral  Expense 49.62 


1 

- 

- 

SALARY  RANGE 
$505-614 

- 

- 

2 

1.17 

2.05 

1.91 

1.33 

1 

- 

- 

1,058 
480-584 
415-505 
480-584 
614-746 
556-676 

- 

- 

0.05 

1 

1 
1 
2 
5 

i 
1 
1 

1 
1 

1 

1 
2 
2 

1 
1 
1 
1 

1 

41.5-505 
367_44fi 

614-746 
50.5-614 
4S0-584 
43.5-530 
821-998 
905-1,100 
614-746 

$5,484 

4.404 

14.736 

14,040 

5.760 

5,220 

10,356 

11,400 

8,304 

$5,484 

4.404 

14.736 

14.040 

5.760 

5,220 

10.356 

11,400 

8,304 

0.05 

0.97 

2 

2 

1 

0.92 
0.92 

1 
1 
1 

1 
1 

1 

480-584 
367-146 

.Sfi7-446 
457-556 
644-746 
480-584 
676-821 

7,368 
6,060 
8,520 

7.368 
6,060 
8,520 

1 
l.§6 

1 

2 

1 
2 

530-644 

457-556 

6,672 

11,244 

6,672 

11.244 

0.97 
2.93 

1 

1 
0.50 

2 
2 

1 

0.50 

2 

2 

41.5-.505 
367-^46 
425-517 
505-614 

4,980 

2,262 

10,200 

13,068 

4,980 

2,262 

10.200 

13,068 

1.74 

- 

- 

41.5-505 

- 

- 

0.04 

1 
1 
1 
1 
1 
3 

1 
1 
1 
1 
1 
3 

480-584 
41.5-.505 
367-^6 
676-821 
584-710 
505-614 

6,060 
5,220 
4,632 
8,736 
7,188 
19,236 

6.080 
5  ''■■'0 
4'.632 
8,736 
7,188 
19.236 

_ 

1 
3.50 

1 
3.50 

660-801 
415-505 

9.396 
19,038 

9.396 
19,038 

1 

1 
1 

1 
1 
1 
1 

1 

1 
1 

1 

1.4.33 

415-505 

480-584 

905-1,100 

17.200 
5,220 
7,008 

13,200 

17.200 
5.220 
7,008 

13,200 

- 

1 
1 

1 
1 

1 
1 
1 

1 

41.5-505 
367-446 
367-446 
505-614 

5,484 
4,860 
4,632 
6,852 

5,484 
4,860 
4,632 
6,852 

0.92 

1 

1 

1 

1 
1 

480-584 
584-710 

6,360 

7,728 

6.360 

7,728 

1 
14.79 

1 
2 

12 

1 

2 

12 

415-.505 

998-1,213 

78,063 

5,220 
24,552 
62,631 

5.220 
24,552 
62.631 

60 


60 


$253,166 


$400,531 


$400,531 
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67-68  68-69  69-70 
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ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
&i 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES 

Dean  of  Students  :  S.-VLART  RANGE 

Secretary  of  the  regents l.OS  1  1  $1,500  $18,000  $18,000 

Secretary 111  4S0-584  6,672  6,672 

Academic  Relations : 

Coordinator — administrator 0.50  0.75  0.75  1,042  9,374  9,374 

Typist-clerk    0.88  -  -  367-^46 

Sr  stenographer -  1  1  435-530  5,484  5,484 

Financial  Aid  and  Placement  Office : 

Principal  clerk l.SO  1  1  4S0-5S4  6.672  6.672 

Sr  typist-clerk 1.78  1  1  415-505  4,980  4.9S0 

Sr  stenographer -  1  1  435-530  5,484  5,484 

Sr  administrative  asst 0.83  1  1  746-905  9,396  9.896 

Administrative  assistant 0.17  1  1  584-710  7,008  7,008 

Recreational  Program : 

Principal  clerk 0.13  -  -  480-584 

Clerk    0.05  -  -  367-^46 

Departmental  admmistratiTe  asst  II  -  0.13  0.13  556-676  911  911 

Sr  stenographer 0.13  0.13  0.13  485-530  768  768 

Storekeeper  II 0.13  0.13  0.13  584-710  1,107  1,107 

Storekeeper  I 0.10  0.13  0.13  505-614  827  827 

Recreation— snpvr  III -  0.25  0.25  7S3-950  2,994  2,994 

Registration  and  Admissions  Office : 

Registrar  and  admissions  officer 111  1.4S8  17.800  17,800 

Principal  clerk 3.93  6  6  480-584  37,920  37,920 

Sr  clerk 2.69  5  5  41.5-505  26,388  26.388 

Sr  tvpist-clerk 111  41.5-505  5,220  5,220 

Typist-clerk 2  3  3  367^46  14,124  14,124 

Secretary 111  480-584  6,672  6.672 

Sr  stenographer 0.99  1  1  435-530  5.220  5.220 

Sr  administrative  asst 111  746-905  9,852  9,852 

Administrative  asst 111  584-710  8,520  8,520 

Special  Services : 

Sr  typist-clerk -  1  1  415-505  4,980  4,980 

Administrative  asst 111  584^710  7,728  7,728 

Student  Activities  Office : 

Asst  to  vice  chancellor  stdnt  affairs  0,42  -  -  648  -  - 

Sr  stenographer 13  3  435-530  17,028  17,028 

Asst  dean  of  students 1.67  2  2  746-905  18,804  18,804 

Student  Affairs  Development : 

Sr  stenographer 111  43.5-530  5,760  5,760 

Staff  officer  I 111  783-950  15,276  15,276 

Student  Health : 

Sr  tvpist-clerk 1,09  2  2  415-505  10.200  10,200 

Secretary 111  480-584  7,008  7,008 

Sr  nursing  aid -  1  1  446-543  5.100  5,100 

Head  nurse  SHS 111  660-SOl  9,168  9,168 

Staff  nurse  SHS 1.42  4  4  599-728  30,180  30,180 

Sr  physician  diplomate 0.50  0.50  0.50       1,793-2,179  13,074  13,074 

Student  Health  Counseling : 

Sr  stenogranher -  1  1  435-530  5,220  5,220 

Associate  phvsician -  0.25  0.25        1,548-1,882  4,644  4,044 

Counseling  phvchologist  II -  0,80  0,80  973-1,183  9,341  9.341 

Counseling  phvchologist  III 0,10  0.20  0.20       1,074-1.305  2,578  2.578 

Clinical  social  worker  II -      •  0.50  0.50  801-973  6,696  6,696 

Student  Life  Research : 

Sr  typist-clerk -  1  1  415-505  5,100  5,100 

Counseling  phycholosist  I -  1  1  SS4-1.074  10,608  10,608 

Systems  Rsearch  and  Development : 

Sr  EDP  systems  analyst 0.31  0.50  0.50  998-1,213  6,930  6,930 

Medical  Student  Services : 

Finance  officer  &  business  manager  —  1  1  1.142  13.700  13.700 

Associate  dean -  0.25  0.25  1,898  5.694  5,694 

Asst  dean 0.50  0.20  0.20  1,350  3,240  3,240 

Principal  clerk -  1  1  480-684  6,852  6,852 

Sr  tvpist-clerk 1.45  2  2  415-505  10.848  10,848 

Secretary 2.50  2  2  480-584  13.068  13,068 

CCM  a — Student  Health  Service : 

Sr  tvpist-clerk 0.69  0.75  0.75  415-505  3,825  3,825 

Staff  nurse 2.45  1  1  509-728  7.188  7,188 

Sr  physician 0.85  0.37  0.37        1.708-2.076  7,583  7,583 

Office  of  Registrar : 

Registrar  and  admissions  officer 2  -  -  1,483  -  - 

Principal  clerk 2  -  -  480-584 

Sr  typist-clerk 3.97  -  -  41.5-505 

General  assistance 11.85  15.50  15.50  88,898  46,.369  46.369 

Totals,  Student  Services 62.91  77.34  77.34  $884,697  $525,183  $525,183 

a  California  College  of  Medicine. 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)       (iuth.)       (Aalh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
81 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY   ENTERPRISES 

General  Expense : 

Residence  halls  administrator 0.67  -              - 

Cashier    111 

Principal   clerk    1.37  1              1 

Sr  t.vpist-clerk 0.25  1              1 

Sr   stenographer    -  2              2 

Food  service  manager  III 0.33  1              1 

Residence  halls  manager  III 0.38  1              1 

College  Bookstore  : 

Principal    clerk    2  11 

Sr    typist-clerk    2  -              - 

H/S  Administrative  and  Clerical : 

Sr  typist-clerk -  1              1 

Residence  halls  manager  I -  1              1 

Asst   residence   halls  mgr 0.92  -             - 

Asst  bnsiness   mgr   I   0.10  —              — 

H/S  Student  Program : 

Residence  advisor 1  -              - 

Sr   residence   advisor   —  1              1 

H/S  Housekeeping  Service : 

Janitor    -  1               1 

Headmaid — asst  housekeeper -  1              1 

Maintenance  man 1.96  2              2 

General   assistance   14.29  13.75  13.75 

Totals,  Auxiliary  Enterprises 26.27  28.75  28.75 

Provisions  for  Allocation : 

Academic   merits _  _              _ 

Nonacademic    merits    _  _              _ 

TOTALS,  IRVINE  CAMPUS 1,323.19  1,391.54  1,391.54 


SALAKY  RANGE 

.$1,333 
415-505 
480-584 
415-505 
43.5-530 
7S.S-950 
863-1,048 

480-584 
415-505 

415-505 
644-783 
556-676 
783-950 

556-676 
644-783 

405-469 

395^80 

571-660 

66,443 

§137,581 


$5,904 
6,360 

4,980 
11,388 
11,400 
10,860 

6,060 


5,220 
7,728 


7,728 

4,860 

4,980 

15,108 

54,414 


$5,904 
6,360 
4,980 
11,388 
11,400 
10,860 

6,060 


5,220 

7,728 


7,728 

4,860 

4,980 

15,108 

54,414 


$156,990 


$156,990 


7,599 
5,429 


7,599 
5,429 


$9,667,325        $12,878,096        $12,878,096 
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20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


GENERAL  ADMINISTRATION 

Chancellors  Office : 

Chancellor 1 

Vice  chancellor   4 

Asst   vice   chancellor — bus   &  finan  — 

Adm  secretary  to  chancellor 2 

Special  asst  to  chancellor 0.83 

Director  of  planning 1 

Sr  typist-clerk 0.69 

Secretary    3.14 

Sr  planning  analyst  II 0.50 

Sr  planning  analyst  I 1 

Assoc  planning  analyst 1 

Sr  survey  worker 0.50 

Sr  administrative  analyst 2.44 

Administrative   analyst   1.08 

Principal  budget  analyst  II 0.50 

Budget  analyst 1 

Sr  administrative  asst 1.42 

Administrative   asst   5.24 

Staff  officer  II 0.67 

Office  of  the  Vice  Chancellor : 

Vice  chancellor   1 

Asst  to  the  vice  chancellor 0.84 

Principal  clerk 1 

Sr  clerk 0.83 

Sr  typist-clerk 1.97 

Sr  administrative  analyst 1 

Asst  administrative  analyst 0.42 

Public  adm  analyst  IV 1 

Sr  administrative  asst 0.25 

Administrative   asst   3.33 

Systems  and  Procedures : 

Sr  typist-clerk 0.55 

Sr   stenographer   0.18 

Programmer  II 0.58 

Administrative   analyst - 

Staff  officer  II 0.58 

Staff  officer  I 0.52 

Supvng  EDP  systems  analyst 0.21 

Sr  EDP  systems  analyst 1.08 

EDP   systems  analyst 0.06 

Office  of  Extramural  Support : 

Asst  chancellor 1 

Mgr  off  of  extramural  support 0.08 

Principal  clerk 1 

Sr  typist-clerk 3.10 

Secretary    3.84 

Sr  administrative  analyst 1 

Administrative  analyst 1 

Asst  administrative  analyst 0.88 

Administrative  asst 1 

Asst  to   (dean,  dir,  or  chairman)  I  1.17 

Staff  officer  I 1.75 

Office  of  Coordinator  of  Overseas 
Operation  : 

Coordinator   of  overseas  operations  0.50 

Asst  specialist 1 

Principal    clerk    - 

Sr  clerk 1.33 

Clerk   0.23 

Secretary     0.78 

Sr   stenographer   0.50 

Sr  administrative  analyst 0.16 

Asst  administrative  analyst 0.50 

Sr  administrative  asst 1 

Administrative   asst   1.26 

Educational  Opportunity  Office : 

Sr  typist-clerk 0.51 

Secretary    0.33 

Administrative  asst 0.97 

Staff  officer  II 

Accounting  Office : 

Accounting  officer - 

Principal   clerk   13.99 

Sr   clerk   33.67 

Clerk      2 

Sr  tvpist-clerk 1.33 

Typist-clerk      0.62 

Sr  administrative  asst 3.96 

Administrative   asst   7.29 

Sr  accountant 1.73 

Accountant     8.46 


SALARY  KANGE 

1 

1 

$3,333 

$40,000 

$40,000 

4 

4 

2,552 

122,500 

122,500 

1 

1 

2,167 

26,000 

26,000 

2 

2 

1,021 

24,500 

24,500 

_ 

— 

1,139 

— 

— 

1 

1 

1,667 

20,000 

20,000 

1 

1 

415-505 

4,980 

4,980 

3 

3 

4S0-584 

19,248 

19,248 

_ 

_ 

1,048-1,273 

_ 

- 

1 

1 

1,048-1,273 

13,536 

13,536 

1 

1 

821-998 

11,976 

11,976 

1 

1 

480-584 

16,860 

16.860 

3 

3 

950-1.155 

40,296 

40,296 

1 

1 

783-950 

11.400 

11,400 

1 

1 

1,155-1,405 

16,452 

16,452 

1 

1 

783-950 

11,400 

11.400 

2 

9 

746-905 

18,348 

18,348 

7 

7 

584-710 

54,432 

54,432 

- 

- 

1,155-1,405 

- 

- 

1 

1 

2,708 

32,500 

32,500 

1 

1 

1,417 

17,000 

17,000 

1 

1 

480-584 

7,008 

7,008 

1 

1 

415-505 

5,760 

5,760 

2.50 

2.50 

415-505 

13.458 

13.458 

o 

o 

950-1.155 

24,252 

24,252 

1 

1 

644-783 

8,952 

8,952 

_ 

_ 

644-783 

_ 

_ 

1 

1 

746-905 

8,952 

8.952 

2 

2 

584-710 

15,288 

15,288 

1 

1 

415-505 

5,220 

5,220 

_ 

_ 

435-530 

_ 

_ 

_ 

_ 

821-998 

_ 

_ 

1 

1 

783-950 

9,852 

9,852 

1 

1 

1,155-1.405 

16.860 

16,860 

1 

1 

1,048-1,273 

15,276 

15,276 

— 

— 

1,213-1,475 

— 

— 

3 

3 

998-1,213 

39,036 

39,036 

1 

1 

821-998 

10,356 

10,356 

1 

1 

2,250 

27.000 

27,000 

1 

1 

1.475 

17,700 

17,700 

1 

1 

480-584 

7,008 

7.008 

4 

4 

415-505 

20.040 

20,040 

4 

4 

480-584 

25.980 

25.980 

1 

1 

950-1,155 

12.888 

12,888 

1 

1 

783-950 

10.608 

10,608 

1 

1 

644-783 

8.736 

8,736 

1 

1 

584-710 

8,520 

8,520 

_ 

— 

863-1,048 

- 

- 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

1.875 

22.500 

22.500 

1 

1 

74.5-861 

10,332 

10,332 

_ 

_ 

480-584 

- 

- 

9 

2 

415-505 

11,544 

11,544 

_ 

367-446 

_ 

_ 

1 

1 

480-584 

6,360 

6,360 

0.50 

0.50 

435-530 

3,180 

3,180 

0.50 

0.50 

950-1,155 

6,288 

6.288 

0.50 

0.50 

644-783 

4.056 

4.0.56 

1 

1 

746-905 

10.860 

10.860 

1.25 

1.25 

584-710 

9,786 

9,786 

_ 

_ 

415-505 

_ 

_ 

_ 

_ 

480-584 

_ 

— 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1,155-1,405 

16,044 

16,044 

1 

1 

1,550 

18,600 

18,600 

14 

14 

480-584 

87,384 

87,884 

39 

39 

415-505 

209,844 

209,844 

3 

3 

367^46 

13,440 

13,440 

3 

3 

41.5-505 

15,180 

15,180 

_ 

367^46 

— 

— 

4 

4 

746-905 

40,464 

40,464 

10 

10 

584-710 

74,448 

74,448 

3 

3 

950-1,155 

35,952 

35,952 

8 

8 

783-950 

84,648 

84.648 
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GENERAL  ADMINISTRATION— Continued 

Budget  Office : 

Budget  officer 1 

Principal   clerk   0.16 

Sr  clerk 0.68 

Sr  typist-clerk 1.82 

Budget  analyst   2 

Administrative  asst   0.92 

Sr  accountant 2 

Finance  Office : 

Asst  vice  chancellor 1 

Principal    clerk    0.90 

Clerk     

Sr  typist-clerk 1.08 

Sr  administrative  asst 1 

Sr   accountant   2.57 

Asst    accountant    — 

Architects  and  En^neers : 

Principal   architect 1 

Sr  architect   II   0.25 

Campus  planner  II 0.25 

Sr  landscape  architect 0.25 

Building  Program  Clearing  Account : 

Principal  clerk 2.75 

Sr    clerk    4.21 

Sr  tj'pist-clerk 1 

Secretary      1 

Sr  stenographer 1.96 

Sr  architectural  draftsman 3.25 

Asst  architectural  draftsman 2.75 

Sr  architect   II 0.75 

Sr  architect  I 2 

Campus   planner  II 0.75 

Project  architect 3.92 

Supvng  construction  inspector 1 

Sr  landscape  architect 0.75 

Assoc  landscape  architect 1 

Principal    engineer    1 

Sr   engineer   2 

Associate  engineer 3 

Sr  administrative  asst 1 

Business  Manager  : 

Business  manager 1 

Associate  business  manager 1 

Sr  typist-clerk 1 

Sr   stenographer   1 

Administrative  asst 1 

Asst  to  (dean,  dir,  or  chairman)  I  0.50 

Staff  officer  I 0.50 

Cashier : 

Cashier's   office  manager  II 1 

Supervising   cashier   1 

Sr  cashier 1 

Cashier      5.82 

Inventory : 

Principal    clerk    3.04 

Sr  typist-clerk 2.93 

Administrative  asst 1 

Asst  business  manager  II 1 

Purchasing : 

Purchasing    agent    1 

Principal  clerk 6.82 

Sr  typist-clerk 10.53 

Typist-clerk    3.79 

Asst  architectural  draftsman 1 

Sr  administrative  asst 1 

Production  manager  I 1 

Buyer  IV 1 

Buyer  III 5 

Buyer  II 2 

Buyer  I 4 

Personnel  Office : 

Personnel  manager 1 

Communications  attendant 1 

Principal   clerk    2.13 

Sr   clerk    1 

Sr  typist-clerk 8.49 

Secretary    1 

Sr  stenographer 1 

Administrative   asst   4.08 

Staff  officer  II , 0.50 


SALARY  RANGE 

1 

1 

1,550 

18,600 

18,600 

— 

_ 

480-584 

_ 

— 

o 

2 

415-505 

10,464 

10,464 

i 

1 

41.5-505 

5,904 

5,904 

o 

2 

783-950 

22,260 

22.260 

1 

1 

584-710 

7,368 

7,368 

2 

2 

950-1,155 

26,436 

26,436 

1 

1 

1,958 

23,500 

23,500 

— 

— 

480-584 

— 

— 

1 

1 

367^46 

4,404 

4,404 

1 

1 

415-505 

6,060 

6,060 

1 

1 

746-905 

10,860 

10,860 

3 

3 

950-1,155 

39,036 

39,036 

1 

1 

644-783 

7,728 

7,728 

1 

1 

1,958 

23,500 

23,500 

0.25 

0.25 

1,337-1,626 

4,878 

4,878 

0.25 

0.25 

1,213-1.475 

4,425 

4,425 

0.25 

0.25 

1,048-1,273 

3,819 

3,819 

3 

3 

480-584 

20,376 

20,376 

4 

4 

415-505 

21,960 

21,060 

1 

1 

41.5-505 

4,980 

4,980 

1 

1 

480-584 

7,008 

7,008 

3 

3 

435-530 

16,500 

16,500 

5 

5 

950-1.155 

64,380 

64,380 

2 

2 

821-998 

23,952 

23,952 

0.75 

0.75 

l,.337-],626 

14,634 

14,634 

2 

2 

1,21.8-1,475 

35.400 

35,400 

0.75 

0.75 

1,213-1.475 

13,275 

13,275 

4 

4 

1,048-1.273 

58,404 

58.404 

1 

1 

1,155-1,405 

16,860 

16,860 

0.75 

0.75 

1,048-1,273 

11,457 

11,457 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1,337-1,626 

19,512 

19..512 

2 

2 

1,155-1,405 

33,720 

33,720 

3 

3 

998-1,213 

41,088 

41,088 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1,750 

21,000 

21.000 

1 

1 

1,583 

19,000 

19,000 

1 

1 

41.5-505 

6,060 

6.060 

1 

1 

435-530 

6,060 

6,060 

1 

1 

584-710 

8,112 

8.112 

_ 

_ 

863-1,048 

_ 

_ 

1 

1 

1,048-1,273 

14,556 

14,556 

1 

1 

746-908 

10.860 

10.860 

1 

1 

556-676 

7.728 

7,728 

1 

1 

480-584 

6,672 

6,672 

8 

8 

415-505 

42,720 

42,720 

3 

3 

480-584 

20,076 

20,076 

.S 

3 

41.5-505 

16.020 

16,020 

1 

1 

584-710 

8,520 

8,520 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1,450 

17,400 

17,400 

7 

7 

480-584 

46,248 

46.248 

11 

11 

41.5-505 

61,428 

61,428 

4 

4 

367-^46 

18,072 

18,072 

1 

1 

821-998 

11,976 

13.976 

1 

1 

746-905 

10.860 

10.860 

1 

1 

90-5-1,100 

13,200 

13.200 

1 

1 

9.50-1,155 

13.860 

13.860 

5 

5 

86.3-1,048 

62.880 

62.880 

2 

2 

710-863 

20,208 

20,208 

4 

4 

614-746 

34,584 

34,584 

1 

1 

1.608 

19,300 

19.300 

1 

1 

415-505 

6.060 

6.060 

2 

2 

480-584 

12.732 

12.732 

1 

1 

41.5-505 

5.628 

5.628 

12 

12 

41-5-505 

66.588 

66.588 

1 

1 

480-584 

6..516 

6..516 

1 

1 

4.S5-n.Sn 

6.360 

6.360 

6 

6 

584-710 

48.024 

48.024 

1 

1 

1,155-1,405 

16,044 

16,044 
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GENERAL  ADMINISTRATION— Continued 

Personnel  Office — Continued 

Emploj'ment  officer  II 0.58  - 

Employment  officer  I 0.17  1 

Employment  representative  III 5.83  5 

Employment  representative  II 1.50  2 

Employment  representative  I 0.50  - 

Principal  personnel  analyst  II 2.97  6 

Sr  personnel  analyst 2.12  - 

Personnel  analyst 5.99  7 

Asst  personnel  analyst 1.06  1 

Automotive  equipment  opr  I 1  1 

Personnel  OFC — In-Service  Training : 

General   assistance   35.20  49.70 

Less  Summer  Quarter  Offset : 

Nonacademic    -  -7 


Totals.  General  Administration 329.37     872.95 


INSTRUCTION  AND  DEPART- 
MENTAL RESEARCH 

General  Campus : 
Academic :  " 

Head  of 

Assoc  head  of  a 

Academic  prog  advisor 

Faculty  advisor 

Dean    

Dean — acting   

Assoc  dean   

Asst  dean   

Divisional  dean 

Summer  differential 

Administrative  stipend 

Professor — 9  months 

Professor — 9  months — acting 

Professor — 9  months — visiting 

Professor — 9  months — recalled 

Professor — 9   months — acting 

Professor — 9   months — visiting 

Professor — 11    months    

Professor — 11   months — visiting 

Professor — 10  months 

Professor — law  school  scale 

Act  prof — law   school   scale 

Assoc  prof — 9  months 

Assoc  prof — 9  months — act 

Assoc    prof — 9     months — visiting 

Assoc  prof — 9  months — recalled 

Assoc  prof — 9  months — acting 

Assoc  prof — 9  months — visiting 

Assoc  prof — 11  months 

Assoc  prof — law  school  scale 

Act  assoc  prof — law  school  scale 

Asst   prof — 9  months 

Asst  prof — 9  months — acting 

Asst  proof — 9  months — visiting 

Asst  prof — 9  months — acting 

Asst  prof — 9  months — visiting 

Asst   prof — 11  months 

Asst  prof — 11  months — clinical 

Asst  prof — law  school  scale 

Instructor — 9  months 

Instructor — 9   months — acting 

Instructor — 9  months — 1/9  mthly 

Instructor — 9    months — acting 

Instructor — 11  months 

Assoc   in  a — 9   months 

Assoc  in  a — 9  months — 1/9  mthly 

pymt 

Assoc  in  a — 11  months 

Assoc  in  a — sum  sess 

Sr  lecturer — 9  months 

Sr  lecturer — 9  months  with  sec 

empl 

Lecturer — 9  months 

Lecturer — 9  months 

Lecturer — 9  months  with  sec 

empl 

Lecturer — 11    months    


SALARY  KANGE 

- 

950-1,155 

_ 

_ 

1 

783-950 

10,860 

10,860 

5 

710-863 

51,780 

51,780 

2 

614-746 

15,096 

15,096 

_ 

556-644 

_ 

_ 

6 

1,155-1,405 

87,336 

87,336 

— 

9.50-1,155 

— 

— 

7 

783-950 

75,624 

75,624 

1 

644-783 

8,952 

8,952 

1 

457-530 

5,760 

5,760 

49.70 

317,394 

435,292 

435,292 

-7 

- 

-50,810 

$3,507,842 

-50,810 

S72.95 

$2,995,224 

$3,507,842 

0.40 

0.40 

0.40 

$1,283 

$6,160 

$6,160 

— 

0.25 

0.25 

850 

2,550 

2,550 

0.70 

1,042 

- 

- 

0.10 

0.10 

0.10 

1,042 

1,250 

1,250 

8.35 

10 

10 

2.550 

285,400 

285,400 

0.60 

_ 

_ 

950 

— 

— 

4.03 

3.57 

3.57 

1,908 

74,071 

74,071 

3.64 

4.23 

4.23 

1,025 

65,286 

65,286 

1.20 

1.20 

1.20 

2,000 

28,800 

28,800 

_ 

- 

19,379 

19,379 

_ 

_ 

_ 

— 

60,000 

60,000 

317.11 

411.01 

411.01 

1,283-1,900 

7,982,240 

7,982,240 

0.50 

1,283-1,900 

- 

- 

5.35 

_ 

_ 

1,283-1,900 

- 

- 

4.21 

4.50 

4.50 

1,283-1,900 

87,400 

87,400 

•7 

1,283-1,900 

- 

- 

9.18 

1 

1 

1,28.3-1,900 

18,550 

18,550 

27.76 

9.14 

9.14 

l.!500-2,192 

219,467 

219,467 

0.37 

1,500-2,192 

- 

- 

6.72 

_ 

_ 

1,500-2.192 

— 

_ 

13.79 

25.97 

25.97 

1,650-2,333 

624,332 

624,332 

2 

1,650-2,333 

- 

- 

191.44 

244.02 

244.02 

1,025-1,175 

3,256,262 

3,256,262 

0.50 

1,025-1,175 

- 

- 

2.63 

_ 

_ 

1,025-1,175 

— 

— 

1 

_ 

_ 

1,025-1,175 

— 

— 

12.11 

3 

3 

1,025-1,175 

37,600 

37,600 

5.68 

1,025-1,175 

— 

— 

3.08 

1 

1 

1,192-1,358 

16,300 

16,300 

0.45 

10 

10 

1,392-1,558 

167,000 

167,000 

O 

l,392-l,.-.-)8 

— 

— 

363.76 

755.59 

755.59 

808-975 

7,862,145 

7,862,145 

0.50 

808-975 

— 

— 

0  68 

808-975 

— 

— 

48.08 

768-926 

- 

- 

6  75 

808-975 

— 

_ 

9.25 

9.25 

950-1,125 

110.950 

110,9.50 

_ 

10.03 

10.03 

1,02.5-1,233 

133,369 

133,369 

0.67 

1 

1 

1,02.5-1,275 

14,300 

14,300 

o 

37 

37 

700 

310,800 

310,800 

17.32 

665 

- 

- 

0  25 

700 

— 

— 

1.13 

6.94 

6.94 

665 

55,381 

55,381 

2.51 

0.75 

0.75 

817 

7,350 

7,350 

37.62 

56.81 

56.81 

568-710 

387,217 

387,217 

95.67 

568-710 

_ 

_ 

0.95 

__ 

_ 

659-821 

— 

— 

1 

1 

1 

568-710 

15,264 

15,264 

1.82 

763-1,737 

- 

- 

1.75 

1.75 

1.75 

763-1,737 

29,643 

29,643 

105.48 

55.32 

55.32 

763-1,737 

696,357 

596,357 

20.78 

763-1,737 

- 

- 

21.50 

24 

24 

763-1,737 

297,096 

297,096 

2.01 

0.71 

0.71 

882-2,040 

12,243 

12,243 
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LOS  ANGELES  CAMPUS — Continued 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
{Filled)      (Aulh.)       (Aiith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

General  Campus — Continued 
Academic — Continued 

Clin  instr — clin  depts  comp  pin 

Assoc  supvr  in  phys  educ — 9 

months 

Asst  siipvr  in  phys  educ — 9 

months 

■Tr  supvr  in  phys  educ — 9 

months 

Coordinator  of  teacher  educ 

Coord  of  field  work — 9  months  __ 
Field  work  consultant — 9  months 
Field  work  consultant — 11 

months 

Teaching  asst 

Assoc    res  a — 11    months 

Asst  res  a — 11  months 

Postgrad  res  a — 11 

months    

Prof  of  a — In  res 

Assoc   prof   of  a — In   res 

Asst   professor   of  a   in 

residence   

Research  asst 

Specialist 

Librarian  III 

Librarian  II 

Prov  for  merits  &  promotions 

Nonacademic : 

Mffr  acad  communications  facility 

Botanical  garden  manager 

Sr  nurseryman 

Nurseryman    

Communications  attendant 

Principal  clerk 

Sr  clerk 

Clerk    

Principal  typist-clerk 

Sr  typist-clerk 

Varitypist 

Departmental  adm  asst  IV 

Departmental  adm  asst  III 

Departmental  adm  asst  II 

Departmental  adm  asst  I 

Administrative  asst  II 

Sr  offset  dup  mach  operator 

Key  punch  operator  II 

Sr  computer  operator 

Coder 

Legal  secretary 

Secretary  

Sr  stenographer 

Stenographer  

Storekeeper  II  

Storekeeper  I  

Stores  helper 

Watchman — museum  guard 

Sr  artist 

Sr  medical  illustrator 

Sr   scientific   illustrator 

Scientifie  illustrator 

Pianist  II 

Communications  prod  mgr  II 

Communications  prod  mgr  I 

Communications  prod  asst  II 

Communications  prod  asst  I 

Principal  photographer 

Sr  photographer 

Photographer   

Photographic  technician 

Sr  television  engineer 

Television  engineer 

Principal  television  techn 

Sr  television  technician 

Television  technician 

Sound  technician 

Sr  wardrobe  technician 

Prod  supvr — theater  arts 

Sr  scene  technician 

Scene  technician 

a  Subject  matter  specialty. 


SALARY  RANGE 

4.90 

4.90 

4.90 

816-1,632 

69,530 

69,580 

1 

1 

1 

1,042 

12,500 

12,500 

- 

0.10 

0.10 

742-867 

1,040 

1,040 

__ 

0.73 

0.78 

6.1.S-700 

6,132 

6,132 

3.05 

3.06 

3.06 

712-1,230 

30,601 

30,601 

1.09 

1 

1 

1,283-1,900 

15,264 

15,264 

- 

1.60 

1.60 

1,283-1.900 

18,751 

18,751 

8.25 

9 

2 

1,500-2,192 

24,804 

24,804 

266.76 

443.78 

443.73 

360-370 

2,875,370 

2,875,370 

1.01 

1 

1 

1,192-1,358 

16,800 

16,300 

2.45 

3 

3 

950-1,125 

35,400 

35,400 

4..S0 

7 

7 

643-821 

67,416 

67,416 

5.19 

0.12 

0.12 

1,283-1,900 

2,268 

2,268 

0.98 

1,025-1,175 

- 

- 

24.Sfi 

_ 

_ 

808-975 

_ 

_ 

4.95 

5 

5 

285-295 

34,200 

34,200 

0.75 

_ 

_ 

1,243-1,547 

- 

- 

0,38 

_ 

_ 

781-949 

— 

— 

1.17 

1 

1 

659-841 

10,092 

10,092 

- 

- 

- 

- 

1,344,429 

1,344,429 

1 

1 

1 

1,438 

17,200 

17,200 

1 

1 

1 

821-998 

11,976 

11,976 

3 

3 

3 

614-746 

26,856 

26,8.56 

4 

4 

4 

530-644 

28,932 

28,932 

2.97 

5 

5 

415-505 

26,664 

26,664 

57.04 

61 

61 

480-584 

389,514 

389.514 

12.14 

13 

13 

415-505 

69,960 

69,960 

0.08 

3.50 

3.50 

367-446 

15,414 

15,414 

6.09 

6 

6 

480-584 

41,376 

41,376 

91.23 

105 

105 

415-505 

558,228 

558,228 

2.07 

2 

2 

480-584 

13,680 

13,680 

1.17 

2 

2 

746-905 

19,008 

19.008 

1.66 

4 

4 

644-783 

34,824 

34,824 

3.26 

7 

7 

556-676 

49,860 

49,860 

1 

1 

1 

480-584 

7,008 

7,008 

0.96 

1 

1 

556-676 

5,220 

5,220 

1 

2 

2 

505-614 

13,860 

13,860 

0.48 

1 

1 

425-517 

5,100 

5,100 

0.13 

— 

_ 

644-783 

— 

— 

0.58 

_ 

_ 

457-556 

— 

- 

0.17 

_ 

_ 

543-660 

- 

- 

98.88 

114 

114 

480-584 

752,724 

752,724 

69.81 

77 

77 

43.5-530 

438,564 

438,564 

3 

2 

2 

405^92 

11,112 

11,112 

7.86 

8 

8 

584-710 

65,952 

65.0.52 

6.75 

7 

7 

505-614 

47,508 

47,508 

1.52 

2 

9 

359-435 

8,616 

8,616 

1.21 

1.45 

1.45 

457-556 

9,046 

9,046 

1 

1 

1 

740-905 

9,852 

9,852 

0.76 

1 

1 

746-905 

10.860 

10.860 

2.34 

3 

3 

746-905 

29,916 

29.916 

1 

1 

1 

614-746 

8,304 

8,304 

3 

3 

3 

556-676 

22,848 

22,848 

1.06 

2 

2 

998-1,213 

27,132 

27,1.32 

_ 

9 

2 

90.5-1,100 

20,256 

20,256 

2 

8 

3 

614-746 

24,792 

24,792 

1.75 

1 

1 

556-676 

6,672 

6,672 

1 

1 

1 

821-998 

10,356 

10,356 

4.13 

5 

5 

676-821 

46,404 

46,404 

3 

3 

8 

584-710 

23,976 

23.976 

0.99 

1 

1 

480-584 

7,008 

7,008 

0.08 

1 

1 

1,155-1,405 

15,276 

15,276 

1.25 

1 

1 

998-1,213 

12,276 

12,276 

1 

1 

1 

863-1.048 

12,276 

12,276 

2 

2 

2 

746-005 

21,216 

21,216 

1.42 

2 

2 

644-746 

14,664 

14,664 

2 

2 

2 

710-863 

19,752 

19,752 

1 

1 

1 

614-746 

8,952 

8,952 

2.92 

3 

3 

746-905 

30,060 

30,060 

4 

4 

4 

660-801 

38,232 

38,232 

1.04 

1 

1 

543-660 

6,672 

6,672 
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LOS  ANGELES  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)      (Aoth.l      (toth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
S 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

General  Campus — Continued 
Nonacademic — Continued 

Library  asst  III 1.75 

Library  asst  II 2 

Design  draftsman 0.39 

Sr  draftsman 6.97 

Sr  development  engineer 3.33 

Assoc  development  engineer 1.17 

Asst  development  engineer 1.49 

Programmer   II 1.37 

Programmer  I 0.45 

Prin  administrative  analyst  II 0.25 

Sr  administrative  analyst 2.33 

Administrative  analyst 2 

Asst  administrative  analyst 2.75 

Sr   administrative   asst   17.73 

Administrative   asst   52.22 

Lab  business  officer  III 1.25 

Lab  business  officer  II 0.83 

Lab  business  officer  I 2 

Administrative  services  off  II 0.50 

Asst  to  (dean,  dir,  or  chrmn)  I 0.86 

Staff  officer   I   

Sr   accountant 1.67 

Accountant 0.67 

Asst   accountant   1 

Placement  interviewer  III 0.83 

Publications   manager   II   0.50 

Editor   II    1 

Editor  I   2.17 

Production  manager  I 0.50 

Sr   maintenance   man 3 

Maintenance  man 1 

Prin  electronics  technician 9.14 

Sr   electronics   technician 13.98 

Electronics   technician   1.83 

Recording   technician 1 

Prin  lab  glassblower 2 

Sr  laboratory  glassblower 1 

Laboratory  glassblower 0.50 

Laboratory  glassblower  trainee 0.50 

Mechanical  supt  I   1 

Principal  laboratory  mech 7 

Sr  laboratory  mechanician 32.46 

Laboratory   mechanician   0.58 

Laboratory  mechanician  helper 1 

Sr  optical  instrument  maker - 

Asst  printing  estimator 1 

Asst  dean  of  students - 

Counselor   II   14.01 

Counselor    I    1.66 

Psychologist  II 0.08 

Animal   caretaker   1 

Sr  animal  technician 1 

Spectroscopist    1 

Laboratory   asst   IV 3 

Lalioratory  asst  III 9 

Laboratory  asst  II 8.87 

Laboratory  asst  I 4.35 

Laboratory  technician  IV 3.48 

Laboratory  technician  III 3 

Laboratory  technician  II 9.39 

Laboratory  technician  I 2 

Supvng   scanner   II    0.42 

Supvng   scanner   I    0.42 

Scanner  II 0.18 

Sr   museum   scientist 2.83 

Museum    scientist    3.17 

Museum  technician 1.05 

Health  Sciences : 
Academic: 

Dean    4 

Assoc  dean 1 

Asst  dean 0.50 

Administrative   stipend — 

Professor — 9   months    3 

Professor — 9  months — visiting 0.25 

Professor — 11   months   30.38 

Professor — 11   months — visiting 1.40 


SALARY  RANGE 

2 

2 

556-676 

15,120 

15,120 

2 

2 

480-584 

13,068 

13,068 

2 

2 

746-905 

17,904 

17,904 

6 

6 

614-746 

50,040 

50,040 

4 

4 

1,213-1,475 

70,800 

70,800 

1 

1 

1,048-1,273 

15,276 

15,276 

2 

2 

863-1,048 

22,932 

22,932 

1.50 

1.50 

821-998 

15,282 

15,282 

0.50 

0.50 

676-821 

4,056 

4,056 

1 

1 

1,155-1,405 

16,452 

16,452 

4 

4 

950-1,155 

52,820 

52,820 

3 

3 

783-950 

31,656 

31,656 

3 

3 

644-783 

27,744 

27,744 

17 

17 

746-905 

173,556 

173,556 

57.13 

57.13 

584-710 

455,386 

455,386 

1 

1 

1,100-1,337 

15,276 

15,276 

1 

1 

950-1,155 

12,888 

12,888 

2 

2 

783-950 

22,800 

22,800 

1 

1 

950-1,155 

11,976 

11,976 

1 

1 

863-1,048 

11,400 

11,400 

1 

1 

1,048-1,273 

12,576 

12,576 

2 

2 

950-1,155 

27,720 

27,720 

1 

1 

783-950 

11,400 

11,400 

1 

1 

644-783 

8,952 

8,952 

2 

2 

710-863 

19,704 

19,704 

1 

1 

998-1.213 

14,556 

14,556 

1 

1 

614-746 

7,728 

7,728 

3 

3 

55i;;-676 

22,512 

22,512 

_ 

_ 

905-1,100 

- 

_ 

3 

3 

692-801 

28,836 

28,836 

1 

1 

571-660 

7,920 

7,920 

10 

10 

821-998 

117,240 

117,240 

18 

18 

710-863 

173,772 

173,772 

2 

2 

644-746 

16,224 

16,224 

1 

1 

676-783 

9,396 

9,396 

2 

2 

821-998 

23,952 

23.952 

1 

1 

746-905 

10,860 

10,860 

1 

1 

644-783 

8,112 

8,112 

_ 

_ 

584-676 

_ 

_ 

2 

2 

863-1,047 

24,552 

24,552 

8 

8 

783-950 

90,660 

90,660 

34 

34 

710-863 

344,100 

344,100 

_ 

_ 

676-783 

_ 

_ 

2 

2 

584-676 

14,736 

14,736 

1 

1 

746-905 

10,356 

10,356 

1 

1 

614-746 

8,791 

8,791 

_ 

_ 

746-905 

— 

_ 

13.90 

13.90 

644-783 

122,528 

122,528 

2.50 

2.50 

556-676 

17,376 

17,376 

1 

1 

973-1.183 

7,728 

7,728 

2 

9 

41.5-505 

10,980 

10,980 

1 

1 

530-644 

7,728 

7,728 

1 

1 

950-1.155 

13.860 

13,860 

3 

3 

746-905 

32,580 

32,580 

11 

11 

614-746 

93,216 

93,216 

9 

9 

50.5-614 

60,912 

60,912 

6 

6 

43.T-530 

34,356 

34,356 

4 

4 

821-998 

45,780 

45,780 

6 

6 

746-905 

58,428 

58,428 

11.50 

11.50 

676-821 

104,052 

104,052 

3 

3 

584-710 

22,104 

22,104 

_ 

614-746 

_ 

_ 

— 

530-644 

_ 

_ 

_ 

_ 

457-556 

_ 

_ 

3 

3 

821-998 

34,308 

34,308 

4 

4 

676-821 

36,768 

36.768 

1 

1 

556-676 

6,672 

6,672 

4 

4 

2,792 

119,400 

119,400 

1 

1 

2.192 

26,300 

26,300 

0.50 

0.50 

1,700 

9,175 

9,175 

_ 

_ 

- 

6,900 

6,900 

3 

3 

1,283-1,900 

51,400 

51,400 

_ 

_ 

1,283-1.900 

— 

_ 

31.25 

31.25 

1,500-2,192 

708,325 

708,325 

- 

- 

1,500-2,192 

- 
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LOS  ANGELES  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Mlliill      (Aulh.)      (Auih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

Health  Sciences — Continued 

Academic — Continued 

Professor — 11    montns — eliuical 

Professor—SFT  b — med-clin 

Professor — SFT  b — med-pre-clin  _ 
Professor—SFT  b— dental-clin    __ 

Assoc  prof — 9  months 

Assoc    prof — 9    months — visiting- 

Assoc  prof — 11   months 

Assoc  prof — 11  months — visiting. 
Assoc  prof — 11  months — clinical- 

Assoc  prof — SFT  b — med-clin 

Assoc    prof — SFT  b — med-pre-clin 
Assoc  prof — SFT  b — dental-clin  _ 

Asst  prof — 9  months 

Asst  prof — 9  months — acting 

Asst  prof — 11   months 

Asst  prof — 11  months — acting 

Asst  prof — 11  months — visiting 

Asst  prof — 11  months — clinical 

Asst   prof — 11    months — cln-act 

Asst  prof— SFT— med-clin 

Asst  prof — SFT — med-pre-clin 

Asst  prof— SFT— dental-clin   ___ 

Instructor — 9  months 

Instructor — 9   months — acting 

Instructor — 9  months — 

1/9  monthly 

Instructor — 11  months 

Assoc  in — 9  months 

Assoc  in — 9  months 

Assoc  in — 11  months 

Lecturer — 9  months 

Lecturer — 9  months 

Lecturer — 9  mos  with  sec  employ 

Lecturer — 11  months 

Lecturer — 11  mos  with  sec  employ 

Clinical  prof — 11   months 

Clinical  prof — 11  mos — clin  scale 

Assoc  clin  prof — 11  months 

Assoc  clin  prof — 11  mos — clin  scale 

Asst  clin  prof — 11  months 

Asst  clin  prof — 11  mos — clin  scale 

Clin  Instructor — 11  months 

Teaching   asst   

Asst   res  a   — 11   months 

Postgrad  res  a — 11  mos 

Prof  of  a in  res 

Prof  in   res  a — SFT 

Assoc  prof  of  a in  res  _ 

Assoc   prof  in   res  a — SFT 

Asst  prof  of  a in  res 

Asst  prof— in   res— SFT 

Asst  prof — in   res — clinical   Dept 

Comi)ensation  Plan 

Research    asst   

Specialist    

Nonaeademic : 

Communications  attendant 

Principal  clerk 

Sr   clerk    

Principal    typist-clerk    

Sr  typist-clerk 

Typist-clerk    

Key  punch  operator  II 

Sr  coder  

Secretary    

Sr   stenographer    

Storekeeper  II  

Illustrator    

Sr   scientific   illustrator 

Principal  photographer 

Sr  photographer  

Photographer    

Photographic   technician   

Sr  statistician 

Programmer    IV    

Programmer  II 

Programmer  I 

a  Subject  matter  specialty, 
b  Strict  full  time. 


SALARY  RANGE 

46.08 

50.57 

50.57 

1,608-2,192 

1,115,124 

1,115,124 

6.27 

9 

9 

2,342-3,800 

311,200 

311,200 

15.89 

19.50 

19.50 

1,767-2,367 

472,900 

472,900 

2.41 

4 

4 

2,033-2,717 

113,600 

113,600 

1 

1 

1 

1,02.5-1,175 

14,100 

14,100 

0.13 

- 

_ 

1,02.5-1,175 

13.84 

12.75 

12.75 

1,192-1,358 

205,225 

205,225 

0.42 

— 

— 

1,192^1,358 

— 

_ 

20.07 

25.75 

25.75 

1,350-1,500 

440,750 

440,750 

1.29 

5 

5 

1,975-2,500 

127,000 

127,000 

9.8.5 

12.82 

12.82 

1,442-1.617 

234,286 

234.286 

2.03 

2.75 

2.75 

1,700-1,892 

56,100 

56,100 

8 

17 

17 

808-975 

172,600 

172,600 

1 

_ 

_ 

768-926 

_ 

_ 

10.06 

22.70 

22.70 

950-1,125 

276,450 

276,450 

0.84 

_ 

_ 

902-1.069 

_ 

_ 

0.92 

_ 

_ 

950-1,125 

_ 

_ 

32.81 

73.48 

73.48 

1,02.5-1,233 

1,002,582 

1,002,582 

1.89 

_ 

_ 

974-1.172 

— 

_ 

2.10 

9 

2 

1,617-2,108 

41,700 

41,700 

10.46 

11.18 

11.18 

1,142-1,367 

171,814 

171,814 

2.94 

5 

5 

1,292-1,558 

86,300 

86,300 

4.53 

3.45 

3.45 

700 

28,980 

28,980 

0.38 

- 

- 

665 

- 

- 

0.25 

_ 

_ 

700 

_ 

_ 

_ 

4.75 

4.75 

817 

46.550 

46,550 

- 

3 

3 

568-710 

20,448 

20,448 

2.61 

— 

— 

568-710 

_ 

_ 

0.51 

_ 

_ 

659-821 

_ 

_ 

4.60 

6.65 

6.65 

763-1,737 

74,245 

74,245 

0.81 

_ 

_ 

76.3-1,737 

— 

_ 

1 

1 

1 

76.8-1,737 

13,164 

13,164 

13.78 

2.85 

2.85 

882-2.040 

34,378 

34,378 

1 

1 

1 

882-2,040 

15,600 

15,600 

0.24 

0.50 

0.50 

1,608-2,192 

9,000 

9,000 

0.88 

0.75 

0.75 

1,500-2,192 

18,075 

18,075 

0.65 

_ 

_ 

1.192-1,358 

— 

_ 

1.40 

1.40 

1.40 

1.192-1.358 

23,240 

23,240 

4.14 

6.10 

6.10 

950-1,125 

73,030 

73,030 

6.43 

7.40 

7.40 

950-1,125 

101,330 

101,330 

— 

0.25 

0.25 

817 

2,450 

2,450 

3.03 

3.97 

3.97 

360-370 

25,726 

25,726 

- 

1 

1 

950-1,125 

12,000 

12,000 

2.35 

0.60 

0.60 

643-821 

4,860 

4,860 

1.88 

_ 

_ 

1,283-1,900 

_ 

0.61 

_ 

_ 

1,767-2,367 

_ 

_ 

0.77 

_ 

— 

1,025-1,175 

— 

— 

0.65 

— 

_ 

1,442-1,617 

_ 

_ 

4.57 

_ 

_ 

808-975 

_ 

_ 

1.86 

- 

- 

1,142-1,367 

- 

- 

10.45 

_ 

_ 

1,02.5-2,467 

_ 

_ 

0.39 

3 

3 

285-295 

20,520 

20,520 

1 

1 

1 

1,243-1,547 

16,404 

16,404 

0.75 

1 

1 

41.5-505 

5,628 

5.628 

25.21 

27.66 

27.66 

480-584 

180,970 

180,970 

6.07 

5 

5 

41.5-505 

26,760 

26.760 

0.33 

9 

o 

480-584 

11,520 

11,520 

29.33 

42.05 

42.05 

415-505 

224,421 

224,421 

0.49 

2 

2 

367-446 

8,808 

8,808 

0.42 

1.50 

1.50 

425-517 

7,710 

7,710 

0..50 

530-644 

— 

— 

67.91 

75.50 

75.50 

480-584 

501,480 

501,480 

9.08 

9 

9 

435-530 

53,304 

53,.304 

1 

1 

1 

584-710 

8,520 

8,520 

0.75 

2 

2 

480-584 

12,120 

12,120 

1 

1 

1 

746-905 

9,852 

9,852 

1 

1 

1 

821-998 

11,400 

11,400 

0.31 

1 

1 

676-821 

8,112 

8.112 

0.33 

1 

1 

584-710 

7,008 

7,008 

1.15 

0.50 

0.50 

480-584 

2,880 

2,880 

0.47 

950-1,155 

— 

— 

0.47 

1 

1 

1,213-1,475 

15,660 

15,660 

0.08 

1 

1 

821-998 

9,852 

9,852 

1.17 

2 

2 

676-821 

16,224 

16,224 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)       (Aulh.) 


ACTUAL 
1967-68 
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1968-69 


PROPOSED 
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1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH— Continued 

Health  Sciences — Continued 
Nonacademic — Continued 

Sr  administrative  asst 12.09  14  14 

Administrative   asst   22.97  26.50  26.50 

Lab  business  officer  II 1.98  2  2 

Lab  business  officer  I 111 

Adm  services  officer  II 0.67  3  3 

Adm  services  officer  I 2.33  —  — 

Staff  officer  I 0.33  1  1 

Sr  EDP  systems  analyst -  1  1 

EDP  systems  analyst 0.67 

Editor  III    2  2  2 

Editor  I   0.25 

Sr  maintenance  man 0.38  -  - 

Sr  electronics  technician 111 

Principal  laboratory   mech 0.25  1  1 

Sr  laboratory  mechanician 0.13  0.50  0.50 

Dental   extern   1.42  1.50  1.50 

Counselor  II 0.50  1  1 

Animal  caretaker 0.97  1  1 

Prin   animal   technician 111 

Sr  animal  technician 0.17  1  1 

Animal  technician 0.82  —  — 

Laboratory  asst  IV   1.75  1  1 

Laboratory  asst  III 2  2  2 

Laboratory  asst  II 2.79  5  5 

Laboratory  helper 2.04  2  2 

Laboratory  asst  I 4.29  5.25  5.25 

Laboratory  technician  IV 7.23  7.70  7.70 

Laboratory  technician  III 22.74  23.50  23.50 

Laboratory  technician  II 24.53  25  25 

Laboratory  technician  I 6.19  6  6 

General  assistance 331.65  309.73  309.73 

Subtotal    3,265.41  3,923.57  3,923.57 

Less  Summer  Quarter  Offset : 

Academic   -  -188  -188 

T/A  -  -53.50  -53.50 

Nonacademic    -  -40.50  -40.50 

General  assistance   -  -23.46  -23.46 

Totals,    Instruction    and    Departmental 

Research 3,265.41  3,618.11  3,618.11 


SUMIVIER   SESSION 

Administration  : 

Director    

Summer   differential 

Administrative  stipend 

Sr  typist-clerk 

Sr  administrative  asst 

General   assistance 

Totals,  Summer  Session 


TEACHING   HOSPITAL 

Administration : 

Manager,  data  process  services 

Hospital   administrator   

Assoc  hospital  administrator 

Asst  director  of  hospital  &  clinics. 

Asst  hospital  administrator 

Hospital  controller 

Principal  clerk 

Sr  clerk 

Clerk   

Sr    typist-clerk    

Typist-clerk 

Secretary  

Sr  stenographer 

Prin  administrative  analyst  II 

Sr  administrative  analyst 

Asst  administrative  analyst 

Administrative  asst 

Staff  officer  II 

Supvng  EDP  systems  analyst 

Staff  nurse 


0.40 


0.40 


0.40 


1.96         2  2 

111 
5.56      34.58      34.58 

8.92       37.98       37.98 


SALARY  EANGE 

746-905 

146,364 

146,364 

584-710 

213,060 

213,060 

950-1,155 

27,060 

27,060 

783-950 

11,400 

11,400 

950-1,155 

40,296 

40,296 

783-950 

_ 

_ 

1,048-1,273 

12,576 

12,576 

998-1.213 

12,576 

12,576 

821-998 

_ 

_ 

746-905 

21,720 

21,720 

556-676 

— 

_ 

692-801 

_ 

_ 

710-863 

10,356 

10,356 

783-950 

11,124 

11,124 

710-863 

4,476 

4,476 

764-905 

8,394 

8,394 

644-783 

8,520 

8,520 

415-505 

5,220 

5,220 

614-746 

8,952 

8,952 

530-644 

7,368 

7,368 

480-584 

_ 

_ 

746-905 

9,852 

9,852 

614-746 

17,904 

17,904 

505-614 

32,556 

32.556 

359^35 

10,140 

10,140 

435-530 

29,418 

29,418 

821-998 

90,960 

90,960 

746-905 

253,446 

253,446 

676-821 

230,748 

230,748 

584-710 

46,968 

46,968 

1,860,350 

1,404,212 

1,404,212 

$34,683,568 

$43,325,802 

$43,325,802 

_ 

-2,282,292 

-2  282  292 

— 

-315,000 

-315,000 

- 

-232,413 

-232,413 

- 

-135,532 

-135,532 

$34,683,568 

$40,360,565 

$40,360,565 

$729,060 


$270,791 


$1,900 

$9,120 

$9,120 

— 

3,500 

3,500 

- 

3,000 

3,000 

415-505 

11.544 

11,544 

746-905 

10,860 

10,860 

696,547 

232,767 

232,767 

$270,791 


1 

1 

1 

$1,450 

$17,400 

$17,400 

1 

1 

1 

1,708 

20,500 

20,500 

0.19 

1 

1 

1,450 

17,400 

17,400 

0.75 

2 

2 

1,683 

40,400 

40,400 

1 

1 

1 

2,500 

30,000 

30,000 

0.17 

1 

1 

1,375 

16,500 

16,500 

2.50 

1 

1 

480-584 

7,008 

7,008 

0.48 

_ 

— 

415-505 

_ 

_ 

0.38 

— 

— 

367^46 

_ 

_ 

1.50 

2 

2 

415-505 

11,280 

11,280 

0.42 

_ 

— 

367-446 

— 

— 

1.76 

5 

5 

480-584 

29,700 

29,700 

0.25 

_ 

_ 

435-530 

_ 

_ 

0.29 

1 

1 

1,155-1,405 

13,860 

13,860 

2.68 

2 

2 

950-1,155 

24,552 

24,552 

0.25 

— 

— 

644-783 

— 

— 

2.71 

2 

2 

584-710 

16,056 

16,056 

0.50 

- 

- 

1,155-1,405 

- 

— 

0.67 

1 

1 

1,213-1,475 

14,556 

14,556 

0.74 

- 

— 

599-728 

- 

- 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillEd)      (tuih.l       (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TEACHING    HOSPITAL— Continued 


Director — Hospital  and  Clinics  : 

S.\L.\RY  R.iNGE 

Director  of  hospital  &  clinics 

1 

1 

1 

3,167 

38,000 

38,000 

Asst  hospital  administrator 

1 

- 

- 

1,400 

Secretary  

1 

1 

1 

4S0-584 

7,008 

7,008 

Sr  administrative  asst 

0.42 

1 

1 

746-905 

8,952 

8,952 

Administrative  asst 

0.58 

- 

- 

584^710 

Cashier : 

0.40 

_ 



950-1,155 
950-1,155 

Asst  business  manager  III 

0.63 

— 

- 

_ 

_ 

AccountinK : 

_ 

2 

2 

480-584 

12  120 

12,120 
10,200 

Sr  clerk 

— 

2 

2 

41.5-505 

10,200 

Clerk   

- 

1 

1 

367-446 

4,404 

4,404 

Sr  administrative  analyst 

— 

3 

3 

950-1,155 

35,928 

35,928 

Asst   administrative  analyst 

— 

1 

1 

644-783 

7,728 

7,728 

Administrative  asst 

- 

o 

2 

584-710 

15,096 

15,096 

Admitting  and  Information : 

Sr  administrative  asst 

0.67 

_ 

_ 

746-905 

_ 

_ 

Supvng  admitting  worker  II 

0.25 

1 

1 

584-710 

7.536 

7,536 

Supvng  admitting  worker  I 

3.17 

3 

3 

530-644 

21,276 

21,276 

Patients  Accounts : 

Cashier's  office  manager  II 

1 

1 

1 

74G-908 

10.104 

10,104 

Administrative  asst 

1 

1 

1 

584-710 

7,728 

7,728 

Staff  officer  I 

0.33 

1 

1 

1,048-1,273 

12,576 

12.576 

Personal  Services : 

Sr  typist-clerk 

2 

^ 

_ 

415-505 

_ 

_ 

ArlminiRtrnfjvp  fiRSt 

1 

- 

- 

584-710 

- 

_ 

Tabulating : 

Sr  clerk 

0.42 

_ 

— 

415-505 

_ 

— 

Kev  punch  operator  I 

0.71 

_ 

_ 

386-446 



_ 

Secretary  

0.58 

_ 

_ 

480-584 

_ 

_ 

General  Services — Superintendent : 

Sr  stenographer 

0.33 

— 

. 

435-530 

— 

- 

Asst   to    (dean,   director,   or   chair- 

man) I 

0.42 

» 

. 

863-1,048 

— 

— 

Laundry : 

Principal  clerk 

0.97 

_ 

_ 

480-584 

— 

— 

Sr  clerk 

1 
1 

1 

1 

415-505 
505-614 

7,369 

_ 

Linen  service  supvr  I 

7,369 

Sr  administrative  asst 

1 

_ 

746-905 

— 

— 

Key  Punching : 

Kev  punch  operator  III                    _ 

1 

1 

1 

492-599 

6,852 

6,852 

Key  punch  operator  II 

5.99 

7 

7 

425-517 

38,364 

38,364 

EDP  Operations : 

Sr  tabulating  machine  opr 

1 

1 

1 

556-676 

7,728 

7,728 

Computer  operations  supvr  II 

1 

1 

1 

950-1.155 

13,860 

13,860 

Sr  computer  operator 

1 

1 

1 

64J-783 

8,736 

8,736 

Computer  operator 

1 

1 

1 

556-676 

8,112 

8,112 

EDP  Program  and  System  Analysis : 

Supvng  EDP  systems  analyst 

0.08 

1 

1 

1,213-1,475 

14,556 

14,556 

Sr  EDP  systems  analyst 

9 

3 

3 

998-1,213 

39,624 

39,624 

EDP  systems  analyst 

2.08 

3 

3 

821-998 

32,880 

32,880 

Outpatient  Clinics : 

Principal    clerk    

0.50 

_ 

- 

480-584 

-7- 

- 

Manager,   outpatient  clinics 

o;i7 

— 

- 

863-1,048 

— 

- 

Dietary — General  and  Administration  : 

Principal   clerk 

1.88 

9 

2 

480-584 

12,420 

12,420 

Sr  typist-flerk 

2.08 

2 

o 

415-505 

12,120 

12,120 

Food  service  manager  V 

1 

1 

1 

1.023-1.243 

14,556 

14,5.-6 

Food  service  manager  III 

1 

1 

783-950 

10,356 

10,356 

Food  service  manager  II 

1.08 

1 

1 

676-821 

8,952 

8,952 

Food  service  manager  I 

1 

1 

1 

584^710 

7,728 

7,728 

Dietary — Receiving  and  Stores : 

Storekeeper  I 

1 

1 

1 

505-614 

7,008 

7,008 

Dietary — Food  Products — Cooks: 

Food  service  manager  II 

_ 

2 

2 

676-821 

18,348 

18,348 

Dietary — Food  Products — Salad : 

Laboratorv  technician  IV 

0.33 

_ 

_ 

821-998 

— 

- 

Laboratorv   technician   II 

1.25 

_ 

_ 

676-821 

— 

- 

Dietary — Bake  Shop  : 

Sr  baker                         

1 

1 

1 

584-710 

8,520 

8,520 
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12 
13 
14 
15 
16 
17 
18 
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20 
21 
22 
23 
24 
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26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
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64 
65 
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83 
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TEACHING   HOSPITAL— Continued 

Dietary — Therapeutic : 

Key  punch  operator  IV 

Key  punch  operator  III 

Sr  tabulating  machine  opr 

Sr   dietitian    

Dietitian   

Electroencephalographic  techn 

Dietary — Cafeteria : 

Cashier    

Food  service  manager  III 

Dietary — Coffee  Shop  : 

Cashier    

Dietary : 

Sr    clerk    

Chef 

Principal  cook 

Social  Service  : 

Principal   clerk   

Sr  typist-clerk 

Chief  clinical  social  worker 

Asst  chief  clinical  social   worker 

Clinical  social  worker  III 

Clinical   social  worker   II 

Medical  Records — Administration 
and  Traiuiug : 

Principal   clerk    

Sr  typist-clerk 

Staff  officer  I 

Medical  Records — Transcription  : 

Principal  clerk 

Sr    clerk    

Principal  typist-clerk 

Central  Service  and  Supply  : 

Key  punch  operator  III 

Key  punch  operator  II 

Administrative  asst 

EDP  systems  analyst 

Medical  Records — Discharge : 

Principal  clerk 

Sr   clerk    

Sr  typist-clerk 

Key  punch  operator  III 

Key  punch  operator  II 

Prin  medical  record  librarian 

Sr  medical  record  librarian 

Medical  record  librarian 

EDP  systems  analyst 

Medical  Records — Filing : 

Principal   clerk    

Sr   clerk    

Administrative  asst 

Medical  Correspondence : 

Sr  clerk 

Employees  Medical  Facility : 

Staff  nurse 

General  Service  Superintendent : 

Principal    clerk    

Sr  typist-clerk 

Administrative  assistant 

Building  Coordinating : 

Supt  of  grounds  and  buildings 

Inspector — planner — estimator     

Asst    inspector — planner — estimator 
Laundry — General  and 
Administrative: 

Principal    clerk    

Sr  clerk 

Principal  typist-clerk 

Sr  typist-clerk 

Linen  service  supvr  II 

Sr  administrative  asst 

Staff  officer  II 

Radiology — Administrative : 

Communications  attendant 


SALARY  BANGE 

0.50 

_ 

_ 

543-660 

_ 

_ 

0.50 

_ 

_ 

492-599 

_ 

_ 

0.17 

_ 

_ 

556-676 

_ 

_ 

1 

1 

1 

783-950 

10,608 

10,608 

4.72 

5 

5 

676-821 

42,216 

42,216 

0.65 

- 

- 

505-614 

- 

- 

3.66 

4 

4 

41.5-505 

22,968 

22,968 

1.12 

1 

1 

783-950 

11,400 

11,400 

2 

2 

2 

415-505 

12,120 

12,120 

0.75 

_ 

_ 

415-505 

_ 

_ 

1 

_ 

_ 

644-783 

_ 

_ 

0.92 

- 

- 

584-710 

- 

- 

_ 

1 

1 

480-584 

5,760 

5,760 

1.94 

2 

2 

415-505 

11,112 

11,112 

0.50 

1 

1,074-1,305 

15,660 

15,660 

0.92 

1 

973-1,183 

13,536 

13,536 

1.58 

1 

884-1,074 

12,888 

12,888 

9.91 

11.25 

11.25 

801-973 

122,247 

122,247 

1 

1 

480-584 

6,672 

6,672 

1 

1 

415-505 

5,628 

5,628 

0.50 

1 

1,048-1,273 

12,576 

12,576 

1 

1 

480-584 

7,008 

7,008 

1 

1 

415-505 

6,060 

6.060 

2.89 

3 

480-584 

21,024 

21,024 

_ 

1 

492-599 

6,516 

6,516 

- 

1 

42.5-517 

5,904 

5,904 

0.50 

_ 

584-710 

_ 

_ 

1 

821-998 

10,860 

10,860 

2.14 

1 

480-584 

6,672 

6,672 

5.55 

4 

4 

41.5-505 

24,084 

24,084 

2.31 

2 

2 

415-505 

12,120 

12,120 

0.42 

_ 

_ 

492-599 

_ 

— 

0.67 

_ 

_ 

425-517 

— 

_ 

0.50 

_ 

_ 

676-821 

— 

_ 

0.67 

_ 

_ 

628-764 

_ 

_ 

2 

2 

2 

571-692 

16,608 

16,608 

0.33 

- 

- 

821-998 

- 

- 

1 

1 

1 

480-584 

7,008 

7,008 

0.67 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

584-710 

7,728 

7,728 

1.33 


0.88 


415-505 
599-728 


415-505 


6,060 
7,536 


6,060 
7,536 


1 

1.03 
1.08 

1 
1 
1 

1 
1 
1 

480-584 
415-505 
584-710 

6,516 
5,220 
7,728 

6,516 
5,220 

7,728 

0.33 
0.96 
0.88 

1 

1 
1 

1 
1 

1 

863-1,048 

764-884 
628-728 

10,356 
9,168 
7,920 

10,356 
9,168 
7,920 

1 
1 

0.17 
0.42 

1 

1 

1 
1 
1 

1 
1 

1 

1 
1 

480-584 
415-505 
480-584 
415-505 
614-746 
746-905 
1,155-1,405 

6,360 
6,060 

7,368 
10,860 
13,860 

6,360 

6,060 

7,368 
10,860 
13,800 

HIGHER  EDUCATION 


University  of  California 


213 


LOS  ANGELES  CAAAPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FIIIikI)      Quth.)      (tolli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TEACHING    HOSPITAL— Continued 

Building  Maintenance: 

Craft   foreman   1 

Asst  craft  foreman 1 

Principal  electronics  technician 0.99 

HouseI;eepinK — Administrative: 

Siipt  of  general  sen'ices 1 

Asst  supt  of  general  services 2 

Housekeeping — Supervisors : 

Janitor   supervisor   1.67 

Pathology — Anatomical : 

Principal    clerk    0.33 

LaI)orator>'   technician   II 2.29 

Pathology — Surgical : 

Principal  clerk — 

Sr  typist-clerk 1 

Secretary       — 

Laboratory  technician  II - 

Pathology — Cytology : 

Sr  clerk - 

Laboratory  technician  III 1 

Laboratory  technician  II 1 

Pharmacy  : 

Cashier    1 

Principal    clerk    1 

Sr   clerk   1.97 

Storekeeper  I 1 

Cliipf  pharmacist 1 

Principal   pharmacist 1 

Sr  pharmacist 2 

Pharmacist      8.78 

Inhalation  Therapy : 

Principal  clerk — 

Sr    physician    1 

Inhalation   therapist  V 0.25 

Inhalation   therapist   IV 1.25 

Inhalation  therapist  III 1.75 

Inhalation  therapist  II 2.55 

Inhalation  therapist  I 11.52 

Central  Service : 

Principal    clerk    0.30 

Sr    clerk    2 

Laboratory  asst  IV 1 

Laboratory  asst  III 0.92 

Laboratory  asst  II 1.08 

Radiology — Administrative : 

Sr  typist-clerk 0.32 

Administrative   asst   0.50 

Radiology — Di.ignostic : 

Principal    clerk    2.84 

Sr    clerk    5.06 

Sr    typist-clerk    1 

Secretary    1 

Administrative   asst 0.08 

Lab  business  off  I 0.92 

Sr   electronics   technician    0.75 

Principal  X-ray   technician   2.29 

Sr  X-ray  technician 3.61 

X-ray    technician    0.75 

X-rav   apprentice    4.53 

Head  nurse  I 0.08 

Sr  staff  nurse   1.91 

Laboratory  asst  II 2.08 

Radiology — Isotopes : 

Laboratory   technician   IV   0.30 

Radiology — Therapy : 

Principal    clerk    1 

Sr    typist-clerk    1 

Administrative   asst   1 

Principal   X-ray   technician    1 

Sr   X-ray   technician   2.88 

X-ray    technician    1 

Sr  staff  nurse 2.69 

Hospital  radiation  physicist 1 

Operating  Rooms — Administratiye : 

Clerk    0.48 

Sr    typist-clerk    1.11 

Secretary    1 

Administrative   asst   1 

Operating    room    supvr    1 

Sr  operating  room  supvr 1 


SALARY  RANGE 

1 

1 

764-884 

10,356 

10,356 

1 

1 

728-842 

10,104 

10,104 

1 

1 

821-998 

11,976 

11,976 

1 

1 

863-1,048 

11,124 

11,124 

2 

2 

660-801 

17,256 

17,256 

2 

2 

599-728 

17,256 

17,256 

1 

1 

480-584 

6,360 

6,360 

2 

2 

676-821 

19,248 

19,248 

1 

1 

480-584 

7,008 

7.008 

1 

1 

415-505 

5,484 

5.484 

1 

1 

480-584 

5,760 

5,760 

3 

3 

676-821 

25,584 

25,584 

1 

1 

415-505 

6,060 

6,060 

1 

1 

746-905 

10,860 

10,860 

1 

1 

676-821 

9,852 

9,852 

1 

1 

41.5-505 

6,060 

6,060 

1 

1 

480-584 

6,8.52 

6,852 

2 

2 

415-505 

11,040 

11,040 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1,155-1.337 

16,044 

16,044 

2 

2 

1,100-1,273 

30,5.52 

30,552 

9 

9 

998-1,155 

124,740 

124,740 

1 

1 

480-584 

6,672 

6,672 

1 

1 

1,708-2,076 

20,496 

20,496 

1 

1 

842-1,023 

11,676 

11,676 

2 

2 

728-884 

19,716 

19,716 

4 

4 

628-764 

35.064 

35,064 

2 

2 

571-692 

16,704 

16,704 

11 

11 

543-660 

79,416 

79,416 

1 

1 

480-584 

5,760 

5,760 

2 

2 

415-505 

12,120 

12,120 

1 

1 

746-905 

10,104 

10,104 

1 

1 

614-746 

7,920 

7,920 

1 

1 

505-614 

6,516 

6,516 

1.80 

1.80 

415-505 

9,132 

9,132 

0.50 

0.50 

584-710 

4,260 

4,260 

2 

2 

480-584 

12,768 

12,768 

5 

5 

41.5-505 

29,424 

29.424 

1 

1 

415-505 

6,060 

6.060 

1 

1 

480-584 

6,672 

6.672 

0.50 

0.50 

584-710 

3,504 

3.504 

1 

1 

783-950 

10,356 

10,356 

1 

1 

710-863 

8,520 

8,520 

2 

2 

676-821 

17,964 

17,964 

5 

5 

543-660 

34,992 

34.992 

1 

1 

43.5-530 

5,904 

5,904 

4 

4 

181-275 

33,072 

33,072 

1 

1 

660-801 

9,168 

9,168 

1 

1 

628-764 

8,304 

8,304 

3 

3 

505-614 

22,104 

22,104 

0.30 

0.30 

821-998 

3,420 

3,420 

1 

1 

480-584 

6..360 

6.360 

1 

1 

415-505 

6,060 

6,060 

1 

1 

58^710 

8,304 

8,304 

1 

1 

676-821 

9,8.52 

9,852 

3 

3 

543-660 

22,356 

22,356 

1 

1 

435-530 

6.360 

6,360 

3 

3 

628-764 

25,008 

25,008 

1 

1 

1,155-1,405 

16,860 

16,860 

0.52 

0.52 

367-446 

2,290 

2,290 

1 

1 

415-505 

5,352 

5,352 

1 

1 

480-584 

6,360 

6,360 

1 

1 

584-710 

7,920 

7,920 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

998-1,213 

14,556 

14,556 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
1 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


TEACHING   HOSPITAL— Continued 

Operating  Rooms — JSEI : 

Sr  typist-clerk 1.05 

Head  nurse   II   1.08 

Clinical  Labs — Administrative  : 

Head  of  clinical  laboratories - 

Assoc  head  of  clinical  laboratories  - 

Cashier    1 

Principal    clerk    1 

Sr   clerk    5.88 

Sr    typist-clerk    3.61 

Secretary    1 

Storekeeper  I  1 

Supvng  lab  technologist  I 1 

Sr   nursing   aid 4 

Laboratory    asst   I   1 

Clinical  Laboratories — EDP  : 

Key  punch  operator  II 2.43 

Tabulating   supvr   0.67 

Tabulating  machine  operator 0.5S 

Clinical  Laboratories — Chemistry  : 

Asst  head  of  clinical  laboratories  _  - 

Clinical   laboratory    manager    0.97 

Supvng   lab   technologist   II 1 

Supvng  lab   technologist  I 3 

Clinical  lab  technologist  II 25.50 

Laborator.v    asst   I    3.11 

Laboratory   techn   I 1.71 

Clinical  Laboratories — Hematology  : 

Supvng  lab  technologist  II 2 

Clinical  lab  technologist  II 15 

Laboratory  helper 0.36 

Clinical  Laboratories — Blood  Bank  : 

Asst  head  of  clinical  laboratories  _  - 

Supvng  lab  technologist  II 1 

Clinical  lab  technologist  II 4 

Clinical  Labs— EEG : 

Electrocardiographic   techn 1 

Sr  electroencepbalographic  techn 1 

Clinical  Labs— EKG  : 

Principal  EKG  techn 1 

Electrocardiographic  techn 2.27 

Clinical  Labs — Culture  Media  : 

Laboratory  asst  III 0.82 

Laboratory  asst  II 1 

Laboratory  helper 5 

Laboratory  asst  I - 

Clinical  Labs — Pulmonary  Laboratory: 

Asst  head  of  clinical  laboratories — 

Sr  typist-clerk  0.45 

Laboratory  techn  II 1 

Clinical  Labs — GI  Laboratory  : 

Sr   clerk    - 

Laboratory   techn   II    0.96 

Clinical  Labs — Immunology 
Laboratory  : 

Asst    head   of    clinical    laboratories  - 

Sr  typist-clerk - 

Laboratory  techn  II 2.12 

Clinical  Labs — Microbiology  LB  : 

Asst  head  of  clin  labs — 

Supvng  lab  technologist  II - 

Supvng  lab  technologist  I 2 

Clinical  lab  technologist  II 1.13 

Outpatient  Department  Administration : 

Administrative  asst 0.50 

Asst  supt  of  nurses 0.83 

Nursing  supvr 1 

Outpatient  Cashiers : 

Supvng  cashier 1 

Rehabilitation — Administrative : 

Head  nurse  II 1 

Audiology : 

Laboratory  techn  IV - 

Laboratory  techn  II 3.63 


1 
1 

1 
1 

SALARY  RANGE 
415-505 
692-842 

1 
1 

6 
3 

1 
1 

1 
4 

1 

1 
1 
6 
3 

1 
1 
1 
4 

1 

1,091 
785 
415-505 
480-584 
415-505 
415-505 
480-584 
505-614 
746-905 
446-543 
435-530 

2 

1 
2 

2 
1 
2 

425-517 
644-783 
480-584 

1 
1 
3 
25.50 
3 
1 

1 
1 
3 
25.50 
3 
1 

666 
950-1.155 
821-998 
746-905 
676-821 
435-530 
584-710 

2 

15 

1 

2 

15 
1 

821-998 
676-821 
359-435 

1 
4 

1 
4 

666 
821-998 
676-821 

1 
1 

1 
1 

505-614 
614-746 

1 
3 

1 
3 

644-783 
505-614 

1 

1 
5 
1 

1 
1 
5 

1 

614-746 
505-614 
359-435 
435-530 

0.50 

1 

0.50 

1 

666 
415-505 
676-821 

0.50 
1 

0.50 

1 

415-505 

676-821 

1 
4 

1 
4 

666 
415-505 
676-821 

1 

2 

10 

1 

2 

10 

666 

821-998 
746-905 
676-821 

1 
1 
1 

1 

1 
1 

584-710 

905-1,100 

783-950 

0.50 
2.50 


0.50 
2.50 


566-676 

692-842 

821-998 
676-821 


5,220 
9,612 

13.100 
9.400 
6,060 
7,008 

34,752 

18.024 
7,536 
7,368 
8,952 

34,104 
6,360 

10,200 

7,728 

11,964 

2,400 
13,860 
11,976 
32,616 
229,656 
18,780 

8,304 

23,952 

141,780 

5,220 

2,400 
10,860 
37,422 

5,760 
8,952 

9,396 

19,428 

8,952 

7,008 

25,380 

5,484 

3,600 
2,742 

8,520 

2,610 
8,952 


8,000 

5,220 

35,436 

4,200 
11,976 
21,720 
95,376 

7,008 
13,200 
10,860 

7,728 

10,104 

5,700 

22,842 


5,220 
9,612 

13,100 
9,400 
6.060 
7.008 

34.752 

18.024 
7,536 
7,368 
8,952 

34,104 
6,360 

10,200 

7,728 

11,964 

2,400 
13,860 
11,976 
32,616 
229,656 
18,780 
8,304 

23,952 

141,780 

5,220 

2,400 
10,860 
37,422 

5,760 
8,952 

9,396 
19,428 

8,952 

7,008 

25,380 

5,484 

3,600 

2,742 
8,520 

2,610 
8,952 


8,000 

5,220 

35,436 

4,200 
11,976 
21,720 
95,376 

7,008 
13,200 
10,860 

7,728 

10,104 

5,700 
22,842 


HIGHER  EDUCATION 


University  of  California 
LOS  ANGELES  CAMPUS — Continued 


215 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulfa.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TEACHING    HOSPITAL— Continued 

Cardio-Piilmoiiary  Pediatric 
Laboratory : 

Laboratory  techn  II 111 

Dental — Administrative : 

Laboratory   asst  III 111 

Ph.vsical  Therapy  : 

Sr  clerk    111 

Sr  typist-clerk 0.44        -  - 

Physical  therapist  II 0.97         1  1 

Physical  therapist  I 3.29         3  3 

Physical  and  Occupational  Therapy 
Rehabilitation : 

Sr   clerk    111 

Sr    typist-clerk    0.46 

Jr  ocupational   therapist 0.99         1  1 

Physical  therapist  II 111 

Physical  therapist  I 3.59         4  4 

Nursing — Adminstrative : 

Principal    clerk    111 

Sr  clerk -  2  2 

Sr  typist-clerk 2  2  2 

Sr  stenographer 111 

Administrative   asst   111 

Supt  of  nurses 111 

Asst  supt  of  nurses 2  2  2 

Nursing  supvr 9.31         9  9 

Nursing  Staff  Development : 

Asst  supt  of  nurses 111 

Nursing  supvr -  1.90         1.90 

Head  nurse   II   8.85         9  0 

General   assistance   1,364.411,359.131,359.13 

Totals,  Teaching   Hospital 1,750.431,785.401,785.40 

ORGANIZED  ACTIVITIES- 
OTHER 


SALARY  RANGE 
676-821 

9,168 

9,168 

614-746 

8,304 

8,304 

415-505 
415-505 
710-863 
644-783 

5,904 

10,.356 

27,744 

5,904 

10.356 

27,744 

415-505 
415-505 
746-905 
710-863 

644-783 

5,220 

10.860 
10,356 

33.888 

5,220 

10,860 
10,356 

33,888 

480-584 
415-505 
415-505 
435-530 
584-710 
1,213-1.475 
905-1.100 
783-950 

7,008 
11,112 
11,280 
6,360 
8,520 
16,872 
26,088 
97,860 

7.008 
11,112 
11,280 
6,360 
8,520 
16,872 
26,088 
97,860 

90.5-1,100 
783-950 
692-842 

8,091,312 

13,200 

20,180 

88,332 

7,392,155 

13,200 

20.180 

88,332 

7,392,155 

$11,389,254 

$11,221,069 

$11,221,069 

Education — Organized  Activities : 

Head  of 

Administrative  stipend 

Business  Administration — Organized 
Activities : 
Editor  I 

Education — University  Elementary 
School : 

Director 

Administrative  stipend 

Demonstration  teacher 

Principal 

Principal  clerk 

Sr  typist-clerk 

Secretary    

Administrative  asst 

Art  Galleries : 

Director 

Assoc  director 

Summer  differential 

Administrative  stipend 

Principal  clerk 

Sr  typist-clerk 

Secretary  

Sr  stenographer 

Counter  attendant 

Administrative   asst   

Laboratory  asst  III 

Office  of  Curator — Ethnic  Collection  : 

Administrative    stipend    

Curator   

Sr  typist-clerk 

Dep.'irtmental  adm  asst  I 

Photographer   

Museum  technician 

Sr  museum  preparator 


0.10        0.10 


0.10 


$1,025 


556-676 


$1,230 
600 


6,672 


$1,230 
600 


6,672 


_ 

0.50 

0.50 

850 

5,100 

5,100 

- 

- 

3,000 

3,000 

23.65 

23.50 

23.50 

712-1,230 

252,718 

252,718 

1 

1 

1 

1,458 

17,500 

17,500 

2.58 

2 

2 

480-584 

14,016 

14,016 

0.88 

1 

1 

415-505 

5,220 

5,220 

1.20 

2 

2 

480-584 

13,068 

13,0fiS 

0.71 

1 

1 

584^710 

7,008 

7,008 

0.50 

0.50 

0.50 

2,192 

13,150 

13,150 

0.50 

0.50 

0.50 

1,358 

8.150 

8,150 

_ 

_ 

_ 

— 

2,850 

2,850 

_ 

_ 

_ 

- 

6,100 

6,100 

0.42 

_ 

_ 

480-584 

— 

— 

0.58 

0.50 

0.50 

415-505 

2,370 

2,370 

0.38 

_ 

_ 

480-584 

— 

— 

1.11 

2 

2 

435-530 

11,040 

11,040 

0.35 

_ 

_ 

386-469 

— 

— 

0.58 

1 

1 

584-710 

7,188 

7,188 

3.25 

4 

4 

614-746 

30,960 

30,960 

_ 

_ 

_ 

_ 

11,300 

11,300 

0.76 

_ 

_ 

1,283-2,192 

- 

- 

2.06 

2 

2 

415-505 

10,704 

10.704 

0.92 

1 

1 

480-584 

6,672 

6,672 

1 

1 

1 

584-710 

7,368 

7,368 

1.62 

2 

2 

556-676 

14,736 

14,736 

0.91 

1 

1 

505-614 

6,060 

6,060 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tuth.)      (tcith.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


I 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
82 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ORGANIZED  ACTIVITIES- 
OTHER — Continued 

Blusic— UCLA  Band : 

Sr  typist-clerk 

Sr  stenographer 

Fernald  School — Psychology  Clinical 
School : 

Administrative  stipend 

Demonstration  teacher 

Supvr  of  teaching 

Sr  typist-clerk 

Typist-clerk 

Administrative   asst   

Sr  stenographer 

Vivarium  Life  Sciences : 

Animal  caretaker 

Principal  animal  techn 

Animal  technician 

Medical  Vivarium : 

Sr  typist-clerk  

Secretary  

Sr  administrative  asst 

Vivarium  supvr 

Animal  caretaker 

Principal  animal  techn 

Sr  animal  techn 

Campus  veterinarian   

Vet — lab  animal  medicine 

Laboratory  technician  III 

Laboratory  technician  II 

Research  and  Development 
Laboratory : 

Principal  electronics  techn 

Principal   lab  mechanician   

Sr  lab   mechanician  

Institute  of  Geophysics — Organized 
Activities : 

Principal   clerk    

Sr  clerk 

Principal  typist-clerk 

Sr  typist-elerk 

Typist-clerk 

Key  punch  operator  II 

Storekeeper  I  

Sr  draftsman   

Programmer  II  

Editor  I   

Principal  lab  mechanic 

Sr  lab  mechanic 

Laboratory  asst  II 

General  assistance 

Totals,  Organized  Activities — Other 


ORGANIZED   RESEARCH 

General  Campus  : 
Academic  : 

Director 

Director — acting  

Assoc  director 

Asst   director   

Summer  differential 

Administrative   stipend 

Professor — 9  months 

Professor — 11   months 

Assoc  professor — 9  months 

Assoc  prof — 11  months 

Asst  professor — 9  months  _ 

Assoc  in  a — 9  months 

Lecturer — 9  months 

Teaching   asst   

a  Subject  matter  specialty. 


SALARY  RANGE 

1 

_ 

_ 

415-505 

_ 

_ 

1 

1 

435-530 

5,628 

5.628 

_ 

_ 

_ 

_ 

1,800 

1,800 

2.32 

6 

6 

712-1,230 

56,856 

56,856 

1.69 

3 

3 

712-1,230 

36,624 

86,624 

1.75 

2 

2 

415-505 

12,120 

12.120 

0.33 

1 

1 

367-146 

4,682 

4.632 

1 

1 

1 

584-710 

8,520 

8.520 

- 

1 

1 

435-530 

5,220 

5,220 

6.11 

6 

6 

415-505 

34,704 

34,704 

1 

1 

1 

614-746 

8.952 

8,952 

0.92 

1 

1 

480-584 

6,360 

6,360 

1 

1 

1 

415-505 

5,904 

5,904 

1 

1 

1 

480-584 

7,008 

7,008 

0.67 

1 

1 

746-905 

9,852 

9,852 

1.01 

1 

1 

710-868 

9,396 

9,896 

— 

5.60 

5.60 

415-505 

27,888 

27,888 

1.17 

9 

2 

614-746 

16,824 

16,824 

3.33 

3 

3 

530-644 

22,992 

22  992 

1 

1 

1 

1,475-1,793 

21,516 

21,516 

1.27 

1.40 

1.40 

1,048-1,273 

21,386 

21.386 

1 

1 

1 

746-905 

10,608 

10,608 

1.33 

1 

1 

676-821 

8,952 

8.952 

0.58 

821-998 

1 

_ 

_ 

783-950 

_ 

_ 

4.01 

— 

— 

710-863 

- 

- 

1.01 

1 

1 

480-584 

6,060 

6,060 

0.67 

_ 

- 

415-505 

_ 

_ 

— 

1 

1 

480-584 

5,760 

5.760 

1.17 

1 

1 

415-505 

5,484 

5,484 

0.83 

1 

1 

867-446 

4,404 

4,404 

0.10 

1 

1 

425-517 

5,100 

5,100 

1 

1 

1 

505-614 

6,672 

6,672 

1.75 

2 

2 

614-746 

16,248 

16,248 

1 

1 

1 

821-998 

11,124 

11,124 

1.03 

2 

2 

556-676 

13,344 

13,344 

1 

1 

1 

783-950 

10,860 

10,860 

6.20 

6 

6 

710-863 

61,129 

61,129 

- 

1 

1 

505-614 

6,060 

6,060 

76.70 

40.65 

40.65 

462.657 

815,736 

315,736 

172.01 

149.25 

149.25 

$1,237,681 

$1,276,503 

$1,276,503 

4.64 

5.26 

5.26 

$1,575 

$118,319 

0.42 

— 

— 

1,900 

— 

1.09 

0.99 

0.99 

1,833 

20,292 

0.80 

- 

— 

1,070 

- 

- 

- 

- 

— 

5,823 

— 

— 

— 

— 

62,838 

4.50 

5 

5 

1,283-1,900 

109,850 

1.66 

2.64 

2.64 

1,283-1,900 

53,470 

0.52 

1.50 

1.50 

1,025-1,175 

20,550 

0.85 

— 

— 

1,192-1,358 

— 

0.28 

1.25 

1.25 

808-975 

13,100 

0.66 

_ 

568-710 

0.25 

_ 

_ 

763-1,737 

_ 

1 

0.50 

0.50 

360-370 

3,240 

$118,319 

20,292 

5,823 

62,838 

109,850 

53,470 

20,550 

13,100 


8,240 
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I      NO.  OF  POSITIONS      I 


67-68  68-69  69-70 
(Fllledl       (Aulh.)       |«ulh.) 


ACTUAL 
1967-68 


ESTIMATED 

1968-69 


PROPOSED 

1969-70 


1 

2 
3 

4 

ORGANIZED   RESEARCH— Continued 

General  Campus — Continued 

5 

Academic — Continued 

SALARY  RANGE 

6 

Professor — ag  exp  station 

2.68 

2 

2 

1,500-2.192 

48,200 

48.200 

7 

Research  a   — 11    months 

4.38 

7.27 

7.27 

1,500-2,192  - 

148,360 

148.360 

8 

Research  a — 9  months — 

9 

state    

0.66 

- 

- 

1,283-1,900 

— 

- 

10 

Research  a        — 11  months — 

n 

visiting 

0.13 

_ 

_ 

1,500-2,192 

_ 

_ 

12 

Assoc     res  a — H     months 

5.89 

5 

5 

1,192-1,358 

75,597 

75,597 

13 

Assoc  res  a — 9  months — 

14 

state  

1..59 

0.33 

0.33 

1,02.5-1,175 

4,653 

4,653 

15 

Asst   res  a    — 11    months 

5.12 

3.49 

3.49 

950-1,125 

43,976 

43,976 

16 

Asst    res  a         — 9    months — 

17 

state 

1.48 

1.33 

1.33 

808-975 

13,151 

13,151 

18 

Postgrad  res  a . — H 

19 

months 

3.11 

3.50 

3.50 

643-821 

29,658 

29,658 

W 

Research    asst 

6.55 

15.50 

15.50 

28.5-295 

100,560 

100.560 

?,1 

Specialist    

1 

1 

1 

1,243-1,547 

16,404 

16.404 

22 

Assoc  specialist 

1 

1 

1 

949-1.1.53 

12,252 

12,252 

23 

Coordinator    of    public    programs 

2.93 

4 

4 

1,.808-1,750 

69,700 

69.700 

24 

Assoc  coord  of  public  programs 

1 

- 

- 

1,008-1,217 

- 

— 

25 

Librarian   III    

1.67 

2 

9 

781-949 

20,700 

20,700 

'>6 

Librarian  II 

0.58 

0.50 

0..50 

659-841 

4,362 

4,362 

27 

Prov  for  merits  &  promotions 

25,808 

25,808 

28 

Nonacademie : 

29 

Coordinator  of  overseas  operations 

0.50 

— 

— 

1,575 

— 

— 

30 

Sr  supt  of  cultivations 

1 

_ 

_ 

644-783 

- 

- 

31 

Sr   nurseryman 

2.40 

1 

1 

614-746 

8,952 

8,952 

32 

Nurseryman    

1.08 

530-644 

SS 

6.42 

7 

7 

480-584 

43,788 

43,788 

S4 

7.96 
0.07 

7.50 

1 

7.50 

1 

415-505 
644-783 

40,158 
8,952 

40,158 

35 

Departmental  adm  asst  III 

8,952 

36 

Secretary         — 

14.94 

17.50 

17.50 

480-584 

115,680 

115,680 

37 

Sr  stenographer 

7.24 

7.50 

7.50 

43.5-530 

44,448 

44,448 

?S 

Statistician                                         _ 

0.29 

1 

1 

783-950 
1,213-1,475 

9,396 

9,396 

39 

Programmer  IV 

40 

Programmer  III 

1 

1 

1 

99SU1,213 

13,536 

13,536 

41 

Programmer   II      

0.05 

1 

1 

821-998 

9,852 

9,852 

4?, 

Survey  supvr  

_ 

1 

1 

571-692 

6,852 

6,852 

43 

Asst  administrative  analyst 

1 

1 

1 

644-783 

7,728 

7,728 

44 

Asst  director — Institution  of 

45 

Government   Study 

_ 

0.94 

0.94 

644-783 

9,971 

9,971 

46 

Public  adm  analyst  III 

0.58 

_- 

_ 

783-950 

— 

— 

47 

Sr   administrative    asst 

2.91 

3 

3 

746-905 

28,512 

28,512 

48 

16.75 
0.50 

14 
1 

14 

1 

584-710 
1,100-1,337 

113,496 
14,556 

113,496 

49 

Lab  business  officer  III 

14,556 

50 

Lab  business   oflScer   II 

0.50 

_ 

_ 

950-1,155 

- 

- 

51 
5'' 

Editor  III 

1..50 
1.67 

2 
2 

2 
2 

746-905 
614-746 

20,460 
17,040 

20,460 

Editor  II 

17,040 

5S 

Editor   I 

0.66 

— 

_ 

556-676 

- 

- 

54 

Prin  electronics  technician 

1 

— 

_ 

821-998 

- 

- 

55 

Sr  electronics  technician 

1 

_ 

_ 

710-863 

- 

- 

56 

Farm  machinery  mechanic 

1 

1 

1 

644-746 

8,952 

8,952 

57 

Principal   laboratory   mechanician 

1 

_ 

- 

783-950 

- 

- 

58 

Sr  laboratorv  mechanician 

1 

— 

— 

710-863 

- 

- 

59 

Medical  data  processor 

0.74 

_ 

— 

556-676 

— 

— 

60 

Laboratory  technician  IV 

4 

4 

4 

821-998 

45,780 

45,780 

61 

Laboratory  technician   II 

1.78 

1 

1 

676-821 

9,612 

9,612 

6'' 

Laboratorv   technician   I 

1 

1 

1 

584-710 

8,112 

8,112 

63 

Museum    scientist 

2.13 

1 

1 

676-821 

8,520 

8,520 

64 

Museum  technician 

0.89 

_ 

- 

556-676 

- 

- 

65 

Health  Sciences : 

66 

Academic : 

67 

Director 

0.02 

0.68 

0.68 

2008 

15,299 

15,299 

68 

Administrative    stipend    

_ 

- 

8,800 

8,800 

69 

Nonacademie : 

70 

71 

Sr  tvpist-clerk 

0.83 

2 
1.50 

2 
1.50 

415-505 
950-1,155 

10,440 
18,606 

10,440 

Sr  statistician 

18,606 

72 

Statistician 

2.23 

1 

1 

78.3-950 

10,356 

10,356 

73 

74 

.Ir   statistician 

1.38 
0.25 

1.50 
1 

1.50 
1 

644-783 
821-998 

12,792 
10,356 

12,792 

Programmer  II 

10,356 

75 

Sr    administrative    asst 

1 

1 

746-905 

10,860 

10.860 

76 

77 

Administrative  asst 

_ 

o 

2 

584-710 

17.040 

17,040 

Medical  data   processor 

_ 

1 

1 

556-676 

8,112 

8,112 

78 

General    assistance    

Subtotals    

137.70 

21.96 

21.96 

834,599 

149,647 
$1,887,524 

149,647 

^9 
80 

282.91 

175.14 

175.14 

$2,429,041 

$1,887,524 

81 
82 
83 
84 
85 
86 

a  Subject  matter  specialty. 
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67-68  68-69  69-70 
(Filled)       (Agth.l       (Autb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-89 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

38 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


ORGANIZED   RESEARCH— Continued 

Less  Summer  Quarter  Offset : 

Nonaeademie    

General  assistance 


SALARY  RANGE 


-4,950 
-1,943 


Totals,  Organized   Research 


LIBRARIES 

Clark  Memorial  Library : 

Library  asst  III 

Library  asst  II 

Library  asst  I 

Law  Library : 

Asst  University  librarian 

Librarian   V 

Librarian  III 

Librarian  II 

Library  asst  III 

Library  asst  II 

Library  asst  I 

Administrative  asst 

General : 

University  librarian  

Jr.  Coordinator  of  publ  prog 

Asst  University  librarian 

Librarian  V  

Librarian  IV 

Librarian  III 

Librarian  II 

Librarian  I 

Biomedical  librarian  II 

Principal  clerk 

Sr  clerk 

Clerk    

Sr  typist-clerk 

Typist-clerk    

Deliveryman 

Secretary  

Sr  stenographer 

Storekeeper  II  

Storekeeper  I  

Guard 

Artist 

Library  asst  III 

Library  asst  II 

Library  asst  I 

Programmer   III 

Administrative  analyst 

Sr  administrative  asst 

Administrative  asst 

Editor  II 

Automotive  equipment  operator. 

Index  of  Christian  Art : 

Library  asst  II 

Academic  Upsrades : 

Provision  for  library  upgrades 

General : 

General  assistance 

Subtotals 

Less  Summer  Quarter  Offset : 

Academic 

Nonaeademie 

Totals,    Libraries    


UNIVERSITY   EXTENSION 

Conferences : 

University   extension   specialist 

Secretary    

Program    representative    I    

Medicine — Profession : 

Assoc   University   est  specialist 

Principal    clerk    

Sr    typist-clerk    

Program    representative    I    

Administrative   asst    


282.91     174.14     174.14         $2,429,041 


$1,880,631 


0.48 
0.25 
0.50 

1 
1 

1 
1 

$1,308-1.917 
480-5S4 
556-676 

0.68 
0.63 
0.47 
1.02 
0.22 

1 
1 
2 
o 

0.50 

1 
1 
2 
"> 

0.50 

1,008-1.217 
480-584 
415-505 
556-676 
584-710 

$19,100 

7.188 

15,600 

7,008 

10.740 

14,400 

4.260 


-4,950 
-1,943 


$1,880,681 


1 

1 

1 

$556-676 

$8,112 

$8,112 

0.50 

1 

1 

480-584 

6,060 

6,060 

0.50 

- 

- 

415-505 

- 

- 

0.67 

1 

1 

1,248-1.510 

17,196 

17,196 

1 

1 

1 

1,046-1,328 

13,886 

13.836 

o 

o 

2 

7S1-949 

22,236 

22,236 

2.41 

3 

3 

659-841 

27,842 

27,342 

2.97 

3 

3 

556-676 

23.568 

23.568 

1 

1 

1 

480-584 

6,852 

6.852 

4.94 

5 

5 

415-505 

28,728 

28,728 

1 

1 

1 

5S4-710 

7,728 

7,728 

0.98 

1 

1 

2,500 

30,000 

30,000 

1 

1 

1 

717 

19,932 

19,932 

1.75 

3 

8 

1,243-1.510 

52.644 

52,644 

12.40 

15 

15 

1,046-1.828 

223.S36 

223,836 

11.08 

14 

14 

904-1.097 

171,804 

171,804 

32.99 

39 

39 

781-949 

419,040 

419.040 

43.57 

49 

49 

659-841 

433,848 

433,848 

14.65 

11 

11 

597-659 

83,772 

83,772 

0.83 

1 

1 

1,243-1,510 

18,120 

18,120 

3.96 

4.50 

4.50 

480-584 

28,716 

28,716 

5.92 

5 

5 

415-505 

26,916 

26,916 

1.25 

12.25 

12.25 

367-446 

54.405 

54,405 

9.91 

13 

13 

415-505 

69,348 

69,348 

_ 

2 

2 

367-446 

8,808 

8,808 

0.57 

_ 

_ 

425-517 

_ 

— 

2.12 

3 

3 

480-584 

19,584 

19,584 

2 

2 

2 

435-580 

12,720 

12,720 

1 

1 

1 

584-710 

8,520 

8,520 

1 

3 

3 

505-614 

19.488 

19,488 

1.25 

3.25 

3.25 

505-614 

21,003 

21,003 

1 

1 

1 

614-746 

8,952 

8.952 

22.04 

2S.75 

28.75 

556-676 

217,116 

217,116 

46.19 

63.50 

63.50 

480-584 

398.086 

398,086 

62.25 

82.10 

82.10 

415-505 

430.338 

430,338 

1 

2 

2 

998-1,213 

22,836 

22.836 

1 

1 

7S3-950 

9,396 

9.396 

1 

1 

1 

746-905 

10.860 

10.860 

2.58 

3 

3 

584-710 

23.712 

23,712 

1 

1 

1 

614-746 

7.728 

7,728 

0.36 

1 

1 

457-530 

5,484 

5,484 

1 

1 

1 

480-584 

7,008 

7,008 

- 

- 

- 

- 

55,172 

55,172 

147.49 

91.18 

91.18 

661,788 

456,008 
$3,536,858 

456,008 

452.13 

478.53 

478.53 

$2,999,668 

$8,536,858 

_9 

-2 

_ 

-18.400 

-13.400 

- 

-14.25 

-14.25 

- 

-63.978 

-63.978 

452.13 

462.28 

462.28 

$2,999,668 

$3,459,480 

$3,459,480 

$19,100 

7,188 

15,600 

7.00S 

10,740 

14,400 

4.260 
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LOS  ANGELES  CAMPUS — Continued 


SALAHIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllad)       (Aiitb.j       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


UNIVERSITY   EXTENSION— 
Continued 

Medicine  TV : 

University  extension  specialist 

Principal    clerk    

Secretary    

Administrative   asst   

Nursing — Profession : 

Sr  typist-clerk 

Secretary    

Proffram   representative  I 

Arts,  Humanities  and  Social 

Sciences — Professional  Class : 

University  extension   specialist 

Assoc  University   ext  specialist 

Asst  University  ext  specialist 

Jr  University  extension  specialist  _ 

Principal    clerk    

Sr  typist-clerk 

Sr    stenographer    

Program  representative  II 

Program  representative   I 

Program  asst  I 

Administrative    asst    

Arts.  Humanities  and  Social 
Sciences — Cultural  Class  : 

University  extension   specialist 

Assoc  University  ext  specialist 

Asst  University  extension  specialist 

Jr  University  extension  specialist 

Principal  clerk 

Sr   typist-clerk 

Sr  stenographer 

Program  representative  II 

Program  representative  I 

Program  asst  I 

Administrative  asst 

Arts,  Humanities  and  Social  Sciences 
— Citizen  Responsibility  Classes : 

University  extension  specialist 

Assoc  University  extension  specialist 

Principal  clerk 

Sr  typist-clerk 

Sr  stenographer 

Program  representative  II 

Program  representative  I 

Program  asst  I 

Administrative  asst 

Arts,  Humanities  and  Social  Sciences 
— Professional  Special  Programs  : 

University  extension  specialist 

Assoc  University  extension  specialist 
Asst  University  extension  specialist- 
Principal  clerk 

Sr  typist-clerk 

Sr   stenographer   

Program  representative  II 

Program  representative  I 

Program  asst  I 

Administrative  asst 

Arts,  Humanities  and  Social  Sciences 
— Cultural  Special  Programs : 

University  extension  specialist 

Assoc  University  extension  specialist 
Asst  University  extension  specialist. 

Jr  University  extension  specialist 

Principal  clerk 

Sr  typist-clerk 

Sr  stenographer 

Program  representative  II 

Program  representative  I 

Program  asst  I 

Administrative  asst 

University  extension  specialist 

Assoc  University  extension  specialist 


SALARY  RANGE 

0.20 

1.10 

1.10 

1,308-1,917 

23,630 

23,630 

0.24 

1 

1 

415-505 

6,360 

6.360 

0.67 

3 

3 

4S0-584 

16,800 

16,800 

0.20 

1 

1 

584-710 

7,920 

7,920 

_ 

1 

1 

415-505 

4,980 

4,980 

0.50 

1 

1 

480-584 

6,360 

6,360 

0.45 

1 

1 

556-676 

7,368 

7,368 

O.OS 

0.10 

0.10 

1,308-1.917 

2,100 

2,100 

0.3S 

0.55 

0.55 

1,008-1,217 

7.860 

7,860 

0.11 

0.15 

0.15 

783-950 

1,710 

1.710 

0.04 

0.05 

0.05 

667 

470 

470 

0.15 

0.20 

0.20 

480-584 

1,402 

1,402 

0.19 

0.45 

0.45 

415-505 

2,436 

2,436 

0.08 

0.10 

0.10 

435-530 

576 

576 

0.26 

0.85 

0.35 

644-783 

3,157 

3,157 

0.41 

0.55 

0.55 

556-676 

4,088 

4,088 

0.19 

0.25 

0.25 

480-584 

1,515 

1,515 

0.19 

0.25 

0.25 

584-710 

1,932 

1,932 

0.30 

0.40 

0.40 

1,308-1,917 

8,400 

8,400 

0.71 

1 

1 

1,008-1,217 

14,090 

14.090 

0.26 

0.35 

0.35 

783-950 

3,990 

3,990 

0.15 

0.20 

0.20 

667 

1,880 

1,880 

0.19 

0.25 

0.25 

480-584 

1,752 

1,752 

().3H 

0.90 

0.90 

415-505 

4,872 

4,872 

0.30 

0.40 

0.40 

435-530 

2,304 

2.304 

0.45 

0.60 

0.60 

644-783 

5,506 

5,506 

0.94 

1.25 

1.25 

556-676 

9,264 

9,264 

0.38 

0.50 

0.50 

480-584 

3,030 

3,030 

0.88 

0.50 

0.50 

584-710 

3,864 

3,864 

0.04 

0.05 

0.05 

1,308-1,917 

1,050 

1,050 

0.10 

0.15 

0.15 

1,008-1,217 

2,105 

2,105 

0.04 

0.05 

0.05 

480-584 

350 

350 

0.04 

0.05 

0.05 

415-505 

288 

288 

0.04 

0.05 

0.05 

435-530 

288 

288 

0.04 

0.05 

0.05 

644-783 

470 

470 

0.04 

0.05 

0.05 

556-676 

368 

368 

0.08 

0.10 

0.10 

480-584 

606 

606 

0.04 

0.05 

0.05 

584-710 

386 

386 

0.08 

0.10 

0.10 

1,308-1,917 

2,100 

2,100 

0.S2 

0.55 

0.55 

1,008-1,217 

7,860 

7,860 

0.08 

0.10 

0.10 

783-950 

1,140 

1,140 

0.19 

0.25 

0.25 

480-584 

1,752 

1,752 

0.04 

0.15 

0.15 

415-505 

786 

786 

0.08 

0.10 

0.10 

435-530 

576 

576 

0.38 

0.50 

0.50 

644^783 

4,500 

4,500 

0.11 

0.15 

0.15 

556-676 

1,141 

1,141 

0.3S 

0.50 

0.50 

480-584 

3,030 

3,030 

0.04 

0.05 

0.05 

584-710 

386 

38e 

0.23 

0.30 

0.30 

1,308-1.917 

6,300 

6,300 

0.42 

0.60 

0.60 

1,008-1,217 

8,165 

8,165 

0.30 

0.40 

0.40 

783-950 

4,560 

4,560 

0.19 

0.25 

0.25 

667 

2,350 

2,350 

0.15 

0.20 

0.20 

480-584 

1,402 

1,402 

0.08 

0.40 

0.40 

415-505 

2,070 

2,070 

0.23 

0.30 

0.30 

435-530 

1,728 

1,728 

0.34 

0.45 

0.45 

644-783 

4,030 

4,030 

0.75 

1 

1 

556-676 

7,422 

7,422 

0.38 

0.50 

0.50 

480-584 

3,030 

3,030 

0.08 

0.10 

0.10 

584-710 

773 

773 

0.04 

0.05 

0.05 

1,308-1,917 

1,050 

1,050 

0.10 

0.15 

0.15 

1,008-1,217 

2,020 

2,020 
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HIGHER  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillBd)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
i 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


UNIVERSITY  EXTENSION— 
Continued 

Arts,  Humanities  and  Social  Sciences 
— Cultural  Special  Programs — 
Continued 

Principal  clerk 

Sr  typist-clerk 

Sr  stenographer 

Program  representative  II 

Program  asst  I 

Administrative  asst 

University  Extension — Business 
Administration  Classes : 

University  extension  specialist 

Assoc  University  ext  spec 

Communications  attendant 

Principal   clerk    

Sr  typist-clerk 

Secretary  

Storekeeper  I  

Program  representative  III 

Program  representative  II 

Program  representative  I 

Program  asst  I 

Administrative   asst    

Business  Administration — Executive 
Program : 

University  extension  specialist 

Principal   clerk    

Sr    typist-clerk    

Secretary    

Program  representative  II 

Program  representative  I 

Administrative   asst   

Business  and  Management  Education 
Conference : 

University  extension  specialist 

Asst  University  ext  spec 

Secretary  

Program  representative  II 

Program  representative  I 

Program  asst  I 

Administrative   asst   

Conferences : 

University  extension  specialist 

Secretary    

Daytime  Program : 

Assoc  University  ext  spec 

Sr  typist-clerk 

Program  asst  I 

Administrative   asst    

Daytime  Professional  Program : 

Assoc  University  ext  spec 

Sr  typist-clerk 

Program  representative  II 

Program  asst  I 

Daytime  Cultural  Program : 

Assoc  University  ext  spec 

Sr  typist-clerk 

Program  representative  II 

Program  asst  I 

Dentistry  Operatory : 

University  extension  specialist 

Administrative   asst   

University  Extension  Education : 

University  extension   specialist 

Asst  University  ext  spec 

Principal   clerk   

Jr  typist-clerk 

Secretary     

Sr    stenographer    

Program  representative  II 

Program  representative  I 

Administrative   asst  . 


SALARY  RANGE 

0.04 

0.05 

0.05 

480-584 

350 

350 

0.04 

0.05 

0.05 

415-505 

288 

288 

0.04 

0.05 

0.05 

435-530 

288 

288 

0.04 

0.05 

0.05 

644-783 

470 

470 

0.11 

0.15 

0.15 

480-584 

909 

909 

0.04 

0.05 

0.05 

584-710 

386 

386 

1.45 

1.35 

1.35 

1,308-1,917 

22,895 

22,895 

0.85 

0.85 

0.85 

1,008-1,217 

11,645 

11,645 

- 

1 

1 

415-505 

5,220 

5,220 

2.42 

_ 

_ 

480-584 

— 

_ 

3.46 

1 

1 

415-505 

4,980 

4,980 

0.83 

_ 

_ 

480-584 

- 

_ 

0.60 

0.80 

0.80 

505-614 

4,848 

4,848 

0.17 

1 

1 

746-905 

8,952 

8,952 

0.17 

1.60 

1.60 

644-783 

12,365 

12,365 

0.50 

3 

3 

556-676 

20,196 

20,196 

0.47 

3 

3 

480-584 

17,280 

17,280 

1.60 

1 

1 

584-710 

7,008 

7,008 

0.25 

0.40 

0.40 

1,308-1,917 

7,640 

7,640 

0.33 

_ 

_ 

480-584 

— 

— 

1 

2 

2 

415-505 

10,464 

10,464 

1 

1 

1 

480-584 

7,008 

7.008 

0.42 

1.25 

1.25 

64^783 

10,884 

10,884 

0.67 

1 

1 

556-676 

7,008 

7,008 

0.83 

- 

- 

584-710 

— 

— 

1.11 

1.05 

1.05 

1,308-1,917 

16,655 

16,655 

0.67 

1 

1 

783-950 

10,000 

10,000 

0.18 

_ 

_ 

480-584 

— 

— 

0.10 

0.10 

644^783 

773 

773 

0.29 

556-676 

- 

- 

0.46 

2 

2 

480-584 

12,768 

12,768 

0.11 

584-710 

- 

- 

0.25 

_ 

_ 

1,308-1,917 

_ 

_ 

0.25 

- 

- 

480-584 

- 

- 

0.25 

_ 

_ 

1,008-1,217 

_ 

_ 

0.17 

_ 

_ 

415-505 

— 

— 

0.17 

_ 

_ 

480-584 

— 

— 

0.17 

- 

- 

584^710 

- 

- 

0.38 

_ 

_ 

1,008-1,217 

_ 

_ 

0.33 

_ 

_ 

415-505 

_ 

— 

0.38 

_ 

_ 

644-783 

— 

— 

0.38 

- 

- 

480-584 

- 

- 

0.38 

1 

1 

1,008-1,217 

12,900 

12,900 

0.33 

1 

1 

415-505 

5,220 

5,220 

0.38 

1 

1 

644-783 

8,952 

8,952 

0.38 

1 

1 

480-584 

6,060 

6,060 

0.12 

0.25 

0.25 

1,308-1,917 

6,025 

6,025 

1.67 

2 

2 

584-710 

17,040 

17,040 

0.88 

1 

1 

1,308-1,917 

19,100 

19,100 

0.92 

1 

1 

783-950 

11,400 

11,400 

1.08 

1 

1 

480-584 

5,760 

5,760 

2.32 

5 

5 

415-505 

25,380 

25.380 

0.49 

1 

1 

480-584 

6,060 

6.060 

0.47 

_ 

_ 

435-530 

_ 

_ 

0.91 

1 

1 

64^783 

8,304 

8,304 

1.07 

2 

2 

556-676 

14,400 

14,400 

0.17 

- 

— 

584-710 

- 

- 
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LOS  ANGELES  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillidl      (Aulh.)      (Aiitb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
«4 
85 

sa 


UNIVERSITY   EXTENSION— 
Continued 

Engineering — Physical  Science  Class: 

University  extension  specialist 

Assoc  University  ext  spec 

Sr    typi.st-clerl<    

Secretary    

Program  representative   III 

Program    representative   II    

Administrative    asst    

Counselor   I    

Engineering  Executive  Program  : 

University  extension  specialist 

Assoc   University   ext  specialist 

Principal    clerli    

Sr    typist-clerk    

Program  representative  I 

Engineering — Management : 

T'niversity  extension   specialist 

Sr    typist-clerlv    

Program  representative  II 

Administrative    asst    

Engineering — Modern : 

University   extension   specialist 

Administrative    asst    

Arts.  Humanities  and  Social 
Science  Classes : 

University  extension   specialist 

Assoc   University   ext    specialist 

Asst  University  extension  specialist 
Jr  University  extension  specialist  _ 

Principal    clerk    

Sr  typist-clerk 

Sr    stenographer    

Program  representative  II 

Program  representative  I 

Program  asst  I   

Administrative   asst    

Medicine — Symposium  and  Lay 
Programs : 

Assoc   University   ext   specialist 

Principal   clerk   

Sr    typist-clerk    

Program    representative    I    

Administrative   asst   

Paramedical  Public  Health : 

Asst  University  extension  specialist 

Principal   clerk   

Secretary    

Program  representative  I 

Program  asst  I 

Administrative   asst   

Television  : 

University   extension   specialist 

Principal   clerk   

Sr    typist-clerk    

Secretary    

Administrative    asst    

Engineer  Physical  Sci  Short  Course : 

University   extension    specialist 

Assoc  University  ext  specialist 

Principal   clerk    

Sr  typist-clerk 

Sr    stenographer    

Program   representative  III 

Program    asst   I    

Administrative  asst 

Real  Estate  Classes : 

University  extension  specialist 

Assoc  University  ext  specialist 

Sr    typist-clerk    

Storekeeper    I    

Program  representative  II 

Program  asst  I 

Administrative   asst   

Real  Estate  Special  Program : 

University  extension  specialist 

Sr  typist-clerk 

Secretary  


SALARY  RANGE 

0.62 

0.84 

0.84 

1,308-1,917 

16,690 

16,690 

0.85 

1.15 

1.15 

1,008-1.217 

16,790 

16,790 

1.54 

•1 

o 

41.5-505 

9.960 

9.9G0 

0.74 

1 

1 

4S0-5S4 

7,008 

7,008 

0.25 

1 

1 

746-905 

8,952 

8.952 

0.25 

1 

1 

64^783 

8,952 

8,952 

1 

_ 

_ 

5SJL-710 

_ 

- 

0.50 

0.50 

558-676 

3,336 

3.336 

0.05 

0.05 

0.05 

1.308-1,917 

1.050 

1.050 

0.51 

0..50 

0.50 

1,00.8-1.217 

7,850 

7,850 

0.75 

— 

— 

480-584 

_ 

0.93 

1 

1 

41.5-505 

4,980 

4,980 

0.25 

] 

1 

556-676 

7,368 

7.368 

0.11 

0.10 

0,10 

1,308-1,917 

2,100 

2,100 

0.87 

1 

1 

415-505 

5.484 

5.484 

0.25 

1 

1 

644-783 

8.520 

8.520 

0.75 

- 

- 

584-710 

0.05 

0.05 

0.05 

1,30.S-1.917 

1,050 

1.0.50 

1 

1 

1 

584^710 

7,728 

7,728 

0.25 

1,308-1.917 

0.76 

- 

- 

1,008-1.217 

_ 

_ 

0.26 

— 

_ 

783-950 

_ 

_ 

0.13 

_ 

_ 

667 

_ 

_ 

0.92 

_ 

_ 

480-584 

_ 

_ 

0.42 

— 

_ 

41.5-505 

_ 

_ 

0.41 

_ 

_ 

435-530 

_ 

_ 

0.17 

_ 

_ 

644-783 

_ 

_ 

0.25 

_ 

_ 

556-676 

_ 

_ 

0,17 

_ 

_ 

480-584 

_ 

_ 

0.42 

- 

- 

584-710 

— 

- 

0.25 

1,00.8-1,217 

0.59 

_ 

_ 

4S0-5S4 

_ 

_ 

0.25 

-. 

_ 

415-505 

_ 

_ 

O.OS 

_ 

_ 

556-676 

_ 

_ 

0.13 

- 

- 

584-710 

- 

- 

1 

1 

1 

783-950 

11,400 

11,400 

0.47 

_ 

_ 

480-584 

_ 

0.50 

_ 

_ 

480-584 

— 

_ 

0.74 

1 

1 

556-676 

6,672 

6,672 

0.25 

1 

1 

480-584 

5,760 

5,760 

0.50 

0.50 

0.50 

584-710 

4,260 

4,260 

0.19 

_ 

_ 

1,308-1,917 

_ 

0.25 

_ 

_ 

480-584 

_ 

_ 

0.25 

_ 

_ 

415-505 

_ 

_ 

0.46 

_ 

_ 

480-584 

_ 

_ 

0.25 

- 

- 

584-710 

- 

- 

2.04 

1.83 

1.83 

1,308-1.917 

35,580 

35,580 

2.14 

1.85 

1.85 

1,008-1.217 

26,110 

26,110 

0.67 

— 

— 

480-584 

_ 

1.44 

1 

1 

415-505 

5.220 

5,220 

2.25 

2 

o 

435-530 

11,820 

11,820 

0.25 

1 

i 

746-905 

8,952 

8,952 

0.33 

1 

1 

480-584 

6,360 

6,360 

1.25 

- 

- 

584-710 

- 

0.33 

0.20 

0.20 

1,308-1,917 

3,810 

3,310 

0.15 
1 

0.15 

0.15 

1,008-1,217 
415-505 

2,0.55 

2,055 

0.37 

0.20 

0.20 

505-614 

1,212 

1,212 

0.17 

1.05 

1.05 

644-783 

8,690 

8,690 

0.17 

1 

1 

480-584 

5,904 

5,904 

0.8S 

- 

584-710 

- 

- 

0.35 

0.50 

0.50 

1,308-1,917 

9,550 

9,550 

0.31 

0.50 

0.50 

415-505 

2,490 

2,490 

0.35 

0.50 

0.50 

480-584 

3,180 

3,180 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl      (Aoth.)      (Aiith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 


UNIVERSITY  EXTENSION— 
Continued 

Social  Welfare : 

University  extension  specialist 

Assoc  University  extension  specialist 

Principal    clerk    

Sr  typist-clerk 

Administrative    asst    

University  Extension — Urban  Affairs  : 

University  extension  specialist 

Assoc  University  extension  specialist 

Principal    clerk    

Sr  typist-clerk   

Program  representative  III 

Administrative  asst 

Counseling  and  Testing : 

Sr  typist-clerk 

Administrative   asst   

Counseling  center  manager  I 

Counseling    psychologist    II    

Counseling  psychologist  I 

Counselor  II 

Sr  psychometrist 

Psychometrist 

Downtown — Center  Maintenance  : 

Sr  typist-clerk 

Asst  business  manager  III 

Sr  maintenance  man 

Laboratory  asst  I 

Director — Los  Angeles : 

Director 

Assoc  director,  University  extension 
Asst  director,  University   extension 

Secretary  

Sr  administrative  analyst 

Administrative  asst 

Business  and  Fiscal  Office : 

Cashier's  oflBce  manager  I 

Supvng  cashier 

Sr  cashier  

Cashier    

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Key  punch  operator  II 

Sr  administrative  asst 

Administrative  asst 

Employee  Services : 

Business  and  fiscal  ofScer — 

University  extension 

Asst  business  manager  III 

Sr  accountant 

Principal    clerk    

Sr  typist-clerk 

Sr  administrative  analyst 

Administrative  asst 

Fee  and  Information  OiEces : 

Principal    clerk    

Sr  typist-clerk 

Sr  administrative  asst 

Administrative  asst 

Program  Processing : 

Principal    clerk    

Sr  typist-clerk 

Sr  administrative  asst 

Recording : 

Principal  clerk 

Sr  clerk 

Clerk   

Sr  typist-clerk 

Typist-elk    

Secretary     

Asst  adm  analyst 

Sr  adm  asst 

Adm  asst 

Adm  services  off  II 

Operation  Services : 

Communications  attendant  ; 

Principal  elk 

Adm  asst 


SALARY  EANGE 

0.17 

- 

- 

1,308-1,917 

— 

— 

0.13 

— 

— 

1,008-1,217 

_ 

_ 

0.17 

_ 

_ 

480-584 

_ 

_ 

0.35 

_ 

- 

415-505 

- 

- 

0.37 

- 

- 

584-710 

- 

- 

0.50 

0.67 

0.67 

1,308-1,917 

12,797 

12,797 

0.38 

0.50 

0.50 

1,008-1,217 

7,300 

7,300 

0.03 

1 

1 

480-584 

5,760 

5,760 

0.73 

2 

2 

414-505 

10,704 

10,704 

0.19 

0.67 

0.67 

746-905 

6,220 

6,220 

0.5S 

1 

1 

584-710 

7,008 

7,008 

0.31 

1 

1 

415-505 

4,980 

4,980 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

1,074-1,305 

15,660 

15,660 

1 

1 

1 

973-1,183 

14,196 

14,196 

1 

1.50 

1.50 

884-1,074 

18,192 

18,192 

0.46 

_ 

_ 

644-783 

— 

— 

0.58 

1 

1 

644-783 

8,304 

8,304 

0.61 

1 

1 

556-676 

6,672 

6,672 

_ 

0.10 

0.10 

415-505 

498 

498 

0.13 

0.10 

0.10 

950-1.155 

1,228 

1,228 

0.87 

1 

1 

692-801 

8,304 

8,304 

2 

2 

2 

435-530 

11,532 

11,532 

0.72 

1 

1 

1,833 

22,000 

22,000 

0.87 

1 

1 

1,567 

18,800 

18,800 

0.96 

— 

_ 

1.250 

— 

— 

3.07 

2 

2 

480-584 

13,212 

13,212 

0.5S 

1 

1 

415-505 

13,860 

13,860 

1.50 

1 

1 

584-710 

7,920 

7,920 

0.83 

_ 

_ 

644-783 

_ 

_ 

1 

1 

1 

556-676 

8,112 

8,112 

1 

1 

1 

480-584 

7,008 

7,008 

2.35 

_ 

_ 

415-505 

— 

— 

6.05 

8 

8 

480-584 

54,120 

54,120 

0.97 

1 

1 

415-505 

6,060 

6,060 

5.65 

5.90 

5.90 

415-505 

32.478 

32,478 

0.50 

3 

3 

425-517 

17,892 

17,892 

0.34 

1 

1 

746-905 

9,852 

9,8.52 

2.81 

3 

3 

584-710 

23,760 

23,760 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

0.83 

0.90 

0.90 

746-905 

11.048 

11,048 

0.98 

1 

1 

821-998 

12,576 

12,576 

1.50 

_ 

_ 

480-584 

_ 

- 

0.96 

1 

1 

415-505 

5,484 

5,484 

I.IS 

1 

1 

415-505 

13,860 

13,860 

0.50 

2 

2 

584-710 

14,376 

14,376 

4.50 

5 

5 

480-584 

33,936 

33,936 

7.94 

8 

8 

415-505 

42,816 

42,816 

1 

1 

1 

746-905 

9,852 

9,852 

- 

1 

1 

584-710 

7,008 

7,008 

3.92 

_ 

_ 

480-584 

_ 

„ 

2.99 

— 

_ 

415-505 

— 

— 

1 

- 

- 

746-905 

- 

- 

3.83 

9 

9 

480-584 

57,420 

57,420 

3.99 

3 

3 

415-505 

16,632 

16,632 

2.15 

1 

1 

367-146 

4,524 

4,524 

8.87 

11 

11 

41.5-505 

58,404 

58,404 

4.26 

4 

4 

367-^46 

17,856 

17,856 

_ 

1 

1 

480-584 

5,760 

5,760 

0.64 

644-783 

_ 

_ 

1 

1 

1 

746-905 

9,852 

9,852 

2 

5 

5 

584-710 

38,784 

38,784 

- 

1 

1 

9.50-1,155 

11,400 

11,400 

1.35 

1 

1 

41.5-505 

4,980 

4,980 

0.58 

_ 

_ 

480-584 

— 

— 

0.42 

1 

1 

584-710 

7,368 

7,368 

86 


HIGHER  EDUCATION 


University  of  California 


223 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl      (tulh.)      («ulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


UNIVERSITY   EXTENSION— 

Continued 

Program  Promotion : 

Principal  elk   

Sr  typist-clk 

Principal  artist 

Sr  artist 

Artist 

Sr  adm  asst 

Adm  asst 

Program  promotion  mgr  II  _ 

Editor  III 

Editor  ir 

Production  asst  II 

Program  Publicity : 

Principal   elk    

Sr  tvpist-clk 

Writer  IV 

Writer   III 

Writer  I 

General  assistance 

Totals,  University  Extension 


CAMPUS   PUBLIC  SERVICE 

School  of  Business  Administration — 
California  ^Management  Review : 

Sr  typist-clerk 

Sr    stenographer    

Editor    I    

School  of  Law — Law  Review : 

Administrative  asst 

Fine  Arts  Production — Administration 

Cashier    

Principal    clerk    

Sr  typist-clerk 

Secretary    

Sr  stenographer 

Prod  supvr — theater  arts 

Manager  II,  arts  and  lectures 

Sr  administrative  asst 

Administrative   asst   

Editor   I    

Writer   III   

Vocational  Education : 

Director    

Administrative  stipend 

Supvr,  industrial  chr  training 

Principal-clerk    

Sr  typist-clerk 

Secretary    

Sr    stenographer    

Stenographer    

Artist 

Administrative  asst 

General   assistance   

Totals,  Campus  Public  Service 


MAINTENANCE  AND  OPERATION 
OF   PLANT 

Superintendence : 

Administrator  of  physical  plant 

Communications  attendant 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Key  punch  operator  II 

Secretary  

Sr  stenographer 

Sr  administrative  asst 

Administrative   asst   

Asst  business  manager  II 

Shop  supvr  

Asst  physical  plant  administrator — 

Sr  supt  of  grounds  &  buildings 

Supt  of  grounds  &  buildings 


SALAHY  RANGE 

3.34 

3 

3 

480-584 

19,620 

19,620 

5.92 

6 

6 

415-.505 

34,067 

34,067 

1 

1 

1 

40.5-1,100 

11,676 

11,676 

1 

1 

1 

746-905 

9,852 

9,852 

3.S4 

4 

4 

614-746 

31,992 

31,992 

1 

1 

1 

746-905 

9,612 

9,612 

0.5S 

1 

1 

584-710 

7,368 

7,368 

0.83 

1 

1 

1,048-1,273 

14,5.56 

14,556 

1 

1 

1 

746-905 

10,860 

10.860 

1 

1 

1 

614-746 

7,728 

7,728 

2.17 

2 

2 

014-746 

16,032 

16,032 

0.58 

1 

1 

480-584 

6.360 

6,360 

0.83 

1 

1 

415-505 

4,980 

4,980 

0.75 

0.75 

0.75 

90.5-1.100 

8,550 

8,550 

1 

1.50 

1.50 

746-905 

13,872 

13,872 

0.5S 

1 

1 

556-676 

6,672 

6,672 

285.38 

299.83 

299.83 

2,355,893 
$3,939,735 

2,727,929 
$4,660,873 

2,727,929 

498.42 

540.64 

540.64 

$4,660,873 

0.53 

_ 

_ 

$415-505 

_ 

_ 

0.44 

— 

— 

435-530 

_ 

_ 

0.08 

- 

- 

556-676 

- 

- 

1 

1 

1 

584-710 

$7,728 

$7,728 

0.51 

1 

1 

415-505 

5,760 

5,760 

3.09 

4.60 

4.60 

480-584 

29,513 

29,513 

1.07 

2.50 

2.50 

415-505 

12,690 

12,690 

0.42 

1.50 

1.50 

480-584 

10,020 

10,020 

3.26 

3 

3 

435-530 

16,908 

16,908 

_ 

0.50 

0.50 

746-905 

4,476 

4,476 

1 

1 

1 

950-1,155 

13.860 

13,860 

0.96 

2 

2 

746-905 

19,056 

19,056 

2.96 

3 

3 

584-710 

23,640 

23,640 

0.92 

1 

1 

556-676 

6,672 

6,672 

1 

1 

1 

746-905 

10,356 

10,356 

0.10 

0.15 

0.15 

1,425 

2,565 

2,565 

_ 

- 

_ 

_ 

1,100 

1,100 

1.75 

2 

2 

1,184 

28,404 

28,404 

1.85 

2 

2 

480-584 

12,768 

12,768 

0.92 

1 

1 

415-505 

6,060 

6,060 

2.98 

3 

3 

480-584 

20,688 

20,688 

1.06 

1 

1 

435-530 

5,760 

5,760 

0.99 

1 

1 

405^92 

4,860 

4,860 

0.93 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

584-710 

7,920 

7,920 

13.96 

8.83 

8.83 

114,830 

53,357 

53,357 

42.78       43.08      43.08 


$323,030 


$313,113 


$313,113 


1 

1 

1 

$1,542 

$18,500 

$18,500 

0.91 

1 

1 

415-505 

6,060 

6,060 

0.83 

_ 

_ 

4S0-584 

— 

— 

5.54 

7 

7 

415-505 

37,704 

37,704 

2.52 

6 

6 

415-505 

30,384 

30,384 

1.50 

1 

1 

425-517 

6,204 

6,204 

1.42 

2 

2 

480-584 

13,680 

13,680 

1.52 

_ 

_ 

435-530 

— 

— 

0.56 

_ 

746-905 

— 

— 

1.17 

2 

2 

584-710 

15,888 

15,888 

1 

1 

1 

783-950 

10,104 

10,104 

1 

1 

1 

614-746 

13,296 

13,296 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

3.92 

4 

4 

998-1,213 

56,832 

56,832 

1 

1 

1 

863-1,048 

10,860 

10,860 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MAINTENANCE  AND  OPERATION 
OF   PLANT— Continued 

Building  Maintenance : 

Cooli — Housekeeper 0.89         1              1 

Maintenance  man 111 

Grounds  Maintenance : 

Grounds  supvr  111 

Laborer  fireman 2              2              2 

Supt  of  grounds 111 

Janitorial  Service : 

Sr  stenographer 111 

Custodian  supvr  I 3              3              3 

Custodian  foreman  II 4.92         6              6 

Custodian  foreman  I 10.09       10            10 

Supt  of  grounds  &  buildings 111 

Police : 

Sr  typist-clerk 8.74         8              8 

Secretary 111 

Chief  of  police 111 

Police  lieutenant 0.96         2              2 

Police  sergeant 5.63         6              6 

Police  officer 30.82       34            34 

Heating : 

Chief  operating  engineer 111 

Police : 

General  assistance 498.26     549.09     549.09 

Totals,  Maintenance  and  Operation  of 

Plant    598.20     657.09     657.09 


STUDENT  SERVICES 

Dean  of  Students : 

Dean  of  students 

Faculty  advisor 

Assoc     dean     of     students — ^women 

Departmental  adm  asst  II 

Secretary    

Sr  stenographer 

Sr  administrative  asst 

Administrative   asst   

Asst  dean  of  students 

Counselor   I   

Foreign  Students  Office : 

Assoc    dean    of    students — Foreign 

Students    

Principal    clerk    

Sr  typist-clerk 

Sr   stenographer   

Administrative   asst   

Assoc  dean  of  students 

Asst  dean  of  students 

Financial  Aids  Office : 
Assoc    dean    of    students — dean    of 

financial  aid 

Principal   clerk   

Sr    clerk    

Clerk   

Sr  tj'pist-clerk 

Typist-clerk    

Secretary  

Sr   stenographer   

Administrative   asst   

Asst  dean  of  students 

Counselor  II   

Financial  Aids — Special  Services : 

Principal  clerk 

Sr  typist-clerk 

Sr   stenographer   

Sr  administrative  asst 

Administrative  asst   

Cultural  Recreational  Program : 

Acting    coordinator — administrator. 

Administrative   stipend   

Principal   clerk   

Sr  clerk 

Secretary    

Sr    stenographer    

Recreation  supvr  III 

Recreation  supvr  II 

Recreation  supvr  I 

Assoc  dean  of  students 


SALARY  RANGE 

415-505 
571-660 

5,340 
7,920 

5,340 
7,920 

746-905 

614-746 

863-1,048 

10,236 
18,600 
12,576 

10,236 
18,600 
12,576 

435-530 
644-783 
556-676 

480-584 
644-783 

6,204 

28,188 
49,128 
72,948 
12,276 

6,204 
28,188 
49,128 
72,948 
12,276 

415-505 
480-584 
863-1,048 
783-950 
710-863 
644-783 

45,960 
7,008 
12,576 
22,260 
58,896 
296,880 

45,960 
7,008 
12,576 
22,260 
58,896 
296,880 

863-1,048 

12,516 

12,516 

4,180,271 

3,985,515 

3,985,515 

$4,994,625 

$4,900,583 

$4,900,583 

1 

1 

1 

$1,875 

0.50 

0.50 

0.50 

1,002 

1 

1 

1 

1,358 

0.25 

_ 

_ 

556-676 

0.81 

1 

1 

480-584 

1.04 

1 

1 

435-530 

1 

1 

1 

746-905 

1.61 

1 

1 

584-710 

0.38 

1 

1 

746-905 

0.25 

0.25 

556-676 

1 

1 

1 

1,450 

1 

1 

1 

480-584 

0.91 

2 

2 

415-505 

0.92 

435-530 

2.01 

i 

2 

584-710 

0.92 

1 

1 

863-1,048 

1.92 

3 

3 

746-905 

1 

1 

1 

1,258 

3.42 

4 

4 

480-584 

0.83 

_ 

415-505 

0.50 

_ 

_ 

367-446 

6.53 

8 

8 

415-505 

0.34 

367-^46 

1.04 

1 

1 

480-584 

1.59 

2 

2 

435-530 

3.75 

4 

4 

584-710 

1 

1 

1 

746-905 

1 

1 

1 

644-783 

1.64 

1 

1 

480-584 

2 

4 

4 

-      415-505 

0.36 

1 

1 

435-530 

1 

1 

1 

746-905 

0.92 

1 

1 

584^710 

0.53 

0.53 

0.53 

1,650 

0.97 

1 

1 

480-584 

0.83 

1 

1 

415-505 

1 

1 

1 

480-584 

1.99 

2 

2 

435-530 

1.58 

1 

1 

783-950 

3.17 

4 

4 

644-783 

1 

1 

1 

556-676 

0.25 

1 

1 

863-1,048 

$22,500 

6,012 

16,300 

$22,500 

6,012 

16,300 

6,060 
5,220 
9,612 
7,368 
9,168 
1,668 

6,060 
5,220 
9,612 
7,368 
9,168 
1,668 

17,400 

7,008 

10,440 

17,400 

7,008 

10,440 

15,096 
11,124 
27,960 

15,096 
11,124 
27,960 

15,100 
25,632 

15,100 
25,632 

42,816 

6,672 
11,124 
31,560 
10,860 

9,168 

7,008 
20,424 
5,484 
8,952 
7,368 

10,494 

1,800 

6,672 

4,980 

6,516 

10,704 

10,104 

33,696 

7,008 

11,976 


42,816 

6,672 
11,124 
31.560 
10,860 

9,168 

7,008 

20,424 
5,484 
8,952 
7,368 

10,494 

1,800 

6,672 

4,980 

6,516 

10,704 

10,104 

33,696 

7,008 

11,976 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tulh.)       (Aulb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Recreational  Facilities : 

Coordinator  of  recreation 0.10 

Summer  differential - 

Sr  stenoj;rapher 1 

Storekeeper  III 1 

Storekeeper  II 1 

Storekeeper  I 8.08 

Auditorium  Manaper  II 1 

Recreation  supvr  III 1 

Housing  Services : 

Assoc  dean  of  students — housing 1 

Principal    clerk    2 

Sr    typist-clerk    8.75 

Sr   stenographer    1.02 

Sr  administrative  asst 1 

Asst  dean  of  students 1 

Counseling  Center : 

Counseling  center  manager 1 

Principal   clerk   0.91 

Sr  typist-clerk 3.02 

Sr   stenographer   - 

Administrative   asst 1.02 

Counseling  psychologist  II 4.42 

Counseling  psychologist  I 6.57 

Counselor    II    1.25 

Counselor   I    6.48 

Counseling  psychologist  III 3 

Psychologist   I    — 

Psychometrist 0.32 

Student  Activities  Office : 
Assoc  dean  students — dean 

student  acting   1 

Sr  typist-clerk 0.90 

Secretary    1.64 

Sr  stenographer 0.56 

Sr  administrative  asst 1 

Staff  officer  II 

Assoc  dean  of  students 2.26 

Asst  dean  of  students 1.49 

Counselor   I    0.21 

Community  Involvement  Center : 

Sr  typist-clerk   0.67 

Asst  dean  of  students 0.75 

Counselor  I 0.17 

Student  and  Alumni  Placement  Center : 

Placement  office  manager 1 

Principal  clerk 2.98 

Sr  clerk    0.25 

Sr  typist-clerk 6.48 

Secretary 1.19 

Sr  stenographer 1.57 

Stenographer    0.96 

Sr  administrative  analyst 0.42 

Administrative  analyst 0.90 

Administrative   asst   0.68 

Placement  interviewer  IV 2.58 

Placement   interviewer   III 7.34 

Placement  interviewer  II 2.01 

Student  Health  Service : 

Student  health  service  director 1 

Sr  clerk 3.81 

Clerk    1 

Sr  typist-clerk   9.71 

Secretary 2 

Sr  stenographer 3.49 

Sr  medical  record  librarian 1 

Medical   record   technician 1 

Asst  administrative  analyst 0.08 

Sr  administrative  asst 1 

Administrative  asst 1.92 

Nursing  aid 1 

Nurse  asst  II 0.75 

Clinical  lab  technologist  II 1.50 

Sr  X-ray  technician 1 

Head  nurse  I 2 

Staff   nurse 12.51 

Nursing  supvr  SHS 1 

Sr  physician 0.42 

Assoc  physician  diplomate 4.87 

Associate  physician 1.27 

Dental   asst   3.01 


SALARY  RANGE 

0.10 

0.10 

1,517 

1,820 

1,820 

— 

— 

— 

2,250 

2.250 

1 

1 

43.T-530 

6,360 

6,360 

1 

1 

676-821 

9.852 

9,8.52 

1 

1 

584-710 

8..520 

8.520 

8 

8 

505-614 

57.528 

57,528 

1 

1 

676-821 

8,952 

8,952 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1,292 

15.500 

15,500 

2 

2 

480-584 

13,368 

13.368 

14 

14 

41.5-505 

75,612 

75.612 

1 

1 

43.5-530 

6,360 

6,360 

1 

1 

746-905 

10,860 

10.860 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1,483 

17,800 

17,800 

1.10 

1.10 

480-584 

7,183 

7,183 

1.50 

1.50 

41  .■5-505 

8.670 

8,670 

1 

1 

435-530 

5,220 

5.220 

1 

1 

584-710 

7.008 

7,008 

4.85 

4.85 

973-1,183 

63,260 

63,260 

8.55 

8.55 

884-1,074 

96,637 

96,637 

1.70 

1.70 

644-783 

14,088 

14,088 

9.15 

9.15 

556-676 

68,549 

68.549 

4 

4 

1,074-1,305 

61,512 

61,512 

1 

1 

884-1,074 

10,608 

10,608 

- 

- 

556-676 

— 

- 

1 

1 

1,442 

17,300 

17,300 

2 

2 

415-505 

10,200 

10,200 

2 

2 

480-584 

12,120 

12,120 

_ 

-. 

435-530 

_ 

_ 

1 

1 

746-905 

9,396 

9,396 

1 

1 

783-950 

13,860 

13,860 

2 

2 

863-1,048 

22,836 

22,836 

1 

1 

746-905 

10,356 

10,356 

556-676 

- 

- 

1 

1 

415-505 

5,220 

5,220 

1 

1 

746-905 

9,396 

9,396 

1 

1 

556-676 

6,672 

6,672 

1 

1 

1,408 

16,900 

16,900 

4 

4 

480-584 

25,140 

25,140 

415-505 

— 

— 

7 

7 

415-505 

36,120 

36,120 

1 

1 

480-584 

5,760 

5,760 

2 

2 

435-530 

10,847 

10,847 

_ 

405^92 

_ 

_ 

1 

1 

950-1.155 

11,975 

11,975 

2 

2 

783-950 

19,248 

19.248 

2 

2 

584-710 

14,016 

14,016 

2 

2 

783 

22,800 

22.800 

8 

8 

710-863 

77,772 

77.772 

1 

1 

614r-746 

8,112 

8,112 

1 

1 

2,125 

25,500 

25,500 

4 

4 

415-505 

21,468 

21,468 

1 

1 

367-446 

5,100 

5,100 

10 

10 

415-505 

52,140 

52.140 

2 

2 

480-584 

14.016 

14,016 

4 

4 

435-530 

23,664 

23.664 

1 

1 

676-821 

9,852 

9,852 

1 

1 

480-584 

6,852 

6,852 

1 

1 

644-783 

8.952 

8,952 

1 

1 

746-905 

10,860 

10.860 

1 

1 

584-710 

8,112 

8.112 

1 

1 

367^25 

5,100 

5.100 

1 

1 

386-446 

10,860 

10.860 

3 

3 

67G-821 

26.916 

26.916 

1 

1 

543-660 

7.920 

7,920 

2 

2 

660-801 

18.564 

18,564 

15 

15 

509-728 

120,072 

120,072 

1 

1 

728-884 

10,608 

10,608 

2 

2 

1.708-2,076 

43.080 

43.080 

9.80 

9.S0 

1,708-2.076 

228,526 

228.526 

175 

1.75 

1,548-1.882 

38.454 

38.454 

2 

2 

415-505 

11,544 

11,544 

8—4316  SW 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Anth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Student  Health  Service — Continued 

Sr   pharmacist   

Pharmacist    

Counselor    II    

Clinical  social  worker  III 

Clinical  social  worker  II 

Psychologist   III   

Psychologist   II    

Laboratory  helper 

Laboratory  asst  I 

Laboratory  technician   III 

Laboratory   technician   II   

Laboratory  technician  I 

Office  of  Admissions : 

Admissions  oiBcer 

Principal  clerk 

Sr  clerk 

Clerk    

Principal  typist-clerk 

Sr  typist-clerk 

Typist-clerk    

Secretary  

Sr  administrative  asst 

Administrative  asst 

Counselor  II 

Educational  Placement  Service : 

Educational  placement  officer 

Administrative  stipend 

Principal  clerk 

Sr  typist-clerk 

Secretary  

Sr  stenographer 

Administrative  asst 

Placement  interviewer  IV 

Placement  interviewer  III 

Overseas  Program : 

Administrative  asst 

Public  Ceremonies : 

Sr  typist-clerk 

Sr  administrative  asst 

Registrar — Transcripts  and  Records : 

Registrar 

Cashier    

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Typist-clerk    

Secretary  

Administrative  asst 

Asst  registrar  II 

Asst  registrar  I 

Editor  I 

General  assistance 

Less  Slimmer  Quarter  Offset: 

Nonacademie 

General  assistance 

Totals,  Student  Services 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE 

Academic  Senate  Secretariat: 

Principal  clerk 

Sr  typist-clerk 

Secretary  

Sr  stenographer 

Sr  administrative  analyst 

Sr  administrative  asst 

Administrative  asst 

Alumni  Record  Bureau : 

Principal  clerk 

Clerk    

Sr  typist-clerk 

Key  punch  operator  I 

Secretary  

Sr  stenographer 

Asst  administrative  analyst 

Administrative  asst 


SALARY  RANGE 

1 

1 

1 

1,100-1,273 

15,276 

15,276 

1 

1 

1 

998-1.155 

13,860 

13,860 

1.13 

1 

1 

644-783 

7,728 

7,728 

1.78 

9 

2 

884-1.074 

24,012 

24,012 

0.28 

0.80 

0.80 

801-973 

8,386 

8,386 

0.50 

0.50 

0.50 

1,074-1,305 

7,830 

7,830 

0.30 

0.80 

0.80 

973-1,183 

10,097 

10,097 

1 

1 

1 

359-135 

4,980 

4,980 

2 

2 

2 

435-530 

12,420 

12,420 

0.25 

_ 

— 

746-905 

_ 

_ 

0.39 

— 

- 

676-821 

_ 

_ 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

1,875 

22,500 

22,500 

9.99 

12.25 

12.25 

480-584 

81,774 

81,774 

9.03 

11.75 

11.75 

415-505 

62,907 

62,907 

5.01 

7 

7 

367^46 

30,828 

30,828 

0.50 

0.50 

0.50 

4S0-584 

3,504 

3.504 

6.SS 

7 

7 

415-505 

38,232 

38,232 

0.56 

_ 

_ 

367-446 

_ 

_ 

1.91 

2 

2 

4S0-584 

13,212 

13,212 

2 

2 

2 

746-905 

21,720 

21,720 

3.51 

4 

4 

584-710 

34,080 

34,080 

1 

1 

1 

644-783 

9,396 

9,396 

0.45 

0.45 

0.45 

1,417 

7,650 

7,6.50 

_ 

_ 

- 

_ 

2,200 

2,200 

_ 

1 

1 

480-584 

6,060 

6,060 

4.90 

4 

4 

415-505 

21,144 

21,144 

0.94 

_ 

_ 

480-584 

— 

— 

1 

1 

1 

435-530 

6,360 

6,360 

_ 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1 

783-950 

11,400 

11.400 

2.88 

8 

3 

710-863 

29,160 

29,160 

1 

1 

1 

584-710 

8,520 

8,520 

_ 

1 

1 

415-505 

4,980 

4,980 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

1,750 

21,000 

21,000 

1 

1 

1 

415-505 

5,220 

5,220 

12.95 

17 

17 

480-584 

106,488 

106,488 

1.90 

2 

2 

415-505 

10,464 

10,464 

16.65 

18 

18 

415-505 

95,796 

95,796 

7.54 

7 

7 

367-446 

31,968 

31,968 

0.99 

1 

1 

480-584 

6,672 

6,672 

1 

3 

3 

584-710 

21,384 

21,384 

4 

4 

4 

746-905 

41,928 

41,928 

1 

1 

1 

660-801 

9,.S96 

9,396 

0.92 

1 

1 

556-676 

7,728 

7,728 

124.81 

84.95 

84.95 

851,658 

649,480 

649,480 

_ 

-10 

-10 

_ 

-100,308 

-100.368 

- 

-5.64 

-5.64 

- 

-198,596 
$3,408,561 

-198,596 

443.75 

438.14 

438.14 

$3,273,565 

$3,408,561 

1.38 

2 

2 

$480-584 

$12,888 

$12,888 

1.75 

2 

2 

415-505 

10,404 

10.464 

0.81 

1 

1 

480-584 

5,904 

5,904 

0.44 

0.50 

0.50 

435-530 

3,180 

3,180 

0.42 

1 

1 

41.5-505 

11,400 

11,400 

0.58 

_ 

_ 

746-905 

— 

_ 

1 

1 

1 

584-710 

8,520 

8,520 

1.98 

2 

2 

480-584 

12,732 

12,7.32 

0.76 

1 

1 

367^46 

4,860 

4,860 

0.20 

2 

2 

415-505 

9,480 

9,480 

0.99 

1 

1 

386^46 

4,860 

4,860 

0.25 

1 

1 

480-584 

6,060 

6,060 

0.58 

_ 

_ 

435-530 

_ 

_ 

1 

1 

644-783 

8,952 

8,952 

0.81 

- 

— 

584-710 

— 

— 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filledl       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTIONAL  SERVICES  AND 
GENERAL   EXPENSE— Continued 

Central  Stenographer  Bureau : 

Principal  clerk 2 

Sr  typist-clerk 1.08 

Sr  stenographer 10.04 

Sr  administrative  asst 1 

Mail  and  iMessenger  Service : 

Principal  clerk 2 

Sr  clerk 7.46 

Mail  service  .=!iipervisor 2 

Mail  clerk  II 4.70 

Mail  clerk  I 28.76 

Sr  stenographer 0.59 

Admini.strntive  asst 1 

Asst  liusiness  manager  II 1 

Mail  and  Messenger — Health  Science : 

Sr  typist-clerk 0.98 

Mail  service  siipvr 1 

Mail  clerk  II 2 

Mail  clerk  I 12.41 

Sr  administrative  asst 1 

Administrative   asst   1 

Receiving : 

Sr    tvpist-clerk    2 

TjTiist-clerk    2 

Deliveryman    4 

Storekeeper    III    1.75 

Storekeeper  II 2 

Storekeeper   I    3 

Sr  administrative  asst 0.17 

Automotive  equipment  opr  II 5 

Storehouse — Current : 

Principal   clerk    3.92 

Sr   clerk    5 

Clerk   1.25 

Key  punch  operator  II 1 

Key  punch  operator  I 0.95 

Storekeeper  IV 0.83 

Storekeeper    III    2 

Storekeeper   II    3.58 

Storekeeper   I    11.58 

Stores    helper    0.64 

Buyer   III    0.17 

Telephone  and  Telegraph : 

Communications  supvr  IV 1 

Communications  service  rep 1.92 

Chief  communications  attendant 1 

Telet,vpe  operator 0.58 

Principal    clerk    0.33 

Sr  typist-clerk 4.62 

Sr   administrative   asst 0.42 

Administrative   asst   0.58 

XJC  Garage — Current : 

Principal    clerk    1 

Automotive    mechanic    2 

Automotive  mechanic  helper 1 

Garage   attendant 1 

Sr  garage  manager 1 

Central  Stage  Management : 

Principal   clerk    1.10 

Secretary 1 

Manager,  central  stage  services 1 

Auditorium  manager  II 3.18 

Auditorium   manager   I 1.25 

Sr  scene  technician 1 

Scene  technician - 

Sr  administrative  asst 0.33 

Administrative   asst   0.63 

Gifts  and  Endowments : 

Gifts  and  endow  off — campus 1 

Sr  typist-clerk 0.92 

Secretary 1 

Sr  stenographer 0.17 

Sr  administrative  analyst - 

Asst  administrative  analyst 1 

Administrative  asst 2.14 


SALARY  KANf!E 

2 

2 

480-584 

14.016 

14,016 

1 

1 

41.5-505 

6.060 

6.0R0 

11.50 

11.50 

435-530 

68.088 

68,088 

1 

1 

746-905 

9,396 

9,396 

2 

2 

480-584 

13.368 

13,368 

8 

8 

43  5-505 

43,992 

43,992 

2 

2 

614-746 

16,632 

16,6.32 

6 

6 

530-644 

42,504 

42.504 

23 

23 

457-556 

141,564 

141,564 

1 

1 

435-530 

5.484 

5.484 

1 

1 

5S4-710 

7,920 

7.920 

1 

1 

783-950 

10,104 

10,104 

1 

1 

415-505 

6,060 

6.060 

1 

1 

614-746 

7,728 

7,728 

2 

2 

530-644 

14.736 

14.736 

16 

16 

457-556 

97,308 

97,308 

1 

1 

746-905 

9.8.52 

9,852 

1 

1 

584-710 

8,520 

8,520 

2 

2 

415-.505 

11,544 

11,.544 

2 

2 

367-446 

9,720 

9.720 

4 

4 

425-517 

23,364 

23.364 

1 

1 

676-821 

8,112 

8,112 

2 

2 

58^710 

17,040 

17,040 

3 

3 

505-614 

22,104 

22,104 

1 

1 

746-905 

10,356 

10,.356 

5 

5 

530-614 

36,120 

36,120 

4 

4 

480-584 

28,082 

28,032 

6 

6 

415-505 

34,524 

34,524 

1 

1 

367-446 

4,404 

4,404 

1 

1 

425-517 

5,904 

5,904 

1 

1 

386-446 

4,860 

4,860 

_ 

_ 

746-905 

_ 

_ 

o 

2 

676-821 

19.704 

19,704 

4 

4 

584-710 

33,288 

33,288 

12 

12 

505-614 

86,748 

86,748 

2 

2 

359-435 

8,616 

8,616 

1 

1 

863-1,048 

11,400 

11,400 

1 

1 

801-973 

11,676 

11,676 

2 

2 

660-801 

17,916 

17,916 

1 

1 

556-676 

7,920 

7,920 

415-505 

_ 

1 

1 

480-584 

5,760 

5,760 

5 

5 

415-505 

26,724 

26,724 

1 

1 

746-905 

8,952 

8,952 

- 

- 

584-710 

- 

1 

1 

480-584 

7,008 

7,008 

2 

2 

644-746 

17,904 

17.904 

1 

1 

480-584 

6,672 

6,672 

1 

1 

435-530 

5,760 

5,760 

1 

1 

746-905 

10,860 

10,860 

1 

1 

480-584 

6,060 

6,060 

1 

1 

480-584 

6,852 

6,852 

1 

1 

950-1,155 

13,860 

13,860 

3 

3 

676-821 

26.868 

26,868 

2.25 

2.25 

556-676 

16,056 

16,056 

1 

1 

660-801 

9,168 

9,168 

1 

1 

543-660 

6,516 

6,516 

1 

1 

746-905 

8,952 

8,952 

- 

- 

584r-710 

- 

- 

1 

1 

1.329 

15,9.50 

15,950 

2 

2 

415-505 

9,720 

9,720 

1 

1 

480-584 

5,904 

5,904 

435-530 

_ 

2 

2 

950-1.155 

22,800 

22,800 

_ 

_ 

644-783 

— 

_ 

3 

S 

684-710 

21,552 

21,552 
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SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
S4 
85 
86 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE— Continued 

Health  and  Safety: 

Environ  health  and  safety  off 111 

Prineipal  clerk 1.70         1.70         1.70 

Sr  typist-clerk 0,65         1              1 

Administrative  asst 111 

Environ  health  &  safety  techn 3.75         4              4 

Environ   health   &  safety   techn   II  5.83         7              7 

Environ  health  &  safety  techn  I 111 

Library  Photographic  Service: 

Principal  clerk 0.42        -             — 

Principal  photographer 111 

Sr  photographer   111 

Photographer   2              2              2 

Photographic    technician    111 

Administrative  asst 0.58         1              1 

Publications  Office : 

Secretary    0.95         1              1 

Sr  artist 111 

Artist    2              2              2 

Publications  manager  II lit 

Editor  IV 111 

Editor  III 111 

Public  Information  Office : 

Public  affairs  officer 111 

Spec  asst — chancellor— public  affairs  111 

Sr  typist-clerk 1.97         2              2 

Visitor  program  asst 0..''.f5         -              - 

Sr  administrative  asst 111 

Administrative  asst —               1               1 

Writer  IV 2.25         2.25         2.25 

Writer  III 2              2              2 

Public  Affairs — Visitors  Center : 

Sr  typist-clerk 0.80         1              1 

Visitor  program  asst 1.67         2              2 

Printing  and  Production — Current: 

Principal  clerk 0.08         2              2 

Sr   clerk   1.84         3.50         3.50 

Principal  typist-clerk 0.93         1              1 

Sr  typist-clerk 2              2              2 

Varitypist     2.04         2              2 

Sr  duplicating  machine  opr 111 

Duplicating  machine  opr 3.46         6              6 

PR  offset  duplicating  machine  opr —  12              2 

Sr  offset  duplicating  machine  opr 3.15         6              6 

Offset  duplicating  machine  opr 3.68         9              9 

Production  manager  I 111 

Asst  manager  and  supt 0.51         0.50        0.50 

Supvr   reproduction   section 111 

Campus  Computing  Network : 

Director  of  the  computing  network  0.67         1              1 

Assoc  mgr  computing  facility 111 

Specialist    0.25         1              1 

Principal   clerk   1.46         3              3 

Sr    tvpist-elerk    2.92         2              2 

Key  punch  operator  II -              1              1 

Tabulating   supvr   111 

Sr  tabulating  machine  opr 0.08         -             — 

Tabulating  machine  opr 4.27         6              6 

Computer  operations  supvr  II 0.58         -             - 

Sr  computer  operator   4.99         5.75         5.75 

Computer  operator 10.21       13            13 

Deliveryman    0.14         1              1 

Sr  coder 0.27 

Secretary    2.22         3              3 

Sr   stenographer   0.55         1              1 

Programmer   IV    0.23         2              2 

Programmer  III 6.53         8.75         8.75 

Programmer  II 5.20         8              8 

Programmer    I    4.23         5              5 

Sr   administrative   asst 111 

Administrative   asst   2              2              2 

Sr  EDP  systems  analyst -              1              1 

EDP  systems  analyst -             1.50         1.50 

Editor   II   0.17         1              1 

Sr   electronics   technician   0.62         -             - 

General   assistance   107.24      97.20       97.20 

Less  Summer  Quarter  Offset: 

Nonacademic    —           -4           -4 

Totals,  Institutional  Services  and  Gen- 
eral  Expense 389.40     431.40     431.40 


SALARY  RANGE 

1,333 

16,000 

16,000 

480-584 

11,266 

11,266 

415-505 

4,980 

4,980 

584-710 

7,536 

7,536 

998-1,213 

54,156 

54,156 

783-950 

73,656 

73,656 

614-746 

8,520 

8,520 

480-584 

_ 

_ 

821-998 

11,976 

11,976 

676-821 

9,852 

9,852 

584-710 

15,096 

15,096 

4S0-.5S4 

6,360 

6,360 

584-710 

7,368 

7,368 

480-584 

6,360 

6,360 

746-905 

10,860 

10,860 

614-746 

16,032 

16,032 

998-1,213 

14,556 

14,550 

905-1,100 

12,576 

12,576 

746-905 

10,356 

10,356 

1,875 

22,500 

22,500 

1,542 

18,500 

18,500 

415-505 

10,200 

10,200 

517-628 

— 

_ 

746-905 

9,852 

9,852 

584-710 

7,008 

7,008 

905-1,100 

29,250 

29,250 

746-905 

21,468 

21,468 

415-505 

5,484 

5,484 

517-628 

14,040 

14,040 

480-584 

11,.520 

11,520 

415-505 

18,750 

18,750 

480-584 

7,008 

7,008 

415-505 

11,808 

11,808 

480-584 

13,068 

13,068 

415-505 

6,060 

6,060 

367-^6 

28,284 

28,284 

614-746 

15,288 

15,288 

505-614 

38,916 

38,916 

457-556 

51,972 

51,972 

905-1,100 

13,200 

13,200 

1,273-1,548 

9,288 

9,288 

746-905 

9,852 

9,852 

2,167 

26,000 

26,000 

1,792 

21,500 

21,500 

1,243-1,547 

18,564 

18,564 

480-584 

18,492 

18,492 

415-505 

11,532 

11,532 

425-517 

5,100 

5,100 

644 

8,952 

8,952 

556-676 

— 

_ 

480-584 

35,760 

35,760 

950-1,155 

- 

— 

6A4-7S3 

50.232 

50.232 

656-676 

93,480 

93,480 

425-517 

5,100 

5,100 

530-fi44 

_ 

_ 

480-584 

19,284 

19,284 

435-530 

5.760 

5,760 

1,213-1,475 

31.416 

31,416 

998-1.213 

116,406 

116.406 

821-998 

S3.S80 

83.880 

676-S21 

43,524 

43,524 

746-905 

10,104 

10,104 

584-710 

16,632 

16,632 

998-1.213 

11.976 

11.976 

821-998 

14,778 

14,778 

614-746 

7,368 

7,368 

710-863 

_ 

_ 

593-602 

410,525 

410,525 

- 

-16,776 
$3,016,293 

-16,776 

$2,664,885 

$3,016,293 
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LOS  ANGELES  CAMPUS— Continued 

LiJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-I 

67-68  68-69  69-70 
(Filled)      (Aolh.)      (Auth.) 

1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


AUXILIARY  ENTERPRISES 

Residence  Halls  Administration : 

Residence  halls  administrator ] 

Cashier    0.17 

Principal  clerk 0.33 

Sr  clerk - 

Secretary 2.23 

Food  service  manager  V 1.06 

Food  service  manager  III 0.3.3 

Administrative  asst 1 

Residence  halls  manager  IV 1 

Dykstra  Household — Administration  : 

Principal  clerk 1 

Residence  halls  manager  III 0.67 

Dykstra  Food — Administration : 

Food  service  manager  II 1.01 

Food  service  manager  I 0.99 

Residence  halls  manager  III 0.33 

Hershey  Honsehold — Administration  : 

Principal  clerk 1 

Residence  halls  manager  II 1 

Food  service  manager  II 0.25 

Food  service  manager  I 0.75 

Residence  halls  manager  II — 

Sproul  Household — Administration  : 

Princip.al    clerk    1 

Residence  halls  manager  III 0.67 

Sproul  Food — Administration : 

Food  service  manager  III 0.17 

Food  service  manager  II 0.75 

Food  service  manager  I — 

Residence  halls  manager  III 0.33 

Richer  Household — Administration : 

Principal  clerk 1 

Residence  halls  manager  I 1 

Richer  Food — Administration  : 

Food  service  manager  III 0.50 

Food  service  manager  II 0.20 

Food  service  manager  I 1.75 

Hedrick  Household — Administration  : 

Principal  clerk 1 

Residence  halls  manager  III 0.17 

Residence  halls  manager  II 0.50 

Hedrick  Food — Administration  : 

Food  service  manager  II 1.33 

Food  service  manager  I 0.69 

Residence  halls  manager  III 0.33 

Park  Vista — Administration  : 

Residence  halls  manager  I 0.42 

Sepnlveda  Park — Administration  : 

Sr  typist-clerk 0.25 

Residence  halls  manager  I 0.50 

Married  Students  Housing — 
Administration : 

Secretary 0.75 

Parking  Operations : 

Supervising  cashier 1 

Sr  cashier O.OS 

Cashier    1.92 

Principal  clerk 3.80 

Sr  tvpist-clerk 10.22 

Typist-clerk    0.52 

Sr  administrative  asst 0.79 

Administrative  asst 1 

Maintenance  man 0.67 

Parking  service  manager 1 

Parking   snpvr   III 1 

Parking  supvr  II 1.67 

Parking   supvr   I 6.50 

Parking  attendant 14.36 

Athletics — Director's  Office : 

Intercollegiate  athletics  director 1 

Asst  intercollegiate  athletics  director  1 

Principal  clerk 1 

Secretary 1.67 

Sr  stenographer 1.33 

Sr  administrative  asst 0.17 

Administrative  asst 1 

Asst  business  manager  III 1.42 


SALARY  HANGE 

1 

1 

$1,467 

$17,600 

$17,600 

_ 

— 

415-505 

_ 

_ 

_ 

- 

4S0-584 

_ 

_ 

3 

3 

415-505 

14,940 

14.940 

3 

3 

480-584 

19,884 

19,884 

1 

1 

1,02.3-1,243 

12,960 

12,960 

0.66 

0.66 

783-950 

7,445 

7,445 

1 

1 

584-710 

8,520 

8,520 

1 

1 

950-1,155 

13,536 

13,536 

1 

1 

480-584 

7,008 

7.008 

0.67 

0.67 

863-1,048 

7,823 

7,823 

1 

1 

676-821 

8,496 

8,496 

2 

2 

5.84-710 

14,136 

14,136 

0.33 

0.33 

863-1,048 

3,853 

3,853 

1 

1 

480-584 

7,008 

7.008 

0.67 

0.67 

783-950 

7,107 

7,107 

676-821 

- 

- 

1 

1 

584-710 

7,128 

7,128 

0.33 

0.33 

783-950 

3,501 

3,501 

_ 

_ 

480-584 

_ 

_ 

0.67 

0.67 

863-1,048 

7,276 

7,276 

_ 

_ 

783-950 

_ 

_ 

1 

1 

676-821 

8,280 

8,280 

2 

2 

584-710 

14,736 

14,736 

0.33 

0.33 

863-1,048 

3,584 

3,584 

1 

1 

480-584 

7,008 

7,008 

1 

1 

644^783 

9,396 

9,396 

0.34 

0.34 

783-950 

3,715 

3,715 

_ 

— 

676-821 

_ 

— 

3 

3 

584-710 

21,864 

21,864 

1 

1 

480-584 

7,008 

7,008 

0.67 

0.67 

863-1.048 

6,939 

6,939 

- 

- 

7S3-950 

- 

- 

1 

1 

676-821 

8,928 

8,928 

2 

2 

584-710 

14,136 

14,136 

0.33 

0.33 

863-1,048 

3,417 

3,417 

0.50 

0.50 

644-783 

4,584 

4,584 

_ 

_ 

415 

_ 

_ 

0.50 

0.50 

644-783 

4,584 

4,584 

- 

- 

480-584 

- 

- 

1 

1 

556-676 

7,536 

7,536 

1 

1 

480-584 

6,060 

6,060 

1 

1 

415-505 

6,060 

6.060 

5 

5 

480-584 

30,948 

30,948 

13 

13 

41.5-505 

66,444 

66,444 

_ 

_ 

367^146 

_ 

— 

1 

1 

746-905 

9,612 

9,612 

1 

1 

584-710 

7,920 

7,920 

1 

1 

571-660 

7,188 

7,188 

1 

1 

863-1,048 

12,576 

12.576 

1 

1 

710-863 

9,852 

9,852 

2 

2 

614-746 

16,464 

16.464 

5 

5 

530-644 

35.604 

35.604 

23 

23 

457-571 

142,884 

142,884 

1 

1 

2,083 

25,000 

25.000 

1 

1 

1,458 

17,500 

17.500 

1 

1 

480-584 

6,360 

6.360 

2 

2 

480-584 

13,680 

13.680 

1 

1 

43.5-530 

6,360 

6,360 

746-905 

_ 

— 

1 

1 

584-710 

8,520 

8,520 

1 

1 

950-1,155 

13,860 

13,860 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aalh.)      (Autt.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 


AUXILIARY  ENTERPRISES— Continued 

Athletics — General  Expense  : 

Storekeeper  II  

Storekeeper  I  

Athletic  trainer 

Physical  therapist  I 

Physical  therapist  III 

Athletics — News  Bureau : 

Sr  stenographer 

Writer  IV 

Writer  III 

Athletics — Ticket  Oflace : 

Sr  cashier  

Sr   clerk   

Sr  typist-clerk 

Sr  administrative  asst 

Intercollegiate  Athletics : 
Head  coach — intercollegiate  athletics 
Asst  coach — intercollegiate  athletics 

Canyon  Recreation  Center; 

Secretary  

Recreation  supvr  III 

Recreation  supvr  II 

Recreation  supvr  I 

General  assistance 


Totals,  Auxiliary  Enterprises 


SUMMER  QUARTER 

Academic 

Teaching  assistant 

Non  academic 

General   assistance 

Totals,  Summer  Quarter 


MERIT  INCREASE  AND 
PROMOTIONS 

Academic 

Nonacademic    


SALARY  EANGE 

0.50 
1.50 

1 

1 

1 
1 

1 
1 
1 

1 
1 
1 
1 
1 

584-710 
505-614 
644-783 
644-783 
783-950 

7,728 
7,368 
8,112 
9,396 
10,968 

7,728 
7,368 
8,112 
9,396 
10,968 

0.88 
0.95 

1 

1 
0.95 

1 

1 
0.95 

1 

435-530 

905-1,100 

746-905 

6,360 
12,540 
10,860 

6,360 
12,540 
10,860 

0.75 
2 

1 
1 

1.90 

1 
1 

1 

1.90 
1 

1 
1 

480-584 
415-505 
415-505 
746-905 

11,514 
5,484 
5,904 

10,860 

11,514 
5,484 
5,904 

10,860 

8.05 
12.50 

9.54 
18.86 

9.54 
18.86 

1,958 
975 

128,840 
212,052 

128,840 
212,052 

1 
1 

2.83 

1.17 

314.27 

1 
1 
3 
1 
396 

1 
1 
3 
1 
396 

480-584 
783-950 
644-783 
556-676 
1,407,752 

$2,444,460 

6,360 
11,400 
26,220 

7,728 
1,372,606 

$2,609,128 

6,360 

11,400 

26,220 

7,728 

1,372,606 

432.95 

541.25 

541.25 

$2,609,128 

- 

190 

53.50 
76.75 
23.10 

190 
53.50 
76.75 
23.10 

- 

$2,295,692 
315,000 
469,295 
336,071 

$2,295,692 
315,000 
469,295 
336,071 

- 

343.35 

343.35 

- 

$3,416,058 

$3,416,058 

^g    Totals,  Merit  Increase  and  Promotions 


49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


$133,525 
149,117 

$282,642 


$133,525 
149,117 

$282,642 


TOTALS,  LOS  ANGELES  CAMPUS  _   8,666.68  9,595.06  9,595.06       $74,103,796        $84,584,132        $84,584,132 
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RIVERSIDE  CAMPUS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS       I 


67-68  68-69  69-70 
(Fllliil)      (tuth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

68 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

8S 


GENERAL  ADMINISTRATION 

Chancellor's  Office : 

Chancellor    

Vice  chancellor   

Asst  to  Chancellor — budget  and 

planning    

Sr    typist-clerk    

Secretary    

Sr    stenographer    

Sr  planning  analyst  I 

Budget   analyst   

Sr  administrative  asst 

Vice  Chancellor — Academic  Affairs  : 

Vice  chancellor   

Summer  differential   

Administrative    stipend   

Secretary    

Sr   stenographer   

Stenographer    

Sr  administrative  analyst 

Administrative   asst    

Vice  Chancellor — Administration  : 

Vice   chancellor   

Asst   vice   chancellor— business   and 

finance     

Systems   analysis   officer 

Secretary    

Administrative    asst    

Vice  Chancellor — University  Relations : 

Vice  chancellor 

Administrative  asst 

Asst  to  Chancellor — Adm  Mgmt : 
Asst  to  the  vice  chancellor 

Accounting  Office : 

Accounting  officer 

Principal    clerk    

Sr  clerk 

Clerk    

Sr  typist-clerk 

Sr  stenographer 

Administrative  asst 

Sr  accountant   

Accountant 

Architects  and  Engineers : 

Principal   architect 

Building  Program  Clearing  Account : 

Principal  architect 

Secretary    

Sr  stenographer  

Sr  architectural  draftsman 

Jr  architectural  draftsman 

Sr  architect  I 

Campus  planner  II 

Project  architect 

Sr  construction  inspector 

Assoc   construction   inspector 

Sr  landscape  architect 

Principal  engineer 

Assoc  engineer 

Sr  administrative  asst 

Budget  and  Planning : 

Exec  asst  to  chancellor 

Budget  and  planning  officer 

Sr   clerk    

Secretary     

Sr   stenographer    

Sr  planning  analyst  I 

Administrative  analyst 

Budget   analyst   

Business  Services  Office : 

Manager — business   services 

Principal    clerk    

Sr    clerk    

Sr  typist-clerk 

Sr  stenographer 

Asst  business  manager  II 

Cashier : 

Supvng  cashier 

Cashier    

*  Not  an  established  range. 


SALARY  RANGE 

1 

1 

1 

$3,0S3* 

$37,000 

$37,000 

- 

1 

1 

1,458* 

17,500 

17,500 

0.33 

_ 

_ 

1,300* 

_ 

_ 

1 

1 

1 

415-505 

5,220 

5.220 

2.28 

3 

3 

480-584 

19,428 

19,428 

0.33 

_ 

_ 

435-530 

_ 

_ 

0.33 

_ 

_ 

710-821 

_ 

_ 

0.33 

_ 

_ 

783-950 

_ 

_ 

1 

1 

1 

746-905 

9,612 

9,612 

0.67 

0.67 

0.67 

2,192* 

17,621 

17,621 

— 

— 

— 

— 

1,155 

1,155 

- 

- 

- 

- 

3,700 

3,700 

1.47 

_ 

_ 

480-584 

_ 

_ 

1.13 

1 

1 

435-530 

5,484 

5,484 

0.54 

1 

1 

405-492 

5,100 

5,100 

0.75 

1 

1 

415-505 

11,976 

11,976 

0.33 

1 

1 

5S4-710 

7,008 

7,008 

1 

1 

1 

2,375* 

28,500 

28,500 

0.75 

1 

1 

1,442* 

17,300 

17,300 

- 

1 

1 

1,250* 

15,000 

15,000 

1.30 

1 

1 

480-5S4 

6,060 

6,060 

0.33 

1 

1 

584-710 

7,008 

7,008 

1 

_ 

_ 

1,458* 

_ 

_ 

1 

- 

- 

584-710 

- 

- 

0.25 

- 

- 

1,250* 

- 

- 

0.81 

1 

1 

1,250* 

15,000 

15,000 

2.92 

4 

4 

480-584 

26,592 

26,592 

6.76 

7 

7 

415-505 

37,512 

37,512 

2.01 

2 

2 

367-446 

9,144 

9,144 

0.42 

1 

1 

415-505 

4,980 

4,980 

0.52 

— 

_ 

435-530 

— 

— 

2 

2 

2 

584-710 

16,248 

16,248 

1 

1 

1 

950-1,155 

12,576 

12,576 

2.56 

3 

3 

783-950 

31,380 

31,380 

0.50 

0.50 

0.50 

1,375* 

8,250 

8,250 

0.50 

0.50 

0.50 

1,375* 

8,250 

8,250 

1 

1 

1 

480-584 

6,672 

6,672 

1.38 

2.50 

2.50 

435-530 

11,958 

11,958 

1 

1 

1 

950-1,155 

13,860 

13.860 

1 

1 

1 

710-821 

9,168 

9,168 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 

1,213-1,475 

15,276 

15,276 

0.98 

1 

1 

1,048-1,273 

14,556 

14,556 

1 

1 

1 

1,048-1,273 

15,276 

15.276 

6.17 

6 

6 

950-1,155 

80,616 

80,616 

1 

1 

1 

1,048-1,273 

15,276 

15.276 

1 

1 

1 

1,337-1,626 

19,512 

19.512 

1 

1 

1 

998-1,213 

12,576 

12,576 

1 

1 

1 

746-905 

10,860 

10,860 

0.17 

_ 

_ 

1,300* 

_ 

_ 

0.50 

1 

1 

1,300* 

15,600 

15,600 

0.67 

1 

1 

415-505 

5.220 

5,220 

0.67 

1 

1 

480-584 

7,008 

7,008 

0.13 

_ 

435-530 

- 

- 

0.67 

1 

1 

1,048-1,273 

13,200 

13.200 

0.41 

1 

1 

783-950 

9,396 

9.396 

0.67 

1 

1 

783-950 

10,356 

10,356 

1 

1 

1 

1,333* 

16,000 

16.000 

1 

1 

1 

480-584 

6,360 

6,360 

1 

1 

1 

415-505 

5,484 

5,484 

0.84 

1 

1 

415-505 

5,484 

5,484 

0.02 

_ 

435-530 

— 

— 

1 

1 

1 

783-950 

9,852 

9,852 

1 

1 

1 

556-676 

7,368 

7,368 

1.98 

2 

2 

415-505 

10,440 

10,440 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GENERAL  ADMINISTRATION— Continued 


Purchasing : 

Purchasing  agent 

Principal  clerk 

Sr  typist-clerk 

Secretary  

Buyer  III 

Buyer  II 

Buyer  I 

Inventory : 

Sr  typist-clerk   

Storekeeper  II  

Contracts  and  Grants  Administration : 

Assoc  dean   

Administrative  stipend 

Sr  typist-clerk 

Typist-clerk 

Sr  stenographer 

Sr  administrative  analyst 

Sr  administrative  asst 

Administrative  asst 

Personnel  Office : 

Personnel  manager 

Principal  clerk 

Sr  typist-clerk 

Administrative  asst 

Employment  representative  III 

Sr  personnel  analyst 

Personnel  analyst   

Asst  personnel  analyst 

General  assistance 

Totals,  General  Administration 


INSTRUCTION  AND  DEPART- 
MENTAL RESEARCH 

Academic : 

Asst  director 0.50 

Dean — 1.42 

Assoc  dean 0.83 

Asst  dean - 

Divisional  dean 1 

Stipend — chairman  of  department - 

Summer  differential — 

Administrative  stipend - 

Professor — 9   months   44.53 

Professor — 9  months — recalled 0.67 

Professor — 9  months — visiting 1.63 

Professor — 11  months 12.06 

Professor — 11    months — visiting 0.21 

Professor — 10  months 3.75 

Assoc  professor — 9  months 57.23 

Assoc  professor — 9  months — visiting  2 

Assoc  professor — 11  months 4.93 

Asst  professor — 9  months 84.19 

Asst  professor — 9  months — acting  _  10.08 

Asst  professor — 11  months 1.51 

Instructor — 9  months — 

Instructor — 9   months — acting 4.92 

Assoc  instructor — 9  months 23.57 

Lecturer — 9  months 29.69 

Lecturer — 9  months  with  sec  employ  •  1 

Lecturer — 11  months 1.84 

Supvr  in  phys  educ — 9  months 2 

Assoc  supvr  in  phys  educ — 9  months  2 

Asst  supvr  in  phys  educ — 9  months  3 

Supvr  teacher  education 5.54 

Teaching  asst 58.33 

Researcher — agric  experiment  station  0.98 
Asst  researcher — agric  experiment 

station — 

Nonacademic : 

Sr  nurseryman 2 

Nurseryman    0.74 

Principal   clerk   2.57 

Sr  clerk 2.06 

Principal  typist-clerk 0.92 

•  Not  an  established  range. 


SALARY  RANGE 

1 

1 

1 

1,275* 

15,300 

15,300 

1 

3 

3 

480-584 

18,528 

18,528 

3 

3 

3 

415-505 

16,596 

16,596 

1 

1 

1 

480-584 

6,852 

6,852 

1 

1 

1 

821-998 

11,676 

11,676 

2 

2 

2 

710-863 

20,712 

20,712 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

415-505 

5,484 

5,484 

1 

1 

1 

584-710 

7,368 

7,368 

0.50 

0.50 

0.50 

1,500* 

9,000 

9,000 

- 

— 

- 

- 

1,800 

1,800 

0.17 

— 

— 

415-505 

— 

— 

0.62 

- 

_ 

367-i46 

_ 

- 

0.92 

2 

2 

435-530 

10,440 

10,440 

0.73 

1 

950-1,155 

11,400 

11,400 

0.83 

1 

746-905 

9,612 

9,612 

0.17 

- 

584-710 

- 

- 

1 

1 

1,150* 

13,800 

13,800 

1.92 

1 

480-584 

7,008 

7,008 

2.57 

2.50 

2.50 

415-505 

12,810 

12,810 

0.08 

1 

584-710 

7,368 

7,368 

0.07 

_ 

710-863 

— 

— 

- 

1 

950-1,155 

11,400 

11,400 

1 

1 

783-950 

10,104 

10,104 

1.77 

2 

2 

644-783 

16,848 

16,848 

6.11 

6.95 

6.95 

30,429 

31,679 
$1,014,415 

31,679 

97.84 

107.12 

107.12 

$888,027 

$1,014,415 

_ 

_ 

$1,440 

_ 

_ 

1.67 

1.67 

2,008 

$32,668 

$32,668 

1 

1 

1,175 

20,200 

20,200 

0.50 

0.50 

1,100 

6,600 

6,600 

1 

1 

1,467 

17,600 

17,600 

_ 

_ 

- 

26,345 

26,345 

- 

— 

— 

3,839 

3,839 

— 

— 

— 

31,550 

31,550 

77.16 

77.16 

1,283-1,900 

1,448,887 

1,448,887 

1,283-1,900 

_ 

_ 

_ 

_ 

1,283-1,900 

- 

- 

13.30 

13.30 

1,283-1,900 

299,605 

299,605 

_ 

_ 

1,500-2,192 

— 

— 

- 

_ 

1,500-2,192 

- 

— 

69.31 

69.31 

1,025-1,175 

914,670 

914,670 

_ 

_ 

1,025-1,175 

- 

- 

5.60 

5.60 

1,192-1,358 

86,941 

86,941 

116.07 

116.07 

80S-975 

1,278,061 

1,278,061 

768-926 

— 

_ 

2.01 

2.01 

950-1,125 

25,4T9 

25,479 

3 

3 

700 

25,200 

25,200 

_ 

_ 

665 

— 

— 

8.25 

8.25 

568-710 

65,898 

65,898 

1 

1 

763-1,737 

9,372 

9,372 

1 

1 

763-1,737 

10,332 

10,332 

2.58 

2.58 

882-2,040 

40,182 

40,182 

2 

2 

1,133-1,308 

28,200 

28,200 

3 

3 

908-1,042 

34,300 

34.300 

4 

4 

742-867 

37,700 

37,700 

6 

6 

712-1,230 

62,856 

62,856 

61.90 

61.90 

360-370 

402,408 

402,408 

0.02 

0.02 

2,009 

482 

482 

1.12 

1.12 

950-1,125 

13,440 

13,440 

2 

2 

614-746 

16,488 

16,488 

1.20 

1.20 

530-644 

9,238 

9,238 

1.65 

1.65 

480-584 

10,917 

10,917 

2.25 

2.25 

415-505 

12,441 

12,441 

1 

1 

480-584 

6,672 

6.672 
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SALARIES  AJ;D  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (Aalh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL   RESEARCH— Continued 

Nonacademic — Continued 

Sr  typist-clerk 

Typist-clerk 

Departmental  adm  asst   IV 

Departmental  adm  asst  III 

Departmental  adm  asst  II 

Departmental  adm  asst  I 

Secretary    

Sr  stenographer 

Stenographer    

Storekeeper  II  

Storekeeper  I  

Stores  helper 

Sr  scientific  illustrator 

Principal   television   techn 

Sr  television  technician 

Sr  wardrobe  technician 

Athletic  trainer 

Translator — technical 

Library  asst  III  

Library  asst  I  

Sr  administrative  asst 

Administrative  asst 

Lab  business  officer  II 

Administrative  services  officer  I 

Sr  maintenance  man 

Maintenance  man 

Sr  cryogenic  technician 

Prin   electronics   techn 

Sr  electronics  technician 

Electronics   technician   

Prin  lab  glassblower 

Farm  machinery  mechanic 

Principal  laboratory   mech 

Sr  laboratory  mechanician 

Laboratory  mechanician   

Laboratory  mechanician  helper 

Animal  caretaker 

Laboratory  asst  IV 

Laboratory  asst  III 

Laboratory  asst  II 

Laboratory  helper 

Laboratory  asst  I 

Laboratory  technician  IV 

Laboratory  technician  III 

Laboratory  technician  II 

Laboratory  technician  I 

Sr  miisenm  scientist 

Museum  scientist 

Principal  museum  preparator 

Sr  museum  preparator 

General  assistance 

Totals,    Instruction,  and    Departmental 
Research     


SUMMER  SESSION 

Summer  Session  Administration : 

Director 

Administrative   asst   

General   assistance   

Totals,  Summer  Session 1.75         8.92         8.92 


SALARY  RANGE 

9.87 

13.40 

13.40 

415-505 

72,084 

72.084 

1  09 

1 

1 

367^46 

4,764 

4.764 

0.58 

1 

1 

746-905 

8,9.52 

8.952 

1.33 

1.75 

1.75 

644-783 

15.065 

]5.0f!5 

5.45 

10.86 

10.86 

556-676 

78,578 

78,578 

4.16 

9 

9 

480-584 

58,908 

58.908 

10.26 

3.85 

3.S5 

4S0-584 

23,789 

23,789 

22.94 

33.53 

33.53 

43.5-530 

173,971 

173,971 

1.31 

_ 

_ 

405-492 

— 

— 

2 

2 

2 

584-710 

16,632 

16.632 

4.58 

5 

5 

505-614 

33,744 

33.744 

0.67 

1 

1 

359-435 

4,303 

4,308 

1 

1 

1 

746-005 

10,860 

10.860 

1 

1 

1 

863-1.048 

10.860 

10,860 

1 

1 

1 

746-905 

9,396 

9.396 

0.8.3 

1 

1 

614-746 

7,920 

7,920 

0.25 

644-7S3 

0.25 

0.50 

0.50 

517-517 

2,880 

2.880 

1 

1 

1 

556-676 

8,112 

8.112 

0.97 

1 

1 

415-505 

6,060 

6.0R0 

2.15 

3.15 

3.15 

746-905 

30,435 

30,435 

5.26 

4 

4 

584-710 

32,280 

32.2S0 

2 

2 

2 

950-1,155 

25,776 

25,776 

0.25 

1.25 

1.25 

783-950 

11,745 

11,745 

0.52 

0.02 

0.02 

692-801 

175 

175 

0.17 

571-660 

_ 

— 

0.75 

_ 

_ 

783-950 

_ 

- 

1.17 

2 

2 

821-998 

20,712 

20.712 

1 

2 

2 

710-803 

17,472 

17.472 

2.83 

2 

2 

644-746 

16,416 

16,416 

1 

1 

1 

821-998 

11,976 

11,976 

0.73 

_ 

_ 

644-746 

— 

— 

1.14 

1 

1 

783-950 

10,860 

10.860 

6.25 

6.50 

6.50 

710-863 

66,.570 

66,570 

_ 

0.25 

0.25 

676-7S3 

2,028 

2.028 

_ 

1 

1 

584-676 

7,008 

7,008 

_ 

1 

1 

41.5-505 

5,760 

5,760 

2 

2 

2 

746-905 

21.720 

21.720 

3.97 

4.05 

4.05 

614-746 

35,416 

35.416 

0.98 

1.40 

1.40 

.50.5-614 

8,604 

8,604 

0.25 

359^35 

- 

— 

1.81 

0.40 

0.40 

43.5-5.80 

2.544 

2,.544 

2.45 

2.45 

2.45 

821-998 

29,170 

29,170 

0.09 

0.09 

0.09 

746-905 

952 

952 

2.11 

2.11 

2.11 

676-821 

20.610 

20.610 

0.56 

0.17 

0.17 

584-710 

1,291 

1,291 

0.69 

1.02 

1.02 

821-998 

12,216 

12,216 

1.05 

1.05 

1.05 

676-821 

9,013 

9,013 

0.58 

1 

1 

614-746 

7,368 

7,368 

0.42 

_ 

_ 

50.5-614 

_ 

_ 

66.96 

29.43 

29.43 

208,854 

174,622 
$6,108,193 

174.622 

547.51 

550.82 

550.82 

$5,210,079 

$6,108,193 

0.50        0.50        0.50 
111 
0.25        7.42        7.42 


$1,479* 
.584-710 
78,597 


$8,874 

8,520 

84,945 


$94,126 


ORGANIZED  ACTIVITIES 

Intercollegiate  Athletics: 

Summer   diiferential   _  _  _ 

Drama    &    speech    production    recom- 
mendation incomplete _  _  _ 

General   assistance   1.99         2.42         2.42 

Totals,  Organized  Activities 1.99  2.42         2.42 

*  Not  an  established  range. 


$8,366 


$10,366 


$102,339 

$2,000 

18,854 
$20,854 


$8,874 

8.520 

84,945 


$102,339 

$2,000 

18,8.54 
$20,854 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filledl       (<ulh.)       (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

ORGANIZED   RESEARCH 

3 

4 

Academic : 

SALARY  RANGE 

5 

Director                                             

0.94 

1 

1 

$2,008 

$21,050 

$21,050 

6 

Assop    rlirpptnr 

0.50 

0.50 

0.50 

2,008 

12,050 

12,050 

7 

Administrative  stipend 

_ 

— 

— 

_ 

6.250 

6,250 

8 

Professor — 11  montlis 

0.02 

0.98 

0.98 

1,283-1,900 

23,618 

23,618 

9 

Professor — agricultural  experiment 

10 

station                                      

47.14 

51.67 

51.67 

1,500-2,192 

1,100,731 

1,100,731 

11 

Assoc  professor  agricultural 

^?, 

experiment   station 

33.20 

32.32 

32.32 

1,192-1,358 

500,840 

500,840 

13 

Asst  professor  agricultural 

14 

experiment  station   

16.56 

20.59 

20.59 

950-1,125 

269,393 

269,393 

15 

Research  asst 

9.83 
7.83 

12 
9 

12 
9 

285-295 
1,243-1,547 

84,240 
144,516 

84,240 

16 

Specialist    

144,516 

17 

Assoc  specialist                             _     _ 

8 

7 

7 

949-1,153 

95,676 

95,676 

18 

Nonacademic : 

19 

Stipend — chairman  of  department 

_ 

_ 

- 

- 

1,500 

1,500 

9.0 

Prin  supt  of  cultivations 

1 

1 

1 

783-950 

11,400 

11,400 

?1 

Sr  supt  of  cultivations 

2 

2 

2 

644-783 

18,564 

18,564 

f)0 

Supt  of  cultivations                           _ 

1 
8.03 

1 
9 

1 
9 

530-644 
457-556 

7,728 
54,696 

7,728 

?3 

Cultivationist 

54,696 

?4 

Farm  laborer                                   _  _ 

0.67 

_ 

395^80 

— 

— 

^5 

Sr  nurseryman  _  —     —     — 

1.17 

9 

2 

614-746 

16,320 

16,320 

26 

Nurservman                                      

3.22 
6 

4.80 
6 

4.80 
6 

530-644 
530-644 

35.714 
46.368 

35,714 

97 

Sr  orchardist 

46.368 

28 

Orehardist 

5 
1.99 

5 
2.75 

5 
2.75 

480-584 
480-584 

35,040 
17,473 

35,040 

?,9 

Principal   clerk    

17,473 

30 

Sr  clerk 

0.33 

0.75 

0.75 

415-505 

3,915 

3,915 

31 

Sr  typist-clerk                                 

1.15 
1.60 

1.35 
3.25 

1.35 
3.25 

415-505 
644-783 

7,047 
29,503 

7.047 

391 

Departmental  adm  asst  III 

29,503 

33 

Departmental  adm  asst  II _  _ 

1.82 

3.14 

3.14 

556-676 

24,430 

24,4.30 

34 

Sr  computer  operator 

1 

1 

1 

644-783 

7,728 

7,728 

35 

Secretary    

5.13 

5.65 

5.65 

480-584 

36,631 

36.631 

36 

Sr   stenographer 

9.98 

10.25 

10.25 

43.5-530 

58,665 

58,665 

37 

Draftsman    

1 

1 

480-584 

480 

480 

38 

Statistician 

0.63 

1 

1 

783-950 

11,400 

11.400 

39 

Jr   statistician 

0.93 

1 

1 

644-783 

7.728 

7,7''8 

40 

Programmer   III 

0.87 

1 

1 

998-1,213 

13,200 

13.200 

41 

Programmer  II 

0.75 

1 

1 

821-998 

9,852 

9.8.52 

4?, 

Programmer  I   

0.25 

0.85 

0.85 

676-821 

3,534 

3,534 

43 

Sr  administrative  asst 

0.85 

0.85 

0.85 

746-905 

8,588 

8,588 

44 

Administrative  asst 

2.75 

0.50 

0.50 

584-710 

3,504 

3,504 

45 

Administrative  services  officer  II 

0.25 

0.50 

0.50 

950-1,155 

5,988 

5.988 

46 

Administrative  services  oiHcer  I 

0.23 

0.75 

0.75 

783-950 

7.047 

7,047 

47 

Sr  maintenance  man 

0.81 

0.98 

0.98 

692-801 

8,561 

8,561 

48 

Maintenance  man 

1 

1 

1 

571-660 

7.920 

7,920 

49 

Sr  farm  maintenance  man  _ 

2 

2 

2 

692-801 

19,224 

19,224 

50 

Farm  maintenance  man 

1 

1 

1 

571-660 

7,920 

7.920 

51 

Sr  laboratory  glassblower 

0.95 

1 

1 

746-905 

10,860 

10.860 

5? 

Automotive  mechanic  helper 

2 

2 

o 

480-584 

14.016 

14,016 

53 

Sr  farm  machinery  mechanic 

1 

1 

1 

676-821 

9,852 

9.852 

54 

Farm  machinery  mechanic 

2.58 

3 

3 

644-746 

25,200 

25,200 

55 

Sr  laboratory   mechanician 

1.67 

3 

3 

710-863 

28,416 

28.416 

56 

Farm  equipment  operator  II 

5.50 

5 

5 

556-676 

39,600 

39.600 

57 

Farm  equipment  operator  I 

1 

1 

1 

480-584 

6,672 

6,672 

58 

Laboratory  asst  III 

0.95 

0.95 

0.95 

614-746 

8,504 

8,504 

59 

Laboratory  asst  II ^  _ 

0.60 

0.60 

0.60 

.50.5-614 

3,816 

3.816 

60 

Laboratory  asst  I 

5.14 

5.60 

5.60 

43.5-530 

34,272 

34.272 

61 

Laboratory  technician  IV            

70.40 

74.55 

74.55 

821-998 

859,391 

859.391 

63 

Laboratorv  technician  III 

4.91 

4.91 

4.91 

746-905 

52,844 

52,844 

63 

Laboratorv  technician  II 

59.46 

63.89 

63.89 

676-821 

566,471 

566,471 

64 

Laboratorv  technician  I 

4.08 

6.33 

6.33 

58^^-710 

41,240 

41,240 

65 

Sr  museum  scientist 

0.98 

0.98 

0.98 

S21-99S 

11,736 

11,736 

66 

Museum  scientist 

0.95 

0.95 

0.95 

676-821 

9..359 

9.359 

67 

General  assistance 

55.86 

46.09 

46.09 

469.418 

243,067 

$4,751,348 

243,067 

68 
69 
70 

Totals,  Organized   Research 

405.46 

428.28 

428.28 

$4,470,430 

$4,751,348 

71 
72 
73 

74 

LIBRARIES 

Library — General : 

75 

University  librarian 

1 

1 

1 

$1,500* 

$18,000 

$18,000 

76 

Asst  university  librarian 

1.50 

2 

2 

1,243-1,510 

30,8.52 

30,852 

77 

Librarian   IV 

3.80 

3 

3 

904-1,097 

37.356 

37.3.56 

78 

Librarian  III 

2 

5 

5 

781-949 

53,.508 

.53..508 

79 

Librarian  II 

4.39 

7 

7 

659-841 

52,281 

52.281 

80 

Librarian  I 

4.44 

1 

1.12 

4 
1 
1.50 

4 
1 
1.50 

597-659 
415-.505 
367^46 

30,.504 
6,060 
7,308 

30.504 

8t 

Sr  clerk 

6.060 

82 

Clerk    

7,308 

83 
84 
85 
86 

*  Not  an  established  range. 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)      (Aulh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARIES— Continued 

Library — General — Continued 

Sr  typist-clerk 1.02  1 

Typist-clerk 8.09  5.50 

Sr  stenoRrapher 1  1 

Storekeeper  I 1  1 

Sr   photographer 1  1 

Bibliographer   II 2  - 

Library  asst   III 6.27  9 

Library  asst  II 10.12  12 

Library  asst  I 18.64  22 

Administrative   asst   1  1 

Library — Agriculture : 

Librarian   V 1  1 

Librarian  III 1  1 

Librarian  II 2  2 

Librarian  I —  1 

Typist-clerk 2  2.25 

Library  asst  III 1  1 

Library  asst  II 1.04  1.75 

Library  asst  I 1.48  4 

General  assistance 25.80  21.14 

Totals,   Libraries 104.71  113.14 


UNIVERSITY  EXTENSION 

Instruction — Other :  _ 

Director,    University    extension 

Asst  Univer.sity  extension  specialist 

Program    coordinator   

Sr  typist-clerk 

Secretary     

Instruction — Professional : 

Director,  Univprsity  extension 

Assoc  University  extension  specialist 
Asst  University  extension  specialist 

Program   coordinator 

Sr  typist-clerk 

Secretary       

Program  asst  I 

Administrative  asst 

Instruction — Cultural : 

Director,  University  extension 

Associate  University  extension  spe- 
cialist     - 

Asst  University  extension  specialist 

Program  coordinator    

Sr  tvpist-clerk 

Typist-clerk      

Program  asst  I 

Instruction — Citizens  Responsibility : 
Director.    University    extension 
Assoc  University  extension  specialist 
Asst  University  extension  specialist 

Program    coordinator   

Sr  typist-clerk 

Program   asst  I 

Instruction — Urban  Extension  : 

Director,  University  extension 

Assoc  Univprsity  extension  specialist 
Asst  T'nivprsity  extension  specialist 

Program    coordinator   

Sr   typist-clerk    

Proirrara   nsst  I 

Director — B  i verside  : 

Director.  University  extension 

Principal  clerk 

Sr   tyoist-clerk   

Fee  and  Information : 

Principal  clerk 

Sr  clerk 

Sr   typist-clerk   

T.vpist-clerk     

Sr  stenographer 

Program  representative  II 

Progr.Tm  asst  I 

Administrative  asst 

Laboratory  asst  II 

*  Not  an  established  range. 


SALARY  RANGE 

1 

415-505 

4,980 

4,980 

5.50 

367-446 

26,760 

26,760 

1 

435-530 

6,360 

6,360 

1 

505-614 

7,368 

7,368 

1 

676-821 

8,520 

8,520 

— 

480-584 

_ 

_ 

9 

556-676 

68,796 

68,796 

12 

480-584 

75,576 

75.576 

22 

415-,505 

119,274 

119,274 

1 

584-710 

8,520 

8,520 

1 

1,046-1,328 

13,836 

13,836 

1 

781-949 

11,112 

11,112 

2 

659-841 

18,756 

18.756 

1 

597-659 

7,164 

7,164 

2.25 

867-446 

11,055 

11,055 

1 

556-676 

8,112 

8,112 

1.75 

480-584 

11,130 

11,130 

4 

41.5-505 

21.564 

21. .564 

21.14 

101,292 

88,007 

88,007 

113.14 


$642,830 


$752,759 


$752,759 


0.17 

_ 

_ 

$1,567* 

_ 

_ 

0..59 

_ 

_ 

783-950 

_ 

_ 

0.33 

_ 

_ 

667-1,917 

_ 

_ 

0.33 

— 

_ 

41.5-.505 

_ 

— 

0.33 

- 

- 

480-584 

- 

- 

0.32 

0.42 

0.42 

1,567* 

$7,896 

$7,896 

- 

1.90 

1.90 

1,008-1,217 

23.790 

23.790 

0.95 

2.70 

2.70 

783-950 

29,520 

29,520 

0.73 

_ 

_ 

667-1,917 

— 

— 

0.64 

0.91 

091 

415-505 

4,870 

4,870 

0.51 

1.91 

1.91 

480-584 

11,390 

11, .390 

0.42 

0.91 

0.91 

480-584 

6,072 

6,072 

- 

1 

1 

584r-710 

7,008 

7,008 

0.01 

0.04 

0.04 

1,567* 

752 

752 

_ 

0.04 

0.04 

1,008-1.217 

484 

484 

0.01 

0.12 

0.12 

783-950 

1,312 

1,312 

0.01 

_ 

_ 

667-1,917 

_ 

— 

0.01 

0.03 

0.03 

415-505 

161 

161 

- 

0.53 

0.53 

367-446 

2,327 

2,327 

0.01 

0.04 

0.04 

480-584 

267 

267 

_ 

0.02 

0.02 

1,567* 

376 

376 

_ 

0.03 

0.03 

1.008-1.217 

363 

363 

0.01 

0.09 

0.09 

783-9,50 

984 

984 

0.01 

667-1,917 

- 

0.01 

0.06 

0.06 

415-505 

243 

243 

0.01 

0.03 

0.03 

480-584 

200 

200 

_ 

0.02 

0.02 

1,567* 

376 

376 

_ 

0.03 

0.03 

1,008-1,217 

363 

363 

0.01 

0.09 

0.09 

7R3-950 

984 

984 

001 

_ 

_ 

667-1.917 

— 

— 

0.01 

0.06 

0.06 

41.5-505 

306 

306 

0.01 

0.02 

0.02 

480-584 

133 

133 

0.50 

0.50 

0.50 

1,.567 

9,400 

9,400 

1 

1 

1 

4S0-5S4 

6,.360 

6,360 

0.15 

2 

2 

415-505 

10,080 

10,080 

0.67 

_ 

480-584 

_ 

- 

0.61 

_ 

_ 

41.5-505 

— 

— 

4.23 

5..50 

5..50 

41.5-505 

29,790 

29,790 

0.S5 

2 

2 

367--146> 

8,808 

8.808 

OSS 

1 

435-530 

5,220 

5.220 

0,83 

1 

644-783 

9.396 

9.396 

0.R3 

1 

480-584 

6,060 

6.060 

0.50 

1 

584-710 

7,008 

7.008 

0.10 

1 

505-614 

6,360 

6,360 
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67-68  68-69  69-70 
(Filled)       (tuth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 
6 

7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


UNIVERSITY  EXTENSION— Continued 

Program  Promotion : 

Sr  typist-clerk 

Secretary  

Production  asst  II 

Writer   II   

General  assistance 

Totals,  University  Extension 57.48 


SALARY  RANGE 

1.69 

2 

2 

415-505 

10,440 

10,440 

_ 

1 

1 

480-584 

6,060 

6,060 

1 

1 

1 

614-746 

8,112 

8,112 

1 

1 

1 

614-746 

8,112 

8,112 

37.22 

42.11 

42.11 

334,661 

334,862 

384,862 

CAMPUS  PUBLIC  SERVICE 

Arts  and  Lectures : 

Secretary  

Sr  stenographer 

Manager  I,  arts  and  lectures 
Writer  I 

General  assistance 

Totals,  Campus  Public  Service 


MAINTENANCE  AND  OPERATION 
OF  PLANT 

Superintendence : 

Administrator  of  physical  plant 

Sr   clerk    

Secretary    

Sr  supt  of  grounds  and  buildings  _ 

Grounds  Maintenance : 

Tree    trimmer    

Supvng  groundsman  II 

Grounds  foreman 

Groundsman 

Automotive  mechanic 

Equipment   operator   apprentice 

Janitorial  Service : 

Custodian/Matron    

Custodian  supervisor  I 

Custodian    foreman    II    

Custodian  foreman  I 

Cook-housekeeper    

Laborer   

Maintenance  man 

Plant  Service : 

Supt  of  grounds  and  buildings 

Craft  foreman 

Sr  maintenance  man 

Maintenance    man    

Asst  craft  foreman 

Asst  chief  steam  oper  engineer 

Police : 

Secretary    

Chief  of  police 

Police   sergeant   

Police  officer 

Steam : 

Chief  steam  operating  engineer 

Steam  operating  engineer 

General   assistance   

Totals,  Maintenance  and  Operation  of 
Plant   


74.11       74.11 


0.17 

0.83 

1 

0.33 

1.60 


1  1 

1  1 

1.19        1.19 


3.93 


4.19        4.19 


$478,625 


$480-584 

435-530 

783-950 

556-676 

8,260 

$25,785 


$566,245 


$6,060 

10,860 
6,672 
3,329 

$26,921 


STUDENT  SERVICES 


$566,245 


$6,060 

10,860 
6,672 
3,329 

$26,921 


1 

3 
1 
0.37 

1 
3 

1 
1 

1 
3 
1 
1 

$1,400* 
415-505 
480-584 
998-1,213 

$16,800 

17,880 

7,008 

12,576 

$16,800 

17,880 

7,008 

12,576 

1 
1 
3 
35.50 

1 
4 

1 
1 
3 
37 
1 
4 

1 

1 

3 

37 

1 
4 

530-6-14 
676-821 
530-644 
457-556 
644-746 
556-676 

7,008 

9,852 

22,464 

237,708 

7,728 
28,464 

7,008 
9,852 

22,464 

237,708 

7,728 

28,464 

51.87 
1 
1 
3 
1 

4.58 
1 

53 

1 
1 
3 
1 

4 

1 

53 
1 
1 
3 
1 
4 
1 

435-530 
614-746 
556-676 
480-584 
415-505 
457-556 
571-660 

318,396 
8,952 
8,112 

20.376 
6,060 

24,240 
7,920 

318,396 
8,952 
8,112 
20,376 
6,060 
24,240 
7,920 

2 
4 
18.50 
2.93 
0.33 
1 

2 

5 

20 

3 

1 

1 

2 
5 

20 
3 

1 
1 

863-1,048 

764-884 
692-801 
571-660 

728-842 
782-842 

25,152 

51,600 

190,272 

23,760 

8,736 

9,612 

25,152 

51,600 

190,272 

23,760 

8,736 

9,612 

0.98 

1 

3 

7 

1 
1 
3 

7 

1 
1 
3 

7 

480-584 
821-998 
710-863 
644-783 

6,060 
11,400 
31,068 
61,656 

6,060 
11,400 
31,068 
61,656 

1 

4.83 
23.97 

1 
5 

30.20 

1 

5 
30.20 

801-927 
692-801 
159,088 

$1,269,372 

10,608 

46,368 

188,038 

$1,425,874 

10,608 

40.368 

188,038 

184.86 

197.20 

197.20 

$1,425,874 

Dean  of  Students : 

Dean  of  students 

0.79 

1 

1 

$1,500* 

$18,000 

$18,000 

Assoc  dean  of  students — men 

0.42 

- 

- 

- 

- 

- 

Sr  typist-clerk                     

0.60 

_ 

_ 

415-505 

— 

— 

Secretary 

1.92 

2 

2 

480-584 

12,264 

12,264 

Sr  stenographer 

2.80 

3 

3 

435-530 

16,728 

16,728 

Administrative  asst 

0.47 

1 

1 

584-710 

7,008 

7.008 

Assoc  dean  of  students 

0.92 

2 

2 

863-1,048 

22,524 

22,524 

Asst  dean  of  students         

1.14 

0.67 

0.67 

746-905 

5,708 

5,708 

Advisor,  foreign  students 

0.92 

1 

1 

863-1,048 

12,576 

12,576 

Not  an  established  range. 
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67-68  68-69  69-70 
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ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
SO 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

Counseling  Center : 

Counseling  center  manager 1 

Principal   clerk   0.90 

Sr  typist-clerk 0.28 

Sr  stenographer 0.69 

Counseling  psychologist  II 1.83 

Counseling  psychologist  I 0.55 

Counselor  II 0.92 

Cultural  Program — Drama: 

Scene  technician 1.75 

Cultural  Program — Debate  : 

Advisor,  foreign  students — 

Educational  Placement  Office : 

Sr  typist-clerk 0.67 

Sr  stenographer 0.33 

Placemnt  interviewer  III 0.33 

Placement  interviewer  II 0.67 

Financial  Aid  Office : 

Principal  clerk 0.75 

Sr  clerk - 

Sr  tvpist-clerk 0.08 

Typist-clerk    0.S6 

Sr  stenographer 0.08 

Administrative  asst 0.25 

Asst  dean  of  students 0.68 

Housing  Office : 

Sr  stenographer 1 

Asst  clean  of  students - 

Placement  Office : 

Placement  officer-manager 0.83 

Principal  clerk 0.33 

Sr  typist-clerk 0.92 

Placement  officer  manager  I 0.17 

Placement  interviewer  III 0.58 

Placement  interviewer  II 0.42 

Asst  dean  of  students 0.25 

Recreational  Program — 

Physical  Education  Facility : 

Recreation  supvr  II 1 

Registrar — Admissions  Office  : 
Registrar  and  admissions  officer 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Typist-clerk    

Sr  administrative  asst 

Administrative   asst 

Asst  registrar  II 

Student  Health  Service : 
Student  health  service  director 

Principal  clerk 

Typist-clerk    

Sr  stenographer 

Administrative   asst   

General   assistance   

Totals,  Student  Services 78.14 


INSTITUTIONAL  SERVICES 
AND  GENERAL  EXPENSE 

Academic  Senate  Office : 

Departmental  admin  asst  III 

Secretary  

Administrative  asst 

Central  Duplicating  Service : 

Prin  offset  duplicating  mach  opr 
Sr  offset  duplicating  mach  opr  — 

Garage — Current  Operator : 

Principal  clerk 

Automotive  mechanic 

Automotive   mechanic  helper 

Garage  attendant   

Sr  garage  manager    

*  Not  an  established  range. 


SALARY  R.\NGE 


1 

1 

1.317* 

15,800 

15.800 

1 

1 

480-584 

6,060 

6,060 

— 

— 

415-505 

_ 

1 

1 

43.5-530 

5,484 

5,484 

2 

2 

644-783 

26,472 

26.472 

1.50 

1.50 

644-783 

14,425 

14,425 

- 

- 

644-783 

- 

- 

2 

2 

543-660 

15,840 

15,840 

0.35 

0.35 

863-1,048 

3,500 

3,500 

_ 

_ 

41.5-505 

_ 

1 

1 

43.5-530 

5,484 

5,4S4 

1 

1 

710-863 

8,520 

8,520 

- 

- 

614-746 

_ 

_ 

480-584 

_ 

1 

1 

41.5-.505 

5,628 

5,628 

1 

1 

415-505 

4,980 

4,980 

_ 

... 

367-^6 

_ 

_ 

- 

- 

435-530 

_ 

_ 

1 

1 

584-710 

7,008 

7,008 

- 

- 

746-905 

- 

1 

1 

435-530 

6,360 

6,360 

0.50 

0.50 

746-905 

4,062 

4,062 

1 

1 

480-584 

5,904 

5.904 

1 

1 

41.5-505 

4,980 

4.980 

1 

1 

821-998 

11,124 

11,124 

— 

— 

710-863 

— 

_ 

1 

1 

614-746 

8,952 

8,952 

- 

- 

746-905 

- 

644-783 


9,396 


83.93      83.93 


$573,020 


$634,200 


9,396 


1 

1 

1 

1,450* 

17,400 

17,400 

3.7.5 

5 

5 

480-584 

31,104 

31.104 

4.97 

4 

4 

415-505 

21,312 

21.312 

3.49 

4 

4 

415-505 

20,568 

20,568 

3.02 

3 

3 

367-446 

14,256 

14.2.56 

1 

1 

1 

746-905 

9,612 

9,612 

1.81 

9 

o 

584-710 

15,708 

15,708 

1 

2 

2 

742-905 

20,712 

20,712 

0.50 

0.50 

0.50 

1,850* 

11.100 

11,100 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

367-446 

4,980 

4,980 

0.97 

1 

1 

435-530 

5,484 

5,484 

1 

1 

1 

584-710 

8,520 

8,520 

25.53 

26.41 

26.41 

177,535 

181,649 

181,649 

$634,200 


0.08 

1 

0.88 

1 
1 

1 

1 

$644-783 
480-584 
584-710 

$8,952 
6,516 

$8,9.52 
6,516 

1 
0.86 

1 

1 

1 
1 

614-746 
505-614 

,     8,952 
6,060 

8,952 
6,060 

1 
2 
1 
1 
1 

1 
3 

1 
1 

1 

1 
3 

1 
1 
1 

480-584 
644-746 
480-584 
435-530 
746-905 

6,852 

23,604 

7,008 

6,360 

10,860 

6,8.52 

23,604 

7,008 

6,360 

10,860 
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HIGHER  EDUCATION 


RIVERSIDE  CAMPUS — Continued 


SALABIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTIONAL  SERVICES 

AND   GENERAL   EXPENSE— 
Continued 

Mail  and  Messenger : 

Sr  typist-clerk 0.02 

Mail  service  supvr 1 

Mail  clerk  II 1.67 

Mail  clerk  I 1.83 

Photographic  Service : 

Principal  photographer 1 

Receiving: 

Sr  typist-clerk 1 

Storekeeper  II 1 

Storekeeper  I 1 

Automotive  equipt  opr  I 2 

Storehouse — Current  Operator : 

Principal  clerk 1 

Sr  typist-clerk 0.97 

Typist-clerk 2 

Storekeeper  IV 0.92 

Storekeeper  III 0.08 

Storekeeper  II 1 

Storekeeper  I  2 

Stores  helper 0.20 

Telephone  and  Telegraph : 

Communications  supvr  II 1 

Communications  attendant 2 

Principal   clerk 1 

Health  and  Safety : 

Special  asst  to  the  vice  chancellor  0^ 

Student  health  service  director 0.04 

Environmental  health  &  safety  off 0.50 

Principal   clerk    1 

Environmental  health  &  safety 

techn  II   1.69 

Public  Affairs  OfBce : 

Administrative  asst — 

Publications : 

Publications  manager  I 0.08 

Public  Information  Office : 

News  and  publications  officer 1 

Secretary    1 

General  assistance 20.54 

Totals,  Institutional  Services  and  Gen- 
eral Expense 58.86 


AUXILIARY  ENTERPRISES 


1 
2 
1.50 


1 
2 

1 

1 
0.04 

1 

2 

1.50 

1 

1 
1 
22.30 


1 
2 
1.50 


1 
1 
1 
2 

1 
1 
2 

1 

1 
3 


1 
2 

1 

1 
0.04 

1 

2 

1.60 

1 

1 
1 
22.30 


65.34      65.34 


Student  Housing  General  Experience 
Clearing  Account : 

Residence  halls  administrator 111 

Sr  stenographer 111 

Food  service  manager  IV 111 

Residence  halls  manager  II 111 

Student  Center  Direction : 

Secretary    0.95         1              1 

Food  service  manager  III 0.67        -             - 

Asst  business  manager  IV 0.29         1              1 

Commons — Food  Service : 

Food  service  manager  III 0.33         1              1 

Commons — Bookstore : 

Principal  clerk —              2               2 

Sr   clerk   111 

Storekeeper  I 1.01         1              1 

Administrative   asst   2              2              2 

Bookstore  manager 111 

General  assistance 116.47     132.50     132.50 

Totals,  Auxiliary  Enterprises 127.72     146.50     146.50 

Merit  Increase  and  Provisions : 

Academic    _             _             _ 

Nonacademic    _              _             _ 


TOTALS,  RIVERSIDE  CAMPUS 
f  Not  an  established  range. 


SALAKT  EANGE 
415-505 
614-746 
530-644 
457-556 

821-998 

415-505 
584-710 
505-614 
457-530 

480-584 
415-505 
367^46 
746-905 
676-821 
584-710 
505-614 
359-435 

660-801 
415-505 
480-584 

1  949* 
i;850* 

480-584 

783-950 

584^710 

821-998 

883* 
480-584 
110,389 


$387,018 


8,952 

14,196 

9,090 

11,976 

5,484 

8,520 

6,672 

10,968 

7,008 

5,220 

9,036 

10,860 

8,520 
19,440 


8,304 

12,120 

6,672 

14,900 
888 

7,008 

21,480 

11.130 

11.976 

10,600 

7.008 

95.213 


$428,405 


8,952 

14,196 

9,090 

11,976 

5,484 

8,520 

6,672 

10,968 

7,008 

5,220 

9,036 

10,860 

8,520 
19,440 


8,304 

12,120 

6,672 

14,900 
888 

7,008 

21,480 

11,130 

11,976 

10,600 

7,008 

95,213 


$428,405 


$1,333* 
435-530 
884-1,074 
783-950 

$16,000 

6.360 

12,600 

10,856 

$16,000 

6,360 

12,600 

10,356 

480-584 

783-950 

1,100-1,337 

6,360 
13,632 

6,360 
13,632 

783-950 

10,068 

10,068 

480-584 
415-505 
505-614 
584-710 
863-1,048 
571,517 

10,482 

5,484 

6,060 

15,312 

12.576 

715,770 

10,482 

5,484 

6,060 

15..S12 

12.576 

715,770 

$671,677 

$841,060 

$841,060 

- 

-1,079 

88,727 

-1.079 

88.727 

$14,721,355 

$16,760,261 

$16,760,261 
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SAN   DIEGO   CAMPUS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (iolfa.)      (Aolli.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Chancellor's  Office : 

Chancellor     1 

Principal  clerk 1 

Secretary      1.41 

Sr  administrative  asst 1 

Administrative  asst 0.50 

Departmental   admin   asst 1 

Academic  Personnel  Office : 

Adm  asst  to  chancellor 1 

Principal  clerk 1 

Sr  typist-clerk 1 

Administrative  asst 3.75 

Vice  Chancellor — -Graduate  Studies  and 
Research  : 

Asst    vice    chancellor   1 

Vice  Chancellor — Academic  Affairs : 

Vice  chancellor 1 

Sr  typist-clerk 0.78 

Administrative    analyst 1 

Administrative  asst 1 

Departmental  admn  asst 1 

Vice  Chancellor — Administration  : 

Vice  chancellor 0.83 

Asst  to  the  vice  chancellor 0.43 

Asst  vice  chancellor 1 

Sr  typist-clerk 1.60 

Secretary    1 

Sr   stenographer   0.37 

Departmental  adm  asst 1 

Budget  Office : 

Typist-clerk    0.17 

Sr   stenographer   0.75 

Principal  budget  analyst  I 0.50 

Asst  budget  analyst 1 

Sr  accountant 0.50 

Programming  and  Analytical  Study : 

Dir  of  program  &  analytical  study  1 

Secretary      1 

Sr  stenographer 0.45 

Sr  planning  analyst  I 0.83 

Assoc  planning  analyst 0.88 

Prin  adm  analyst  II 0.50 

Sr  administrative  analyst 1 

Administrative   analyst   0.22 

Administrative  asst 1 

Accounting  Office : 

Accounting  officer 1 

Principal  clerk 7.45 

Sr  clerk 10.05 

Clerk     1.45 

Sr  typist-clerk 3.10 

Sr   stenographer   1.37 

Administrative   analyst   0.83 

Asst  administrative  analyst 0.17 

Administrative   asst   5.33 

Principal  accountant  I O..^ 

Sr   accountant 1.83 

Accountant     5.61 

Contracts  and  Grants  Office: 

Contracts  and  Grants  Officer 1 

Principal  clerk 2 

Sr  typist-clerk 1.76 

Administrative  asst 1 

Asst  business  manager  II — 

Architects  and  Engineers : 

Principal  architect 0.50 

Secretary      0.01 

Campus  planner  I   — 

Asst  campus  planner 0.50 

Sr  construction   inspector 0.01 

Assoc  construction  inspector 0.02 

Sr  engineer 0.03 

Administrative  services  off  II 0.04 

Asst  to  dean  I 0.21 

Staff  officer  II 0.25 


SALARY  RANGE 

1 

1 

$3,083 

$37,000 

$37,000 

1 

1 

4S0-nS4 

6,060 

6.060 

1 

1 

480-584 

6,129 

6.129 

1 

1 

746-905 

Q,Sf<2 

9,,S.52 

1 

1 

584-710 

7,008 

7,008 

1 

1 

584-710 

9,396 

9,396 

1 

1 

1,3.33 

16,000 

16.000 

1 

1 

480-584 

6,3fiO 

6.360 

1 

1 

415-505 

5,904 

5.904 

3.75 

3.75 

584-710 

29,286 

29,286 

1,458 


17,500 


17,500 


1 

1 

2,292 

27,.50O 

27.500 

1 

1 

415-505 

5,220 

5.220 

0.75 

0.75 

7S3-950 

7.047 

7,047 

1 

1 

584-710 

8.112 

8,112 

1 

1 

584-710 

8,112 

8,112 

1 

1 

2,333 

28,000 

28,000 

1 

1 

1,875 

22,500 

22,.500 

1 

1 

415-505 

5.220 

5,220 

1 

1 

480-584 

6.672 

6,672 

1 

1 

43.5-530 

5,484 

5,484 

1 

1 

584-710 

9,396 

9,396 

_ 

_ 

367-446 

_ 

_ 

1 

1 

43.5-530 

5,760 

5,760 

1 

1 

1,048-1,273 

14,556 

14,5.56 

2 

2 

644-783 

16,824 

16,824 

— 

— 

950-1,155 

- 

- 

1 

1 

1,367 

16,400 

16,400 

1 

1 

480-584 

6,852 

6.8.52 

1.50 

1.50 

43.5-530 

7,896 

7,896 

2 

2 

1,048-1,273 

27,852 

27,852 

— 

— 

821-998 

_ 

_ 

1 

1 

1,155-1,405 

15,660 

15,660 

1 

1 

950-1,155 

13,200 

13,200 

2 

2 

783-950 

19,248 

19,248 

1 

1 

584^-710 

7,920 

7,920 

1 

1 

1,358 

16,300 

16,300 

9 

9 

480-584 

55,764 

55,764 

12.16 

12.16 

415-505 

65,136 

65,136 

1 

1 

367-446 

4,404 

4.404 

2.50 

2.50 

415-505 

12,750 

12.7.50 

1 

1 

43.5-530 

5,484 

5.484 

1 

1 

783-9.50 

10,356 

10,3.56 

— 

— 

644-783 

_ 

6 

6 

584-710 

45.888 

45.888 

1 

1 

1,04.9-1.273 

14.556 

14,.5.56 

2 

2 

950-1,155 

24,2.52 

24,252 

5 

5 

783-950 

52,404 

52,404 

1 

1 

1.2.50 

15.000 

15.000 

2 

2 

480-584 

12,720 

12.720 

2 

2 

415-.505 

11,280 

11,280 

— 

— 

584-710 

_ 

_ 

1 

1 

783-950 

9,396 

9,396 

0..50 

0.50 

1.917 

11,500 

11,500 

— 

_ 

480-584 

_ 

1 

1 

1,048-1,273 

12,576 

12,576 

_ 

_ 

821-998 

— 

_ 

— 

- 

1,048-1.273 

— 

— 

_ 

. 

9.50-1.1.55 

— 

_ 

- 

- 

1,155-1.405 

— 

- 

_ 

_ 

950-1.155 

_ 

. 

_ 

_ 

86.3-1,048 

_ 

_ 

0.50 

0.50 

1,155-1,405 

8,430 

8,430 
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HIGHER  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillsJ)      (tulh.)      (Aiilh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 

Building  Program  Clearing  Account: 

Principal  architect 

Principal   clerk   

Sr  clerk 

Clerk   

Sr  typist-clerk 

Typist-clerk    

Secretary    

Sr  stenographer 

Sr  artist 

Sr   architectural  draftsman 

Jr  architectural  draftsman 

Sr  architect  II 

Sr  architect  I 

Sr  planning  analyst  I 

Asst  planning  analyst 

Asst  campus  planner 

Project  architect 

Sr  construction  inspector 

Assoc  construction  inspector 

Asst  construction  inspector 

Sr  landscape  architect 

Sr   draftsman    

Principal  engineer 

Sr  engineer 

Assoc  engineer 

Asst  engineer 

Jr  engineer  

Administrative  asst 

Asst  business  manager  I 

Administrative  services  oiEcer  II 

Stafe  officer  II 

Business  Manager : 
Administrator,  auxiliary  and  service 

enterprises    

Business  manager 

Principal  clerk 

Secretary    

Sr  stenographer 

Administrative   asst   

Asst  business  manager  II 

Asst  business  manager  I 

Cashier : 

Sr  cashier 

Cashier    

Inventory : 

Principal  clerk 

Sr   clerk   

Sr  typist-clerk 

Typist-clerk    

Storekeeper  III  

Administrative  asst 

Purchasing : 

Purchasing   agent   

Principal   clerk    

Principal  typist-clerk 

Sr  typist-clerk 

Typist-clerk    

Secretary    

Storekeeper   IV 

Administrative  services  of£  II 

Buyer  IV 

Buyer  II 

Buyer  I 

Personnel  Office : 

Personnel   manager 

Principal  clerk 

Sr  typist-clerk 

Secretary     

Sr    stenographer    

Asst  administrative  analyst 

Administrative   asst    

Employment  officer  I 

Employment  representative  II 

Sr  personnel  analyst 

Personnel   analyst 

Asst  personnel  analyst 

General   assistance   


Totals,  General  Administration 


SALARY  RANGE 

0.50 

0.50 

0.50 

1,917 

11,500 

11,500 

1 

1 

1 

480-584 

7,008 

7,008 

0.41 

— 

— 

415-505 

_ 

_ 

0.54 

1 

1 

367-446 

4,404 

4,404 

3.92 

4 

4 

415-505 

21,828 

21,828 

1 

1 

1 

367-446 

4,740 

4,740 

3.99 

4 

4 

480-584 

26,712 

26,712 

3.75 

4 

4 

43.^530 

22,488 

22,488 

1 

1 

1 

746-905 

10,356 

10,356 

3.50 

3.50 

3.50 

950-1,155 

42,966 

42,966 

1 

1 

1 

710-821 

8,952 

8,952 

0.62 

1 

1 

1,337-1,626 

16,044 

16,044 

0.51 

2 

2 

1,218-1,475 

29,112 

29,112 

0..50 

- 

- 

1,048-1,273 

- 

_ 

- 

1 

1 

644-783 

8,952 

8,952 

0.50 

_ 

— 

821-998 

_ 

_ 

5.95 

6 

6 

1,048-1,273 

89,136 

89,136 

0.99 

1 

1 

1,048-1,273 

15,276 

15,276 

3.17 

6 

6 

950-1,155 

76,272 

76,272 

1.33 

2 

2 

783-950 

22,800 

22,800 

0.73 

1 

1 

1,048-1,273 

15,276 

15,276 

0.73 

1 

1 

614^746 

8,952 

8,952 

- 

1 

1 

1,337-1,626 

17,700 

17,700 

2.97 

3 

3 

1,155-1,405 

48,996 

48,996 

2.46 

2 

2 

998-1,213 

25,836 

25,836 

0.94 

1 

1 

821-998 

11,400 

11,400 

1 

1 

1 

736-863 

10,104 

10,104 

1.25 

1 

1 

584-710 

7,008 

7,008 

1 

1 

1 

614-746 

8,952 

8,952 

0.25 

_ 

- 

950-1,155 

— 

— 

0.25 

0.50 

0.50 

1,155-1,405 

8,430 

8,430 

0.75 

1 

1 

1,308 

15,700 

15,700 

1 

1 

1 

1,667 

20,000 

20,000 

1 

1 

1 

480-584 

6,360 

6,360 

0.40 

0.50 

0.50 

480-584 

3,030 

3,030 

0.58 

0.50 

0.50 

435-530 

2,880 

2,880 

1 

584-710 

_ 

0.08 

_ 

_ 

783-950 

_ 

_ 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

480-584 

6,060 

6,060 

0.94 

2 

2 

415-505 

10,080 

10,080 

2.46 

2.50 

2.50 

480-584 

15,546 

15,546 

3.56 

4 

4 

415-505 

21,420 

21,420 

2 

2 

2 

415-505 

10,584 

10,584 

1 

1 

1 

367-446 

5,904 

5.904 

0.17 

1 

1 

676-821 

8,112 

8,112 

0.92 

- 

- 

584-710 

- 

- 

1 

1 

1 

1,400 

16,800 

16.800 

1.61 

1 

1 

480-584 

7,008 

7,008 

0.75 

1 

1 

480-584 

6,516 

6,516 

3.27 

4 

4 

415-505 

22,080 

22,080 

3.05 

4 

4 

367-446 

18,312 

18,312 

1 

1 

1 

480-584 

6,852 

6,852 

0.13 

_ 

746-905 

- 

- 

1 

1 

950-1,155 

13,200 

13,200 

0.38 

0.50 

0.50 

950-1,155 

5,988 

5,988 

4.54 

5.40 

5.40 

710-863 

51,506 

51,506 

1.08 

2 

2 

614-746 

15,096 

15,096 

1 

1 

1 

1,500 

18,000 

18,000 

1.08 

1 

1 

480-584 

6,060 

6,000 

0.94 

1 

1 

415-505 

5,220 

5,220 

1.25 

1.25 

1.25 

480-584 

8,484 

8,484 

2.18 

2 

2 

43.5-530 

10,440 

10,440 

1 

_ 

644-783 

— 

— 

0.75 

0.75 

584-710 

6,084 

6,084 

1 

1 

1 

783-950 

11,400 

11,400 

2 

2 

2 

614-746 

17,256 

17,256 

1 

1 

950-1,155 

11,400 

11,400 

2.75 

3 

3 

783-950 

30,648 

30,648 

0.25 

644-783 

- 

- 

13.60 

9.59 

9.59 

100,832 

21,340 
$1,849,640 

21,340 

186.97 

204.15 

204.15 

$1,648,532 

$1,849,640 
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SAN   DIEGO  CAMPUS — Continued 

bJ 

SALARIES  AKD  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

Z 

Ij 

67-68  68-69  69-70 
(Fiilid)      (Aalh.)      (tulh.) 

1 

2 
3 

4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


INSTRUCTIONAL  AND 

DEPARTMENTAL   RESEARCH 

General  Campus 

Academic : 

Assoc  dean — 

Provost   2.98 

Administrative  stipend - 

Professor — 9   months   69.05 

Professor — 9  months — visiting 0.33 

Professor — 9  months — recalled 1.92 

Professor — 9  months — visiting 1.08 

Professor — 11   months 4.35 

Assoc  professor — 9  months 25.33 

Assoc   professor — 9   mos — visiting 1 

Assoc   professor — 9   months — acting  - 

Assoc  professor — 9  months — visiting  1 

Assoc  professor — 11  months 0.73 

Asst  professor — 9  months 73.13 

Asst  professor — 9  months — acting 6.67 

Asst   professor — 9   months — visiting  1 

Asst  professor — 11  months 2.63 

Assoc  in —9  months 0.33 

Assoc  in — 9  months 6.31 

Lecturer — 9  months 3.50 

Lecturer — 9  months 0.36 

Lecturer — 11  months 0.08 

Supvr  in  phys  educ — 9  months - 

Supvr  in  phys  educ — 11  months 1 

Asst  supvr  in  phys  educ — 9  months  4 

Jr  supvr  in  phys  educ — 9  months 2 

Teaching  asst 61.82 

Langiiage  asst 10.62 

Research — 11  months - 

Assoc  research — 11  months 0.11 

Postgrad  research — 11  months 0.04 

Research  asst - 

Nonacademic : 

Vice  chancellor 0.92 

Principal  clerk 10.54 

Sr  clerk 5.58 

Clerk    

Principal  typist-clerk 5.57 

Sr  typist-clerk 12.26 

Typist-clerk    4.66 

Asst  II 0.17 

Asst  I 0.04 

Varitypist 0.06 

Secretary    18.91 

Sr   stenographer   14.64 

Storekeeper  I 1 

Stores  helper 0.87 

Illustrator    0.72 

Sr  scientific  illustrator 0.91 

Scientific  illustrator - 

Principal  television  techn 1 

Library  asst  II 1 

Sr  development  engineer 0.52 

Assoc  development  engineer 1.07 

Asst  development  engineer 1.30 

Administrative   analyst   — 

Sr  administrative  asst 1.83 

Administrative  asst 20.31 

Departmental  admin  asst 0.34 

Laboratory  business  officer  II 1 

Laborator.v  business  officer  I 0.67 

Administrative  services  officer  II 0.12 

Asst  to  fdean,  dir.  or  chrmn)  I 0.63 

Staff  officer  I 0.88 

Principal  electronics  techn 1.77 

Sr  electronics  techn 5.67 

Electronics  technician   0.08 

Recording    technician    0.82 

Principal  laboratory  mech 1 

Sr    laboratory    mechanician    1 

Laboratory   mechanician    1.36 

Laboratory   mechanician   helper — 

Sr    animal    technician    1 

Laboratory    asst    IV    0.25 

Laboratory    asst   III    1.04 

Laboratory  asst  II — 

Laboratory   technician   III 0.50 

Laboratory   technician   II 1.55 

Laboratory  technician  I 1 


SALARY  RANGE 

0.50 

0.50 

$1,900 

$11,400 

$11,400 

3 

3 

1,833 

70,200 

70,200 

- 

- 

- 

28,317 

28,317 

93.72 

93.72 

1,283-1.900 

1,901,785 

1,901,785 

- 

- 

1,28.3-1,900 

- 

- 

- 

- 

1,283-1,900 

- 

- 

— 

— 

1,283-1,900 

— 

— 

5.33 

5.33 

1,500-2,192 

118,425 

118,425 

26.94 

26.94 

1.02.5-1,175 

361,705 

361,705 

- 

- 

1,025-1,175 

- 

_ 

1 

1 

1,025-1,175 

12,300 

12,300 

— 

— 

1,025-1,175 

— 

— 

0.67 

0.67 

1,102-1,358 

9,878 

9.878 

96.36 

96.36 

808-975 

1,027,867 

1,027,867 

_ 

_ 

768-926 

_ 

_ 

_ 

— 

808-975 

_ 

_ 

2.33 

2.33 

950-1,125 

28,455 

28.455 

2 

2 

568-710 

17,608 

17,608 

^ 

568-710 

_ 

_ 

1.50 

1.50 

763-1,737 

19,720 

19,720 

76.3-1.737 

- 

_ 

_ 

^ 

882-2,040 

— 

_ 

1 

1 

1,133-1,308 

15,700 

15,700 

1,314-1,517 

- 

- 

5 

5 

742-867 

47,500 

47,500 

1 

1 

65,8-700 

8,400 

8,400 

68.70 

68.70 

360-370 

457,307 

457,307 

360-370 

— 

0.50 

0.50 

1,500-2,192 

9,000 

9,000 

_ 

1,192-1,358 

_ 

— 

_ 

_ 

643-821 

- 

- 

12.50 

12.50 

285-295 

87,885 

87,885 

1 

1 

2,708 

32,500 

32,500 

10 

10 

480-584 

63.756 

63,756 

8 

8 

415-505 

42,504 

42,504 

1.33 

1.33 

367-446 

6,017 

6,017 

7.25 

7.25 

480-584 

43.749 

43,749 

13 

13 

415-505 

68.973 

68,973 

4.50 

4.50 

367-446 

20,616 

20,616 

_ 

334-386 

— 

_ 

_ 

_ 

303-350 

_ 

_ 

__ 

_ 

457-556 

_ 

_ 

20.42 

20.42 

480-5.S4 

129.831 

129,831 

18.53 

18.53 

43.5-530 

103,402 

103,402 

1 

1 

50.5-614 

7,008 

7.008 

1 

1 

359-435 

4,524 

4,524 

1 

1 

480-584 

6,204 

6,204 

0.91 

0.91 

746-905 

9,883 

9,883 

0.59 

0.59 

614-746 

4,347 

4,.347 

1 

1 

863-1.048 

11,400 

11,400 

1 

1 

480-584 

5.760 

5,760 

0.75 

0.75 

1,213-1,475 

13,275 

13.275 

2.29 

2.29 

1,048-1.273 

30,888 

30,888 

_ 

_ 

863-1.048 

_ 

_ 

1 

1 

783-950 

10.860 

10,860 

2 

2 

746-905 

21,216 

21,216 

26.18 

26.18 

584-710 

201,466 

201,466 

1 

1 

584-710 

8.952 

8,952 

1 

1 

950-1.155 

13,860 

13.860 

1 

1 

783-950 

9,852 

9,852 

0.50 

0.50 

950-1.155 

5,700 

5,700 

863-1.048 

— 

— 

2.50 

2.50 

1,048-1,273 

35,742 

35.742 

1.50 

1.50 

821-998 

16,686 

16,686 

6 

6 

710-Sfi3 

60,408 

60,408 

644-746 

— 

_ 

1 

1 

676-783 

8,112 

8,112 

1 

1 

783-950 

11,400 

11.400 

2 

2 

710-S63 

17,694 

17.694 

1.50 

1.50 

676-7^3 

13,008 

13,008 

0.50 

0.50 

584-676 

3,504 

3,.504 

1 

1 

530-644 

7,728 

7,728 

746-905 

_ 

_ 

1 

1 

614-746 

8,736 

8,736 

0.50 

0.50 

505-614 

3,102 

3,102 

0.50 

0.50 

746-905 

5,430 

5.430 

1 

1 

676-821 

9,168 

9.168 

1 

1 

584-710 

8,112 

8,112 
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SAN  DIEGO  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.j       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
60 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTIONAL  AND   DEPART- 
MENTAL RESEARCH— Continued 

Medical  and  Health  Sciences 

Academic : 

Dean    

Asst  dean 

Administrative    stipend    

Professor — 9   montlis    

Professor — 9  months — visiting 

Professor — 9  mouths — recalled 

Professor — 11    months    

Professor — SFT — med-clin     

Assoc  professor — 9  months 

Assoc   professor — 11    months 

Assoc  professor — SFT — med-clin 

Asst  professor — 9  months 

Asst    professor — 11    months    

Asst  professor — SFT — med-clin 

Nonacademic : 

Principal    clerk    

Sr   clerk    

Principal    typist-clerk    

Sr    typist-clerk    

Secretary    

Sr  stenographer 

Audio-visual  &  med  illus  supvr 

Communications  prod  mgr  I 

Principal   photographer 

Sr   photographer   

Sr  architectural  draftsman 

Design  draftsman   

Engineering    aid    

Assoc  development  engineer 

Asst  development  engineer 

Programmer  II   

Administrative   asst   

Departmental  admin  asst 

Lab   business  officer  II 

Lab  business  officer  I 

Administrative    services    officer    II 

Administrative  services  officer  I 

Animal   caretaker   

Laboratory   asst   IV 

Laboratory    helper    

Laboratory   asst   I   

Laboratory   technician   IV   

Laboratory   technician   III 

Laboratory   technician   II 

Laboratory    technician    I    

Sr  museum  scientist 

General   assistance   

Totals,    Instruction   and    Departmental 
Research 


ORGANIZED  ACTIVITIES— TEACHING 
HOSPITAL 

Wards  5  East  and  5  West: 
Asst  professor  in  residence — 

strict  full  time 

Ward  2  East : 

Assoc  physician  diplomats 

Main  Operating  Rooms : 

Asst  professor  in  residence — 

strict   full    time   

Operating  room  supvr 

Anesthesiology  Service : 

Sr  physician  diplomate 

Laboratory  technician  I 

Pulmonary  Physiology  Laboratory : 
Laboratory  technician  I 

Pharmacy  General: 

Pharmacist 

Laboratory  asst  II 

Laboratory  technician  I 

Pharmacy  Solutions  JIanufacturing : 
Laboratory  technician  I 


SALARY  RANGE 

1 

1 

1 

2,708 

32,500 

32,500 

- 

0.85 

0.85 

2,126 

21,685 

21,685 

— 

— 

— 

— 

7,500 

7,500 

7.34 

11.67 

11.67 

1,283-1,900 

230,136 

230,136 

0.25 

— 

— 

1,283-1,900 

— 

_ 

1 

1 

1 

1,288-1,900 

22,800 

22,800 

2.45 

10,70 

10.70 

1,500-2,192 

244,915 

244,915 

4.03 

19.65 

19.65 

2,342-3,800 

712,265 

712,265 

9 

4.55 

4.55 

1,025-1,175 

59,522 

59,522 

0.50 

3.50 

3.50 

1,192-1,358 

51,950 

51,950 

1.08 

5.50 

5.50 

1,975-2,500 

150,350 

150,350 

5.34 

8.34 

8.34 

808-975 

91,567 

91,567 

2 

3 

3 

950-1,125 

39,000 

39.000 

2.75 

12 

12 

1,617-2,108 

293,700 

293,700 

2.65 

2 

2 

480-584 

12,264 

12,264 

0.08 

— 

— 

415-505 

— 

_ 

0.08 

1 

1 

480-584 

5,760 

5,760 

3.05 

5.50 

5.50 

415-505 

28,410 

28,410 

7.63 

12.50 

12.50 

480-584 

79,098 

79,098 

6.29 

6.04 

6.04 

435-530 

34,448 

34,448 

1 

1 

1 

905-1,100 

13.200 

13,200 

0.95 

1 

1 

905-1,100 

13,200 

13,200 

0.46 

1 

1 

821-998 

9,852 

9,852 

0.96 

1 

1 

676-821 

9,396 

9,396 

0.50 

0.50 

0.50 

950-1,155 

6,138 

6,138 

— 

0.50 

0.50 

746-905 

4,476 

4,476 

0.91 

1 

1 

435-530 

5,220 

5,220 

1.01 

1.06 

1.06 

1,048-1,273 

13,680 

13,680 

0.06 

_ 

_ 

863-1,048 

— 

— 

- 

1 

1 

821-998 

9,852 

9,852 

4.80 

8 

8 

584-710 

60,240 

60,240 

1.21 

3 

3 

584-710 

28,188 

28,188 

0.04 

0.25 

0.25 

950-1,155 

3,500 

3,500 

0.25 

1 

1 

783-950 

10,860 

10,860 

0.42 

1 

1 

950-1,155 

12,576 

12,576 

0.42 

— 

_ 

783-950 

— 

_ 

0.31 

0.75 

0.75 

415-505 

3,735 

3,735 

1.01 

1 

1 

746-905 

10,860 

10,860 

0.87 

1 

1 

359-435 

5,220 

5,220 

0.25 

_ 

435-530 

_ 

_ 

1.31 

1.80 

1.80 

821-998 

18,439 

18,439 

0.16 

_ 

_ 

746-905 

_ 

_ 

2.20 

1 

1 

676-821 

9,612 

9,612 

0.08 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1 

821-998 

11,676 

11,676 

30.99 

39.80 

39.80 

511,465 

$5,815,526 

295,746 
$7,999,729 

295,746 

506.62 

646.76 

646.76 

$7,999,729 

0.50 

0.50 

$1,142-1,367 

$11,050 

$11,050 

0.50 

0.50 

1,708-2,076 

10,758 

10,758 

0.50 

1 

0.50 
1 

1,142-1,367 

863-1,048 

11,050 
10,356 

11,050 
10,356 

1 
1 

1 
1 

1,793-2,179 
584-710 

26,148 
7,368 

26,148 
7,368 

1 

1 

584-710 

7,008 

7,008 

2 
1 
1 

2 

i 
1 

950-1,100 
505-614 
584-710 

25,776 

7,008 
7,920 

25,776 
7,008 
7,920 

1 

1 

584-710 

7,920 

7,920 
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SAN  DIEGO  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillad)      (Aulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


ORGANIZED   ACTIVITIES— TEACHING 
HOSPITAL— Continued 

Radiology  Administration : 

Laboratory  business  officer  II 0.13 

X-Ray  Therapy  and  Cobalt : 

Sr  physician  diplomate - 

Laboratory  Tissue  Pathology : 

Secretary 0.08 

Assoc  physician - 

Laboratory  asst  II 0.06 

Laboratory  Bacteriology : 

Assoc  physician  diplomate - 

Laboratory  General: 

Assoc  physician  diplomate - 

Physical  Therapy  : 

Physical  therapist  III - 

Physical  therapist  II - 

Physical  therapist  I — 

Dialysis  and  Transplant : 

Laboratory  technician  III — 

Cardiac  Catheterization : 

Sr  tvpist-clerk 0.08 

Library  asst  I 0.03 

Sr  s-ray  technician 0.04 

Laboratory  technician  II 0.12 

General  Clinics : 

Assoc  physician  diplomate - 

Food  Service  Administration : 

Food  service  manager  III - 

Food  service  manager  II — 

Food  Service — Special  Diets : 

Sr  dietitian - 

Dietitian   0.12 

Nursing  Administration : 

Asst  superintendent  of  nurses - 

Director  Clinics/Emergency : 

Sr  physician — 

Medicine — House  Staff: 

Administrative  asst — 

Pediatric — House  Staff : 

Assoc  physician  diplomate — 

Medical  Records : 

Sr  medical  record  librarian - 

Asst  physician - 

Medical  Social  Services — Inpatient: 

Sr  clerk 0.04 

Clinical  social  worker  II — 

Medical    Social    Services — Oupatient : 

Sr  clerk 0.04 

Clinical  social  worker  II - 

Housekeeping : 

Supvr  hosp  custodial  service - 

Director  Hospitals  and  Clinics : 

Director  of  hosp  &  clinics 1 

Asst  director  of  hosp  &  clinics 1 

Sr  typist-clerk 0.08 

Secretary    1.33 

Sr  stenographer 0.50 

Coordinator  of  volunteer  services — 

Prin  administrative  analyst  II 0.17 

Administrative  analyst — 

Asst  administrative  analyst 0.25 

Budget  analyst - 

Administrative  asst 1 

Departmental  adm  asst - 

Staff  officer  I 

Accountant - 

Writer  IV 

Parking  attendant - 

Personnel : 

Principal  clerk - 

Sr  typist-clerk — 

Administrative  asst — 

Employment  representative  III - 

Principal  personnel   analyst  I — 

Personnel  analyst — 


0.75 

0.75 

S.iL.^KY  RANGE 
050-1,155 

10,500 

10,500 

1 

1 

1,793-2,179 

26,148 

26,148 

1 
1 
1 

1 
1 
1 

4S0-584 

1,548-1,882 

505-614 

6.060 

21,000 

6,060 

6.060 

21.000 

6.060 

0.50 

0.50 

1,708-2,076 

12,456 

12,456 

0.50 

0.50 

1,708-2,076 

12,456 

12,456 

1 

1 
1 

1 
1 

1 

783-950 
710-863 
644-783 

10,356 
9,396 
8,952 

10,356 
9,396 
8,952 

1 

1 

746-905 

9,612 

9,612 

1 

1 
1 

1 

1 
1 

415-505 
415-505 
530-644 
676-821 

4,980 

7,008 
8,520 

4,980 

7,008 
8,520 

0.50 

0.50 

1,708-2,076 

11,856 

11,856 

1 

1 

1 

1 

783-950 
676-821 

10,356 
9,396 

10,356 
9,396 

1 
3 

1 
3 

783-950 
676-821 

9,852 
25,584 

9,852 
25,584 

1 

1 

884-1,074 

11,124 

11,124 

1 

1 

1,708-2,076 

23,148 

23,148 

1 

1 

584-710 

7,728 

7,728 

0.50 

0.50 

1,708-2,076 

11,856 

11,856 

1 

0.50 

1 
0.50 

676-821 
1,273-1,475 

9,168 
8,850 

9,168 

8,850 

0.50 

0.50 

415-505 
801-973 

5,430 

5,430 

0.50 

0.50 

415-505 
801-973 

5,430 

5,430 

1 

1 

584-710 

7,008 

7,008 

1 
2 

1 
5 

1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 

1 
2 
1 
5 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 

2,500 
1,625 
415-505 
480-584 
43.5-530 
676-821 

1,155-1,405 
783-950 
644-783 
783-950 
584-710 
584-710 

1,048-1,273 

783-950 

905-1,100 

447-556 

30,000 

39,000 
5,100 

30,588 
5,484 
8,520 

16,860 
9,852 
7,728 
9.852 

14,736 
7,728 

12,576 
8.112 

10,860 
5,100 

30,000 

39,000 
5.100 

30,.=)88 
5.4S4 
8,.520 

16.860 
9.8.52 
7,728 
9.8.52 

14.736 
7,728 

12,.576 
8.112 

10,860 
5,100 

2 
2 

1 
1 
1 
1 

2 
2 

1 
1 
1 

1 

480-584 
415-505 
584-710 
710-863 
1,048-1,273 
783-950 

12,120 

10.704 

7.368 

9.612 

12.576 

9,852 

12.120 

10.704 

IMS 

9,612 

12..576 

9,852 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tulii.)      (Aulh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ORGANIZED  ACTIVITIES- 
HOSPITAL— Continued 


-TEACHING 


11.57      19.75      19.75 


Budget  and  Accounting : 

Sr  accountant —  1  1 

Accountant —  1  1 

Data  Pi-oeessing : 

Programmer  II —  1  1 

EDP  systems  analyst -  1  1 

Billing  and  Credit : 

Typist-clerk    0.03  1  1 

Sr   administrative   asst -  1  1 

Storeroom : 

Storekeeper  III -  1  1 

General   assistance   853.271,522.281,522.28 

Totals,    Organized    Activities — Teach- 
ing  Hospital   859.371,596.031,596.03 

ORGANIZED  ACTIVITIES— OTHER 

Vivarium — Medical  School : 

Administrative   stipend    

Sr  typist-clerk 

Sr  maintenance  man 

Animal   caretaker   

Principal   animal   technician   

Sr  animal  technician  

Laboratory    helper    

Laboratory  technician  II 

Intercollegiate  Athletics : 

Sr   stenographer   

General   assistance  

Totals,  Organized  Activities — Other  . 


ORGANIZED  RESEARCH 

Academic : 

Director    

Associate  director 

Asst  director 

Dean    

Administi-ative   stipend   

Professor — 9   months   

Professor — 9   months — 1/9  monthly 

Professor — 11  months 

Associate  professor — 9  months 

Associate  professor — 11  months 

Asst  professor — 11  months 

Researcher — 11  months 

Associate  researcher — 11  months 

Asst  researcher — 11  months 

Asst     researcher — 9     months — state 
Postgraduate  researcher — 11  months 

Research   asst   

Specialist      

Associate  specialist 

Asst  specialist 

Asst  curator 

Nonacademic : 

Principal  clerk 

Sr  clerk      

Principal  typist-clerk 

Sr  typist-clerk 

Key  punch  operator  IV 

Key  punch  operator  II 

Computer  operation  supvr  I 

Sr  computer  operator 

Computer  operator 

Messenger     

Sr  coder    

Coder     

Secretary 


SALAEY  KANGB 
950-1,155 
783-950 

11,976 
9,852 

11,976 
9,852 

821-998 
821-998 

10,356 
10,356 

10,356 
10,356 

367-^46 
746-905 

4,404 
8,952 

4,404 
8,952 

676-821 
6,392,314 

8,520 
9,945,409 

8,520 
9,945,409 

$6,471,756 

$10,736,805 

$10,736,805 

_ 

_ 

_ 

- 

$1,750 

$1,750 

0.13 

0.50 

0.50 

$415-505 

2,490 

2,490 

1 

1 

1 

692-801 

9,168 

9,168 

6.06 

12 

12 

415-505 

60,720 

60,720 

1 

1 

1 

614-746 

8,952 

8,952 

1.29 

2 

2 

530-644 

13,728 

13,728 

0.08 

_ 

_ 

359-435 

— 

— 

1 

1 

1 

676-821 

8,952 

8,952 

_ 

1 

1 

435-530 

5,352 

5,352 

1.01 

1.2.J 

1.23 

5,358 

5,413 

5,413 

$70,701 


1.50 

2.42 

2.42 

$1,733 

0.20 

0.20 

0.20 

2,400 

0.80 

0.80 

0.80 

1,650 

0.50 

0.50 

0.50 

2,275 

3.03 

3.33 

3.33 

1,283-1,900 

0.08 

— 

— 

1,283-1,900 

18.18 

19.18 

19.18 

1,500-2,192 

0.50 

0.50 

0.50 

1,025-1,175 

2.34 

3.01 

3.01 

1,192-1,358 

1.01 

0.50 

0.50 

950-1,125 

3.41 

5.58 

5.58 

1,500-2,192 

3.48 

3.16 

3.16 

1,192-1,358 

6.96 

7.75 

7.75 

950-1,125 

0.50 

0.50 

0.50 

808-975 

_ 

1.41 

1.41 

643-821 

5.19 

5.25 

5.25 

285-295 

1 

2 

2 

1,243-1,547 

2.29 

3 

3 

940-1,153 

2.99 

2 

2 

745-861 

1 

1 

1 

808-1,125 

4 

5 

5 

480-584 

2.73 

1.65 

1.65 

415-505 

1.58 

1.50 

1..50 

480-584 

8.19 

9.35 

9.35 

415-505 

1 

1 

1 

54.3-660 

2.52 

3 

3 

425-517 

0.50 

_ 

821-998 

3 

3 

3 

644-7S3 

4.75 

7 

7 

556-676 

1.60 

2 

2 

367^46 

0.17 

2 

2 

530-644 

0.92 

— 

— 

457-556 

4.21 

5 

5 

480-584 

$116,525 


$57,186 
5,760 
15,840 
13,650 
16,161 
66,074 

430,235 

7,650 

43,847 

6,000 

109,568 

46,088 

98,884 

5,850 

11,439 

35,940 

29,832 

36,090 

20,664 

13,500 

32,676 
9,699 

10,176 

50,163 
7,920 

16,356 

26,460 

46,968 

9,264 

12,720 

33,444 


$116,525 


$57,186 
5,760 
15,840 
13,650 
16,161 
66,074 

430,235 

7,650 

43,847 

6,000 

109,568 

46,088 

98,884 

5,850 

11,439 

35,940 

29,832 

36,090 

20,664 

13,500 

32,676 
9,699 

10,176 

50,163 
7,920 

16,356 

26,460 

46.968 

9,264 

12,720 

33,444 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)       (Anih.)        (Aath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ORGANIZED  RESEARCH— Continued 

Nonacademic — Continued 

Sr  stenographer 2.98         2.50        2.50 

Sr  scientific  illustrator 0.75         1.50         1.50 

Scientific  illustrator 1.67         1              1 

Assoc  engineer 1.50        -             - 

Principal  engineering  aid 111 

Engineering  aid 3              3             3 

Sr  development  engineer 1.23         1.75         1.75 

Assoc  development  engineer 1.19         1.25         1.25 

Programmer  IV 111 

Programmer  III 0.69         0.50         0.50 

Programmer  II 2.09         2.50         2.50 

Programmer  I 0.36         2               2 

Sr  administrative  asst 1.33         2              2 

Administrative   asst   8.17         8              8 

Department  admin  asst 0.75         -              - 

Lab  business  officer  II 2               2               2 

Lab  business  officer  I 111 

Administrative  services  off  II 0.50         1              1 

Administrative  services  off  I 0.50         —              — 

Staff  officer  I 0.13         0.50         0.50 

Supvng  EDP  systems  analyst 0.38         1              1 

Sr  EDP  sy.stems  analyst 0.50         1              1 

Prin  electi-onics  technician 1.88         2              2 

Sr  electronic  technician 1.38         1.50         1.50 

Electronics  technician    0.80         1              1 

Principal  laboratory  mech 111 

Sr  laboratory  mechanician 0.41         1.50         1.50 

Laboratory  mechanician    0.25         0.50         0.50 

Clin  laboratory  mgr 0.67         -              - 

Assoc  physician 0.52         0.50         0.50 

Laboratory  asst  IV 0.47        —             - 

Laboratory  asst  II 1.38         2.50         2.50 

Laboratory  helper 111 

Laboratory  asst  I 1.79         1               1 

Laboratory  technician  IV 3.21         4.50         4.50 

Laboratory  technician  II 4.12         5.50         5.50 

Laboratory  technician  I 3.80         5.17         5.17 

Marine  technician   IV 1.91         2              2 

Marine  technician  III 1.17         3              3 

Marine  technician  II 0.33         0.50         0.50 

Marine  technician  I 0.45         1.50         1.50 

Diving  officer 111 

Museum  scientist    2              2              2 

General  assistance    34.76         9.75         9.75 

Totals,  Organized  Research 187.15     184.51     184.51 

LIBRARY 

Library — General : 

LTuiversity   librarian   111 

Asst  University  librarian 1.05         2              2 

Librarian  V 0.50         1.50         1.50 

Librarian   IV 4.96         6               6 

Librarian  III 7.S1         7               7 

Librarian  II 17.52      22           22 

Librarian  I 2.37         2               2 

Biomedical  librarian  II 111 

Principal  clerk 111 

Sr  clerk 1.63         2              2 

Clerk    0.76         1              1 

Sr  typist-clerk 1.64         2               2 

Sr   coder   -              1              1 

Secretary 111 

Sr  stenographer 111 

Library  asst  III 8.20       13             13 

Library  asst  II 22.59       24            24 

Library  asst  I 44.42       49.50       49.50 

Programmer   I   -              1               1 

Sr  administrative  asst 111 

General  assistance 19.52         7.45         7.45 

Totals,  Library 138.97     147.45     147.45 


3ALABY  EANGE 


435-530 

15,300 

15,300 

746-905 

14,826 

14,826 

61^746 

8,232 

8,232 

998-1.213 

— 

- 

644-783 

9,396 

9,396 

435-530 

19,080 

19,080 

1,213-1,475 

30,135 

30,135 

1,048-1,273 

19,005 

19,005 

1,213-1,475 

17,700 

17,700 

998-1,213 

6,288 

6,288 

821-998 

27,708 

27,708 

676-821 

16,224 

16,224 

746-905 

18,804 

18,804 

584-710 

64,356 

64,356 

584.-710 

— 

_ 

950-1,155 

27,720 

27,720 

783-950 

11,400 

11,400 

950-1,155 

13,860 

13,860 

783-950 

_ 

_ 

1,048-1,273 

8,022 

8,022 

1,213-1,475 

16,860 

16,860 

998-1.213 

13,200 

13,200 

821-998 

22,800 

22,800 

710-863 

15,408 

15,408 

644r-746 

8,016 

8,016 

783-950 

11,400 

11,400 

710-863 

15,534 

15,534 

676-783 

4,584 

4,584 

950-1,155 

- 

- 

1,548-1,882 

11,022 

11,022 

746-905 

— 

_ 

505-614 

16,830 

16,830 

359-435 

5,220 

5,220 

435-530 

6,360 

6,360 

821-998 

52.182 

52,182 

676-821 

49,872 

49,872 

584-710 

39,195 

39,195 

821-998 

21,828 

21,828 

710-863 

30,840 

30,840 

614-746 

4,476 

4,476 

530-644 

10,704 

10,704 

783-950 

11,400 

11,400 

676-821 

19,704 

19,704 

252,526 

47,994 

47,994 

$1,865,522 

$2,089,589 

$2,089,589 

$2,000 

$24,000 

$24,000 

1,243-1,510 

31,320 

31,320 

1,046-1,328 

20,520 

20,520 

904-1,097 

71,640 

71,640 

781-949 

73,032 

73,032 

659-841 

191,772 

191,772 

597-659 

15,432 

15,432 

1,243-1,510 

16,404 

16,404 

480-584 

7,008 

7,008 

415-505 

11,160 

11,160 

367-446 

4,524 

4,524 

415-505 

10.464 

10,464 

530-644 

6,360 

6,360 

480-584 

7,008 

7,008 

435-530 

6,360 

6,360 

556-676 

93,516 

93,516 

480-584 

150,204 

150,204 

415-505 

259,830 

259,830 

676-821 

8,112 

8,112 

746-905 

10,608 

10,608 

85,595 

36,114 

36,114 

$907,119 

$1,055,388 

$1,055,388 
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67-68  68-69  69-70 
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£     UNIVERSITY   EXTENSION 


3 

4 
5 
6 

7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Special  Program — Professional : 

Assoc  University  Extension  Spec 

Secretary  

Special  Program — Cultural: 

Assoc  University  Extension  Spec 

Secretary  

Special  Program — Citizen  Resp. : 

Assoc  iiniv  ext  spec 

Secretary    

Special  Program — Urban  Ext. : 

Assoc  univ  ext  spec 

Secretary    

Daytime  Program — Professional : 

Asst  univ  ext  spec 

Sr  stenographer 

Daytime  Program — Cultural : 

Asst  univ  ext  spec 

Sr  stenographer 

Instruction — Professional : 

Principal  clerk    

Sr  typist-clerk 

Secretary    

Sr  stenographer    

Program  representative  III 

Sr  administrative  asst 

Instruction — Cultural : 

Principal  clerk    

Sr  typist-clerk 

Secretary     

Sr  stenographer 

Program  representative  III 

Sr  administrative  asst 

Instruction — Citizen  Resp. : 

Principal  clerk    

Secretary    

Sr  stenographer 

Program  representative  III 

Sr  administrative  asst 

Instruction  Urban  Extension : 

University  extension  specialist  _. 

Principal  clerk 

Director — San  Diego  : 

Director,  university  extension 

Principal  clerk 

Sr  typist-clerk  

Administrative  asst 

Pee  and  Information  Ofiice : 

Sr  typist-clerk 

Typist-clerk    

Administrative    asst   

Program  Processing : 

Principal  clerk 

Sr  typist-clerk   

Program  asst  II 

Program  Promotion : 

Sr  typist-cZerk 

Sr  stenographer 

Program  promotion  manager  I  _, 

Writer  I 

General   assistance   

Totals,  University   Extension 37.97 


CAMPUS  PUBLIC  SERVICE 


SALARY  RANGE 


0.76 

0.65 

0.70 
0.70 

0.70 
0.70 

$1,008-1,217 
480-584 

$10,990 
4,032 

$10,990 
4,032 

0.22 
0.19 

0.20 
0.20 

0.20 
0.20 

1,008-1,217 
480-584 

3,140 
1,152 

3,140 
1,152 

0.05 
0.05 

0.05 
0.05 

0.05 
0.05 

1,008-1,217 
480-584 

785 
288 

785 
288 

0.05 
0.06 

0.05 
0.05 

0.05 
0.05 

1,008-1,217 

480-584 

785 
288 

785 
288 

0.08 

0.25 
0.25 

0.25 
0.25 

783-950 
435-530 

2,350 
1,305 

2,350 
1,305 

- 

0.75 
0.75 

0.75 
0.75 

783-950 
435-530 

7,050 
3,915 

7,050 
3,915 

0.75 
0.75 
0.75 
0.12 
0.56 
0.13 

0.75 
0.75 

0.75 
0.75 

480-584 
415-505 
480-584 
435-530 
746-905 
746-905 

3,915 
7,209 

3,915 
7,209 

0.20 
0.20 
0.20 
0.03 
0.15 
0.03 

0.20 
0.20 

0.20 
0.20 

480-584 
415-505 
480-584 
435-530 
746-905 
746-905 

1,044 
1,922 

1,044 
1,922 

0.05 
0.05 
0.01 

0.01 

0.05 
0.05 

0.05 
0.05 

480-584 
480-584 
435-530 
746-905 
746-905 

261 
481 

261 

481 

_ 

1 
1 

1 

1 

1,308-1,917 

480-584 

17,300 
6,060 

17,300 
6,060 

1 

0.87 
0.83 
1 

1 
1 
1 
1 

1 
1 
1 
1 

1,625 

480-584 
415-505 
584-710 

19,500 

7,008 
4.980 
7,920 

19,500 

7,008 
4,980 
7,920 

3.40 
0.02 

1 

4 
1 

4 
1 

415-505 
367^46 
584-710 

22,116 
7,368 

22,116 
7,368 

- 

1 
1 
1 

1 
1 

1 

480-584 
415-505 
556-676 

7,008 
5,220 
7,368 

7,008 
5,220 
7,368 

0.44 
0.48 
1 

21.83 

1 

1 

0.50 
25 

1 

1 

0.50 
25 

415-505 
435-530 
821-998 
556-676 
196,996 

5,220 

11,976 
3,336 

224,273 

5,220 

11,976 
3.336 

224,273 

47.50   47.50 


$318,339 


$407,565 


$407,565 


SIC  Aquarium-Museum : 

Assoc  specialist 

1 

1 

1 

$949-1,153 

$13,164 

$13,164 

Sr  stenographer 

0.40 

0.40 

0.40 

435-530 

2,544 

2,544 

Sr  artist 

I           0.50 

1 
0.50 

1 
0.50 

746-905 
614-746 

8,952 
4,-368 

8,9-52 

Scientific  illustrator 

4,368 

Laboratory  asst  II 

1 

1 

1 

505-614 

7,368 

7,368 

Sr  museum  scientist 

1 

821-998 

- 

- 

Museum  technician 

0.75 

1 

1 

556-676 

8,112 

8,112 

Arts  and  Lectures : 

Secretarv 

1 

1 

1 

480-584 

7,008 

7,008 

Sr  scientific  illustrator 

0.10 

0.10 

0.10 

746-905 

1,086 

1,086 

Manager  I,  arts  and  lectures 

1 

1 

1 

783-950 

10,356 

10,356 

Administrative    asst 

1 

1 

1 

584-710 

8.304 

8,304 

General  assistance                              _ 

0.49 

0.37 

0.37 

2,045 
$70,699 

1,200 

1,200 

Totals,  Campus  Public  Service 

8.24 

8.37 

8.37 

$72,462 

$72,462 

HIGHER  EDUCATION 


University  of  California 


247 


SAN  DIEGO  CAMPUS — Continued 


LiJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

■3 

67-68 
(Flllid) 

68-69  69-70 
(Auth.)      (Autb.) 

1 

2 
3 

4 
5 
6 

MAINTENANCE  AND  OPERATION 
OF  PLANT 

Superintendence : 

Administrator  of  physical  plant 
Principal   clerk              

1 
2 

0.94 
0.98 
1 

1 

1 

1 

1 

0.75 

0.80 

0.98 

1 

1 
1 

1 

2 
24.01 

1 

53.19 
1 
2.76 

0.08 
1 

0.S9 
0.17 
1.92 
15.26 
0.75 
1 

0.92 
0.13 
0.25 

0.33 

0.71 
1 

1 
5 
1.04 

1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
2 

1 

1 
1 
1 
2 

1 

1 

2 

29 

1 

69.50 
1 
2 

3 
1 

2 

3 
23 
24 

4 

1 

1 

1 

1 

2 

16 

1.25 

1 

1 

1 

1 
1 

1 
5 
8.75 

1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
2 

1 

1 
1 

1 
2 

1 

1 

2 

29 

1 

69.5C 
1 
2 
3 
1 

2 

3 

23 

24 
4 

1 
1 

1 

1 

2 

16 

1.21 

1 

1 
1 

1 

1 
1 
5 

8.7E 

SALARY  RANGE 

$1,417 

4S0-5S4 

415-505 

41.5-505 

435-530 

505-614 

584-710 

998-1,213 

863-1,048 

628-728 

644-746 

359-435 
614-746 
457-556 
692-801 
571-660 
628-728 

676-821 
530-644 
457-556 
644-746 

480-584 

435-530 
614-746 
556-676 
480-584 
415-505 

457-556 
764-884 
692-801 
571-660 
728-842 
764-884 
530-614 

863-1,048 
783-950 
710-863 
644-783 
457-556 
584-710 
41.5-505 
480-584 
435-530 

359-359 
530-644 

692-801 
801-927 
728-842 
C92-801 
J                  4,914 

)            $876,610 

$1,583 

)             4115-505 

480-584 

43.5-530 

[              584-710 

1,048-1,273 

746-905 

1,023 

415-505 
480-584 
480-5S4 
556-676 
746-905 

$17,000 

13,0.32 

4,9S0 

5.220 

0.204 

6,672 

8,520 

14,556 

22,9.32 

7,920 

15,840 

4,308 
8,112 
5,628 
9,612 
13,704 
8,520 

9,852 

14,916 

179,688 

7,728 

406,428 

8,952 

15,480 

20,712 

6,060 

11,688 

31,824 

210,480 

186,948 

38,832 

10,104 

6,360 

10,860 

10,356 

18,876 

139,644 

10,548 
6,060 

4,308 
6,360 

9,612 
11,124 
10,104 
48,060 
22,928 

$1,647,652 

$19,000 
2,814 
6.060 
15,924 
19,180 
27,060 
21,720 

2,610 

3,030 

18,348 

$17,000 

13,0.32 

4.980 

5,220 

0  '^04 

7 

Sr  clerit 

8 

Sr  tvpist-clerk 

9 
10 
11 
12 
13 
14 
15 

Sr  stenographer 

Storekeeper    I            _  

Administrative  asst 

Sr  supt  of  grounds  &  buildings 

Supt  of  grounds  &  buildings 

Asst   inspector-planner-estimator 

Material    planner 

6,072 

8,520 

14,556 

22.932 

7,920 

15  840 

16 
17 
18 
19 
20 
21 

Building  Maintenance: 

Stores   helper 

Sr    draftsman    

Laborer   

Sr  maintenance  man 

Maintenance    man 

4,308 
8,112 
5,628 
9,612 
13,704 

22 
23 
24 
25 
26 

Asst   inspeetor-planner-estimator 

Grounds  Maintenance : 

Supervising  groundsman  II 

Grounds    foreman    

Groundsman 

8,520 

9,852 

14,916 

179  688 

27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 

Automotive  mechanic 

Automotive  mech  helper 

Janitorial  Service : 

Custodian/matron   

Custodian  supervisor  I 

Custodian   foreman   II                    

Custodian  foreman  I 

Cook/housekeeper    

Plant  Service : 

Laborer                                 _     _       

Craft  foreman 

Sr  maintenance  man 

7,728 

406,428 

8,952 

15,480 

20,712 

6,060 

11,688 

31,824 

210,480 

186,948 

40 
41 

42 
43 
44 

Asst   craft   foreman   

Inspector-planner-estimator     

Automotive  equipt  opr  II 

Police : 

Chief  of  police                               

38,832 

10.104 

6,360 

10,860 

45 
46 
47 
43 
49 
50 

Police    lieutenant    

Police  sergeant   

Police  officer 

Watchman/museum  guard   

Administrative    asst   

Sr    typist-clerk               _ 

10,356 

18,876 

139,644 

10,548 
6,060 

51 
52 

Secretary    

Sr    stenographer                             — 

53 
54 
55 
56 
57 
58 
59 
60 

Refuse  Disposal : 

Odd  jobber 

Pest   control   operator   

Utilities : 

Sr  maintenance   man 

Chief  steam  opr  engineer 

Asst  chief  operating  engineer 

4,308 
6,360 

9,612 
11,124 
10,104 
48,060 

61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 

General   assistance   

Totals,  Maintenance  and  Operation  of 
Plant    

STUDENT  SERVICES 

Dean,  Student  Affairs : 
Dean  of  student  affairs 

22,928 

131.86 

1 

0.56 

1.16 

1.35 

2.19 

0.08 

2.12 

1.83 

0.57 
0.20 
0.21 
0.86 

1 

229.50 

1 

0.50 

1 

3 

2.33 

2 

2 

0.50 
0.50 
2 

229.5( 

1 

0.5( 

1 

3 

2.3S 

2 

2 

0.5C 
0.5C 
2 

$1,647,652 

$19,000 
2,814 

72 

Secretarv                                           _  _ 

6,060 

73 

15,924 

74 
75 

Administrative    asst 

Staff  officer  I                                 _  _ 

19,180 
27,060 

76 

77 

Asst  dean  of  students 

21,720 

78 
79 

Residence  Hall  Advisors: 

2,610 

80 

Secretarv                                       -  — 

— 

81 
82 
83 

Head  resident 

Resident  advisor 

Asst  denn   nf  Rtiidentn 

3,030 
18,348 

84 
85 
86 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

■80 

81 

82 

^3 

84 

S5 

.86 


STUDENT  SERVICES— Continued 

Counseling  Center : 

Sr    stenographer    

Asst  dean  of  students 

Counseling  psychologist  II 

Counselor  II 

Director  of  counseling 

Housing  Supervisor : 

Sr  typist-clerk 

Secretary    

Supvr  of  hoiising  services  I 

Head  resident    

Registrar's  Office : 

Assoc  registrar   

Registrar  and  admissions  off 

Principal  clerk 

Sr  clerk 

Clerk    

Sr  typist-clerk 

Secretary     

Sr  stenographer 

Administrative   asst   

Administrative  services  off  II 

Editor  I 

Undergraduate  Admissions : 

Registrar  and  admissions  off 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Secretary     

Sr  stenographer 

Administrative  asst   

Asst  registrar  II 

Asst  registrar  I 

Administrative  services  off  II 

Graduate  Admissions : 

Registrar  and  admissions  off 

Principal   clerk   

Sr  clerk 

Sr  typist-clerk 

Secretary    

Sr    stenographer   

Asst  registrar  II 

Asst  registrar  I 

Administrative  services  off  II 

Recreational  Athletic  Program : 

Principal   clerk   

Secretary    

Sr    stenographer    

Recreation   supervisor  I 

Student  Financial  Aids : 

Sr   clerk    

Sr  typist-clerk 

Administrative  asst 

Assoc  dean  of  students 

Student  Health  Service : 

Student  health  serv  director 

Principal  clerk 

Typist-clerk    

Sr  stenographer 

Clin  lab   tech   I 

Head  nurse  SHS 

Staff  nurse  SHS 

Assoc  physician  diplomate 

Laboratory   technician   I 

Student  Placement  Center: 

Principal  clerk 

Sr  typist-clerk 

Placement  interviewer  II 

Assoc  dean  of  students 

General   assistance   

Totals,  Student  Services 65.15 


SALARY  RANGE 


0.22 

1 

1 

435-530 

5,220 

5,220 

1.25 

1 

1 

746-905 

10,356 

10.356 

0.10 

0.50 

0.50 

644-783 

5,988 

5,988 

0.20 

0.50 

0.50 

644-783 

4,056 

4,056 

- 

1 

1 

1,339 

16,068 

16,068 

0.57 

1.50 

1.50 

415-505 

7,710 

7,710 

0.20 

_ 

_ 

480-584 

_ 

— 

0.50 

0.50 

0.50 

614-746 

4,476 

4,476 

0.21 

0.50 

0.50 

480-584 

3,030 

3,030 

_ 

1 

1 

1,337 

16,044 

16,044 

0.22 

0.50 

0.50 

1,708 

10,250 

10,250 

2.47 

4.50 

4.50 

480-584 

26,958 

26,958 

0.65 

2.50 

2.50 

415-505 

12,870 

12,870 

0.25 

_ 

_ 

367-446 

— 

— 

2.65 

2 

2 

415-505 

11,544 

11,544 

0.21 

_ 

_ 

480-584 

— 

— 

1.01 

1.50 

1.50 

435-530 

8,514 

8,514 

1.01 

1 

1 

584-710 

7,008 

7,008 

0.28 

_ 

_ 

950-1,155 

— 

— 

0.29 

- 

- 

556-676 

- 

- 

0.11 

0.25 

0.25 

1,708 

5.125 

5,125 

3.36 

3.75 

3.75 

480-5.S4 

23,097 

23,097 

0.49 

1.50 

1.50 

415-505 

8,250 

8,250 

1.54 

1 

1 

415-505 

5,220 

5,220 

0.15 

0.25 

0.25 

480-584 

1,515 

1,515 

0.10 

_ 

_ 

43.5-530 

— 

— 

1 

1 

584-710 

7,008 

7,008 

0.04 

0.50 

0.50 

742-905 

4,476 

4,476 

0.46 

_ 

— 

660-801 

— 

— 

0.14 

- 

- 

950-1,155 

- 

- 

0.11 

0.25 

0.25 

1,708 

5,125 

5,125 

3.46 

3.75 

3.75 

480-584 

23,745 

23.745 

0.32 

1 

1 

41.5-505 

5,040 

5,040 

1.10 

1 

1 

41.5-505 

5,220 

5,220 

0.15 

0.25 

0.25 

480-584 

1,515 

1,515 

0.10 

_ 

_ 

435-530 

— 

— 

0.04 

0.50 

0.50 

746-905 

4,476 

4,476 

0.46 

_ 

_ 

660-801 

— 

— 

0.14 

- 

- 

950-1,155 

- 

— 

_ 

1 

1 

480-584 

5,760 

5,760 

„ 

1 

1 

480-584 

5,760 

5,760 

0.93 

1 

1 

43.5-530 

5,628 

5,628 

1 

1 

1 

556-676 

6,852 

6,852 

0.08 

1 

1 

415-505 

5,484 

5,484 

1 

1.50 

1.50 

41.5-505 

8,298 

8,298 

2.82 

2 

2 

584-710 

14,376 

14,376 

1 

1 

1 

863-1,048 

11,976 

11,976 

1 

1 

1 

1,833 

22,000 

22,000 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

367-446 

4,524 

4,524 

1 

1 

1 

435-530 

5,760 

5,760 

0.44 

556-676 

~ 

— 

1 

1 

1 

660-801 

9,612 

9.612 

0.83 

2 

2 

599-728 

13,308 

13,308 

1.38 

1.92 

1.92 

1,708-2,076 

41,277 

41,277 

0.04 

- 

- 

584-710 

- 

— 

0.17 

1 

1 

480-584 

5,760 

5,760 

1.72 

415-505 

— 

— 

1 

1 

1 

614-746 

8.304 

8,304 

1 

1 

863-1,048 

10.608 

10.608 

11.05 

9.15 

9.15 

43,080 

26,606 

26,606 

79.90   79.90 


$452,945 


$604,551 


$604,551 


HIGHER  EDUCATION 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
62 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)      (Aolh.)      (»alb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE 


Academic  Senate  Office : 
Clerk   

Secretary    

Administrative   asst  . 
Audio-Visual  Service: 
Laboratory  asst  III 


Gifts  and  Endowments  Office  : 

Gifts  &  endowments  off 

Secretary     

Sr   stenographer   

Administrative   asst  

Writer   III   

Healtli  and  Safety : 

Environ  liltli  &  safety  oflE 

Sr  typist-clerk 

Secretary    

Environ  health  &  safety  tech 

Env  health  &  safety  tech  II 

Env  health  &  safety  tech  I 

Mail  and  Messenger  Service  : 

Mail  service  supervisor 

Mail  clerk  II 

Mail  clerk  I 

Central  Duplicating  Service: 

Principal  clerk 

Sr  clerk 

Clerk   

Sr  typist-clerk 

Sr  offset  duplicat  mach  opr 

Offset  duplicating  mach  opr 

Illustrator     

Sr  scientific  illustrator 

Sr  photographer  

Photographer   

Photographic  technician 

Asst  business  manager  III 

Asst  business  manager  II 

Supvr,  reproduction  section 

Glass  Blowing  Shop : 

Sr  typist-clerk  

Prin  laboratory  glassblower 

Laboratory  glassblower  trainee 

DC-3  Flight  Service: 

Aircraft  pilot 

Sr  aircraft  and  engrng  mech 

Physics  Department  Stores — <!urrent : 
Storekeeper  II  

Receiving : 

Clerk    

Sr  typist-clerk  

Delivery  man   

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Stores  helper 

Storehouse — Current  Operations  : 

Principal  clerk 

Sr  clerk 

Storekeeper  IV 

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Stores  helper 

Buyer  IV 

Buyer  II 

Telephone  and  Telegraph : 

Communications  supervisor  II 

Supvr  communications  attendant 

Communications   attendant 

Clerk    

Sr  typist-clerk 

Sr  stenographer 

Asst  business  manager  III 

UC  Garage — Current : 

Sr  stenographer 

Asst  business  manager  III 

Asst  business  manager  II 


SALARY  EANGE 


PROPOSED 
1969-70 


- 

1 

1 

$367-446 

$4,524 

$4,524 

1 

1 

1 

480-584 

6,000 

6,000 

1 

1 

1 

584-710 

7,368 

7,368 

0.40 

1.50 

1.50 

614-746 

12,012 

12,012 

0.36 

_ 

_ 

733 

_ 

0.17 

_ 

- 

480-584 

_ 

_ 

0.02 

— 

— 

435-530 

_ 



0.33 

— 

. 

584-710 

_ 

_ 

0.22 

- 

- 

746-905 

- 

- 

1 

1 

1 

1,083 

13,000 

13,000 

— 

1 

1 

41.5-505 

5,100 

5.100 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

998-1,213 

14,916 

14,916 

- 

1 

1 

783-950 

10,356 

10,3.50 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

614-746 

8,520 

8,520 

1 

1 

1 

539-644 

7,368 

7,368 

5.75 

7 

7 

457-556 

43,212 

43,212 

1 

1 

1 

480-584 

6.060 

6.060 

2.75 

3 

3 

415-505 

16,200 

16,200 

0.74 

2 

2 

367-446 

9,264 

9,264 

_ 

1 

1 

415-505 

5,100 

5,100 

1.50 

2 

2 

505-614 

13,860 

13,860 

1.25 

2 

2 

457-556 

11,388 

11,388 

1 

1 

1 

480-584 

6,204 

6,204 

_ 

1 

1 

746-905 

9,396 

9,396 

1 

1 

1 

676-821 

9,852 

9,852 

0.96 

1 

1 

584-710 

7,008 

7,008 

3 

3 

3 

480-584 

20,352 

20,352 

0.21 

0.50 

0.50 

950-1,155 

5,700 

5,700 

0.31 

_ 

— 

783-950 

— 

_ 

1 

1 

1 

746-905 

10,860 

10,860 

0.25 

0.25 

0.25 

415-505 

1,440 

1,440 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

584^76 

7,728 

7,728 

1 

1 

1 

863-1,048 

12,576 

12.576 

1 

1 

1 

676-821 

9,612 

9,612 

0.92 

1 

1 

584-710 

7,368 

7,368 

0.79 

1 

1 

367-446 

4,632 

4,632 

1 

1 

1 

415-505 

6,060 

6,060 

1.87 

3 

3 

425-517 

15,924 

15,924 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

5S4-710 

7,536 

7,536 

1 

1 

1 

505-614 

7,368 

7,368 

- 

1 

1 

359-435 

4,404 

4,404 

1 

1 

1 

480-584 

7,008 

7.008 

1 

1 

1 

415-505 

5,352 

5,352 

0.13 

_ 

_ 

746-905 

_ 

— 

1 

1 

1 

676-821 

9,852 

9.852 

2 

2 

9 

5S4-710 

15,SS8 

15.888 

2 

2 

2 

505-614 

13,032 

13,032 

_ 

1 

1 

359-435 

4.404 

4,404 

0.3S 

0.50 

0.50 

950-1,155 

5.988 

5,988 

0.60 

0.60 

0.60 

710-863 

6,213 

6,213 

1 

1 

660-801 

8,520 

8.520 

_ 

1 

1 

480-584 

7,008 

7,008 

^ 

9 

9 

415-505 

49,128 

49.128 

_ 

0.50 

0.50 

367-446 

2.262 

2.262 

_ 

1 

1 

415-505 

5,484 

5,484 

_ 

0.25 

0.25 

435-530 

1,440 

1,440 

- 

0.25 

0.25 

950-1,155 

2,850  ' 

2,850 

0.21 

0.25 

0.25 

435-530 

1,440 

1.440 

0.10 

0.25 

0.25 

950-1,155 

2,850 

2,850 

0.10 

- 

783-950 

- 

- 
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SALAKIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1988-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
.86 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE— Continued 

Public  Information  Office : 

Public  information  manager 

Sr  typist-clerk 

Secretary 

Administrative  asst 

Public  information  rep 

Editor   IV 

Writer  III   

Writer  I 

Publications  Expense — General : 

Sr  typist-clerk 

Administrative   asst   

Public  information  rep 

Editor  IV 

Editor  II 

Editor  I 

Writer  I 

Research  Support  Shops : 

Principal  clerk 

Storekeeper  I  

Engineering  aid 

Mechanical  supt  I 

Principal  laboratory  mech 

Sr  laboratory  mechanician 

Laboratory  mechanician 

Laboratory  asst  IV 

Upper  Campus  Machine  Shop : 

Specialist 

Secretary  

Design  draftsman 

Sr  engineer  

Assoc  development  engineer 

Sr  laboratory  mechanician 

Laboratory  mechanician  helper 

General  assistance 

Totals,   Institutional   Services  &   Gen- 
eral   Expense 


AUXILIARY   ENTERPRISES 

Housing  and  Feeding  Administration — 
General : 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Housing  and  Feeding  Central  Adminis- 
tration : 

Cashier    

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Supvr  of  housing  services  I 

Housing  and  Feeding  Conference 
Coordinator : 

Principal  clerk 

Asst  business  manager  I 

Eevelle  1 — Household  Services — 
Housekeeping  Service : 

Custodian/matron   

Residence  halls  manager  I 

Revelle  1 — Household  Services — 
Maintenance  and  Repair : 

Maintenance  man 

Revelle  1 — Feeding  Services — 
Administrative  and  Clerical : 

Asst  business  manager  II 

Revelle  1 — General  Expenses — 
Administrative  and  Clerical : 

Secretary  

Sr  stenographer 

Administrative  services  officer  II 

Asst  to  director  I 

Staff  officer  I 

Revelle  1 — General  Expenses — 
Cashiering : 
Cashier    


SALARY  RANGE 

1 

1 

1 

1,550 

18,600 

18,600 

— 

0.50 

0.50 

415-505 

2,550 

2,550 

0.17 

_ 

_ 

480-584 

_ 

_ 

0.33 

0.50 

0.50 

584-710 

3,504 

3,504 

0,50 

0,25 

0.25 

821-998 

2,994 

2,994 

- 

0,50 

0.50 

905-1,100 

6,600 

6,600 

— 

0.50 

0.50 

746-905 

4,476 

4,476 

1.49 

1.50 

1.50 

556-676 

10,536 

10,536 

0.24 

1.50 

1.50 

415-505 

7,590 

7,590 

_ 

0.50 

0.50 

584-710 

3,504 

3,504 

0.50 

0.75 

0.75 

821-998 

8,982 

8,982 

1 

0.50 

0.50 

905-1,100 

6,600 

6,600 

0.42 

1 

1 

614-746 

7,368 

7,368 

0.08 

— 

— 

556-676 

_ 

— 

0.50 

0.50 

0.50 

556-676 

3,864 

3,864 

0.50 

1 

1 

480-584 

7,008 

7,008 

0.50 

1 

1 

505-614 

7,368 

7,368 

_ 

1 

1 

435-530 

5,220 

5,220 

0.50 

1 

1 

863-1,048 

12,576 

12,576 

0.50 

1 

1 

783-950 

11,400 

11,400 

4.23 

9 

9 

710-863 

90,300 

90,300 

1 

1 

1 

676-783 

9,396 

9,396 

0.25 

0.50 

0450 

746-905 

4,476 

4,476 

_ 

1 

1 

1,243-1,547 

18.564 

18,564 

0.50 

1 

1 

480-584 

6,360 

6,360 

0.50 

1 

1 

746-905 

10,608 

10,608 

0.50 

1 

1 

1,155-1,405 

16,860 

16,860 

0.50 

1 

1 

1,048-1,273 

14,916 

14,916 

4.16 

10 

10 

710-863 

98,904 

98,904 

0.50 

1 

1 

584-676 

7,728 

7,728 

22.86 

33.68 

33.68 

110,664 
$526,570 

128.117 

128,117 

93.55 

150.53 

150.53 

$1,071,804 

$1,071,804 

1.17 

0.78 
0.53 

- 

- 

$480-584 
415-505 
415-505 

- 

0.50 

1 

1 

2 

0.50 

0.50 

1 

1 

2 

0.50 

415-505 
480-584 
415-505 
415-505 
614-746 

- 

0.50 
0.25 

0.50 
0.25 

480-584 
614-746 

6.40 
0.50 

6.50 
0,50 

6.50 
0.50 

435-530 
644-783 

0.50 

0.50 

0.50 

571-660 

0,03 

- 

- 

783-950 

0.29 
0.17 
0.02 
0.10 
0.13 

- 

- 

480-584 

435-530 

950-1,155 

863-1,048 

1,048-1,273 

0.20 

_ 

__ 

415-505 

$2,880 
6,672 
5,220 

10,320 
4,476 


3,336 

2,130 

38,346 
4,260 

3,960 


$2,SS0 
6,672 
5,220 

10,320 
4,476 


3,336 
2,130 


38,346 
4,260 


3,960 


HIGHER  EDUCATION 


University  of  California 


251 


SAN  DIEGO  CAMPUS — Continued 

IJ 

SAT.AKIES  AJSTD  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

z 

-J 

67-68  68-69  69-70 
(Filltd)       (Anlh.)       (tglb.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
6i 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY  ENTERPRISES— Continued 

Eevelle  2 — Household  Services — 
Housekeeping  Service : 

Custodian/matron   

Residence  halls  manager  I 

Revelle  2 — Household  Services — 
Maintenance  and  Repair: 

Maintenance  man   

Revelle  2 — General  Expenses — - 
Administrative  and  Clerical : 

Secretary  

Sr  stenographer 

Administrative  services  officer  II 

Asst  to  director  I 

Staff  officer  I 

Revelle  2 — General  Expenses — 
Cashiering : 

Cashier    

Revelle  Sundry  and  Gift  Store  : 

Sr  clerk 

Matthews — Household  Services — 
Administrative  and  Clerical : 

Residence  halls  manager  I 

Matthews — Household  Services — 
Housekeeping  Service : 

Custodian/matron   

Residence  halls  manager  I 

Matthews — Household  Services — 
Maintenance  and  Repair : 

Residence  halls  manager  I 

Maintenance  man 

Matthews — General  Expenses — 
Cashiering : 

Cashier    

Coast  Apartments — Household  Services 
— Housekeeping  Service : 

Maintenance  man 

Coast  Apartments — Household  Services 
— Maintenance  and  Repair: 

Maintenance  man 

Coast  Apartments — General  Expenses 
— Administrative  and  Clerical : 

Sr  typist-clerk 

Supvr  of  housing  services  I 

Coast  Apartments — General  Expenses 
— Cashiering : 

Cashier    

Mesa  Apartments  2A — Household  Serv- 
ices— Housekeeping  Service : 

Maintenance  man 

Mesa  Apartments  2A — Household  Serv- 
ices— Maintenance  and  Repair : 

Maintenance  man 

Mesa  Apartments  2B — Household  Serv- 
ices— Housekeeping  Service : 

Maintenance  man 

Mesa   Apartments  2B — Household 

Service — Maintenance  and  Repair : 

Maintenance  man 

Matthews  Cafe-Food  Service — Admin- 
istration and  Clerical : 

Asst  business  manager  II 

Matthews  Cafe — General  Experience — 
Cashier : 

Cashier    

Snack  Bar-Food  Service — ^Nonstudent 
Feeding : 

Food  service  manager  I 

Cook    

Aquarium-Museum  Sales  Desk — 
Current : 

Principal  clerk 

Clerk      

Sr  stenographer 

Bookstore — Current  Operations  : 

Bookstore  manager 

Administrative    asst    

Principal    clerk    

Clerk      

Typist-clerk    

Secretary    

Storekeeper  I  


4.07 
0.50 

5.50 
0.50 

5.50 
0.50 

SALARY  RANGE 
435-530 
644-783 

31,566 
4,260 

31,566 
4,260 

0.50 

0.50 

0.50 

571-660 

3.960 

3,960 

0.29 
0.17 
0.02 
0.10 
0.13 

- 

; 

480-584 

435-530 

950-1,155 

863-1,048 

1,048-1,273 

- 

- 

0.10 

- 

- 

415-505 

- 

- 

0.77 

1 

1 

415-505 

5,220 

5,220 

0.30 

0,30 

0.30 

644-783 

2,621 

2,621 

5.96 
0.40 

4.60 
0.40 

4.60 
0.40 

435-530 

644^783 

25,226 
3,494 

25,226 
3,494 

0.30 

0.30 

1 

0.30 

1 

644-783 
571-660 

2,621 
6,852 

2,621 
6,852 

0.05 

- 

- 

415-505 

- 

- 

0.50 

0.50 

0.50 

571-660 

3,960 

3,960 

0.50 

0.50 

0.50 

571-660 

3,960 

3,960 

0.47 
0.50 

- 

- 

415-505 
614-746 

- 

- 

0.10 

- 

- 

415-505 

- 

- 

- 

0.50 

0.50 

571-660 

3,426 

3,426 

- 

0.50 

0.50 

571-660 

3,426 

3,426 

- 

0.50 

0.50 

571-660 

3,426 

3,426 

- 

0.50 

0.50 

571-660 

3,426 

3,426 

0.01 

- 

- 

783-950 

- 

- 

0.05 

- 

- 

415-505 

- 

- 

1.16 
0.64 

1 
1 

584-710 
446-543 

7,488 
5,388 

7,488 
5,388 

1.01 
0.71 
0.60 

1 
1 
0.60 

0.60 

480-584 
367-^46 
435-530 

6,060 
4,404 
3,816 

6,060 

4,404 
3,816 

1 

1.58 

0.73 

1 

0.20 

1 

1 
1 
2 

1 

1 
0.25 

1 

0.25 
1 

863-1,048 
584-710 
480-584 
367-446 
367-^6 
480-584 
505-614 

12,276 
7,728 

13,368 
4,632 
4,632 
1,515 
6,672 

12,276 
7,728 

13,368 
4,632 
4,632 
1,515 
6,672 
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u 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

z 
u 

67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 

1 

2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY  ENTERPRISES— Continued 

Parking  Operations — Current : 

Cashier    0.50  0.50  0.50 

Principal  clerk 0.18  0.50  0.50 

Secretary    0.20  0.25  0.25 

Administrative  asst     0.75  -  - 

Asst  business  manager  I —  0.75  0.75 

Manager  Auxiliary  Enterprises : 

Administration,  auxiliary  and  serv- 
ice enterprises    0.25  -  - 

Principal  clerk 0.39  0.50  0.50 

Sr   clerk   0.52 

Sr  typist-clerk 0.33  1  1 

Secretary    0.83  1  1 

Sr  stenographer 0.17  -  - 

Administrative   asst   0.10  -  - 

Asst  business  manager  III 0.75  1  1 

General   assistance   10.43  8.35  8.35 

Totals,  Auxiliary  Enterprises 51.64       56.05  56.05 

Merits  and  Promotions : 

Academic      _  _  _ 

Nonacademie      _  _  _ 

TOTALS,  SAN  DIEGO  CAMPUS 2,279.06 3,370.50 3,370.50 


SALARY  RANGE 

415-505 

2,880 

2,880 

480-584 

3,336 

3,336 

480-584 

1,515 

1,515 

584-710 

— 

_ 

614-746 

6,390 

6,390 

975 

_ 

480-584 

3,426 

3,426 

415-505 

— 

— 

415-505 

5,220 

5,220 

480-584 

6,672 

6,672 

435-530 

- 

- 

584-710 

— 

— 

950-1,155 

12,888 

12,888 

39,153 

35,430 
$344,780 

35,430 

$389,575 

$344,780 

_ 

92,036 

92,036 

- 

66,599 

66,599 

$19,413,894 

$28,155,125 

$28,155,125 
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SAN   FRANCISCO   CAMPUS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aolh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
•1 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Chancellor's  Office : 

Chancellor    1 

Vice  chancellor   2.13 

Adm  secty  to  chancellor 1 

Special  asst  to  chancellor 0.58 

Asst  vice  chancellor 1 

Asst  to  vice  chancellor — adm 1 

Administrative  stipend - 

Principal    clerk    0.42 

Sr  clerk 1 

Sr  typist-clerk 2.97 

Secretary 3.28 

Sr  stenographer 0.17 

Adm  analyst - 

Asst  adm  analyst 1 

Adm   asst   2.53 

Planning  and  Budget : 

Budget  and  planning  officer 0.45 

Adm  analyst 0.45 

Principal  budget  analyst  I 0.50 

Sr  budget  analyst 1.08 

Budget  analyst 0.17 

Adm   asst   0.17 

Sr  accountant 0.17 

Systems  Analysis : 

Systems  analysis  officer 1 

Secretary       0.25 

Programmer  III 0.41 

Programmer  I 0.43 

Sr  adm  analyst 1.14 

Adm   analyst   2.22 

Asst  administrative  analyst - 

Adm   asst   0.07 

Supvng  EDP  systems  analyst 0.33 

Accounting  Office : 

Accounting  officer 1 

Principal  clerk 12.28 

Sr  clerk 12.83 

Sr  typist-clerk 2.11 

Typist-clerk    0.02 

Sr  adm  asst 1 

Adm  asst    5.26 

Principal  accountant  I 0.50 

Sr  accountant   2.42 

Accountant 4.02 

Physical  Planning  and  Construction: 

Principal  architect    - 

Sr  planning  analyst  I 1 

Assoc  planning  analyst 0.50 

Asst  campus  planner 0.50 

Building  Program  Clearing  Account : 

Principal  architect   0.71 

Sr  typist-clerk 1.09 

Secretary    1 

Sr  architectural  draftsman 2.34 

Sr  architect  II — 

Sr  architect  I 1.17 

Asst  campus  planner - 

Project  architect 1.S3 

Principal  engineer    1 

Assoc  engineer 1 

Administrative  asst 1 

Business  Office : 

Business  manager 0.50 

Asst  business  manager 1 

Sr  typist-clerk 0.78 

Secretary    1 

Sr  stenographer 0.17 

Inventory : 

Principal  clerk 1 

Sr  clerk 0.32 

Sr  typist-clerk 0.20 

Typist-clerk     0.05 

Administrative  asst 1 

Purchasing : 

Purchasing  agent 1 

Principal  clerk 1 

Sr  typist-clerk 7.19 

Typist-clerk     0.92 


SALARY  KANGE 

1 

1 

§2,708 

$32,.500 

$32,500 

2.10 

2.10 

2,241 

56,470 

56,470 

1 

1 

900 

10,800 

10,800 

0.58 

0.58 

1,167 

8,120 

8,120 

1 

1 

1,650 

19.800 

19.800 

1 

1 

1,075 

12,900 

12,900 

- 

- 

- 

7,250 

7,2.')0 

1 

1 

480-584 

6,060 

6,060 

4 

4 

415-505 

21,000 

21,000 

2.60 

2.60 

41.5-505 

14,676 

14,676 

2 

2 

480-584 

12,120 

12,120 

1 

1 

43.5-530 

5,220 

5,220 

1 

1 

783-950 

9,396 

9,396 

1 

1 

644-783 

9,396 

9,396 

3 

3 

584-710 

22,680 

22,680 

1 

1 

1.250 

15.000 

15,000 

1 

1 

783-950 

10,104 

10,104 

1 

1 

1,048-1,273 

14,556 

14,556 

1 

1 

950-1,155 

13,200 

13,200 

1 

1 

783-950 

9,396 

9,396 

1 

1 

584-710 

8,112 

8,112 

- 

— 

950-1,155 

- 

- 

1 

1 

1,417 

17,000 

17,000 

1 

1 

480-584 

6,060 

6,060 

— 

— 

998-1,213 

— 

_ 

- 

_ 

676-821 

_ 

_ 

2 

2 

950-1,155 

24.984 

24,984 

2 

2 

783-950 

20,712 

20,712 

1 

1 

644-783 

7,728 

7,728 

— 

— 

584-710 

— 

-. 

- 

- 

1.213-1,475 

- 

- 

1 

1 

1,800 

15,600 

15,600 

15.12 

15.12 

480-584 

96,996 

96,996 

13 

13 

415-505 

70,320 

70,320 

2.88 

2.88 

415-505 

15,509 

15,509 

— 

-. 

367-^6 

_ 

_ 

1 

1 

746-905 

10,860 

10,860 

6 

6 

584-710 

45,888 

45,888 

1 

1 

1,048-1,273 

14,556 

14,556 

2 

2 

950-1,155 

24.564 

24,564 

5 

5 

783-950 

49,944 

49,944 

1 

1 

1,750 

21,000 

21.000 

1 

1 

1,048-1,273 

14,556 

14,556 

0.50 

0.50 

821-998 

5,838 

5,838 

- 

- 

821-998 

- 

_ 

_ 

1,750 

_ 

_ 

1 

1 

415-505 

4,980 

4,980 

1 

1 

480-584 

7,008 

7,008 

3 

3 

950-1,155 

37,752 

37,752 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1,213-1,475 

16,044 

16,044 

0.50 

0.50 

821-998 

5,988 

5,988 

1 

1 

1,048-1,273 

15,276 

15.276 

1 

1 

1,337-1,626 

19.044 

19,044 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

584-710 

8,520 

8,520 

0.50 

0.50 

1,708 

10,250 

10,250 

1 

1 

1,242 

14,900 

14,900 

_ 

— 

415-505 

— 

_ 

1 

1 

480-584 

7,008 

7,008 

1 

1 

435-530 

5,220 

5,220 

1 

1 

480-584 

7,008 

7,008 

0.50 

0.50 

415-505 

2,610 

2,610 

0.50 

0.50 

415-505 

2,610 

2,610 

_ 

_ 

367-146 

_ 

— 

1 

1 

584-710 

8,112 

8,112 

1 

1 

1,333 

16,000 

16.000 

1 

1 

480-584 

6.672 

6,672 

10 

10 

415-505 

53.700 

53,700 

1 

1 

367^46 

4,404 

4,404 
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HIGHER  EDUCATION 


SALAEIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fillail)      (Aurh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
82 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 

Purchasing — Continued 

Secretary 111 

Sr    stenographer    2.27         2              2 

Administrative  asst 111 

Buyer  IV 111 

Buyer  III 1.83         2              2 

Buyer  II 3.42         4              4 

Buyer  I 1.42         1              1 

Contract  and  Grant  Office : 

Business  manager 0.50         0.50         0.50 

Principal  clerk 111 

Sr  typist-clerk 0.93         1              1 

Adm  analyst 111 

Information  Systems  Management : 

Chief  management  systems -              1              1 

Sr  typist-clerk 0.22         1              1 

Secretary 0.46         -              - 

Programmer  III 2               5               5 

Programmer  II 0.66         3              3 

Programmer   I    0.50         1               1 

Sr  adm  analyst 0.17         -             - 

Adm  analyst 0.17         -             — 

Supvng  EDP  systems  analyst 0.90         2              2 

Sr  EDP  systems  analyst 0.50         1              1 

EDP  systems  analyst -              1              1 

Personnel  Office : 

Personnel  manager 111 

Principal  clerk 2.79         4               4 

Sr  typist-clerk 4.07         4              4 

Adm  asst 1.38         2              2 

Employment  officer  II 0.83         1              1 

Employment  rep  III 1.15         1              1 

Employment  rep  II 2.54         3              3 

Sr  personnel  analyst 1.66         4              4    ■ 

Personnel  analyst 2.S3         2              2 

General  assistance 17.14         9.53         9.53 

Totals,  General  Administration 158.97 


INSTRUCTION  AND  DEPART- 
MENTAL RESEARCH 

Academic : 

Director 0.10  0.10 

Adm  director  specialized  hosp  lab 0.72  0.95 

Dean  _^ 3.80  3.S0 

Assoc  dean . 2.18  8.08 

Asst  dean 1.55  1.50 

Adm  stipend -  - 

Professor— 9  months 0.60  0.60 

Professor — 9  months — ^visiting ■         0.25  - 

Professor— 11  months 20.88  33.01 

Professor — 11  months — recalled 0.79  - 

Professor — 11  months — acting 0.25  — 

Professor — 11  months — visiting 1.80  - 

Professor — 11   months — clinical 56.45  41.30 

Professor — clinical  depts  comp  plan_  0.02  23.68 

Professor— SET  a— med-clin    4.36  6.20 

Professor— SET— med-pre-clin 17.38  23 

Professor— SET— dental-clin 0.46  2 

Assoc  professor — 9  months 0.60  0.60 

Assoc  professor — 11  months 16.30  20.35 

Assoc  professor — 11  months — clin 39.34  30.50 

Assoc  professor — clin  depts  comp  pin  -  15.50 

Assoc  professor — SET — med-clin  —  2.51  4 

Assoc  professor — SET — med-pre-clin  12.31  15.43 

Assoc  prof— SET— dental-clin 0.47 

Asst  professor — 9  months 0.50  0.50 

Asst  professor — 11  months 16.73  27 

Asst  professor — 11  months — acting.  3.82  - 

Asst  professor — 11  months — visiting  0.83  - 

Asst  professor — 11  months — clin 33.21  30.90 

Asst  prof — 11  months — clin — act 0.18  - 

Asst  prof — clin  depts  comp  plan -  15.33 

Asst  professor— SET — med-clin 3.13  2.50 

Asst  professor — SET — med-pre-clin_  8.22  11 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

480-584 

6,360 

435-530 

11,244 

584-710 

7,728 

950-1,155 

13,860 

863-1,043 

23,976 

710-S63 

37,212 

614-746 

7,536 

1,708 

10,250 

480-584 

6,852 

415-505 

5,220 

783-950 

10,356 

1,542 
415-505 
480-584 

998-1,213 
821-998 
676-821 

950-1,155 

7S3-950 

1,213-1,475 

998-1.218 
821-998 

1,458 
480-584 
415-505 
5S4-710 

950-1,155 
710-863 
614-746 

950-1,155 

783-950 

84,950 


177.81    177.81         $1,313,679 


18,504 
4,980 

64,944 

31,608 

8,112 


30,600 
13,860 

9,852 

17,500 
25,152 
21,072 
14,916 
13,200 
10,356 
26,016 
48,210 
21,504 
47,010 


$1,686,065 


6.360 
11,244 

7,728 
13,860 
23,976 
37,212 

7,536 

10,250 
6,852 
5,220 

10,356 

18,504 
4,980 

64,944 

31,608 

8,112 


30,600 

13,.S60 

9,852 

17,500 
25,152 
21,072 
14,916 
13,200 
10,356 
26,016 
48,240 
21,504 
47,010 


$1,636,065 


0.10 

$1,417 

$1,700 

$1,700 

0.95 

1,267 

:  9,240 

:  9,240 

3.80 

2,192 

107,940 

107,940 

3,03 

1,713 

67,598 

67,598 

1.50 

1,275 

22,950 

22,950 

— 

— 

34,276 

34,276 

0.60 

1,283-1,900 

9,240 

9,240 

— 

1,283-1,900 

_ 

_ 

33.01 

1,500-2,192 

742,468 

742,468 

- 

1,500-2,192 

- 

_ 

— 

1,500-2,192 

_ 

_ 

— 

1,500-2,192 

— 

_ 

41.30 

1,608-2,192 

936,660 

936,660 

23.68 

2,342-7,600 

898,936 

898,936 

6.20 

2,842-3,800 

207,440 

207,440 

23 

1,767-2,367 

604,350 

604,350 

2 

2,033-2,717 

54,700 

54,700 

0.60 

1,025-1,175 

7,920 

7,920 

20.35 

1,192-1,358 

310,071 

310,071 

30.50 

1,850-1,500 

525,068 

525,063 

15.50 

2,250-5,000 

451,214 

451,214 

4 

1,975-2,500 

106,500 

106,500 

15.43 

1,442-1,617 

290,242 

290,242 

_ 

1,700-1,892 

— 

_ 

0.50 

SOS-975 

5,450 

5,450 

27 

950-1,125 

329,750 

329,750 

— 

902-1,069 

— 

— 

— 

950-1,125 

— 

— 

30.90 

1,025-1,233 

429,289 

429,289 

— 

974-1,172 

— 

— 

15.33 

1,025-2,466 

370,063 

370,068 

2.50 

1,617-2,108 

54,200 

54,200 

11 

1,142-1,867 

169,329 

169,329 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)      (Aoth.l       (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 
56 

57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTRUCTION   AND    DEPART- 
MENTAL  RESEARCH— Continued 

Academic — Continued 

Asst  professor — SFT — dental-clin  _ 

Instructor — 9  months 

Instructor — 11  months 

Instructor — 11  months — acting 

Assoc   instructor — 11  months 

Lecturer — 9   months 

Lecturer — 9  months  with  secty 

employ 

Sr  lecturer — 11  months 

Lecturer — 11  months 

Lecturer — 11  months  with  secty 

employ 

Lecturer — misc  &  part-time 

Clinical  professor — 9  months 

Clinical  professor — 11  months 

Clinical  professor — 11  months — elin 

scale  

Clinical  prof — 11  months — recalled- 

CUn  prof — clin  depts  comp  plan 

Assoc  clin  prof — 11  months 

Assoc  clin  prof — 11  mos — clin  scale 

Assoc  din  prof — cln  dpt  comp  pi 

Asst  clin  prof — 9  months 

Asst  elin  prof — 11  months 

Asst  clin  prof — 11  mos  clin  scale 

Asst  clin  pro — clin  dpt  comp  pi 

Clin  instructor — 11  months 

Teaching  fellow 

Teaching  asst 

Research — 11  months 

Research — 11  months — ^visiting 

Assoc  researcher — 11  months 

Asst  researcher — 11  months 

Postgrad  researcher — 11  months 

Professor  of In  residence 

Assoc  prof  in  res — st  full-time 

Asst  prof  in  res — str  full-time 

Instructor  in  res — str  full-time 

Inst    of    in    res — cl    dpt 

comp    pi 

Assoc  specialist 

Asst  specialist 

Jr  specialist 

Nonacademic : 

Director    

Supervisor    of    pharmacy    technical 

lab     

Adm  stipend 

Principal  clerk 

Sr  clerk 

Clerk   

Principal  typist-clerk 

Sr  typist-clerk 

Typist-clerk    

Departmental  adm  asst  IV 

Departmental  adm  asst  HI 

Departmental  adm  asst  II 

Secretary  

Sr  stenographer 

Storekeeper  II  

Storekeeper  I  

Artist 

Dlnstrator 

Sup\-r.  audio-visual  &  photo  service 

Sr  medical  illustrator 

Medical   illustrator   

Lantern   and  projector  op 

Communications  prod  mgr  T 

Commnnicatinns  prod  asst  HI 

Communications  prod  asst  II 

Sr   photosrrapher 

Photoirrapher      

Plintoffraphic    technician    

Television  engineer 

Princinfll    television    technician 

Sr  television  technician 

Television   technician   

Sr  development  engineer 

Associate  development  engineer 

♦  Not  an  established  range. 


SAL.^RY  RANGE 

0.40 

1 

1 

1,292-1,558 

15,500 

15,500 

0.75 

— 

_ 

700* 

_ 

— 

17.16 

20.50 

20.50 

817 

200,901 

200,901 

0.03 

_ 

— 

776 

— 

— 

8.42 

3 

3 

659-821 

33,828 

33.,<!28 

7.42 

7.90 

7.90 

763-1,737 

77,084 

77,084 

1 

1 

1 

763-1,737 

10,584 

10,584 

0.15 

_ 

S82-2.040 

- 

- 

17.S8 

10.47 

10.47 

882-2,040 

135,262 

135,262 

4.11 

4.65 

4.65 

882-2,040 

76,075 

76,075 

0.43 

_ 

_ 

763-1,737 

_ 

- 

0.53 

0.50 

0..50 

1.283-1,900 

7,700 

7,700 

4.72 

4.61 

4.61 

1,500-2,192 

94,874 

94,874 

2.70 

2 

2 

1.608-2.192 

48,200 

48,200 

0.25 

— 

— 

1,500-2.192 

_ 

— 

3.04 

3 

3 

1,283-3.800 

41,850 

41,850 

7.79 

7.59 

7.59 

1,192-1,3.58 

113,376 

113,.S76 

10.69 

10.30 

10.30 

1.350-1,500 

172.480 

172.480 

- 

3 

3 

1,350-3,000 

81,400 

81.400 

1.50 

1.50 

1.50 

80S-975 

17,150 

17,1.50 

8.65 

8.85 

8.S5 

9.^0-1.125 

107.675 

107,675 

6.73 

9.40 

9.40 

1,025-1,233 

134,650 

134.650 

2.08 

1.76 

1.76 

1,025-2,466 

14,784 

14,784 

1.27 

— 

— 

_ 

_ 

_ 

0.61 

- 

- 

440 

_ 

— 

15.95 

21.50 

21.50 

360-370 

139,320 

139,320 

0.41 

0.50 

0.50 

1.500-2.192 

11,000 

11,000 

0.06 

- 

- 

1,500-2,192 

- 

- 

1.05 

2 

<> 

1,192-1.358 

30.600 

30.600 

2.33 

1 

1 

950-1,125 

13,500 

13,500 

1.88 

2.04 

2.04 

643-821 

15,741 

15,741 

0.17 

- 

- 

1,500-2.192 

— 

- 

0.11 

- 

— 

1,442-1,617 

— 

— 

0.95 

_ 

_ 

1,142-1.367 

— 

— 

0.58 

- 

- 

1,358-1,542 

- 

- 

_ 

0.07 

0.07 

1,017-2,034 

1,330 

1,330 

6.60 

6.60 

6.60 

949-1,153 

88,198 

88,198 

1 

1 

1 

745-861 

10,332 

10,332 

0.62 

- 

- 

627-675 

- 

- 

0.08 

0.50 

0.50 

1,750 

10,500 

10,500 

0.25 

0.25 

0.25 

1,583 

4,750 

4,750 

_ 

_ 

_ 

1,200 

1,200 

19..57 

19.90 

19.90 

4S0-584 

128,864 

128,864 

1.12 

1 

1 

415-505 

6,060 

6.060 

0.84 

1 

1 

.567-^46 

4,632 

4,632 

2.63 

3 

3 

480-584 

21,024 

21,024 

57.96 

62.21 

62.21 

415-505 

334,531 

334,.531 

0.58 

_ 

_ 

367-446 

- 

0.84 

7 

7 

746-905 

69,180 

69.180 

1.10 

10 

10 

644-783 

85,800 

85.800 

2.47 

10 

10 

556-676 

72,804 

72,804 

56.66 

61.07 

61.07 

4S0-5S4 

403,734 

403,734 

16.97 

17.40 

17.40 

43.5-530 

100,128 

100,128 

1 

1 

1 

584-710 

8.520 

8..520 

1.61 

1 

1 

505-614 

7,728 

7,728 

3.88 

4 

4 

614-746 

30.984 

30.984 

1.83 

2 

2 

480-584 

12.612 

12,612 

1 

1 

1 

90.5-1.100 

13.200 

13.200 

1 

1 

1 

746-905 

10,3.56 

10,356 

4 

4 

4 

614-746 

35.808 

35.808 

1.01 

1 

1 

359-435 

4.308 

4.308 

1 

1 

905-1,100 

lO.SfiO 

10.860 

1 

1 

1 

746-905 

in.RfiO 

10.860 

1.10 

1 

1 

614-746 

7.728 

7,728 

3 

3 

3 

676-821 

27.300 

27.300 

4 

4 

4 

584-71 0 

31 .728 

31 .728 

1 

1 

1 

480-5.94 

7,008 

7.008 

1 

1 

1 

99.S-1.213 

14,556 

14,556 

1 

1 

1 

863-1.048 

11,124 

11.124 

1.30 

1 

1 

746_c)05 

8,9.52 

8,9.52 

2.38 

3 

3 

fi44-746 

25,368 

25,368 

1 

1 

1 

1,213-1.745 

18,.576 

18.576 

1 

1 

1 

1.048-1,270 

14,556 

14,556 

256 


University  of  California 
SAN   FRANCISCO  CAMPUS — Continued 


HIGHER  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS       I 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (tnlt.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
33 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
SO 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL RESEARCH— Continued 

Nonacademic — Continued 

Sr    administrative    analyst    

Administrative   analyst    

Asst  administrative  analyst 

Asst  budget  analyst 

Sr  administrative  asst 

Administrative    asst    

Laboratory  business  officer  III 

Laboratory  business  officer  II 

Laboratory    business   officer   I 

Administrative  services  officer  II 

Administrative  services  officer  I 

Asst   to    (dean,   director,   or   chair- 
man)   II   

Staff  officer  II 

Staff  officer  I   

Editor  IV 

Editor    III    

Editor   II    

Editor   I    

Sr  maintenance  man 

Principal   electronics   technician 

Sr  electronics  technician 

Electronics   technician   

Principal  laboratory  mechanician 

Sr  laboratory  mechanician 

Lab  mechanician 

Clin  lab  techn  I 

Sr  orthoptic  techn 

Sr  X-ray  technician 

X-ray  technician 

Head  nurse  I 

Dental  asst 

Sr  pharmacist 

Pharmacist 

Clinical  social  worker  II 

Psychologist  I   

Animal  caretaker 

Laboratory  asst  IV 

Laboratory  asst  III 

Laboratory  asst  II 

Laboratory  helper 

Laboratory  asst  I 

Laboratory  techn  IV 

Laboratory   techn   III   

Laboratory  techn  II 

Laboratory  technician  I 

Museum  scientist 

General  assistance  

Totals,    Instruction    and    Departmental 
Research 


SUMMER  SESSION- 
INSTRUCTIONAL  NURSING 


SALARY  BANOE 

- 

1 

1 

950-1,155 

11,400 

11,400 

0.17 

1 

1 

783-950 

9,852 

9,852 

0.S3 

— 

_ 

644-783 

_ 

_ 

1 

1 

1 

644-783 

9,396 

9,396 

8.03 

3 

3 

■   746-905 

28,200 

28,200 

28.39 

22 

22 

584-710 

175,656 

175,656 

0.25 

0.25 

0.25 

1,100-1,337 

3,549 

3,549 

0.83 

1 

1 

950-1,155 

12,276 

12,276 

1.17 

3 

3 

783-950 

30,192 

30,192 

1 

3 

3 

950-1,155 

36,000 

36,000 

1.13 

- 

- 

783-950 

- 

- 

0.25 

2 

2 

1,048-1,273 

29,112 

29,112 

0.40 

1 

1 

1,155-1,405 

14,916 

14,916 

0.91 

- 

- 

1,048-1,273 

- 

- 

0.08 

0.50 

0.50 

821-998 

5,700 

5,700 

6.32 

7 

7 

746-905 

73,824 

73,824 

0.94 

0.90 

0.90 

614-746 

8,057 

8,057 

0.73 

1 

1 

556-676 

6,672 

6.672 

1 

1 

1 

692-801 

9,612 

9,612 

1 

1 

1 

821-998 

11,976 

11,976 

2 

2 

2 

710-863 

20,712 

20,712 

1 

1 

1 

644-746 

8.952 

8,952 

0.67 

1 

1 

783-950 

11,400 

11,400 

0.33 

_ 

_ 

710-863 

- 

_ 

0.95 

1 

1 

676-783 

8,952 

8,952 

0.97 

1 

1 

676-821 

9,852 

9,852 

0.52 

0.50 

0.50 

746-905 

4,926 

4,926 

2.67 

3 

3 

571-692 

23,034 

23,034 

1.78 

1.50 

1.50 

469-571 

8,166 

8,166 

0.08 

_ 

_ 

710-821 

— 

_ 

1.05 

1 

1 

415-505 

4,980 

4,980 

3.42 

3.50 

3.50 

1,100-1,273 

52,746 

52,746 

0.17 

_ 

_ 

950-1,100 

— 

_ 

1.47 

1.50 

1.50 

801-973 

17,514 

17,514 

1.51 

2 

9 

884-1,074 

24,707 

24,707 

0.78 

1 

1 

415-505 

5,640 

5.640 

2.50 

3 

3 

746-905 

30,612 

30,612 

3.49 

3 

3 

614-746 

26,640 

26,640 

9.08 

10.75 

10.75 

505-614 

75,849 

75,849 

2.56 

3 

3 

359-435 

13,836 

13,836 

9.76 

9.10 

9.10 

435-530 

52,188 

52,188 

15.91 

16 

16 

821-998 

191,316 

191.316 

11.72 

11.50 

11.50 

746-950 

123,126 

123.126 

17.85 

19.25 

19.25 

676-821 

176,757 

176,757 

9.91 

8.83 

8.83 

584-710 

65,982 

65,982 

1 

1 

1 

676-821 

9,852 

9,852 

167.70 

180.10 

180.10 

741,357 
$9,650,247 

786,906 
$12,236,357 

786,906 

908.671,011.031,011.03 

$12,236,357 

General  assistance 


TEACHING  HOSPITAL 

Administration : 

Hospital   administrator 

Assoc  hosp  administrator 

Asst  hospital  administrator 

Principal    clerk    

Sr    typist-clerk    

Secretary    

Sr   engineer   

Sr  adm   assist 

Adm    asst    

Asst  business  manager  III 

Sr  accountant  

Accountant 


0.31 


5.20 


5.20 


$18,789 


$21,262 


$21,262 


1 

1 

$2,000 

$24,000 

$24,000 

1 

1 

1,708 

20.500 

20.500 

1.92 

2 

1,256 

30.150 

30.150 

1 

1 

480-584 

6.672 

6,672 

0.99 

1 

415-505 

4.980 

4.980 

2.93 

3 

480-584 

20.064 

20,064 

_ 

1 

1,155-1.405 

13,860 

13.R60 

0.15 

1 

746-905 

8,952 

8.952 

1 

1 

584-710 

8.520 

8.520 

- 

1 

950-1.1,55 

13.860 

13,860 

1.93 

2 

2 

950-1,155 

24.288 

24.288 

0.60 

1 

1 

783-950 

9,852 

9,852 

:I;^;II[;D 


HIGHER  EDUCATIOX 


University  of  California 


257 


SAN  FRANCISCO  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIedl      (Auth.)      (tulli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TEACHING    HOSPITAL— Continued 

Business  Service  Administration : 

Sr    clerk    0.95 

Clerk    O.OS 

Secretary     1 

Sr  adm  asst 0.69 

Asst  hosp  administrator 1 

Sr  accountant — 

Accountant 0.77 

Accounts  Receivable  : 

Collections   representative 0.87 

Principal   clerk    2.65 

Sr   clerk    17.72 

Clerk    0.25 

Typist-clerk    0..S1 

Adm   asst   1.08 

Sr   accountant 0.11 

Admissions : 

Principal  clerk 0.48 

Sr   clerk    0.69 

Supvr   admitting  worker   II 1 

Supvng  admitting  worker   I 1 

Admitting   worker   II    12.56 

Cashier : 

Cashier's  office  manager  I 1 

Cashier    3.09 

Sr  elk   3.67 

Clk   0.60 

Sr  typist-elk 1 

Central  Insurance: 

Sr  elk   3.95 

Adm   asst   1 

Information  : 

Sr  elk   1.92 

Data  Systems : 

Principal    elk    0..54 

Key   punch   opr   III 0.50 

Key   punch   opr   II 4.60 

Sr  tab  mach  opr 0.33 

Tab   mach   opr 0.23 

Secty      0.50 

Programmer    III 1 

Programmer   II   0.90 

Supvrg  EDP  systems  analyst 0.47 

Sr  EDP  systems  analyst 0.67 

Anatomic  Pathology  : 

Principal   elk   1.09 

Principal    typist-elk    2.38 

Adm   asst    - : 1 

Lab    techn   IV 0.83 

Lab  techn  III 3.23 

Lab  techn  II 3.10 

Lab  techn  I 1.17 

Clinical  Laboratories: 

Principal    clerk    1.31 

Sr   clerk    0.26 

Sr  typist-clerk 8.80 

Departmental  adm  asst  II 0.58 

Secretary 0.44 

Adm  asst 1 

Lab  business  officer  III 0.40 

Clinical  lab  techn  II 49.14 

Lab  nsKt  II 2 

Lab   helper .T.ftl 

Lab   asst  I 2.6.T 

Lab  technician  IV 4 

Laboratory  technician  III 10.51 

Laboratory  technician  II 2.28 

Laboratory  technician  I 0.17 

Brace  and  Instrument : 

Sr  brace  maker 1 

Sr  surgical  instrument  maker 1 

Sr    brace    and    surgical    instrument 

maker 1 

Electrocardiology : 

Sr  typist-clerk 1.01 

Sr  stenographer 0.95 

Principal  electrocardio  techn 0.98 

Sr  electrocardio  techn 1.12 

Electrocardio  techn 4.90 

Electroencephalographic  techn 1.25 


SAL.^RY  RANGE 

3 

3 

415-505 

16,260 

16,260 

— 

— 

367-^146 

_ 

_ 

1 

1 

4S0-584 

7,008 

7.008 

1 

1 

746-905 

8,952 

8.952 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

950-1.155 

11,400 

11.400 

1 

1 

7S.3-950 

9.852 

9,852 

4 

4 

5S4-710 

28,392 

28,392 

3 

3 

480-584 

19,092 

19.092 

20 

20 

415-505 

107,256 

107.2.56 

1 

1 

.367-146 

4,404 

4.404 

1 

1 

367-446 

4,404 

4,404 

1 

1 

584-710 

7,008 

7,008 

1 

1 

950-1,155 

11,400 

11,400 

1 

1 

480-584 

7,008 

7,008 

1 

1 

41.5-505 

4,980 

4,980 

1 

1 

.'184-710 

7,728 

7,728 

1 

1 

530-644 

6.360 

6,360 

13 

13 

480-584 

86,868 

86,868 

1 

1 

644-783 

8,736 

8,736 

3 

3 

41.5-505 

17,100 

17,100 

1 

1 

415-505 

6,060 

6,060 

_ 

_ 

367-446 

— 

_ 

1 

1 

415-505 

5,760 

5,760 

4 

4 

415-505 

22,668 

22,668 

1 

1 

584-710 

8,520 

8,520 

2 

2 

41.5--505 

11,040 

11,040 

_ 

_ 

4S0-5S4 

_ 

_ 

_ 

_ 

492-599 

_ 

_ 

_ 

_ 

425-517 

_ 

— 

_ 

^ 

556-676 

_ 

_ 

_ 

„ 

480-584 

_ 

_ 

_ 

_ 

480-584 

_ 

_ 

_ 

_ 

99S-1.213 

_ 

_ 

_ 

_ 

821-998 

_ 

_ 

_ 

_ 

1,213-1.475 

— 

_ 

- 

- 

998-1,213 

- 

- 

1 

1 

480-584 

5,760 

5,760 

3 

3 

480-584 

18,552 

18,552 

1 

1 

584-710 

8..520 

8.520 

O 

9 

821-998 

22,800 

22.800 

1.3.- 

1.3.-. 

746-905 

14,661 

14.661 

3.50 

3..10 

676-821 

34,026 

34.020 

1.33 

1..33 

5S4r-710 

9,803 

9,803 

1 

1 

480-584 

5,760 

5,760 

1 

1 

41.T-.505 

4,980 

4.980 

12 

12 

41.V505 

60.744 

60.744 

1 

1 

556-676 

7,728 

7,728 

_ 

_ 

480-584 

— 

- 

1 

1 

584-710 

8,520 

8,520 

0.40 

0.40 

1,100-1.337 

5.678 

5.678 

53.70 

.53.70 

676-821 

480.900 

480.900 

."> 

o 

.-0.5-014 

14.736 

14.7.36 

;> 

•T 

359-435 

23.322 

23.322 

■  } 

;> 

43.5-530 

27..52S 

27.528 

4 

4 

821-998 

47,904 

47.904 

11 

11 

746-90.5 

117,744 

117.744 

.5 

676-821 

45.480 

45.480 

1 

1 

584-710 

7,008 

7,008 

1 

1 

710-863 

10,356 

10.356 

1 

1 

710-863 

10,356 

10.3.56 

1 

1 

746-905 

10,860 

10,860 

1 

1 

41.5-.505 

5,484 

5.484 

1 

1 

43.5-530 

6..360 

6,360 

1 

1 

644-783 

9,396 

9,396 

1.50 

1..50 

584-710 

10,932 

10,932 

6 

6 

50.5-614 

37,608 

37.608 

1 

1 

50.5-614 

5,760 

5,760 

9—4316  SW 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aoth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TEACHING   HOSPITAL— Continued 

Electroencephalography : 

Sr  typist-clerk 0.98  1 

Sr    electroeucephalographie    techn 1  1 

Electroencephalographic   techn 2.09  3 

Medical  Records : 

Principal   clerk   3.44  2 

Sr   clerk    4  3 

Clerk    4.80  5 

Principal   typist-clerk 6.49  12 

Sr   typist-clerk   11.12  11 

Typist-clerk    12.91  14 

Secretary 1  1 

Principal  medical  record  librarian 1  1 

Sr  medical  record  librarian 2  2 

Medical  record  librarian 2.45  3 

Medical  record  technician 0.25  — 

Adm  asst 1  1 

Accountant    —  — 

Medical  data  processor 0.75  3 

Occupational  Therapy : 

Sr   typist-clerk   0.85  1.50 

Sr  stenographer 0.17  - 

Sr  occupational  therapist 1  1 

Occupational  therapist 1  1 

Physical  Therauy  : 

Sr  typist-clerk   2.34  3 

Orderly    1.52  1 

Physical  therapist  III 1  1 

Physical  therapist  II 2  2 

Physical  therapist  I 5.04  7 

Lab  asst  I 0.33  1 

Pharmaceutical  Services : 

Adm  stipend —  — 

Cashier    1  1 

Sr  clerk 3.70  4 

Sr  typist-clerk -  1 

Typist-clerk 0.61  1 

Secretary 1  1 

Stores  helper 2.96  3 

Chief  pharmacist 1  1 

Principal  pharmacist    1  1 

Sr  pharmacist 6  6 

Pharmacist 8.86  9 

Laboratory  helper 1  1 

Laboratory  asst  I 1  2 

Parenteral  Solutions: 

Stores  helper  0.99  1 

Sr  pharmacist 1  1 

Laboratory  asst  II ' 1  1 

Laboratory  asst  I 1  1 

Laboratory  techn   II 1  1 

Radiology  Administration : 

Sr  photographer    -  0.50 

Administrative  asst    1  1 

Lab  business  officer  II 1  1 

Sr  electronics  techn 1.88  2 

Radiology  HCM  Diagnostic :  b 

Sr  clerk    1.26  1 

Clerk    10.69  11.50 

Principal  typist-clerk -: 1.75  3 

Sr  typist-clerk 6.74  7 

Typist-clerk    0.48 

Secretary     1.73  1 

Orderly    0.94  1 

Nursing  aid    5.77  7 

Principal  X-ray  techn 4  4 

Sr  X-ray  technician 15.44  16 

Staff  nurse 3.02  3 

Lab  helper    2.99  3 

Lab  asst  I 2  2 

Lab  techn  IV 1  1 

Lab  techn  II 0.25 

Radiology  UCH  Diagnostic  :  <: 

Sr  clerk    1  1 

Clerk    2.04  2 

Principal  typist-clerk 0.81  2 

Sr    typist-clerk    1.25  1 

Departmental  adm  asst  II 0.10  - 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  EANGE 

1 

41.^-505 

5,220 

5.220 

1 

614-746 

8,520 

8,.520 

3 

505-614 

19,092 

19,092 

2 

480-584 

11,244 

11,244 

3 

41-5-505 

17,748 

17,748 

5 

367^46 

25,188 

25,188 

12 

480-584 

74,364 

74,3()4 

11 

415-505 

63,324 

63,324 

14 

367^46 

68,136 

68,136 

1 

4S0-5S4 

7,008 

7,008 

1 

S21-99S 

11,976 

11,976 

2 

676-821 

19,704 

19,704 

3 

571-692 

23,028 

23,028 

— 

4S0-584 

_ 

— 

1 

584-710 

8,112 

8,112 

— 

783-9.50 

_ 

- 

3 

556-676 

20,196 

20,196 

1.50 

415-505 

7,590 

7,590 

- 

435-530 

— 

— 

1 

746-905 

10,860 

10,860 

1 

644-783 

8,520 

8,520 

3 

415-505 

15,750 

15,750 

1 

415-tSO 

5,352 

5,3,52 

1 

783-950 

11,400 

11,400 

o 

710-863 

20,712 

20,712 

7 

644-783 

57,264 

57,204 

1 

435-530 

5,904 

5,904 

^ 

_ 

1,300 

1,300 

1 

415-505 

6,060 

6,060 

4 

415-505 

21,984 

21,084 

1 

41.5-505 

4,980 

4,980 

1 

367-446 

4,632 

4,<i32 

1 

480-584 

7,008 

7,008 

3 

359-435 

14,028 

14,028 

1 

1,273-1,548 

1S.576 

1S,.570 

1 

1,15.5-1,337 

16,044 

16.044 

6 

998-1,155 

90,936 

90,9.36 

9 

950-1,100 

117,902 

117,902 

1 

359-435 

5,220 

5,220 

2 

435-530 

11,580 

11,580 

1 

359-135 

4,980 

4,980 

1 

644-783 

15,276 

15,276 

1 

505-614 

7,368 

7,368 

1 

43.5-530 

6,360 

6,360 

1 

676-821 

9,852 

9,852 

0.50 

676-821 

4,056 

4,056 

1 

584-710 

7,536 

7.,536 

1 

950-1,155 

12,276 

12.276 

2 

710-863 

19,248 

19,248 

1 

415-505 

6,060 

6,080 

11.50 

367^46 

55,410 

55,410 

3 

480-584 

20,352 

20,352 

7 

415-505 

39,456 

39,456 

367-446 

— 

_ 

1 

480-584 

7,008 

7,008 

1 

415-480 

5,.S52 

5,352 

7 

415^57 

38,160 

38,160 

4 

676-821 

36,960 

36,960 

16 

571-692 

126,216 

126,216 

3 

644-746 

24,408 

24,408 

3 

359-435 

14.268 

14,268 

2 

435-530 

11,808 

11,808 

1 

821-998 

10,860 

10,800 

- 

676-821 

- 

- 

1 

415-505 

6,060 

6,060 

2 

367-446 

9,756 

9,7.56 

2 

480-584 

13,524 

13,524 

1 

415-505 

5,484 

5,484 

- 

556-676 

- 

-^ 
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SAN   FRANCISCO  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filltd)      (Aalh.)      (iuih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


TEACHING    HOSPITAL— Continued 

Radiology  UCH  Diagnostic — Continued 

Secretarj'    0.83 

Nursing  aid   0.25 

Principal   X-ray   techn    1 

Sr   X-ray   technician   2.87 

Lab  asst  II 1 

Lab  helper 0.55 

Radiology  Therapy : 

Sr  typist-clerk 2.71 

Sr    stenographer    0.63 

Adm    asst    1 

Nursing   aid   1 

Principal  X-ray  techn 0.99 

Sr    X-ray    techn    1.66 

Staff    nurse    2.74 

Hospital   radiation   physicist 1.13 

Radiology  Nuclear  Medicine : 

Sr    typist-clerk    1.03 

Secretary     1 

Nursing  aid - 

Clinical  lab  techn  II 0.58 

Lab  asst  I   0.42 

Lab  techn  IV 0.19 

Lab  techn  III 1.99 

Lab  techn  II 1.42 

Lab  techn  I 1.30 

Social  Service : 

Principal   clerk   0.37 

Sr  typist-clerk 1.96 

Secretary    1 

Chief  clinical  social  worker - 

Asst  chief  clinical   social  worker 1.42 

Clinical  social  worker  III 0.98 

Clinical  social  worker  II 12.32 

Clinical  social  worker  I 1.35 

Social  work  asst  II 5.17 

Morgue  : 

Principal  clerk 0.58 

Principal  typist-clerk 0.17 

Sr  typist-clerk 0.17 

Lab   asst   III 1.17 

Lab  asst  II 1.93 

Lab  techn  III 0.65 

Nursing — Delivery  Rooms : 

Sr    clerk    1.63 

Head  nurse  II 0.58 

Nursing — Inhalation  Therapy  : 

Sr  typist-clerk - 

Inhalation  therapist  V 0.25 

Inhalation  therapist  IV 0.75 

Inhalation  therapist  II 0.33 

Inhalation  therapist  I 4J.0 

Adult  Intensive  Care  Unit : 

Sr  clerk 1.02 

Nursing  supvr — 

Head  nurse  II 1 

Head  nurse  I 2.44 

Nursing — Administration  : 

Supt  of  nurses 1 

Sr  clerk 1.15 

Sr  typist-clerk 0.90 

Secretary    0.95 

Adm  asst 2 

Assoc  supt  of  nurses ] 

Asst  supt  of  nurses 5.07 

Nursing  supvr 10.80 

Nursing  Pediatrics,  Medical : 

Sr  clerk 1.65 

Head  nurse  II 0.96 

Head  nurse  I 0.92 

Nursing — Psychiatric : 

Sr  clerk 0.70 

Head  nurse  II 0.38 

Occupational  therapist,  psychiatric-  0.99 

Nursing  Service : 

Sr  clerk 18.43 

Sr  typist-clerk 0.74 

Head  nurse  II 6.75 

Head  nur.se  I 9.07 

Sr  staff  nurse 3 


SAL.^RT  E.\NGE 

- 

_ 

480-584 

_ 

_ 

- 

— 

41.>-457 

_ 

— 

1 

1 

660-801 

9,636 

9,636 

4 

4 

571-692 

28,968 

28,968 

1 

1 

50.5-614 

7,188 

7.188 

1 

1 

359-435 

4,308 

4,308 

4.50 

4.50 

41.5-505 

23,670 

23,670 

_ 

_ 

435-530 

_ 

_ 

1 

1 

584-710 

8,520 

8,520 

1 

1 

415-457 

5,484 

5,484 

1 

1 

660-801 

9,636 

9,636 

2 

2 

571-692 

15,384 

15,384 

3 

3 

644-746 

26,016 

26,016 

1 

1 

1,155-1,405 

14,556 

14,556 

1 

1 

41.T-505 

4,980 

4,980 

1 

1 

480-584 

6,672 

6,672 

0.50 

0.50 

415^57 

2,490 

2,490 

676-821 

- 

- 

_ 

_ 

435-530 

— 

— 

_ 

_ 

821-998 

_ 

— 

2 

2 

746-905 

21,720 

21.720 

9 

2 

67G-821 

18,372 

18,372 

2 

2 

584-710 

14,016 

14,016 

_ 

_ 

480-584 

_ 

_ 

2 

2 

415-505 

11,040 

11,040 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1,074-1,305 

15,660 

15,660 

1 

1 

973-1,183 

13,536 

13,536 

1 

1 

884-1,074 

12,276 

12.276 

12.50 

12.50 

801-973 

136,288 

136.288 

3 

3 

72.8-801 

23,952 

23,952 

4 

4 

644-783 

28,080 

28,080 

_ 

_ 

480-584 

_ 

_ 

1 

1 

480-584 

6,672 

6,672 

_ 

_ 

415-505 

_ 

— 

1 

1 

614-746 

8,112 

8,112 

2 

2 

50.5-614 

13.728 

13.728 

0.65 

0.65 

746-905 

7.059 

7,059 

1.63 

1.63 

415-505 

9,878 

9.878 

1 

1 

728-884 

8,736 

8,736 

1 

1 

415-505 

4,980 

4,980 

1 

1 

842-1.023 

11,400 

11,400 

_ 

728-884 

- 

- 

_ 

_ 

571-692 

— 

— 

- 

- 

543-660 

- 

- 

1.63 

1.63 

415-505 

9,349 

9,349 

1 

1 

783-950 

9.396 

9.396 

1 

1 

728-884 

10,608 

10,608 

3 

3 

710-821 

31,320 

31,320 

1 

1 

1.500 

18,000 

18.000 

1 

1 

415-505 

5,220 

5.220 

9 

o 

415-505 

10,200 

10,200 

1 

1 

480-584 

6,672 

6,672 

2 

2 

584-710 

17.040 

17,040 

1 

1 

998-1,213 

14,556 

14.556 

5 

5 

884-1,074 

61,104 

61.104 

11 

11 

783-950 

121,260 

121,260 

1.63 

1.63 

415-505 

8,849 

8,849 

1 

1 

728-884 

10,356 

10.356 

1 

1 

710-821 

8,520 

8,520 

1 

1 

415-505 

5.100 

5.100 

1 

1 

728-884 

8,736 

8.736 

1 

1 

676-821 

8,736 

8,736 

15.41 

15.41 

415-505 

85.395 

85.395 

1 

1 

415-505 

6.060 

6.060 

5 

5 

728-884 

52.284 

52.284 

8 

8 

710-821 

77,376 

77.376 

3 

3 

676-783 

28,188 

28,188 
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1 
2 
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7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
€4 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 
86 


TEACHING   HOSPITAL— Continued 

Nursing — Operating  Rooms  : 

Sr  typist-clerk 

Adm  asst 

Urology  technician 

Asst  supt  of  nurses . 

Nursing   supvr 

Head  nurse  II 

Head  nurse  I 

Statf  nurse , 

Operating  room  supvr 

Lab  asst  III 

Lab  asst  II 

Lab  techn  III 

Lab  techn   II 

Nursing — Renal  Room  : 

Head  nurse  I 

Sr   staff  mirse 

Lab  asst  II 

Lab  asst  I 

Nursing  9th  Floor : 

Head  nurse  II 

Nursing  Floor  Manager : 

Sr  clerk 

Sr  typist-clerk 

Lab  asst  III 

Nurseries : 

Sr  clerk 

Head  nurse  II 

Nursing  14th  Floor : 

Sr  clerk 

Head  nurse  II 

Head  nurse  I 

Coronary  Care  Unit : 

Head  nurse  II 

Head  nurse  I 

Xursiiii;- — Pediatric — Surgical : 

Sr  clerk  _    . 

Head  nurse  II 

Head  nurse  I 

Nursing — Intensive  Care  Unit: 

Nursing   supvr 

Head  nurse  II 

Sr  clerk 

Head  nurse  II 

Central  Supply  : 

Sr  tvpist-clerk 

Typist-clerk 

Lali  business  officer  I 

Lai)   asst  III 

Lab   asst  II ■ 

Dietary :       " 

Clerk    

Sr  typist-clerk 

Storekeeper  II 

Custodian   foreman   II _ 

Sr   dietitian    _. 

Dietitian      ^ — '- 

Supvng  dietitian 

Administrative  asst  _ 

Administrative  services  officer  II — 

Housekeeping : 

Principal  clerk 

Superintendent  of  general  services — 

Hospital  custodian  II 

Administrative  asst  _ 

Administrative   services  officer  II — 

Laundry  : 

Principal  clerk 

Sr  clerk 

Superintendent   of   general    services 

Superintendent   of  linen   service 

Administrative  services  officer  II — 

Cafeteria  and  Coffee  Shop : 

Sr  typist-clerk 

Sr   dietitian^ 

Supvng  dietitian 

Gift  Shop : 

Sr    typist-clerk    : 

Gift  shop  manager 


S.\L,^BY  E.4NGE 

3.99 

4.50 

4.50 

415-505 

28,298 

23,298 

1 

1 

1 

584-710 

8,-520 

8,520 

0.67 

1 

1 

480-556 

6,360 

6,360 

1 

1 

1 

884-1,074 

12,888 

12,888 

0.08 

1 

1 

783-950 

11,124 

11.124 

1.67 

9 

2 

728-884 

20,964 

20,964 

11.83 

11 

11 

710-821 

108,180 

108,180 

0.05 

— 

_ 

644-746 

— 

— 

1 

1 

1 

842-1,023 

10,860 

10,860 

0.92 

1 

1 

614-746 

8,112 

8,112 

0.08 

_ 

_ 

50.3-614 

— 

_ 

0.17 

0.50 

0.50 

74(>-905 

■     5,178 

5,178 

0.35 

- 

- 

67G-821 

- 

- 

0.92 

1 

1 

710-821 

8,952 

8,952 

0.83 

1 

1 

676-783 

9,396 

9,396 

0.02 

_ 

— 

505-614 

— 

— 

2.78 

3 

3 

435-530 

16,932 

16,932 

3 

3 

3 

728-884 

31,824 

81,824 

3.22 

8 

3 

41.5-505 

15,804 

15,804 

1.39 

2 

2 

41.5-505 

10,608 

10,608 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

41.5-505 

6,060 

6,060 

1 

1 

1 

72.S-S84 

10,608 

10,608 

1.57 

5 

5 

41.5-505 

25,548 

25,548 

1 

1 

1 

72S-8S4 

10,608 

10,608 

1.86 

2 

2 

710-821 

19,704 

19,704 

0.54 

1 

1 

728-884 

9,896 

9,396 

0.41 

- 

- 

710-821 

- 

- 

1.64 

1.63 

1.63 

415-505 

8,857 

8,357 

0.55 

1 

1 

728-884 

9,612 

9,612 

1.37 

1 

1 

710-821 

9,852 

9,852 

1 

1 

783-950 

9,396 

9,896 

1 

1 

1 

728-884 

10,608 

10,608 

5 

5 

415-505 

27,468 

27,468 

- 

3 

3 

728-884 

28,980 

28,980 

1.92 

o 

2 

415-505 

10,428 

10,428 

0.50 

1 

1 

367-446 

4.404 

4.404 

1 

1 

1 

783-950 

11,400 

11,400 

o.ss 

1 

1 

614-746 

7,368 

7,368 

1 

1 

1 

50.5-614 

7,188 

7,188 

0.08 

_ 

-   367-446 

_ 

_ 

1.90 

o 

2 

415-505 

11,040 

11,040 

1 

1 

1 

584-710 

8,520 

8,520 

0.08 

5.5f^-fi76 

— 

— 

6.56 

6 

6 

7S3-950 

64,224 

64,224 

7.05 

7 

7 

676-821 

61,896 

61,896 

1 

1 

863-1 .048 

10.356 

10,8.56 

1 

1 

1 

584-710 

8,304 

8,304 

1 

1 

1 

9.50-1,155 

15,300 

15,300 

1 

1 

1 

.'S0-nS4 

6,360 

6,360 

1 

1.50 

1.50 

8BH-t.04S 

16,644 

16,644 

0.50 

446-517 

— 

— 

1 

1 

1 

584-710 

8.112 

8,112 

0.50 

0.50 

0.50 

950-1.1.55 

7,650 

7,650 

1- 

1 

1 

4S0-584 

6,672 

6,672 

0.06 

415-505 

— 

— 

0.50 

0.50 

0.50 

863-1,048 

6,288 

6,288 

0  25 

1 

1 

863-1.048 

10,356 

10,356 

0.50 

0.50 

0.50 

950-1,155 

7,650 

7,6.50 

1 

1 

1 

415-505 

5,628 

5,628 

1.08 

1 

1 

788-950 

11,400 

11.400 

1.08 

1 

1 

863-1,048 

12,576 

12.576 

1 

1 

415-505 

4,980 

4,980 

1 

1 

1 

676-821 

8,736 

8,736 
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1 
2 
3 
4 
5 
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7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TEACHING    HOSPITAL— Continued 

Coordinator  of  Volunteers  : 

Sr  typist-clerk 1  -  - 

Secretary     -  1  1 

Coordinator  of  volunteer  services 111 

Employee  Health  Senice : 

Head  nurse  I 111 

Kmergency  Service  : 

Head  nurse  II 111 

Outpatient  Clinics: 

I>irector     0.65         0.65         0.65 

Adm    stipend    _  _  _ 

Sr   cashier    111 

Cashier    3.06         3  3 

Principal    clerk    2.25         2  2 

Sr  clerk 15.23       15.50       15.50 

Clerk    0.08 

Sr    typist-clerk    2.19         2.02         2.02 

Typist-clerk    111 

Secretary     0.98         0.98         0.98 

Sr    stenographer    1.42         2  2 

Sr  adm  asst 111 

Adm   asst    111 

Asst  hospital   adm   111 

Clin  lab  techn  II 0.68 

Sr  orthoptic  techn   0.46         0.50         0.50 

Supvng   admitting  worker  I 0.17         1  1 

Admitting  worker  II 0.96         1  1 

Admitting  worker  I 5.80         5  5 

Clinics  nursing  supervisor 0.98         1  1 

Head  nurse   I   7.98         8  8 

Staff    nurse    4.03         4  4 

Lab   techn   IV 111 

Lab  techn  I 1.25         2  2 

General   assistance   1,362.271,418.741,418.74 

Totals,  Teaching  Hospital 2,004.83  2,114.75  2,114.75 


ORGANIZED   ACTIVITIES- 
OTHER 

Dentistry  Clinic : 

Administrative  stipend 

Principal  clerk 

Sr  clerk 

Typist-clerk    

Secretary    

Storekeeper  I  

Lab  business  officer  III 

Sr  maintenance  man 

Head  nurse  I 

Staff  nurse 

Sr  dentist 

Assoc  dentist 

Dental  asst : 

Medical — Otorhinolaryngology — 
Audio  Clinic : 

Assoc  prof — 11  months 

Assoc  prof — SFT — med-pre-clin  _ 
Postgrad  residency  — 11  months 

Asst  specialist 

.Ir  specialist 

Sr  typist-clerk 

Sr  stenographer 

Medical — Iodine  Laboratory  : 

Lab  techn  II 

Medical — Metabolic  Steroid 
Laboratory  : 

Lab  techn  III 

Lab  techn  I 

Medical — ICR  fi — Physiological 
Service  Laboratory : 

Adm  stipend 

Assoc   prof — SFT — med-clin 

Assoc  resident — 11  months 

Asst  resident — 11  months 

Prof  of in  residence — 

clinical  dept  comp  plan 


SAL.\Ry  RANGE 

415-505 

_ 

- 

480-584 

5,760 

."..760 

67C-821 

9,852 

9,852 

710-821 
72,8-884 


3.94 

4 

4 

$480-584 

4.98 

5 

5 

41.5-505 

1 

1 

367-^6 

1 

1 

480-584 

3.01 

3 

3 

505-614 

1 

1 

1,100-1,337 

1 

1 

692-801 

1 

1 

710-821 

1 

1 

64^746 

1 

1 

1,626-1,976 

1.38 

1.50 

1.50 

1,475-1,793 

1 

1 

415-505 

_ 

0.07 

0.07 

1,192-1,358 

0.23 

— 

— 

1,442-1,617 

4.90 

1.50 

1.50 

643-821 

- 

3.75 

3.75 

74.5-861 

- 

1.50 

1.50 

627-675 

0.98 

1 

1 

41.5-505 

1 

1 

1 

435-530 

676-821 


1.45 
1.92 

1.50 
2.50 

1.50 
2.50 

746-905 
584-710 

0.31 
1 

1 
1 

1 

1 

1,975-2,500 

1,192-1,358 

950-1,125 

0.51 

_ 

_ 

1,608-4,382 

For  footnotes  see  the  end  of  this  agency  presentation. 


9,852 
10,608 


$1,800 

26,736 

27,492 

4,860 

6,672 

20,796 

14,5.56 

9,612 

9,852 

8,952 

22,044 

28,584 

5,220 


1,064 

12,150 

35,370 

12,1.50 

5,628 

6,360 

9,852 


15,534 
20,892 


7,500 

14,300 
11,400 


9,852 
10,608 


1.542 

12,025 

12,025 

_ 

4.250 

4,250 

480-584 

6,360 

6,360 

415-505 

15.684 

15,684 

480-.584 

12,720 

12,720 

415-505 

88,176 

88,176 

367^46 

— 

— 

415-505 

10,243 

10.243 

367-^46 

5,.352 

5.352 

480-584 

6,868 

6,868 

43.5-530 

12,120 

12,120 

746-905 

8,520 

8,520 

584^710 

8,520 

8,520 

1,100-1.337 

15,276 

15,276 

6T6-821 

— 

— 

746-905 

4,926 

4,926 

530-644 

7,368 

7.368 

480-584 

6,360 

6..360 

415-505 

29,304 

29,304 

842-1,023 

12,276 

12,276 

710-821 

78,816 

78,816 

644^746 

34,944 

34,944 

821-998 

11.976 

11,976 

584-710 

15,312 

15,312 

8,497,377 

9,038,881 
$14,548,144 

9,038,881 

$13,586,998 

$14,548,144 

$1,800 

26,736 

27,492 

4,860 

6,672 

20,796 

14,556 

9,612 

9,8.52 

8,952 

22,044 

28,584 

5,220 


1,064 

12,1.50 

35,370 

12,150 

5,628 

6,360 

9,852 


15,534 
20,892 


7,500 

14,300 
11,400 
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1 
2 
3 
4 
5 
6 
Y 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

80 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


ORGANIZED   ACTIVITIES- 
OTHER— Continued 

Medical — ICR — Physiological 

Service  Laboratory — Continued 

Assoc  prof  of in  residence 

— clinical  dept  comp  plan - 

Sr  typist-clerk 2.50 

Typist-clerk    0.49 

Secretary 0.42 

Lab  helper 0.42 

Lab  asst  I 0.58 

Lab  techn  III 1.74 

Lab  techn  II 3.17 

Med-X-Ray  and  Isotope : 

Sr  t.vpist-clerk 0.52 

Sr  X-ray  technician 0.41 

Medical-Tropical  Diseases : 

Secretary 1 

Lab  helper 0.50 

Physiology  Facility— SFGH : 

Animal  caretaker 1 

Lab  asst  IV 0.73 

Lab  asst  II - 

Lab  helper 0.59 

Lab  asst  I 0.75 

Sr  typist-clerk - 

Animal  caretaker — 

Lab  asst  IV 

Research  and  Development : 

Principal    clerk 0.88 

Sr  development  engineer 1 

Assoc  development  engineer 1 

Principal  electronics  techn 1 

Sr  electronics  techn 0.25 

Electronics  techn 0.83 

Sr  lab  glassblower 1 

Principal  lab  mech 1 

Sr  laboratory  mechanician 4.91 

Vivarium : 

Specialist    0.83 

Assoc  specialist — 

Asst  specialist 1.11 

Principal  clerk 0.62 

Sr  typist-clerk 1.82 

Secretary    0.19 

Sr   stenographer   0.39 

Adm   asst   0.22 

Asst  business   manager  II 0.65 

Asst  business  manager  I 0.02 

Vivarium  supvr 1 

Animal   caretaker   25.61 

Principal  animal  techn 1.55 

Sr  animal  technician 2.83 

Animal  techn 3.25 

Lab  asst  II 0.53 

Lab  asst  I 0.33 

General   assistance   10.23 


Totals,  Organized  Activities — Other 


ORGANIZED   RESEARCH 

Academic : 

Director 

Adm  stipend 

Professor — 11  months 

Professor — 11    months — clinical 

Professor — clinical  depts  comp  plan 

Professor — SFT — med-pre-clin 

Assoc  professor — 11  months 

Assoc  professor — 11  months — 

clinical 

Assoc  professor — clin  depts  comp 

plan   

Assoc  professor — SFT — med-pre-clin 
Asst  professor — 11  months — clinical 

Lecturer — 11  months 

Asst  clin  professor — 11  months 

Researcher — 11  months 


1 
2 
1 
0.50 

1 

2.50 

3.50 

0.50 
0.50 

1 
0.50 


0.70 

2 
0.80 

1 
1 
1 
1 
1 

1 
2 
5 

1 

1 

1 
2 


1 

24 


1 
0.50 

1 

2.50 

3.50 

0.50 
0.50 

1 
0.50 


0.70 

2 
O.80 

1 
1 
1 
1 

1 

1 

2 

5 


1 

24 

2 

2 

7 


1      1 
14.38   14.38 


112.48  125.20  125.20 


2.43 


2.18 


2.18 


SALARY  RANGE 

1,350-3,000 
415-505 
367^46 
4S0-584 
359-435 
435-530 
746-905 
676-821 

415-505 
571-692 

480-584 
359-435 

415-505 
746-905 
505-614 
359-435 
435-530 
415-505 
415-505 
746-905 

480-584 
1,213-1,475 
1,048-1,273 
821-998 
710-863 
644-746 
746-905 
783-950 
710-863 

1,243-1,547 
949-1,153 
745-861 
480-584 
415-505 
480-584 
435-530 
584-710 
783-950 
614-746 
710-863 
415-505 
614-746 
530-644 
480-584 
505-614 
584-710 
79,183 

.$667,948 


S2,008 


__ 

0.50 

0.50 

1,500-2.192 

0.58 

_ 

1,608-2,192 

1 

1 

2,342-7,600 

3.03 

4 

4 

1,767-2.367 

0.50 

0..50 

1,192-1,358 

- 

0.11 

0.11 

1,350-1.500 

0.50 

0.50 

2,250-5,000 

1.54: 

1.20 

1.20 

1,442-1,617 

0.78 

_ 

1,025-1,233 

0.67 

_ 

_ 

882-2,040 

0.18 

__ 

_ 

950-1,125 

1.37 

4.05 

4.05 

1,500-2,192 

24,800 

11,544 

4,632 

3,030 

5,790 
24,864 
31,380 

2,742 
4,152 

5,484 
2,370 


3,486 

10,440 

7,334 

6,852 
17,700 
15,276 
11,976 

8,952 

10,860 
22,800 
51,780 

16,404 
13,836 

6,060 
10,440 


9,852 

10,356 
130,416 
16,488 
15,456 
43,104 

7,536 
66,641 


$974,209 


$54,738 
12,025 
11,000 

40,428 

103,000 

8,150 

1,782 

12,382 
23,280 


77,490 


24,800 

11,544 

4,632 

3,030 

5,790 
24,864 
31,380 

2  74' 
4,152 

5,484 
2,370 


3,486 

10,440 

7,334 

6,852 
17.700 
15,276 
11,976 

8,952 

10,860 
22,800 
51,780 

16,404 
13,836 

6,060 
10,440 


9,852 

10,356 
130,416 
16,488 
15,456 
43,104 

7,536 
66,641 


$974,209 


$54,738 
12,025 
11,000 

40,428 

103,000 

8,150 

1,782 

12,382 
23,280 


77,490 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
48 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ORGANIZED   RESEARCH— Continued 

Academic — Continued 

Researelier — 11  months — visiting 1 

Assoc  researcher — 11  months 2.27 

Asst  researcher — 11  months 2.42 

Postgrad  researcher — 11  months 0.75 

Professor  in  residence — SFT 0.47 

Assoc  professor  in  res — SFT 1.03 

Asst  professor  of in 

research 0.08 

Asst  professor  in  res — SFT 1.40 

Assoc  specialist 2 

Nonacademic  : 

Principal  clerk 4.30 

Sr  tvpist-clerk 2.33 

Typist-clerk 0.51 

Varitypist 0.03 

Departmental  adm  asst  III 0.17 

Departmental  adm  asst  II 0.08 

Secretary 4.66 

Sr    stenographer    1.50 

Photographer    0.50 

Library  asst  II 0.54 

Statistician 0.60 

Jr   statistician 0.40 

Adm   asst   4.65 

Lab  business  officer  I 0.86 

Asst  business  manager  I 0.34 

Editor    III    1.25 

Editor  II   1.42 

Editor   I    0.44 

Principal  electronics  techn 0.57 

Clinical  lab  techn  II 1 

Lab  asst  II 1 

Lab   helper 2.46 

Lab  asst  I 1.50 

Lab  techn  IV 2.13 

Lab  techn  III 3 

Laboratory  techn  II 9.57 

Laboratory  techn  I 2.17 

General   assistance   47.99 

Totals,  Organized    Research 117.97 


LIBRARIES 

Medical  Center : 

Administrative    stipend    _ 
Asst  university  librarian 

Librarian  V 

Librarian   IV 

Librarian    III    

Librarian    II    

Librarian    I    

Principal    clerk    

Clerk    

Sr  typist-clerk 

Typist-clerk    

Secretary  

Photographer   

Library  asst  III  

Library  asst  II 

Library  asst  I  

Library  bookmender 

General   assistance   

Totals,    Libraries 


UNIVERSITY   EXTENSION 

Medicine — Profession : 

Director,  University  extension 
University  extension  specialist 

Assoc  univ  ext  spec 

Principal   elk    

Sr  typist-elk 

Sr  adm  asst 

Adm   asst   


1 
2 

5.81 
4.43 
4.42 
1.01 
9.03 
5.38 
0.44 
0.98 
0.81 
3 

8.36 

10.24 

0.50 

3.19 


SALARY  KANGE 

_ 

_ 

1,500-2,192 

- 

- 

1.90 

1.90 

1,192-1,358 

28,940 

28,940 

2.05 

2.05 

050-1,125 

25,810 

25,810 

1 

1 

643-821 

9,852 

9,852 

_ 

_ 

1,767-2,367 

_ 

- 

1 

1 

1,442-1,617 

18,300 

18,300 

_ 

__ 

808-975 

_ 

_ 

1 

1 

1,142-1,367 

14,700 

14,700 

2 

2 

949-1,153 

27,000 

27,000 

2.80 

2.80 

480-584 

18,902 

18,902 

3.80 

3.80 

415-505 

19,130 

19,130 

— 

— 

367-446 

_ 

_ 

- 

- 

480-584 

_ 

_ 

3 

3 

644-783 

26,856 

26,856 

0.50 

0.50 

556-676 

3,684 

3,684 

3.70 

3.70 

480-584 

24,010 

24,010 

2 

0 

43-5-530 

11,412 

11,412 

0.50 

0.50 

584-710 

4,260 

4,260 

_ 

_ 

480-584 

_ 

_ 

0.60 

0.60 

783-950 

6,840 

6,840 

0.40 

0.40 

644-783 

3,581 

3,581 

3 

3 

584^710 

24,408 

24,408 

1 

1 

783-950 

10,356 

10,356 

_ 

_ 

614-746 

_ 

— 

1.50 

1.50 

746-905 

15,282 

15,282 

1..50 

1.50 

614-746 

12,576 

12,576 

0,50 

0.50 

556-676 

3,336 

3,336 

0.50 

0.50 

821-998 

5,988 

5,988 

1 

1 

614-746 

8,736 

8,736 

1 

1 

505-614 

7,368 

7,368 

2.50 

2.50 

359-435 

12,138 

12,138 

1.50 

1.50 

43.5-530 

9,540 

9,.540 

2.20 

2.20 

821-998 

26,347 

26,347 

3 

3 

746-905 

32,580 

82,580 

9 

9 

676-821 

83,976 

88,976 

3 

3 

584-710 

22,656 

22,656 

8.02 

8.02 

331,744 
$1,164,210 

37,381 
$900,220 

37,881 

'9.51 

79.51 

$900,220 

2 
7 
7 
2 
1 

8.50 
5.50 
1 
1 
1 
3 

8.50 

12.85 

0.50 

1.72 


2 
7 
7 
2 
1 

8.50 
5.50 
1 
1 
1 
3 

8.50 

12.85 

0.50 

1.72 


60.60      63.57      63.57 


$1,243-1,510 
1,046-1,328 
904-1,097 
781-949 
659-841 
597-6.59 
480-584 
367-^46 
41.5-505 
367-446 
480-584 
584^710 
556-676 
480-584 
415-505 
415-505 
16,023 

$401,733 


$5,000 
14,916 

23,940 

72,924 

62,208 

14,688 

7,008 

39,234 

31,050 

4,518 

6,060 

7,008 

23,592 

54,132 

67,153 

3,030 

7,988 


$444,449 


$5,000 
14,916 

23,940 

72,924 

62,208 

14,688 

7,008 

39,284 

81,050 

4,518 

6,060 

7,008 

23,592 

54,132 

67,153 

8,080 

7,988 


$444,449 


0.26 

0.20 

0.20 

$2,176 

$5,222 

$5,222 

0.20 

0.20 

0.20 

1,808-1,917 

3,960 

3,960 

1.02 

1.40 

1.40 

1,008-1,217 

19,420 

19,420 

1.17 

0.65 

0.65 

480-584 

3,939 

3,939 

1.54 

2.60 

2.60 

415-505 

13,452 

13,452 

0.79 

0.50 

0.50 

746-905 

5,430 

5,430 

0.43 

0.50 

0.50 

584-710 

3,504 

3,504 
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67-68  68-69  69-70 
(Fillsd)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


UNIVERSITY  EXTENSION— Continued 

Medicine— TV : 

Asst  university  extension   spec 

Sr    typist-elk    

Typist-elk    

Secy   

Adm  asst 

Director — San  Francisco  : 

Director,  University  extension 

Assoc  University   extension  speec 

Sr  typist-elk 

Secy   

Sr  adm  asst 

Adm   asst  

Asst  business  mgr  III 

Fee  and  Information : 

Principal  elk 

Sr   elk   

Principal  typist-elk 

Sr  typist-elk 

Typist-elk    

Secy 

Sr  artist 

Communications   production    asst   I 

Program  representative  I 

Program  asst  I 

Sr   adm   asst   

Adm    asst    

Asst  business  mgr  III 

Writer   III 

Writer   II    

General   assistance   

Totals,  University   Extension 32.79 


SALARY  RANGE 

0.15 

0.50 

0.50 

783-950 

5,700 

5,700 

0.65 

1 

1 

415-505 

5,484 

5,484 

0.0-t 

_ 

_ 

367-^46 

_ 

_ 

_ 

0.50 

0.50 

480-584 

2,880 

2,880 

- 

1 

1 

584-710 

7,008 

7,008 

0.72 

0.70 

0.70 

2,176 

18,278 

18,278 

0.15 

0.20 

0.20 

1,008-1,217 

2,920 

2,920 

0.81 

1 

1 

415-505 

5,220 

5,220 

0.08 

_ 

_ 

480-584 

— 

„ 

0.29 

_ 

_ 

746-905 

_ 

_ 

0.28 

0.50 

0.50 

584-710 

3,504 

3,504 

0.60 

0.50 

0.50 

950-1,155 

5,700 

5,700 

0.64 

1.30 

1.30 

480-584 

7,788 

7,788 

0.47 

_ 

_ 

415-505 

_ 

_ 

0.33 

o.so 

0.80 

480-584 

5,088 

5,088 

1.53 

1.45 

1.45 

415-505 

7,767 

7,767 

0.17 

_ 

_ 

367-^46 

_ 

„ 

0.67 

_ 

_ 

480-584 

_ 

_ 

0.50 

0.50 

0.50 

746-905 

5,430 

5,430 

0.46 

0.50 

0.50 

556-676 

3,864 

3,864 

0.22 

1.40 

1.40 

556-676 

9,955 

9,955 

0.21 

1 

1 

4S0-584 

5,760 

5,760 

0.50 

0.50 

0.50 

746-905 

5,430 

5,430 

0.80 

O.SO 

584-710 

5,606 

5,606 

0.60 

0.50 

0.50 

950-1,155 

5,700 

5,700 

0.5S 

1 

1 

746-905 

9,396 

9,396 

0.54 

614-746 

— 

— 

16.19 

20.20 

20.20 

156-234 

169,084 

169,084 

CAMPUS   PUBLIC  SERVICE 

Community  Service  Programs : 

Sr  typist-clerk   

General  assistance 

Totals,  Campus  Public  Service  _ 


MAINTENANCE  AND   OPERATION 
OF   PLANT 

Superintendence  : 

Principal  supt — grounds  and  build- 
ings   

Principal  clerk 

Sr  clerk 

Clerk    

Sr  typist-clerk 

Typist-clerk 

Accountant   

Sr  supt  grounds  and  buildings 

Plant  Service : 

Sr  clerk 

Sr  typist-elerk   

Storekeeper  III   

Storekeeper  I  

Police : 

Sr  typist-elerk   

Chief  of  police 

Police  lieutenant 

Police  sergeant 

Police  oflBcer 

General  assistance 

Totals,  Maintenance  and  Operation  of 
Plant    


0.27 
0.13 


0.40 


41.90      41.90 


0.50 


0.50 


$295,132 


$415-505 
991 


0.50 


0.50 


$3,517 


$352,489 


$2,742 


$2,742 


$352,489 


$2,742 


$2,742 


1 

1 

1 

$1,533 

$18,400 

$18,400 

2 

2 

2 

480-584 

13,680 

13,680 

- 

1 

1 

41.5-505 

4,980 

4,980 

1 

1 

1 

367^46 

4.860 

4,860 

1 

1 

1 

415-505 

5,484 

5,484 

1 

1 

1 

367-146 

4,740 

4,740 

1 

1 

1 

783-950 

11,400 

11,400 

3 

3 

3 

998-1,213 

43,668 

43,668 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

5,484 

5,484 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

863-1,048 

12,576 

12,576 

0.17 

1 

1 

783-950 

10,860 

10,860 

3.92 

3 

3 

710-863 

31,068 

31,068 

14 

14 

14 

644-7S3 

124,644 

124.644 

117.42 

149.60 

149.60 

1,415,677 
$1,712,597 

1,540,858 
$1,862,042 

1,540,858 

151.51 

184.60 

184.60 

$1,862,042 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES 

Dean  of  Students : 

Dean   of  students   

Sr    typist-clerk    

Secretary    

Administrative    asst   

Assoc  dean  of  students 

Asst   dean  of  students 

Financial  Aid : 

Principal  clerk 

Sr  typist-clerk 

Administrative    asst    

Asst  dean  of  students 

Student  Placement : 

Sr    typist-clerk    

Placement  interviewer  II 

Student  Activities : 

Sr  typist-clerk 

Sports  asst 

Recreation    supvr   II    

Recreational  activities   asst 

Admissions : 

Admissions  officer 

Principal    clerk    

Sr   clerk   

Sr  typist-clerk 

Adm   asst    

Registrars  Office : 

Resistrar     

Principal   clerk   

Sr  typist-clerk 

Typist-clerk    

Adm   asst   

Student  Health  Services : 

Director    

Administrative    stipend    

Clerk    

Sr  typist-clerk 

Administrative    asst   

Head   nurse   I   

Staff  nurse 

Assoc  physician  diplomate 

Assoc  physician 

Student  Housing  Service : 

Sr  typist-clerk 

Residence  halls  manager  II 

General  assistance   

Totals,  Student  Services 46.68 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE 

Academic  Senate  Committees: 

Sr  typist-clerk 

Secretary    

Adm  asst   

Central  Duplicating  Service : 

Varitypist   

Photographer    

Asst  business  manager  II 

Mailing  Division : 

Sr  typist-clerk 

Mail  service  supvr 

Mail  clerk  I 

Asst  business  manager  II 

Receiving : 

Sr  typist-clerk 

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Storehouse — Current : 

Principal   clerk   

Sr  typist-clerk 

Typist-clerk    

Sr   stenographer   

Storekeeper   IV 

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Administrative   asst   

Buyer  III 


S.\LAEY  R.\NGE 

1 

1 

1 

$1,333 

$16,000 

$16,000 

0.3S 

_ 

_ 

415-505 

_ 

— 

2.S0 

o 

9 

480-584 

13.068 

13,068 

O.IT 

1 

1 

584-710 

7,008 

7,008 

1.50 

f> 

O 

614-746 

24,552 

24,552 

0.33 

- 

- 

746-905 

- 

- 

1.29 

1 

1 

480-584 

6,852 

6.852 

1.42 

1 

1 

415-505 

5,760 

5,760 

0.27 

1 

1 

584-710 

7,728 

7,728 

1 

1 

1 

746-905 

9,612 

9,612 

1 

1 

1 

415-505 

5,628 

5,628 

1 

1 

1 

614-746 

8,520 

8,520 

1.50 

1.50 

1.50 

415-505 

9,090 

9,090 

0.50 

0.50 

0.50 

415-505 

2,880 

2,880 

2 

2 

2 

644-783 

18,132 

18,132 

0.33 

0.50 

0.50 

457-556 

2,880 

2,880 

1 

1 

1 

1,042 

12.500 

12,500 

1.25 

2 

2 

480-584 

11,820 

11,820 

0.20 

_ 

_ 

41.5-505 

_ 

— 

1.41 

1 

1 

415-505 

4,980 

4.980 

0.83 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

1,158 

13,900 

13.900 

2.49 

2 

2 

480-584 

12,612 

12,612 

5.41 

7 

7 

415-505 

36,324 

36,324 

0.94 

_ 

_ 

367-446 

— 

— 

1 

1 

1 

584^710 

7,920 

7,920 

0.10 

0.10 

0.10 

1,542 

1,850 

1,850 

_ 

_ 

_ 

750 

750 

0.35 

0.50 

0.50 

367-^46 

2,370 

2,370 

2 

o 

2 

415-505 

11,412 

11.412 

1 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1 

710-821 

8,520 

8,520 

0.96 

1 

1 

644-746 

8,112 

8,112 

1.01 

0.95 

0.95 

1,708-2,076 

20,826 

20,826 

2.10 

2.22 

2.22 

1,548-1,882 

48,854 

48,854 

0.43 

0.50 

0.50 

415-505 

2,610 

2,610 

0.30 

0.30 

0.30 

783-950 

3,420 

3,420 

5.41 

4.58 

4.58 

25,634 

17,^^2 

17,222 

46.65      46.65 


$351,262 


$379,600 


$379,600 


0.50 

1 

1 

$415-505 

$5,352 

$5,352 

1 

1 

1 

480-584 

7,008 

7,008 

0.50 

0.50 

0.50 

584-710 

4,260 

4,260 

0.85 

1 

1 

480-584 

5,760 

5,760 

1 

1 

1 

584-710 

8,112 

8,112 

0.50 

0.50 

0.50 

783-950 

5,700 

5,700 

0.99 

1 

1 

415-505 

5,220 

5,220 

1 

1 

1 

614-746 

8,304 

8,304 

8.67 

9 

9 

457-556 

56,376 

56,376 

0.50 

0.50 

0.50 

783-950 

5,700 

5,700 

2 

2 

2 

415-505 

10,584 

10,584 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

584-710 

8,520 

8,520 

4.63 

7 

7 

505-614 

47,436 

47,436 

2 

2 

2 

480-584 

13,704 

13,704 

4.15 

6 

6 

415-505 

32,952 

32,952 

0.63 

_ 

367-^46 

— 

— 

1.07 

1 

1 

435-530 

5,760 

5,760 

1 

1 

1 

746-905 

10,860 

10,860 

2 

o 

2 

676-821 

18,804 

18,804 

3.25 

3 

3 

584-710 

25,152 

25,152 

8.34 

9 

9 

505-614 

60.564 

60,564 

1 

1 

1 

584-710 

8,520 

8,520 

0.83 

1 

1 

863-1,048 

10,356 

10,356 
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SALARIES  AKD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aolh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTIONAL  SERVICES  AND 
GENERAL    EXPENSE— Continued 

Telephone  and  Telegraph : 

Communications  supvr  III 

Communications  supvr  II 

Sr   clerk    

Sr  typist-clerk 

Computer  Center — Programming 
Service  : 

Statistician     

Programmer   III   

Programmer   I 

Programmer   I 

Environmental  Health  and  Safety : 

Asst  to  the  chancellor 

Sr  typist-clerk 

Staff  officer  II 

Environmental     health     and     safety 

technologist     

Environmental     health     and     safety 
technologist  II 

Gifts  and  Endowment  Office  : 

Special  asst  to  chancellor 

Sr  stenographer 

Information  Systems — Computer 
Service : 

Sr  computer  operator 

Computer  operator 

Programmer    IV    

Programmer   III   

Programmer  II 

Programmer  I 

Lab   helper 

Information  Systems — U/H  DPC 
Services : 

Principal    clerk    

Key  punch  operator  IV 

Key  punch  operator  II 

Tabulating   supervisor    

Sr  tabulating  machine  operator 

Tabulating  machine  operator 

Pulilic  Information  Office : 

Public  information  officer 

Sr  typist-clerk 

Secretary    

Writer  III 

Writer  I 

Publication  Office : 

Sr  typist-clerk 

Secretary     

Publications  manager  I 

Editor    IV    

General   assistance   

Totals,  Institutional  Services  and  Gen- 
eral  Expense 


AUXILIARY   ENTERPRISES 

Residence  Hall  Household — 

Administration  and  Clerical : 

Dormitory  supvr 

Residence  Hall  General  Expenses- 
Administration  and  Clerical : 

Sr    typist-clerk    

Residence  halls  manager  II 

Residence  Hall  General  Expenses- 
Cashiering  : 

Sr  typist-clerk 

Aldeane  General  Expenses — 

Administration  and  Clerical : 

Sr  typist-clerk 

Residence  halls  manager  II 

Aldeane  General  Expenses — 
Cashiering  : 

Sr    typist-clerk    

Parking  Operations — Current : 

Sr  typist-clerk 

Asst  business  manager  I 


SALARY  EANGE 

1 

0.88 
1 

1 
1 

1 
1 

728-884 
660-801 
415-505 
415-505 

9,852 
6,060 

9,852 
6,060 

0.17 
0.17 
0.21 
0.50 

- 

- 

783-950 

998-1,213 

821-998 

676-821 

- 

- 

0.25 

2 

0.42 

0.25 
2 

1 

0.25 
2 

1 

1,750 

41.5-505 

1,155-1,405 

5,250 
10,968 
15,276 

5,250 
10,968 
15,276 

0.58 

- 

- 

998-1,213 

- 

- 

0.83 

3 

3 

783-950 

31,608 

31,608 

1 

1 

- 

- 

862 
43.5-530 

- 

- 

- 

1 
3.50 

0.50 
2.50 
1.75 
2.50 
0.50 

1 

3.50 

0.50 

2.50 

1.75 

2..50 

0.50 

644-783 
556-676 
1,21.3-1,475 
998-1,213 
821-998 
676-821 
359-435 

7,728 
23,688 

8,850 
31,956 
17,745 
21,540 

2,370 

7,728 
23,688 

8,850 
31,956 
17,745 
21,540 

2,370 

0.08 

1 
1 
9 
1 
1 
4 

1 
1 
9 
1 
1 
4 

480-584 
543-660 
425-517 
644-783 
556-676 
480-584 

7,008 
7,536 

52,332 
8,736 
7,728 

26,868 

7,008 

7,536 

52,332 

8,736 

7,728 

26,868 

1 

0.25 

0.75 

1 

1 

1 

1 
1 

1 

1 

1 
1 
1 

1,092 

415-505 
480-584 
746-905 
556-676 

13,100 

7,008 

10,860 

7,188 

13,100 

7,008 

10,860 

7,188 

0.52 
0.92 
0.58 
0.42 
51.49 

1 
1 

1 

58.43 

1 

1 
1 

58.43 

415-505 

480-584 

905-1,100 

905-1,100 

291,852 

.'i!763,888 

4,980 

6,060 

13,200 

315,230 
$1,055,581 

4,980 

6,060 

13,200 

315,230 

116.43 

156.43 

156.43 

$1,055,581 

0.08 


0.22 
0.35 


0.50 


0.25 
0.35 


0.25 
0.35 


0.50   0.50 


$505-614 


415-505 
783-950 


415-505 


$1,305 
3,990 


3,030 


0.50 

1 
1 


0.50 

1 
1 


0.50 

1 
1 


415-605 

415-505 
614-746 


3,030 

6,060 
8,952 


$1,305 
3,990 


3,030 


0.22 

0.25 

0.25 

415-505 

1,305 

1,305 

0.35 

0.35 

0.35 

783-950 

3,990 

3,990 

3,030 

6,060 

8,952 
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SALAKIES  AJNTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY    ENTERPRISES— Continued 

Millberry  Union  Operations — Current: 

Business  manager 111 

Secretary    0.92         1  1 

Asst  business  manager  II 0.25         2  2 

Asst  business  manager  I 0.75         -  - 

Accountant 0.75         1  1 

Jlillberry  Union  Bookstore,  Current: 

Bookstore    manager    111 

llillberry  Union  Food  Current: 

Principal    clerk    —  1  1 

Food  service  manager  IV 111 

Food  service   manager   II —  1  1 

Phvsicians  Offices  : 

Sr    typist-clerk    2.45         3  3 

Secretary     10.30       10  10 

Sr    stenographer    0.08         -  - 

General   assistance   59.17       66.88       66.88 

Totals,  Auxiliary  Enterprises 81.89  93.08  93.08 

Merit  Increases  and  Provisions : 

Academic     _  _  _ 

Nonacamedic    _  _  _ 

TOTALS,  SAN  FRANCISCO 

CAMPUS    3,788.53  4,100.23  4,100.23 

a  Strict  full  time. 

b  H.  C.  Moffitt  Hospital. 

c  University  of  California  Hospital. 

d  Institute  for  cardiovascular  research. 


SALARY  RANGE 
1,275 
480-584 
783-950 
614-746 
783-950 

15,300 

7,008 
18,792 

9,396 

15,300 

7,008 

18,792 

9,396 

863-1,048 

12,576 

12,576 

480-584 

884-1,074 

676-821 

5,760 

12,336 

8,112 

5,760 

12.336 

8,112 

415-505 
480-584 
435-530 
347,918 

17,253 
67,260 

326,886 

17,253 
67,260 

326,886 

$514,557 

3532,341 

$532,341 

- 

58,473 
77,107 

$35,081,081 

58,473 
77,107 

$30,444,557 

$35,081,081 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (Aiith.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


GENERAL  ADMINISTRATION 

Chancellor's  Office : 

Chancellor    111 

Vice  chancellor 1  1.34         1.34 

Asst  chancellor 0.58         0.50         0.50 

Asst  to  the  chancellor 1  1.50         1.50 

Adra  secretary  to  chancellor 111 

Slimmer   differential   _  _  _ 

Administrative    stipend    _  _  _ 

Principal  clerk 2.83         3  3 

Sr  clerk 0.46         1  1 

Sr  tvpist-clerk 2.92         3.50         3.50 

Tvpist-clerk    0.08 

Secretary    1.04         2  2 

Sr    stenosrrapher    1.32         2.50         2.50 

Sr  administrative  analyst 0.96         1.33         1.33 

Sr  hnd?et  analyst 0.79         1  1 

Budget   analyst   0.85         1  1 

Sr  adm  asst 1.58         2  2 

Adm   asst   0.96         1  1 

Sr  EDP  systems  analyst 0.83         1  1 

Vice     Chancellor — Business    and    Fi- 
nance : 

Vice  chancellor 1.08         1  1 

Sr  typist-clerk 0.50         0.50        0.50 

Secretary     111 

Accounting  Office : 

Accounting  officer 111 

Principal  clerk 1.33         2  2 

Sr  clerk 7.67         9  9 

Secretary    111 

Sr  administrative  asst 111 

Administrative   asst   2  2  2 

Principal  accountant  II —  1  1 

Principal  accountant  I 0.33         1  1 

Sr  accountant 111 

Accountant 1    _         1  1 

Asst   accountant   1-67         2  2 

Architects  and  Engineers : 

Principal  architect 0.50         0.50         0.50 

Sr  planning  analyst  I 0.52         1  1 

Assoc  planning  analyst 0.42         -  - 

Campus  planner  I O.-'iO         0.50         0..50 

Asst  campus  planner 0.38        —  — 

Engineering  aid 0.12         -  — 

Building  Program  Clearing  Account : 

Principal  architect O.oO        O.oO         0.50 

Principal  clerk 1.93         2  2 

Sr  tvpist-clerk 4.8ii         4  4 

Tvpist-clerk    0.15         1  1 

Secretary 0.98        1  1 

Sr  stenographer 1.16         2  2 

Stenographer    0.50 

Sr  architectural  draftsman 2.73         2  2 

Asst  architectural  draftsman 1.25         2  2 

.Tr  architectural  draftsman 0.99         1  1 

Sr  architect  I 111 

Sr  planning  analyst  I 0.52         1  1 

Assoc  planning  analyst 0.42         -  - 

Campus  planner  I   0.50         0.50         0.50 

Asst  campus  planner 0.38         1  1 

Project  architect 4  4  4 

Supvng  construction  inspector 111 

Sr   construction   inspector 1  1.1 

Assoc  construction  inspector 7.92         8  8 

Asst  construction  inspector 0.83         1  1 

Sr  landscape  architect 111 

Asst  landscape  architect 111 

Principal  engineer 111 

Engineer   3.94        4  4 

Asst  engineer 1.58         2  2 

.Tr  engineer 0.42         —  — 

Engineering  aid 0.12        —  — 

Sr  administrative  asst 111 

Administrative  asst 111 


SALARY  BANGE 
$3,083 
2,083 
2,183 
1,327 
1,475 


480-5S4 
415-505 
415-505 
367-446 
480-584 
435-530 
415-505 

950-1,155 
783-950 
746-905 
58-J-710 

998-1,213 


2.000 
415-505 
480-584 

1.492 

480-584 

415-505 

480-584 

746-905 

584-710 

1,155-1,405 

1.048-1,273 

950-1,155 

783-950 

644-783 

1,875 

1,048-1,273 

821-998 

1,213-1,475 

821-998 

435-530 

1,875 

480-584 

415-505 

367--i46 

480-^84 

43.-)-.^30 

405-492 

950-1,155 

821-998 

710-821 

1,213-1.475 

1,048-1.273 

821-998 

1,048-1,273 

821-998 

1,048-1,273 

1,155-1,405 

1,048-1,273 

950-1.155 

783-950 

1,048-1,273 

821-998 

1,337-1.626 

998-1.213 

821-998 

746-,?63 

43.5-530 

746-905 

584-710 


$37,000 

33,500 

13,100 

23,880 

17,700 

3,200 

7,250 

18,312 

4,980 

18,618 

12,264 
14,286 
16,126 
13,200 

9,852 
20,964 

7,536 
13,992 


24,000 
2,742 
7,008 

17,900 

13,032 

49.452 

7,008 

9,852 

15,096 

13.860 

14,556 

11,400 

9,396 

16,680 

11,2.50 
14,238 

7,638 


$37,000 

33.500 

13,100 

23,880 

17,700 

3.200 

7,250 

18.312 

4,980 

18,618 

12,264 
14,286 
16,126 
13,200 

9,852 
20,964 

7,536 
13,992 


24,000 
2,742 
7,008 

17,900 

13,032 

49,452 

7,008 

9.852 

15.096 

13,860 

14,556 

11,400 

9,396 

16,680 

11,2.50 
14,238 

7,638 


11,250 

ll,2.-i0 

11,820 

11,820 

21,408 

21,408 

4,404 

4,404 

6,8.52 

6.8.52 

10,836 

10,836 

25,260 

25,260 

21,504 

21,,504 

9,852 

9,852 

16,452 

16,452 

14,238 

14,238 

7,638 

7,638 

9,852 

9,852 

57,204 

57,204 

16.860 

16,860 

15,276 

15,276 

103,956 

103.956 

9,396 

9,396 

15,276 

15,276 

10.860 

10.860 

19,044 

19,044 

55,488 

55,488 

21,828 

21,828 

10,608 

10.608 

8,520 

8,520 
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SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fiiledl       (Auth.)       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 

Business  Services  Offices  : 

Manager,  business  ser%-ices 

Sr  collections  representative 

Sr  clerk 

Sr  typist-clerk 

Typist-clerk 

Secretary    

8r  stenographer 

Sr  administrative  asst 

Administrative  asst 

Asst  business  manager  III 

Asst  business  manager  II 

Cashier : 

Cashier's  officer  manager  I 

Cashier 

Personnel : 

Personnel  manager 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Typist-clerk 

Sr  stenographer 

Employment  officer  I 

Employment  representative  III 

Employment  representative  II 

Employment  representative  I 

Personnel  analyst 

Asst  personnel  analyst 

Purchasing : 

Purchasing  agent 

Principal   tj-pist-clerk 

Sr  typist-clerk 

Typist-clerk 

Buyer  III 

Buyer  II 

Buyer  I 

General  assistance 


Totals,    General    Administration- 


INSTRUCTION    AND    DEPARTMENTAL 
RESEARCH 

Academic : 

Vice  chancellor - 

Head    of    supervised    teaching    and 

lectures     0.67 

Asst  to  the  chancellor 0.40 

Director  education  abroad  program  3 

Dean    2.01 

Assoc  dean 1.06 

Assoc  dean — acting 0.42 

Provost    0.50 

Summer  differential — 

Administrative  stipend — 

Professor — 9   months    117.07 

Professor — 9  months — visiting 3 

Professor — 9  months — recalled 1 

Professor — 9  months — acting 1 

Professor — 9  months — visiting 4.31 

Professor — 11    months    13.25 

Professor — 11  months — recalled 1.05 

Professor — 11   months — clinical 0.92 

Professor — 10   months   3.58 

Assoc  professor — 9  months 102.09 

Assoc  professor — 9  months — visiting  2.76 

Assoc   professor — 9   months — acting  1 

Assoc  professor — 9  months — visiting  2 

Assoc  professor — 10  months 3.83 

Asst  professor — 9  months 183.11 

Asst  professor — 9  months — visiting-  0.50 

Asst  professor — 9  months — acting 40.84 

Asst  professor — 9  months — visiting-  5 

Instructor — 9  months - 

Instructor — 9   months — acting 0.38 

Instructor — 9   months — acting 0.50 


SALARY  RANGE 


1 

1 

1 

1,425 

17,100 

17,100 

0.25 

1 

1 

710-S63 

7.368 

7.368 

- 

0.5 

0.5 

41.5-505 

2,.550 

2.550 

0.7S 

1 

1 

41.5-505 

4,980 

4,980 

0.23 

— 

— 

367-446 

— 

— 

1.75 

1 

1 

4S0-5S4 

7,008 

7.008 

0.90 

<) 

2 

43.5-530 

10,572 

10.572 

0.17 

1 

1 

746-905 

8,952 

8,952 

0.S3 

_ 

_ 

584-710 

— 

_ 

0.25 

- 

- 

950-1,155 

— 

- 

0.48 

1 

1 

783-950 

9,852 

9,852 

1 

1 

1 

644-783 

8,520 

8,520 

2 

2 

2 

41.5-505 

10,860 

10,860 

1 

1 

1 

1.467 

17,600 

17,600 

2.07 

3 

3 

480-584 

17,580 

17,580 

0.06 

41.5-505 

- 

- 

1.40 

1 

1 

41 .5-.505 

5,100 

5,100 

0.01 

0.5 

0.5 

367-446 

2,202 

2.202 

0.73 

1 

1 

43.5-530 

5,352 

5.352 

0.15 

1 

1 

783-950 

9,396 

9,396 

0.59 

_ 

710-863 

_ 

— 

0.25 

1 

1 

614^746 

7,368 

7,368 

0.75 

556-644 

- 

- 

1.08 

2 

2 

783-950 

20,796 

20,796 

1.75 

2 

2 

644-783 

15,840 

15,840 

1 

1 

1 

1,300 

15,600 

15.600 

1 

1 

1 

480-584 

7,008 

7,008 

1.91 

3 

3 

41.5-505 

15,804 

15,804 

0.99 

1 

1 

367^146 

4,632 

4,632 

1 

1 

1 

863-1,048 

11,976 

11,976 

2.44 

3 

3 

710-863 

27,756 

27,756 

0.42 

1 

1 

614-746 

7,368 

7,368 

7.88 

3.57 

3.57 

37,891 
$1,157,434 

17,145 

17,145 

122.01 

134.74 

134.74 

§1,342,835 

$1,342,835 

0.33 

0.33 

$2,292 

§9,075 

§9,075 

0.67 

0.67 

1,309 

10,524 

10,524 

1,327 

- 

- 

_ 

_ 

1,528 

— 

— 

2.68 

2.68 

2,192 

65,190 

65,190 

1.33 

1.33 

1,500 

23,940 

23,940 

0.83 

0.83 

1,025 

9,747 

9,747 

0.50 

0.50 

2,008 

12,050 

12,050 

— 

6.497 

6,497 

_ 

_ 

- 

29,050 

29,050 

175.91 

175.91 

1,283-1,900 

3,270,282 

3,270,282 

_ 

_ 

1,283-1,900 

— 

- 

- 

- 

1,283-1,900 

- 

- 

— 

— 

1,283-1,900 

— 

— 

_ 

_ 

1,283-1,900 

— 

— 

_ 

_ 

1,500-2,192 

— 

— 

0.05 

0.05 

1,500-2,192 

1,350 

1,350 

1.608-2,192 

- 

- 

1 

1 

1,500-2,192 

16,700 

16,700 

132.66 

132.66 

1,025-1.175 

1,759,124 

1,759,124 

- 

_ 

1.02.5-1,175 

— 

- 

- 

- 

1,025-1,175 

- 

— 

— 

— 

1,02.5-1,175 

— 

— 

_ 

_ 

1,025-1,175 

— 

— 

303.05 

303.05 

808-975 

3,210,882 

3,210,882 

— 

SOS-975 

— 

— 

_ 

_ 

76S-926 

— 

— 

_ 

„ 

808-975 

— 

— 

2 

"> 

700 

16,800 

16,800 

„ 

— 

665 

— 

— 

- 

- 

665 

— 

— 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FiiJEd)      (Auth.)      lAulli.j 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
£6 


INSTRUCTION   AND   DEPARTMENTAL 
RESEARCH — Continued 

Academic — Continued 

Assoc  instructor — 9  months 59.01 

Assoc  instructor — 9  months 20.42 

Instruction  supvr    1 

Lecturer — 9  months    58.03 

Lecturer — 9  months    12.25 

Lecturer — 9  months  with  security  in 

employment    6.67 

Lecturer — 9   months^— Visiting 0.38 

Lecturer — 11   months  with   security 

in  employment 1 

Lecturer — Miscellaneous     and    part 

time — 

Supvr  iu  physical  education 3.83 

Supvr  in  physical  educ — 11  months  1 

Assoc  supvr  in  phys  educ — 9  mos — 

Asst  supvr  iu  phys  educ — 9  months  15.67 

Jr  supvr  iu  phys  educ — 9  months 7.40 

Supvr  teacher  education 5.03 

Teaching  fellow    3.33 

Teaching  asst    167.07 

Orchestra  asst 0.07 

Physical  activities  asst 2.08 

Baud  master    - 

Researcher — 9  months — State    0.17 

Postgraduate  researcher — 11  mos 0.56 

A'onacademic  : 

Instructional   television    coordinator  1.33 

Coordinator  of  audio-visual  services  0.33 
Supvr   audio-visual   &   photographic 

services    1 

Summer  differential    — 

Administrative  stipend    - 

Sr  nurseryman    0.99 

Principal  clerk    9.60 

Sr  elerli:    4 

Clerk   0.25 

Principal  typist-clerk 1 

Sr  tvpist-clerk 27.41 

Typist-clerk    10.69 

Departmental  admu  asst  IV 1.42 

Departmental  admn  asst  III 1.05 

Departmiuital  admn  asst  II 10.21 

Departmental  admn  asst  I 2. IS 

Key  punch  operator  II 0.42 

Asst   II   0.07 

Secretary 12.82 

Sr  stenographer 30.31 

Steuographer    1.02 

Storekeeper  II 4 

Storekeeper  I 8.17 

Stores  helper 2.27 

Custodian/matron 1 

Sr  artist 0.90 

Illustrator 0.88 

Pianist  II - 

Communications  production  asst  III  1 

Sr   photographer   1 

Photographer    0.25 

Photographic   technician   0.75 

Television  engineer 1 

Principal  television  techn 1 

Sr  television  technician 0.73 

Production  supvr — theater  arts 0.83 

Sr  scene  technician — 

Translator — nontect   0.17 

Assoc  engineer 0.28 

Assoc  development  engineer 0.97 

Asst  development  engineer 0.38 

Jr  statistician   0.28 

Sr  administrative  asst 2.25 

Administrative  asst 9.13 

Lab   business   officer   II    1 

Adminstrative  services  officer  I 0.50 

Staff  officer  I 0.08 

Groundsman    1.35 

Principal  electronics  technician 4.19 


S.iL.MiY  EANGB 

58.48 

58.48 

568-710 

398,600 

398,600 

_ 

_ 

568-710 

_ 

_ 

- 

- 

712-1,230 

_ 

— 

14.59 

14.59 

763-1,737 

177,801 

177,801 

- 

703-1,787 

- 

8.67 

8.67 

763-1,737 

113,012 

113,012 

- 

- 

763-1,737 

- 

- 

- 

- 

882-2,040 

- 

- 

_ 

_ 

763-1,737 

_ 

0 

a 

568-710 

76,300 

76,300 

— 

— 

1,314-1.517 

_ 

_ 

1 

1 

908-1,042 

10.900 

10,900 

21.50 

21.50 

742-867 

204,601 

204,601 

5.34 

5.34 

658-700 

44,356 

44,356 

o 

2 

712-1.230 

23,952 

23,952 

— 

— 

440 

— 

_ 

208.23 

208.23 

300-370 

1,349,330 

1,349,330 

— 

— 

360-370 

_ 

_ 

_ 

- 

360-370 

_ 

— 

0.10 

0.10 

554 

664 

664 

- 

- 

1,283-1,900 

- 

- 

643-821 

- 

- 

1.33 

1.33 

1,173 

18,713 

18,713 

0.33 

0.33 

1,409 

5,581 

5,581 

1 

1 

1.016 

12,187 

12,187 

- 

- 

- 

547 

547 

— 

— 

— 

418 

418 

1 

1 

614-746 

8.952 

8,952 

7.50 

7.50 

480-584 

45.636 

45,636 

2.50 

2.50 

415-505 

12.876 

12,876 

0.50 

0.50 

367-446 

2,202 

2  "^02 

1 

1 

480-584 

6.360 

6.360 

38 

38 

415-505 

196,692 

196,692 

17 

17 

367-446 

77,418 

77,418 

•) 

2 

746-905 

19,500 

19,500 

'J, 

644-783 

17,472 

17,472 

ir, 

l.j 

556-676 

112.836 

112,836 

■i 

3 

480-584 

20,376 

20,876 

1 

1 

42.".-517 

5,760 

5,760 

— 

— 

:;34-38(i 

— 

— 

8.50 

8.50 

480-584 

56,700 

56,700 

36.50 

3G.50 

43.")-530 

206,070 

200,070 

1 

1 

40.j^y2 

5,100 

5,100 

4 

4 

.".,84-710 

32.880 

32,880 

10 

10 

ri05-614 

67,908 

67,908 

3.50 

3.50 

3.-,9-435 

15,714 

15,714 

1 

1 

435-580 

6,360 

6,360 

1 

1 

746-905 

10,104 

10,104 

1 

1 

4S0-584 

0,060 

6,060 

1 

1 

556-676 

7,536 

7,536 

1 

1 

746-905 

10,860 

10,860 

1 

1 

676-821 

8,952 

8,952 

1 

1 

584-710 

7,008 

7,008 

- 

- 

480-584 

- 

_ 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

863-1,048 

12,276 

12,276 

1 

1 

746-905 

9,168 

9,168 

1 

1 

746-905 

8,952 

8,952 

1 

1 

660-801 

7,920 

7,920 

- 

- 

446-863 

- 

_ 

- 

- 

998-1,213 

- 

- 

1 

1 

1.048-1,273 

13,860 

13,860 

- 

- 

863-1,048 

- 

- 

0.50 

0.50 

044-783 

3,684 

3,684 

1 

1 

746-905 

9,396 

9,396 

12 

12 

584-710 

89,472 

89,472 

2 

2 

950-1,155 

24,288 

24,288 

i 

1 

783-950 

11,400 

11,400 

1 

1 

1,048-1,273 

13,200 

13,200 

0.50 

0.50 

457-556 

2,742 

2,742 

5 

5 

821-998 

51,780 

51,780 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFilled)      (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

O 
•J 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPARTMENTAL 

RESEARCH— Continued 

Xonaeademic — Continued 

Sr  electronics  technician 3.26         4  4 

Electronics    technician    1.92         2  2 

Principal    lab   glassblower 0.99         1  1 

Principal   lab    mechanician    12  2 

Sr  lab   mechanician   8.56       10  10 

Laboratory  mechanician 111 

Laboratory  mechanician  helper 12  2 

Counselor   II    2  2  2 

Counselor  I 4.52         6  6 

Animal    caretaker    0.50         1  1 

Laborator.v   asst   IV   1.08         2  2 

Laboratory   asst  III 6.42         5.50         5.50 

Laboratory  asst  II 4.53         6  6 

Laboratory  asst  I 2.76         4  4 

Laboratory  technician  II 3.71         4  4 

Laboratory  technician  I 3.75         5  5 

Museum  scientist 1.99         2  2 

Museum  technician 111 

General    assistance    85.16       91.24  91.24 

Totals,    Instruction    and    Departmental 

Research    1,155.35  1,290.32  1,290.32 


S.\L.\RY  E.\NGE 

710-863 

37,440 

37,440 

644-746 

16,224 

10,224 

S21-99S 

11,970 

11.976 

783-950 

21,252 

21.2.52 

710-863 

96,180 

96.181) 

676-783 

9.396 

9.39(; 

584^76 

14.370 

14.376 

644-783 

1T,916 

17.916 

556-676 

42.264 

42.2IU 

415-505 

5. Kill 

.5.1f,0 

746-905 

lli.i)2(l 

lll.iiljO 

614-746 

47,40(1 

47.400 

505-614 

38.130 

.38.13(1 

43.5-530 

21,804 

21.N(!4 

676-821 

36.552 

36.552 

584-710 

35.490 

35.490 

676-821 

19.24S 

19,248 

556-676 

7,53(; 

T.53H 

460.074 

464.t;52 

464,652 

$11,390,996 

$13,080,215 

$13,080,215 

SUMMER  SESSION 

Administration  : 

Director 

Administrative  stipend 

Sr  t.vpist-clerk   

Administrative  asst 

General   assistance 

Totals,   Summer  Session 


ORGANIZED  ACTIVITIES 

Intercollegiate  Athletics : 

Head  coach — intercoll  athletics 
Asst  coach — intercoll  athletics   _ 

Principal  clerk 

Sr   typist-clerk   

Typist-clerk     

Storekeeper  II  

Sr  administrative  asst 

Writer   II    

General   assistance   

Totals,    Organized    Activities 


ORGANIZED    RESEARCH 


0.50 


0.50 


0.50 


111 
111 
26.22      35.28      35.28 


$1,650 

$9,900 

$9,900 

_ 

800 

800 

415-505 

4.980 

4.980 

584-710 

7,368 

7,368 

126,775 

170,585 

170,585 

28.' 


37.78      37.78 


$147,730 


$193,633 


10.82      13.75      13.75 


$83,759 


02,745 


Academic  : 

Director 

Assoc    director    

Summer   diilerential 

Administrative  stipend 

Professor — 9    months    

Research  asst 

Specialist 

Nonacademic  : 

Principal   clerk 

Tabulating  supervisor 

Sr  computer  operator 

Sr  stenographer 

Custodian/matron    

Sr  EDP  systems  analyst 

Laboratory   asst   III 

General  assistance 

Totals,  Organized    Research 35.61 


10.27       10.27 


$189,983 


$198,614 


$193,633 


1 

"> 

o 

$1,045 

$25,080 

$25,080 

0.59 

1 

1 

1,007 

12,078 

12,078 

1 

1 

1 

480-584 

6,672 

6,672 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

367-446 

4,860 

4,860 

o.ss 

1 

1 

584-710 

7,368 

7,368 

1 

1 

1 

746-905 

10,608 

10,608 

1 

1 

1 

614-746 

8,9.52 

8,952 

3.35 

4.75 

4.75 

22.626 

21,067 

21,067 

$102,745 


1.2S 

1 

1 

$1,596 

$19,1.50 

$19,150 

— 

0.33 

0.33 

850 

3,366 

3,.366 

_ 

_ 

_ 

_ 

1,550 

1,550 

— 

_ 

_ 

_ 

3,131 

3,131 

0.50 

0.50 

0.50 

1,283-1,900 

9,450 

9,450 

_ 

0.50 

0.50 

285-295 

3,420 

3,420 

- 

1 

1 

1,243-1,547 

14,916 

14,916 

0.08 

1 

1 

480-584 

5,760 

5,760 

0.58 

1 

1 

644-783 

8.112 

8.112 

0.58 

1 

1 

644-783 

7.920 

7.920 

2.36 

1.50 

1.50 

435-530 

8,502 

8..502 

0.08 

_ 

435-530 

— 

— 

1 

1 

1 

998-1,213 

14,.556 

14,556 

1 

1 

614-746 

7.536 

7,536 

29.15 

.44 

.44 

120,402 

91,245 

91.245 

$198,614 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARIES 

General : 

University  librarian 1  1 

Jr   specialist 1  1 

Asst  University   librarian 1  1 

Librarian   V 1  1 

Librarian  IV 6.67  7 

Librarian  III 8.83  9 

Librarian  II 19.40  24 

Librarian  I 11.04  15.80 

Principal  clerk 0.96  1 

Sr  clerk 2.07  1 

Clerk    0.29 

Sr  typist-clerk 3.32  4.75 

Typist-clerk     1.33 

Sr  stenographer 0.92  1 

Guard 2.12  2 

Library  asst  III 4.26  5 

Library  asst  II 20.12  26.75 

Library  asst  I 46.54  50.20 

Sr  administrative  asst —  1 

Administrative  asst 1  - 

Sr  EDP  systems  analyst 1  1 

Laboratory  asst 0.24  - 

General  assistance 64.97  58.78 

Totals,   Libraries 199.08  212.28 


UNIVERSITY  EXTENSION 

Instruction  : 

Assoc  university  extension  specialist 
Asst  university   extension   specialist 

Jr  university  extension  specialist 

Sr  typist-clerk 

Sr  stenographer    

Stenographer    

Counseling  psychologist  II 

Instruction — Professional : 

University  extension  specialist 

Assoc  university  extension  specialist 
Asst   university   extension   specialist 

.Jr  university  extension   specialist 

Sr  typist-clerk 

Sr  stenographer    

Stenographer    ; 

Program  asst  II 

Counseling  psychologist  II 

Instruction — Cultural : 

University  extension  specialist 

Jr  university  extension  specialist 

Sr  typist-clerk 

Instruction — Citizen  Kesp  : 

University  extension  specialist 

Sr   typist-clerk     

Instruction — Urban  Extension  : 

University   extension  specialist 

Assoc  university  extension  specialist 
Program  asst  II 

Conference  Administration : 

Sr  stenographer    

Sr  administrative  asst 

Director : 

Director,  university  extension 

Assoc  university  extension  specialist 

Principal  clerk 

Sr  clerk .^ 

Sr  typist-clerk 

Sr  stenographer 

Sr  administrative  asst 

Administrative  asst 

Fee  and  Information : 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Sr  stenographer 

Administrative  asst 


1 

1 

1 

1 

7 

9 
24 
15.80 

1 

1 

4.75 

1 
o 

5 
26.75 
50.20 

1 


58.78 


212.28 


SAL.\RY  RANGE 

$1,542 

$18,500 

$18,500 

627-675 

8,100 

8,100 

1,243-1,510 

14,916 

14,916 

1,046-1,328 

12,840 

12,840 

904-1.097 

83,508 

83,508 

781-949 

86,736 

86,736 

659-841 

198,264 

198,264 

597-659 

117,732 

117.732 

4S0-5S4 

5,760 

5,769 

415-505 

4,980 

4,980 

367^46 

_ 

_ 

415-505 

24,873 

24,873 

367-446 

— 

— 

435-530 

5,484 

5,484 

505-614 

12,420 

12,420 

556-676 

38,328 

38,328 

4S0-5S4 

165,654 

165,654 

415-505 

260,946 

260,946 

746-905 

8,952 

8,952 

584-710 

— 

— 

998-1,213 

14,556 

14,556 

505-614 

— 

— 

287,142 

273,439 
$1,355,988 

273,439 

$1,191,088 

$1,355,988 

0.40 

_ 

_ 

$1,008-1,217 

0.25 

_ 

_ 

783-950 

0.04 

_ 

_ 

667 

0.41 

_ 

_ 

415-505 

0.66 

— 

_ 

435-530 

0.08 

_ 

_ 

405-^92 

O.OS 

- 

- 

973-1,183 

_ 

2.05 

2.05 

1,308-1,917 

1.54 

3 

3 

1,008-1,217 

0.75 

_ 

_ 

783-950 

0.75 

_ 

_ 

667 

0.09 

0.35 

0.35 

415-505 

1.95 

5 

5 

435-530 

0.,58 

40.5-192 

0.85 

1.90 

1.90 

556-676 

0.33 

0.50 

0.50 

973-1,183 

_ 

0.80 

0.80 

1,308-1,917 

_ 

1 

1 

667 

0.11 

0.40 

0.40 

415-505 

_ 

0.05 

0.05 

1,308-1,917 

0.07 

0.25 

0.25 

415-505 

_ 

0.10 

0.10 

1.308-1,917 

0.07 

0.10 

0.10 

1,008-1,217 

0.07 

0.10 

0.10 

556-676 

1.01 

1 

1 

435-530 

1 

1 

1 

746-905 

1 

1 

1 

1,625 

0.60 

0.60 

0.60 

1,008-1,217 

0.17 

1 

1 

480-584 

1.92 

3 

3 

41.5-505 

0.25 

- 

- 

415-505 

0.64 

1 

1 

435-530 

0.58 

1 

1 

746-905 

1.33 

1 

1 

58^710 

1.95 

2 

2 

480-584 

1.04 

9 

2 

415-505 

3.18 

3 

3 

415-505 

0.10 

— 

— 

435-530 

- 

1 

1 

584-710 

$32,185 
38,860 


1,743 
26,892 

13,141 

5,838 

12,560 
8,600 
1,992 

785 
1,245 

1,570 

1,290 

719 

5,904 
10,860 

19,500 

7,740 

5,760 

15,420 

5,352 
9,612 
7,536 

13,068 
10,320 
15,540 

7.008 


$32,185 
38,860 


1,743 
26,892 

13,141 

5,838 

12,560 
8,600 
1,992 

785 
1,245 

1,570 

1,290 

719 

5,904 
10,860 

19,500 
7,740 
5,760 

15,420 

5,352 
9,612 
7,536 

13,068 
10,320 
15,540 

7,008 
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SANTA  BARBARA  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillcill      (iulh.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


UNIVERSITY   EXTENSION— 

Continued 

Recording : 

Sr  tvpist-clerk 0.58         1 

Typist-clerk    0.30 

General   assistance 33.83       30.75 

Totals,  University  Extension 58.56       65.95 


CAMPUS   PUBLIC  SERVICE 

Arts  and  Lectures  : 

Principal  clerk 

Sr  tj-pist-clerk 

Secretary 

Sr  stenographer  

Manager  I,  arts  and  lectures 

Sr  administrative  asst 

Administrative  asst 

General  assistance 


Totals,  Campus  Public  Service 


MAINTENANCE  AND  OPERATION 
OF  PLANT 

Superintendence : 

Physical  plant  manager 

Principal  clerk 

Sr  clerk 

Secretary 

Sr  stenographer 

Sr  administrative  asst 

Sr  siipt  of  grounds  &  buildings 

Supt  of  grounds  &  buildings 

Fire  Department : 

Principal  clerk 

Fire   chief '. 

Fire  lieutenant 

Fireman    . 

Grounds  Maintenance : 

Supvng  groundsman  II 

Grounds  foreman 

Ground.sman   

Maintenance_  man 

Grounds  equipt  opr 

.Tanitorial  Service : 

Custodian/matron    

Custodian  supvr  II 

Custodian  supvr  I 

Custodian  foreman  I 

Plant  Service : 

Sr  clerk 

Key  punch  opr  II 

Storekeeper  II  

Storekeeper  I  

Sr  engineering  aid 

Laborer    

Supvng  groundsman  II 

Grounds  foreman 

Groundsman   

Craft  foreman 

Sr  maintenance  man 

Maintenance   man 

Asst  craft  foreman 

Inspector-planner-estimator 

Asst  chief  steam  opr  engr 

Steam  operating  engr 

Grounds  equipt  opr 

Police  : 

Sr  stenographer 

Chief  of  Police 

Police  sergeant 

Police  officer 

General  assistance 

Totals,  Maintenance  and  Operation  of 
Plant 


1 
30.75 


65.95 


SALARY  RANGE 
41.O-505 
36T-446 
281,198 

$406,896 


4,980 

228,980 

$515,000 


7.77   10.06   10.06 


$45,634 


$59,408 


4,980 

228,980 

$515,000 


1.85 

2 

2 

$480-584 

$12,576 

$12,576 

— 

1 

1 

415-505 

5.352 

5,352 

0..50 

1 

1 

480-584 

5,760 

5,760 

0.33 

_ 

— 

435-530 

_ 

_ 

0.17 

1 

1 

783-950 

9,396 

9,396 

0.92 

1 

1 

746-905 

9,396 

9,396 

0.08 

_ 

— 

584-710 

_ 

_ 

3.92 

4.06 

4.06 

20,342 

16,928 

16,928 

$59,408 


1 

1 

1 

$1,442 

$17,300 

$17,300 

1 

1 

1 

480-584 

7,008 

7.008 

1 

2 

2 

415-505 

10.9RS 

10,968 

1 

1 

480-584 

6,060 

6,060 

0.98 

2 

2 

435-530 

11,844 

11,844 

1 

1 

1 

746-905 

10,860 

10,860 

1.53 

4 

4 

998-1,213 

50,724 

50,724 

1.17 

- 

- 

863-1,048 

- 

- 

1 

1 

1 

480-584 

5,628 

5,628 

1 

1 

1 

821-998 

11,676 

11,676 

3 

3 

3 

710-863 

31,068 

31.068 

6 

8 

8 

644-783 

66,744 

66,744 

_ 

1 

1 

676-821 

9,852 

9.852 

__ 

2 

2 

530-644 

15,4.56 

15.456 

— 

37.62 

37.62 

457-556 

231,369 

231,369 



1 

1 

571-660 

7,920 

7,920 

- 

2 

2 

505-614 

14,376 

14,376 

45.16 

75.9 

75.9 

435-530 

429,665 

429.665 

0.25 

1 

1 

710-868 

8,736 

8,736 

0.75 

614-746 

_ 

— 

3.89 

4 

4 

480-584 

26,736 

26,736 

0.66 

2 

2 

41.5-505 

10,200 

10,200 

1 

1 

425-517 

5,628 

5.628 

1 

1 

1 

584-710 

8.520 

8.520 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

530-644 

7,008 

7,008 

0.5 

9 

9 

457-556 

55,344 

55,344 

1 

676-821 

- 

- 

2 

_ 

_ 

5.30-644 

_ 

— 

25.28 

_ 

_ 

457-556 

_ 

— 

3 

3 

3 

764-884 

31,068 

31,068 

22.39 

33 

33 

692-801 

298,140 

298.140 

10.35 

16.30 

16.30 

517-660 

120,292 

120.292 

2.08 

4 

4 

72S-S42 

39.480 

39.480 

1 

764-884 

9,168 

9.168 

0.04 

1 

728-842 

9,612 

9.612 

5 

692-801 

45,840 

45.840 

3.08 

1 

505-614 

7,368 

7,368 

1 

1 

43.5-530 

6.360 

6.360 

1 

1 

821-998 

11.976 

11.976 

2  92 

3 

3 

710-863 

31.068 

.31.068 

8  05 

11 

11 

644-783 

92,760 

92,760 

61.6 

8.02 

8.02 

328,038 

62,924 

62,924 

215.68 

252.84 

252.84 

$1,425,752 

$1,834,114 

$1,834,114 
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SANTA  BARBARA  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES 

Dean  of  Students  : 

Asst  secty  to  the  regents 1 

Assoc  dean  of  students — men 1 

Assoc  dean  of  students — women 1 

Principal  clerk 2.56 

Sr  clerk 2 

Clerk 0.78 

Principal  typist-clerk   0.47 

Sr  typist-clerk 8.39 

Typist-clerk 7.28 

Coder   0.17 

Sr  stenographer 0.33 

Sr  administrative  asst 1.S3 

Administrative  asst 3.02 

Assoc  dean  of  students 2 

Asst  dean  of  students 3.17 

Counselor  II 2.90 

Counselor  I 2.38 

Dean  of  Students  Counseling  Center : 

Counseling  center  manager - 

Principal  clerk 0.33 

Clerk    0.08 

Sr  typist-clerk   0.33 

Statistical  clerk 1.03 

Secretary  1 

Counseling  center  manager  I 1 

Counseling  psychologist  II 2.3fi 

Counseling  psychologist  I 1.25 

Counseling  II 0.96 

Counseling  psychologist  III 1 

Psychometrist 0.86 

Dean  Students — Financial  Aids  Office : 

Principal  clerk - 

Sr  typist-clerk - 

Typist-clerk - 

Administrative    asst    - 

Assoc  dean  of  students — 

Counselor  II — 

Counselor  I - 

Dean   Students — Housing   Supervisor  : 

Principal  clerk 2 

Clerk    0.05 

Sr  tj'pist-clerk 3.75 

Typist-clerk 2.21 

Secretary 0.33 

Sr    stenographer    0.67 

Stenographer    0.94 

Administrative  asst 1 

Supvr  of  hou.sing  services  III 0.92 

Supvr  of  housing  services  II 0.08 

Dean  Student.s — Office  Educational 
Opportunity : 

Counselor   I    — 

Educational  Placement : 

Educ  placement  off  &  mgr 1 

Principal    clerk    1 

Sr  typist-clerk 1.83 

Secretary     1 

Placement  interviewer   III 1 

Placement  interviewer  II 1 

Public  Ceremonies : 

Sr  typist-clerk 0.29 

Secretary     1 

Registrars  Office : 

Admissions  officer 0.50 

Registrar 0.67 

Assoc  registrar 0.18 

Summer  diffei-ential — 

Administrative  stipend — 

Principal  clerk 10.16 

Sr  clerk 3.16 

Clerk    3.10 

Sr  typist-clerk 10.17 

Typist-clerk    2.34 

Key  punch  operator  II 2.90 

Tabulating  supvr 1 

Secretary 2.17 

Sr   stenographer   3 

Programmer  II 0.92 

Sr  administrative  asst 1.17 

Administrative   asst   3.92 

Asst  registrar  II 0.83 


SALARY  RANGE 

1 

1 

$1,617 

$19,400 

$19,400 

1 

1 

1,233 

14,800 

14,800 

1 

1 

1,233 

14,800 

14.800 

1 

1 

480-584 

6,516 

6,516 

3 

3 

415-505 

15,672 

15,672 

2 

2 

367-446 

8,808 

8,808 

1 

1 

480-584 

6,060 

6,060 

4 

4 

415-505 

22,824 

22,824 

5 

5 

367-446 

24,216 

24,216 

1 

1 

457-556 

5,484 

5,484 

— 

— 

435-530 

— 

_ 

1 

1 

746-905 

9,396 

9,396 

o 

2 

584-710 

16,440 

16,440 

2 

2 

863-1,048 

23,952 

23,952 

3 

3 

740-905 

31,068 

31,068 

2 

2 

644-783 

16,416 

16,416 

1.20 

1.20 

556-676 

8,006 

8,006 

1 

1 

1,417 

17,004 

17,004 

1 

1 

480-584 

5,760 

5,760 

367-i46 

_ 

0.50 

0.50 

415-505 

2,550 

2,550 

0.50 

0.50 

415-505 

2,610 

2,610 

1 

1 

480-584 

7,008 

7,008 

1,074-1,305 

- 

- 

3 

3 

973-1,183 

37,3.53 

37,353 

1 

1 

884-1,074 

10,860 

10,860 

1 

1 

644-783 

8.520 

8,520 

1 

1 

1,074-1,305 

15,660 

15,660 

1 

1 

556-676 

6,840 

6,840 

4.50 

4.50 

480-584 

26,220 

26,220 

2 

2 

415-505 

10,704 

10,704 

2 

2 

367-446 

8,808 

8,808 

1 

1 

584-710 

8,520 

8,520 

1 

1 

863-1,048 

11,124 

11,124 

2 

2 

644-783 

15,840 

15,840 

1 

1 

556-676 

6,852 

6,852 

2 

2 

480-584 

13,068 

13,068 

1 

1 

367-^46 

4,404 

4,404 

4 

4 

415-505 

21,288 

21,288 

1 

1 

367^46 

4.524 

4,524 

1.50 

1.50 

480-584 

8,712 

8,712 

_ 

_ 

435-530 

_ 

_ 

1 

1 

405-492 

4,860 

4,860 

1 

1 

584-710 

8,520 

8,520 

1 

1 

863-1,048 

12,576 

12,576 

- 

- 

783-950 

- 

— 

550-676 


6,672 


6,672 


1 

1 

1,275 

15,300 

15,300 

1 

1 

480-584 

7,008 

7,008 

o 

2 

415-505 

11,040 

11,040 

i 

1 

480-584 

7,008 

7,008 

1 

1 

710-863 

10,3.56 

10,356 

1 

1 

614-746 

8,952 

8,952 

0.50 

0.50 

41.5-505 

2,5.50 

2,550 

1 

1 

480-584 

7,008 

7,008 

0.50 

0.50 

1,269 

7,612 

7,612 

1 

1 

1,583 

19,000 

19,000 

0.33 

0.33 

1,025 

4,059 

4,059 

- 

- 

- 

1,808 

1,808 

— 

— 

— 

3,050 

3.050 

11 

11 

480-584 

69,912 

69,912 

3 

3 

415-505 

15,792 

15,792 

3 

3 

367^46 

13,896 

13,896 

12 

12 

415-505 

64,008 

64,008 

2 

2 

367-446 

9,264 

9,264 

3 

3 

42.5-517 

17,316 

17,316 

1 

1 

644-783 

9,396 

9,396 

9 

2 

480-584 

13,368 

13,368 

3 

3 

435-530 

17,724 

17,724 

1 

1 

821-998 

10,104 

10,104 

1 

1 

746-905 

9,852 

9.852 

4 

4 

584-710 

31,728 

31,728 

1 

1 

746-905 

10,356 

10,356 
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SANTA  BARBARA  CAMPUS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (A'jth.l      lAotli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2     STUDENT  SERVICES— Continued 


3 

-1 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 

80 
81 
82 

83 

84 

85 

86 


SUiilc';U  Activities — AUimiii  AliEairs  : 
Asst  111  fhancellor — gifts  and 

endowments    

Principal  cleric 

Secretary  

Sr  stenographer 

Administrative  asst 

Student  Activities — Chancellors  Office  : 

Secretary  

Sr    stenographer    

Student  Activities — Public  Information 
Sr  typist-clerk 

Student  Activities — Publications : 

Sr  typist-clerk   

Piililic  ill  formation  representive 

Editor    III    

Student  Activities — Recreation 
Program : 

Sr  typist-clerk 

Typist-clerk    

Storekeeper  I  

Recreation    snpvr   TTI    

Recreation  supvr  II 

Recreation  supvr  I 

Student  and  Alumni  Placement 
Center : 

Sr  typist-clerk 

Sr  stenographer 

Placement  interviewer  III 

Placement  interviewer  II 

Student   Health    Service — Administra- 
tion : 

Student  liealth  service  director 

Principal  clerk 

Medical   record  librarian 

Sr  administrative  asst 

Superintendent  of  nurses  I  SHS 

Sr  physician   diplomate 

Student  Health  Service — Outpatients  : 

Head  nurse  SHS 

Assoc  physician 

Student  Health  Service — Bedpatients  : 
Head  nurse  SHS 

Student  Health   Service — Laboratory  : 

Laboratory   technician   III 

Laboratory  technician  II     

Student  Health  Service — X-Ray  : 
Sr  X-ray  technician 

General  assistance 

Totals,   Student   Services 


INSTITUTIONAL   SERVICES  AND 
GENERAL   EXPENSE 

Academic  Senate  Secretariat : 

Principal    clerk    

Secretary     

Sr    stenographer    

Sr  administrative  asst 

Alumni  Affairs  Office  : 

Principal    clerk    

Secretary    

Sr    stenographer    

Gifts  and  Endowments  Office: 

Special  nsst  to  chancellor 

Secretary    

Sr  stenographer 

fVutral  Steno  Bureau — Ctirrent: 

Clerk    _   _     

Sr  tynist-clerk 

Typist-clerk    

nuplieating  mach  opr 

Sr  offset  duplicating  mach  opr 

Offset  duplicating  mach  opr 

Sr  stenographer 

Administrative    asst    

*  Not  an  established  range. 


1 

0.03 
0.37 
O.OS 

0. 

-rf) 

1 

o..-,o 

1 

SALARY  RANGE 
7G5* 
4S0-5S4 
4.'«0-5R4 
435-530 
584-710 

9.1  SO 
2.880 

7,200 

9,180 

2.S80 

7,200 

0.17 
0.32 

0. 

-.0 

0.50 

4S0-5S4 
435-530 

3.030 

3,0.30 

0.4G 

0.50 

0..OO 

415-505 

2,742 

2.742 

n.m 

0.50 

0. 
0. 
0. 

->o 

-)0 
■iO 

0.50 
0.50 
0.50 

S21-998 
746-905 

2,814 
5,430 
5,052 

2.814 
5.4.30 
5,052 

1.10 
0.46 

1 

1.42 

0.58 

1 
1 
1 
1 

2 

1 
1 
1 

1 
2 

415-505 
367-446 
f;n,T-614 
7S3-950 
044-7S3 
556-076 

5.220 

4.740 

6,060 

11,400 

17,124 

5.220 
4.740 
6.060 

11,400 
17.124 

1.92 
0.83 
0.93 
3.04 

3 

1 
3 

3 

1 
3 

415-505 
43.T-530 
710-.Sfi3 
014-746 

15.6S4 

8.520 
23,256 

15,684 

8.520 
23,2.56 

1 
1 
1 
1 
1 
0.51 

1 
1 
1 
1 
1 
0.51 

1 
1 
1 
1 
1 
0.51 

1,875 
4.S0-5S4 
571-692 
746-905 
.^01-973 
1.79.3-2.179 

22,500 
7.008 
7,728 
10.860 
11,676 
12,093 

22.500 
7.00S 
7.728 
10.860 
11.676 
12.093 

1 

7 

1 

7.83 

1 

7.83 

660-S01 
1.54S-1.882 

9,612 
166.350 

9,612 
166,350 

1 

1 

1 

660-801 

9,612 

9,612 

1 
2.06 

1 
2 

1 
2 

740-905 
6T6-S21 

10,356 
17,472 

10.356 
17,472 

1 
6S.S9 

1 
S0.92 

1 
80.92 

571-692 
.S99.602 

7,920 
367,634 

7,920 
367,634 

219.40 

244. 

79 

244.79 

.$1  ,.569,106 

$1,719,335 

$1,719,3.35 

1.01 

1 

1 

,<5480-5S4 

$5,904 

$5,904 

1 

1 

1 

480-584 

6,204 

6.204 

0.73 

1 

1 

435-530 

5,352 

5.352 

1 

1 

1 

746-905 

10,104 

10,104 

0.03 

0..50 

0.50 

4S0-584 

2,880 

2.880 

0.37 

480-584 

- 

- 

0.08 

- 

- 

435-530 

— 

- 

0.57 

_ 

1,129 

_ 

— 

1.05 

_ 

_ 

480-584 

— 

— 

0.45 

- 

- 

43.5-530 

- 

— 

0..50 

0.50 

367-^46 

2,262 

2,262 

0.89 

2 

2 

41.5-505 

10,080 

10.080 

1 

1 

367-446 

5,.352 

5.352 

1.65 

2 

2 

367-^6 

10,212 

10,212 

1 

1 

50.5-614 

6.360 

6,360 

1.47 

2 

2 

457-556 

10,704 

10,704 

1 

1 

435-530 

5,760 

5.760 

1 

1 

584-710 

8,304 

8,304 

276 


Uriiversity  of  Cctlifornla 


HIGHER  EDUCATION 


SANTA  BARBARA  CAMPUS— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filloii)      lAulh.)      (Anth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE— Continued 

Equipment  Program  Management : 

Sr    clerk    

Sr  typist-clerk 

Asst  business  manager  II 

Environmental  Health  and  Safety : 

Mgr.  safety  &  security  service 

Sr    stenographer    

Environmental  health  &  safety  techn 
Environmental  health  &  safety 

techn  II 

Mail  and  Messenger  Service : 

Mail  clerk  II 

Mail  clerk  I 

Receiving : 

Sr  clerk 

Typist-clerk      

Deliveryman     

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Stores  helper 

Storehouse — Current : 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Key  punch  operator  II 

Deliveryman     

Storekeeper  III  

Storekeeper  II  

Storekeeper  I  

Stores  helper 

Telephone  and  Telegraph — Current : 

Communications    supervisor   II 

Supvng    communications    attendant 
Communications  attendant 

UC  Garage — Current : 

Sr  clerk 

Clerk     

Automotive    mechanic    

Automotive  mech  helper 

Garage   attendant   

Garage   manager   

Public  Information  Office : 

Public  information  manager 

Sr  typist-clerk 

Secretary     

Public  information  representative 

Writer  III   

Publications  Office  : 

Assoc  public  affairs  officer 

Sr  tvpist-clerk 

Editor  III 

General  assistance   

Totals,  Institutional  Services  and  Gen- 
eral   Expense  


AUXILIARY   ENTERPRISES 


0.59 
0.42 
1 

1 
1 

1 
1 

SALARY  KANGB 
415-505 
415-505 
783-950 

4,980 
9,852 

4,980 
9,852 

1 

0.98 

0.38 

1 
1 
1 

1 
1 
1 

1,367 

435-530 

998-1,213 

16,400 

5,904 

11,976 

16,400 

5.904 

11,976 

- 

1.05 

1.05 

783-950 

9,865 

9,865 

1 
4.79 

1 
6 

1 
6 

530-644 
457-556 

6,360 
36,432 

6,360 
36,432 

0.71 

0.25 

1 

0.25 

0.75 

2.69 

0.02 

1 

1 

1 

3 
2 

1 

1 
1 

3 
2 

41.5-505 
367-446 
425-517 
676-821 
584-710 
505-614 
359-435 

5,220 

5,220 
8,112 

18,672 
8,808 

5,220 

5,220 
8,112 

18,672 
8,808 

0.17 

0.33 

0.83 

0.04 

0.92 

1 

1 

0.75 

1.02 

2 

1 

1 
1 
3 

1 

2 

1 

1 
1 
3 
1 

480-584 
415-505 
41.5-505 
425-517 
425-517 
676-821 
584-710 
505-614 
359-435 

12,264 

5,220 

8,520 

8,520 

19,392 

4,308 

12,264 

5,220 

8,520 

8,520 

19,392 

4,308 

1 
1 
3 

1 
1 
3 

1 
1 
3 

660-801 
480-584 
415-505 

9,168 

0,516 

17,472 

9,168 

6,516 

17,472 

1 
0.42 

1 

0 

0.93 

1 

1.50 
0.50 

1 
2 
1 
1 

1.50 
0.50 

1 
2 
1 

1 

415-505 
367-446 
644-746 
480-584 
4.S5-530 
676-821 

8,034 
2,316 
8.112 
12,912 
5,220 
9,852 

8,034 
2.316 
8,112 
12,912 
5,220 
9,852 

1 

o.os 

1 

1.50 

1 

1 

1.50 

0.25 

1 

1 

1.50 

0.25 

1,467 
415-505 

480-584 
821-998 
746-905 

17,600 

7,008 

17,406 

2,238 

17,600 

7,008 

17,406 

2,238 

0.18 
0.46 
0.50 
8.33 

0.33 

0..50 
0.50 
7.69 

0.33 

0.50 
0.50 
7.69 

1,025 

415-505 

746-905 

42,763 

4.059 

2,742 

5,052 

27,147 

4,059 

2,742 

5.052 

27,147 

60.59   69.82   69.82 


$393,198 


$458,357 


$458,357 


Residence  and  Dining  Halls — 
Central  Services : 

Residence  halls  administrator 

Sr  cashier 
Cashier 

1 

0.77 

0.19 

1 
1 

1 
0.95 

1 
1 

1 

1 

1 

1.46 

1 

1 
1 
1 

1 

1 
1 
1 

1 
1 
1 
1 
1 

1 
2 

1 

1 
1 
1 

1 

1 
1 
1 
1 

1 
1 
1 
1 

1 
2 
1 

$1,192 

480-584 
415-505 
415-505 
584-710 

415-505 
480-584 
4.'^.5-530 
505-614 
863-1.048 
7S3-950 
644-783 
764-884 

480-584 

415-505 

884-1,074 

$14,300 
6,360 
4,980 

8,520 

5,760 

7.008 

5.352 

7.368 

12.576 

11,400 

7,728 

10.608 

6,360 
10,320 

12,888 

$14,300 
6,360 
4,980 

Sr    tvpist-clerk                          

Administrative  asst 

8,520 

Lodging : 

Sr  typist-clerk 

5.760 

7,008 

Sr  stenographer 

Housekeeper 

Residence  halls  manager  III 

Residence  halls  manager  II 

Residence  halls  manager  I 

Craft   foreman 

Central  Food  Service : 

5,352 

7.368 

12,576 

11.400 

7.728 
10,608 

6,360 

Sr  tvpist-clerk 

10.320 

Food  service  manager  IV 

12,888 

HIGHER  EDUCATION 


University  of  Ccslifornia 


277 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filMlAuth.)      (»ulh.) 


ACTUAL 
1967-63 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 
4 
5 
6 
T 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
68 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AUXILIARY   ENTERPRISES— 

Continued 

Central  Food  Service — Continued  SALARY  RANGE 

Food  service  manager  III 2.75         4              4                  783-950                  43,056 

Food  service  manager  II -              1              1                  676-821                    8,112 

Administrative  asst 0.42         1              1                  58^710                    7,368 

Residence  Apartments — Houseliold — 
Administration  : 

Residence  halls  manager  I 111                  644^-783                    9,396 

Parking  Operation — Current : 

Parking  supvr  III -              1              1                   710-863                    7,368 

General  assistance 150.43     205.51     205.51               785,665                896,724 

Totals,  Auxiliary  Enterprises 167.97  229.51  229.51  $886,690  $1,103,552 

Jlerits  and  Promotions : 

Academic    _             _  _  _  112,262 

Nonacademic    _             _  _  _  6,319 

TOTALS,  SANTA  BARBARA 

CAMPUS 2,281.56  2,572.112,572.11       $18,888,266        $22,082,377 


43,056 
8,112 
7,368 


9,396 

7,368 
896,724 

$1,103,552 

112,262 
6,319 


$22,082,377 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Chancellor's  Office : 

Chancellor 

Academic  assistant  to  the  president 

Assistant  to  the  chancellor 

Adm  secretary  to  the  chancellor 

Principal  clerk 

Sr  clerk 

Sr   typist-clerk   

Secretary  

Administrative    asst    

Academic  Affairs : 

Vice  chancellor 

Acting  vice  chancellor 

Administrative  stipend 

Principal  clerk 

Sr   typist-clerk   

Asst  administrative  analyst 

Administrative    asst    

Vice  Chancellor — Business  &  Finance  : 

Vice  chancellor 

Fiscal  management  officer 

Sr  typist-clerk   

Secretary  

Sr  administrative  analyst 

Administrative    analyst   

Sr  budget  analyst 

Asst  budget  analyst 

Sr  administrative  asst 

Accounting  : 

Accounting  officer   

Principal  clerk 

Sr    clei-k    

Sr  typist-clerk   

Administrative   asst    

Sr  accountant  

Accountant   

Asst  accountant 

Business  Manager : 

Business  manager 

Sr  typist-clerk   

Typist-clerk 

Administrative    asst    

Asst  business  manager  II 

Asst  business  manager  I 

Cashier : 

Sr  cashier 

Cashier 

Sr   typist-clerk   

Contracts  and  Grants  Administration  : 

Sr   typist-clerk   

Sr  stenographer  

Asst  business  manager  II 

Inventory  : 

Principal  clerk 

Sr  clerk 

Purchasing  : 

Purchasing    agent    

Sr  typist-clerk   

Typist-clerk 

Secretary  

Administrative  services  officer  II 

Buyer  III 

Buyer  II 

Buyer  I 

Personnel : 

Personnel  manager 

Principal  clerk 

Sr  tygist-clerk   

Typist-clerk 

Secretary     

Employment  representative  III 

Employment  representative  II 

Employment  representative  I 

Personnel   analyst 

Physical  Planning : 

Principal    architect 

Sr  planning  analyst  I 

Campus  planner  II 

Principal  engineer 

Administrative  asst 


SALARY  RANGE 

1 

1 

1 

$3,083 

$37,000 

$37,000 

— 

0.42 

0.42 

983 

4,956 

4,956 

- 

1.33 

1.33 

967 

15,428 

15,428 

1 

1 

1 

917 

11,000 

11,000 

0.08 

_ 

_ 

4S0-5S4 

_ 

— 

3 

3 

3 

415-505 

16,464 

16,464 

2.01 

3 

3 

415-505 

15,060 

15,060 

1.10 

1 

1 

480-584 

6,852 

6,852 

0.83 

- 

- 

584-710 

- 

- 

1 

1.50 

1.50 

1,997 

35,950 

35,050 

0.50 

_ 

— 

— 

_ 

— 

- 

- 

_ 

_ 

7,350 

7,350 

0.78 

1 

1 

480-584 

5.760 

5,760 

1.01 

2 

2 

415-505 

9,504 

9,504 

0.78 

— 

— 

64-1-783 

— 

— 

1 

1 

1 

58-1-710 

7,008 

7,008 

1 

1 

1 

1,833 

22,000 

22,000 

1 

1 

1 

1,583 

19,000 

19,000 

1.11 

o 

o 

41.5-505 

10,080 

10,080 

0.92 

1 

1 

480-584 

6,060 

6,060 

- 

0.92 

0.92 

950-1.155 

10,488 

10,488 

_ 

1 

1 

783-950 

9,396 

9,396 

0.46 

1 

1 

950-1,155 

11,976 

11,976 

1 

-_ 

„ 

644-783 

— 

— 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

1,217 

14,600 

14,600 

0.83 

2 

2 

480-584 

11,520 

11,520 

4.17 

5 

5 

415-505 

26,544 

26,544 

0.90 

1 

1 

415-505 

5,220 

5,220 

1 

1 

1 

584-710 

8,112 

8,112 

1 

1 

1 

950-1,155 

12,576 

12,576 

1.17 

o 

2 

783-950 

19,752 

19,752 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

1,250 

15,000 

15.000 

o.so 

1 

1 

415-505 

4,980 

4,980 

0.17 

_ 

— 

367-^46 

— 

— 

1 

1 

1 

584-710 

7,728 

7,728 

0.50 

0.50 

0.50 

783-950 

4,698 

4,698 

- 

1 

1 

614-746 

7,368 

7,368 

1 

1 

1 

480-584 

5,760 

5,760 

_ 

1 

1 

415-505 

5.100 

5,100 

0.9S 

1 

1 

415-505 

5,100 

5,100 

0.23 

_ 

_ 

415-505 

_ 

_ 

0.77 

1 

1 

435-530 

5,484 

5,484 

0.50 

0.50 

0.50 

783-950 

4,698 

4,698 

1 

1 

1 

480-584 

6.360 

6,360 

0.48 

1 

1 

415-505 

5,100 

5,100 

1 

1 

1 

1,142 

13,700 

13,700 

2.69 

3 

3 

415-505 

15,924 

15.924 

0.06 

1 

1 

367-446 

4,524 

4.524 

1 

1 

1 

480-584 

6,060 

6,060 

0.02 

_ 

_ 

950-1,155 

— 

— 

0.91 

1 

1 

8&3-l,04S 

10,860 

10,860 

1 

1 

1 

710-863 

9,396 

9,396 

- 

1 

1 

614-746 

7,008 

7,008 

1 

1 

1 

1,150 

13.800 

13,800 

1 

1 

480-584 

5,904 

5,904 

2  21 

3 

3 

415-505 

15,300 

15,300 

1.14 

1 

1 

367-^46 

4,404 

4,404 

0.12 

_ 

480-584 

- 

— 

0.83 

1 

1 

710-863 

9,396 

9,396 

0.17 

_ 

_ 

614-746 

— 

— 

1 

1 

556-644 

6,672 

6,672 

1 

1 

1 

783-950 

10,356 

10,356 

1 

1 

1 

1,708 

20,500 

20,500 

1 

— 

- 

1,048-1,273 

- 

- 

1 

— 

— 

1,213-1,475 

— 

— 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

- 

- 

584-710 

- 

- 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 

1967-68 


ESTIMATED 

1968-69 


PROPOSED 

1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 

Biiildinsr  Program  Clearing  Account : 

Principal  clerk 1.5R 

Sr  clerk 2.72 

Clerk    

Sr  typist-clerk 3.40 

Secretary 1 

Asst  nrchiteetural   draftsman 2 

Sr  planning  analyst  I - 

Assoc  planning  analyst 0.83 

Campus  iilauner  II - 

Asst  campus  planner 1 

Project   architect .S.Tfl 

Siipvr  construction  inspector 0.."i4 

Asst  landscape  architect 1 

Sr  dr.nftsman 1 

Sr  engineer 0.75 

Assoc  engineer 2.17 

Administrative  asst 0.75 

General  assistance 10.71 

Totals,  General  Administration 91.47 


INSTRUCTION    AND 

DEPARTMENTAL   RESEARCH 

Academic : 

Dean    

Assoc  dean 

Provost    

Summer  differential 

Administrative  stipend 

Professor 

Assoc  professor 

Asst  professor 

Instructor 

Assoc  

Lecturer    

Supvr  in  physical  educ 

Asst  snpvr  in  physical  educ 

Teaching   asst   

Totals.    Academic   

Nonacademic : 

Coordinator  of  special  projects 

Asst  to  the  chancellor 

Director   of   academic   planning 

Instructional  TV  coordinator 

Principal    clerk    

Clerk    

Principal   typist-clerk 

Sr  typist-clerk 

Typist-clerk    

Departmental  admin  asst  II 

Secretary    

Sr  stenographer 

Stenographer    

Storekeeper    

Communications    production    supvr 

Photographer    

Photographic  technician 

Sr  television  engineer 

Sr  television  technician 

Sr  scene  technician 

Asst  development  engineer 

Sr  administrative   asst 

Administrative  asst 

Lah  business  officer  II 

Administrative  services  off  II 

Asst  to  Dean,  director,  or  chairman 

II  

Prin  laboratory  glassblower 

Laboratory  glassblower 

Principal  laboratory  mech 

Sr  laboratory  mechanician 


SM.kUY  R.4NGE 

« 

3 

4.'50-.lS4 

17.580 

17.580 

o 

2 

41.5-505 

10,572 

10,572 

T 

T 

367-446 

4,524 

4,524 

.3 

3 

415-.505 

16,068 

16,068 

1 

1 

4S0-5S4 

5,760 

5,760 

o 

o 

S2i-ons 

23,376 

23,376 

i 

1 

1.04S-1.273 

15.276 

15,276 

- 

- 

S21-09S 

- 

- 

1 

1 

1,21. VI  ,475 

17,700 

17.700 

1 

1 

644-783 

10.356 

10,3.56 

4 

4 

1,048-1,273 

58,608 

58,608 

t 

I 

1,15.'5-1,405 

l.S.SfiO 

13.860 

1 

1 

S21-99R 

11,976 

11.976 

1 

1 

614-746 

8.520 

8.520 

1 

1 

1,15.5-1,405 

16,044 

16.044 

9 

2 

998-1,213 

20.112 

29,112 

2 

2 

584-710 

15,528 

15,528 

16.35 

16.35 

(101,585) 

.$S41,.552 

131,490 
1,036,954 

131,490 

113.52 

113.52 

.$1,036,954 

_ 

0.50 

0.50 

.$2,225 

$13,350 

$13,350 

2 

0.50 

0.50 

1.100 

6,600 

6.600 

1.64 

o 

2 

1,958 

47,000 

47.000 

_ 

_ 

_ 

1.861 

1.861 

_ 

_ 

_ 

- 

23,700 

23.700 

22.80 

29 

29 

1.283-2.192 

563.9.56 

563.956 

19.10 

36.20 

36.20 

1.025-1,175 

473.595 

473.595 

64.35 

94.80 

94.80 

808-1.125 

970.641 

970.641 

4.52 

4.33 

4.33 

700 

36.372 

36.372 

12.43 

56S-S21 

_ 

— 

16.96 

1 

1 

763-2,040 

12,840 

12.840 

1 

1.33 

1.33 

1,13.3-1,308 

18,088 

18,088 

2.99 

3 

3 

742-867 

28,200 

28,200 

18.65 

37.34 

37.84 

360-370 

241.963 

241,963 

166.44 

210 

210 

- 

$2,438,166 

$2,438,166 

0.35 

0.35 

0.35 

_ 

5.229 

5  'Of) 

1 

1 

1 

_ 

13,500 

13.500 

1 

0.75 

0.75 

_ 

11.250 

11.250 

0.92 

1 

1 

— 

14,200 

14.200 

3.14 

4 

4 

480-584 

24.540 

24.540 

0.50 

0..50 

367-446 

2.262 

2.262 

0.25 

0.25 

0.25 

480-584 

1,590 

1.590 

12.01 

16 

16 

41.5-505 

83.2.56 

83.256 

1.02 

2.50 

2.50 

367^46 

11,298 

11.298 

0.51 

3 

3 

556-676 

21,912 

21,912 

11.08 

10 

10 

480-584 

64.800 

64.800 

13.07 

14.50 

14.50 

435-530 

81.720 

81.720 

0.94 

1 

1 

40.5^92 

5,100 

5.100 

0.17 

1 

1 

.50.5-614 

6,060 

6,060 

0.75 

1 

1 

821-998 

10,860 

10,860 

0.47 

_ 

_ 

584-710 

— 

— 

0.47 

_ 

_ 

480-584 

- 

- 

0.57 

0.70 

0.70 

1.155-1.405 

10.189 

10.189 

0  29 

0.55 

0.55 

746-905 

4,924 

4,924 

0.46 

660-801 

— 

— 

0.85 

1 

86-3-1 .048 

10.860 

10,860 

0.75 

1.50 

1.50 

746-905 

13,878 

13.878 

1.96 

1 

584-710 

7,008 

7.008 

1 

1 

9.50-1.155 

12.888 

12,888 

0.60 

1 

950-1,155 

10,860 

10,860 

1 

1,048-1,273 

12,576 

12,576 

1 

1 

821-998 

11,400 

11,400 

0.46 

1 

644-783 

8,112 

8,112 

0.25 

1 

783-950 

10.860 

10,860 

2.13 

2 

2 

710-863 

19,308 

19,308 
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23 
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28 
29 
30 
31 
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33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
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54 
55 
56 
57 
58 
59 
60 
61 
62 
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64 
65 
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INSTRUCTION    AND   DEPART- 
MENTAL  RESEARCH— Continued 

Nonaeademie — Continued 

Laboratory  asst  IV 0.25  1  1 

Laboratory  asst  III 2.56  3  3 

Laboratory  asst  II 1.94  2  2 

Laboratory  belper 0.06  1  1 

Laboratory  asst  I 1.40  2  2 

Laboratory  technician  II 0.S7  2  2 

Laboratory  technician  I 1.42  1  1 

Totals,   Nonaeademie   65.97  81.60       81.60 

General   assistance   12.76  27  27 

Totals,   Instruction   and    Departmental 

Research    245.17  318.60     318.60 


SUMMER  SESSION 

Administration : 

Instruction   supvr 

Sr  steno 

Language  Institute : 
Sr  steno   

General   assistance 

Totals,  Summer  Session 


SALARY  EANGE 

746-905 

9,396 

9,396 

614-746 

23.400 

23,400 

505-614 

13,032 

13,032 

359-435 

4,404 

4,404 

435-530 

10,980 

10,980 

676-821 

15,840 

15.840 

584-710 

8,112 

$575,604 

8,112 

_ 

$575,604 

(65,509) 

120,387 

120,387 

$2,463,170 

$3,134,157 

$3,134,157 

0.03 

0.42 
0.75 

0.42 
0.75 

$712-1,280 
435-530 

$5,292 
4,014 

$5,292 
4,014 

0.29 
3.23 

5.70 

5.70 

435-530 
(25,545) 

44,585 

44,585 

3.55 


6.S7 


6.87 


$25,870 


$53,891 


ORGANIZED   RESEARCH 


Academic : 

Director    

Summer  differential   

Administrative   stipend    

Astronomer     

Assoc  research — 11  months 

Asst  research — 11  months 

Postgraduate  research — 11  months 

Research  asst    

Asst  specialist 

Totals,  Academic 

Nonaeademie : 

Principal  clerk 

Sr  clerk    

Sr  typist-clerk 

Departmental  adm  asst  I 

Computer  operator 

Secretary    

Sr  stenographer    

Custodian/matron   

Principal  photographer    

Sr  development  engineer 

Assoc  development  engineer 

Asst  development  engineer 

Jr  development   engineer 

Lab  business  officer  II 

Sr  maintenance  man 

Maintenance  man    

Telescope  installation  supvr 

Telescope  asst    

Sr  electronics  technician 

Automotive  mechanic 

Mechanical  superintendent  I 

Principal  laboratory  mech 

Sr  laboratory  mechanician 

Laboratory  mechanician    

Prin  optical  instrument  maker 

Sr  optical  instrument  maker 

Laboratory  technician  IV 

Laboratory  technician  I 

Totals,  Nonaeademie    

General  assistance    

Totals,  Organized    Research 48.22 


54.80      54.80 


$471,289 


$582,697 


$53,891 


0.60 

0.85 

0.85 

_ 

$20,550 

$20,550 

_ 

_ 

_ 

_ 

4,620 

4,620 

_ 

_ 

_ 

_ 

3.000 

3,000 

7.54 

9.40 

9.40 

$817-2,192 

158,927 

158,927 

— 

1 

1 

1,192-1,358 

12,700 

12,700 

1 

- 

- 

950-1,125 

— 

- 

0.67 

— 

_ 

643-821 

_ 

_ 

1.12 

2 

2 

285-295 

13,680 

13,680 

0.25 

1 

1 

745-861 

8,940 

$222,417 

8,940 

11.18 

14.25 

14.25 

- 

$222,417 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

415-505 

6,060 

6,060 

0.97 

1 

1 

415-505 

5,100 

5,100 

0.75 

480-584 

- 

_ 

1 

1 

1 

55G-676 

8,112 

8.112 

1 

O 

2 

480-584 

11,664 

11,664 

0.67 

1 

1 

435-530 

6,360 

6,360 

1 

1 

1 

435-530 

5,760 

5,760 

1.06 

1 

1 

821-998 

11,976 

11,976 

0.25 

o 

o 

1,213-1,475 

29,112 

29,112 

1.20 

2 

2 

1,048-1,273 

29,472 

29,472 

0.64 

1 

1 

863-1,048 

11,400 

11,400 

0.75 

746-863 

— 

_ 

0.58 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

692-801 

9,612 

9,612 

2.98 

3 

3 

571-660 

22,644 

22,644 

0.67 

1 

1 

783-950 

11,400 

11 .400 

2.88 

3 

3 

556-676 

22.464 

22,464 

1.93 

2 

9 

710-863 

19,308 

19,308 

0.96 

1 

1 

644-746 

8,952 

8,952 

1 

1 

1 

863-1,048 

11,400 

11.400 

0.67 

1 

1 

783-950 

11,400 

11,400 

2.90 

4 

4 

710-863 

39,588 

39,588 

1.14 

— 

— 

676-783 

— 

— 

0.58 

1 

1 

884-1,074 

12,888 

12,888 

0.75 

1 

1 

746-905 

10,104 

10.104 

1 

1 

1 

821-908 

9,852 

9,852 

1.17 

2.30 

2.30 

584-710 

16,118 
$351,614 

16,118 

31.50 

37.30 

37.30 

_ 

$351,614 

5.54 

3.25 

3.25 

($26,543) 

8,666 

8,666 

$582,697 
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12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARIES 

Acquisitions  and  Pi-ocessing : 

University  librarian 

Asst  university  librarian 

Librarian  V 

Librarian  III 

Librarian  II 

Librarian  I 

Principal  clerk 

Key   punch  operator  II 

Key  punch  operator  I 

Computer  operator 

Secretary 

Library   asst  III   

Library  asst  II  

Library  asst  I   

Prosrammer   I   

Reference  and  Circulation  : 
Asst  to  chancellor — plan  &  analysis 

Asst  university  librarian 

Librarian   V 

Librarian  II 

Librarian  I 

Principal  clerk 

Sr  typist-clerk 

Secretary  

Library   asst  III   

Library  asst  II  

Library  asst  I  

Editor  III 

General  assistance 

Totals,    Libraries 53.85 


UNIVERSITY   EXTENSION 

Instruction — Professional  Upgrading  : 

Assoc  university  extension  specialist  1.10 

Asst  university  extension  specialist  0.19 

Program  coordinator 0.60 

Sr  typist-clerk   1.17 

Program  asst  I 0.66 

Instruction — Cultural : 

Assoc  university  extension  specialist  0.19 

Sr  typist-clerk 0.10 

Program  asst 0.07 

Instruction — Citizen  Resp  : 

Assoc  university  extension  specialist  0.02 

Sr  typi.st-clerk 0.01 

Program  asst 0.02 

Instruction — Urban  Extension  : 

Assoc  university  extension  specialist  — 

Sr  typist-clerk 0.04 

Program   asst 0.05 

University  Extension  Director : 

Director,  university  extension 0.96 

Principal  clerk 0.94 

Sr  typist-clerk 0.92 

Administrative  asst — 

Fee  and  Information : 

Sr  typist-clerk 0.67 

Typist-clerk     0.33 

General   assistance   10.38 

Totals,    University    Extension    18.42 


CAMPUS   PUBLIC  SERVICE 

Arts  and  Lectures  : 

Administrative    asst    0.50 

Campus  Public  Service : 

Program  coordinator 0.15 

Speaker — university  extension — 

Assoc  coordinator  of  public  program  0.19 

Asst  coordinator  of  public  program  - 

Sr  typist-clerk   0.42 

General  assistance 0.29 


SALARY  RANGE 


0.50 

0.50 

0..50 

$1,708 

$10,250 

$10,250 

0.50 

0.50 

0.50 

1,243-1,510 

7,800 

7,800 

1 

<> 

2 

1,046-1,328 

25,716 

25,716 

1.48 

o 

o 

7S1-949 

19,224 

19,224 

3.92 

6 

6 

659-841 

49,476 

49,476 

4.83 

3 

3 

597-659 

22,776 

22,776 

1 

0.50 

0.50 

480-584 

3,258 

3.258 

2.66 

4 

4 

425-517 

21,276 

21,276 

0.17 

_ 

_ 

386-446 

— 

— 

0.25 

_ 

_ 

556-676 

- 

- 

1.17 

0.50 

0.50 

480-584 

3,504 

3,504 

0.83 

_ 

_ 

556-676 

— 

— 

3.59 

5 

5 

480-584 

31,092 

31,092 

10.57 

12 

12 

415-505 

63,960 

63,960 

- 

0.75 

0.75 

670-821 

5,796 

5,796 

0.50 

0..50 

0.50 

1,708 

10,250 

10,250 

0.50 

0.50 

0.50 

1,243-1.510 

7,800 

7,800 

1 

1 

1 

1,046-1,328 

13,164 

13,164 

2.65 

4 

4 

659-841 

33,852 

33,852 

2.11 

2 

o 

597-659 

14,868 

14,868 

0.50 

0..50 

480-584 

3,258 

3.2.58 

_ 

0.50 

0.50 

415-505 

2,550 

2,5.50 

0.50 

0.50 

0.50 

480-584 

3,504 

3..504 

0.92 

3 

3 

556-676 

20,688 

20,688 

2.08 

2 

2 

480-584 

18,368 

13,368 

2.54 

4 

4 

415-505 

21,060 

21,060 

_ 

0.50 

0.50 

746-905 

4,476 

4,476 

8.58 

12.80 

12.80 

(40,348) 

50,056 

50,056 

68.55      68.55 


L65 
1 

2.15 

0.85 

0.50 
0.25 
0.08 

0.17 
0.06 
0.02 

0.17 
0.04 
0.05 


1 
1 

1 

11.21 


1.65 
1 

2.15 
0.85 

.  0.50 
0.25 
0.08 

0.17 
0.06 
0.02 

0.17 
0.04 
0.05 


1 
1 

1 

11.21 


22.20       22.20 


0.50 


0.10 

0.23 
0..50 
1.17 


0.50 


0.10 

0.23 
0.50 
1.17 


$356,962 


$1,008-1,217 

783-950 

667-1,917 

41.5-505 

480-584 

1,008-1,217 
415-.505 
480-584 

1,008-1,217 
415-505 
480-584 

1,008-1,217 
41.5-505 
480-584 

1,.567 
480-584 
415-505 
584-710 

415-505 

367-446 

94,808 

$161,036 


$584-710 

667-1,917 

1,308 

1,008-1,217 

783-950 

41.5-505 

(5,147) 


Totals,  Campus  Public  Service 1.55 


2.50 


2.50 


$15,005 


$463,022 


$20,645 
10,700 

11,019 
4,896 

6,130 

1,281 

461 

2,081 
306 
115 

2,073 
204 

288 

18,800 

5,100 
7,920 

5,220 

103,051 

$200,290 


$4,260 


1,.570 

1,840 
2,610 
5,984 

$16,264 


$463,022 


$20,645 
10,700 

11,019 
4,896 

6,130 

1,281 

461 

2,081 
306 
115 

2,073 
204 

288 

18,800 

5,100 
7,920 

5,220 

103,051 

$200,290 


$4,260 


1,.570 

1,840 
2,610 

5,984 

$16,264 
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3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MAINTENANCE  AND 

OPERATION   OF  PLANT 

Plant  Service : 

Janitor 

Physical  Plant  Administration  : 

Administrator  of  physical  plant 

Principal   clerk    

Sr  clerk 

Clerk   

Sr  typist-clerk 

Asst  engineer 

Grounds  Blaintenance : 

Tree  trimmer  foreman  _. 

Tree  trimmer 

Grounds  foreman 

Groundsman 

Custodial  Service  : 

Custodian/matron 

Custodian  foreman  II 

Custodian  foreman  I 

Maid/housekeeping  aid 

Security  Service : 

Sr  typist-clerk 

Chief  of  police 

Police   sergeant   

Police  ofScer 

Guard    

Plant  Service : 

vStorekeeper  I 

Sr  draftsman 

Draftsman 

Laborer   . 

Supt  of  grounds  and  buildings 

Craft   foreman   

Sr  maintenance  man 

Maintenance  man 

Asst  craft  foreman 

Blaterial  planner 

Automotive  equipt  opr  II 

Central  Heating  Plant : 

Chief  steam  operating  engineer 

Steam  operating  engineer 

Fire  Prevention  Service : 

Fireman 

Maintenance   man 

General  assistance   

Totals,  Maintenance  and  Operation  of 

Plant 116.82 


STUDENT  SERVICES 

Assistant  Chancellor — Student  Services  : 
Asst    chancellor,    student   affairs   & 

registrar  

Principal  clerk 

Sr  clerk 

Clerk    

Secretary 

Sr  stenographer 

Staff  officer  I 

Admissions : 

Principal  clerk 

Sr  clerk 

Clerk    

Sr  typist-clerk 

Typist-clerk    

Key  punch  operator  I 

Secretary  

Sr  administrative  asst 

Counseling  Center : 

Sr  typist-clerk 

Counseling  psychologist  I 

Counselor  II 

Financial  Aids : 

Principal  clerk 

Asst  dean  of  students 

Housing  Office : 

Principal  clerk 

Sr  typist-clerk 

Placement  Center : 

Sr  typist-clerk 

Asst  registrar  II 


0.92 

- 

- 

SALARY  RANGE 
$505-614 

- 

- 

1 

0.90 

2.05 

0.87 

1.10 

1 
1 
2 
1 
1 
0.50 

1 
1 
2 
1 
1 
0.50 

1,392 

480-584 
415-505 
367-446 
41.5-505 
821-998 

$16,700 
6,060 
10,704 
4,632 
5,484 
4,926 

$16,700 
6.060 
10,704 
4,632 
5,484 
4,926 

1 

3.38 
1 
5.71 

1 
3 
1 
6.55 

1 
3 

1 
6.55 

614.-746 
530-644 
530-644 
457-556 

8,9.52 
21,024 

6,852 
37,979 

8,9-52 
21,024 

6,852 
37,979 

22.25 

1 

1 
19.16 

27 
1 
1 

31 

27 
1 
1 

31 

435-530 
556-676 
480-584 
377-457 

149,952 

7,728 

6,360 

149,880 

149,9.52 
7,728 
6,360 

149,880 

1 
1 
1 

4.08 
0.81 

1 
1 
1 
6 
1.50 

1 
1 
1 
6 
1.50 

415-505 
821-998 
710-863 
644-783 
505-614 

5,484 
11,400 
10,356 
47,232 

9,090 

5,484 
11,400 
10,3.56 
47,232 

9,090 

0.82 
0.19 

1 
1 
16.05 

10.88 

1 
0.84 

1 
1 

1 
1 
1 
1 
11 
14 
5 
1 
1 

1 
1 
1 
1 
1 
1 
11 
14 
5 
1 
1 

50.5-614 
614-746 
480-584 
457-556 
86.3-1,048 
764-884 
692-801 
571-660 
728-842 
644-746 
530-614 

7,188 

7,368 

5,904 

6,360 

11,400 

10,608 

100,884 

98,976 

48,648 

8,112 

7,008 

7,188 

7,368 

5,904 

6,360 

11.400 

10,608 

100,884 

98,976 

48,648 

8,112 

7,008 

1 
3.35 

1 
6 

1 
6 

801-927 
692-801 

10,608 
51,5.52 

10,608 
51,552 

1 
10.46 

1 
1 
9.10 

1 
1 
9.10 

644-783 
571-660 

(4.5,899) 

8,952 

7,188 

48,352 

8,952 

7.188 
48,352 

144.65    144.05 


$727,301 


$959,903 


$959,903 


1 

0.75 
0.25 

1 
1 

1 
1 

1 
1 

0.75 
1 

1 

1 

1 
1 
0.75 

1 

$1,667 
480-584 
415-505 
367-446 
480-584 
435-530 
1,048-1,273 

$20,000 
6,060 

4,404 

6,516 

4,014 

12,576 

$20,000 
6,060 

4,404 

6,.516 

4,014 

12,576 

1 

4.60 

1.01 

0.90 

3.35 

1 

1 

6 

1 

1 

4 

0.50 

1 

1 

1 
6 

1 

1 

4 

0.50 

1 

1 

480-584 
415-505 
367-446 
41.5-505 
367-446 
386-446 
480-584 
746-905 

6,360 

31,128 
4,860 
4,980 

18,300 
2,370 
5,904 

10,104 

6,360 

31,128 

4,860 

4,980 

18,300 

2,370 

5,904 

10,104 

0.28 

1 

0.50 

1 

1 

0.50 

1 

415-505 

884-1,074 

64^783 

4,980 
5,304 

7,728 

4,980 
5,304 

7,728 

1.01 
1 

2 

1 

2 
1 

480-584 
746-905 

11,964 
9,396 

11,964 
9,396 

0.17 
0.83 

1 

1 

480-584 
41.5-505 

5,760 

5,760 

0.71 
0.50 

1 

1 

415-505 
742-905 

5,352 

5,352 
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SANTA  CRUZ  CAMPUS — Continued 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Aulh.l       {Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Preceptor  Siipiinrt: 

Sr  typist-cliTk 

Sr  steiiot;r:iplicr 

Sr  administrative  asst 

Asst  dean  of  students 

Cultural  and  Recreational  Programs : 

Sr  typist-elerk 

Recreation   supvr   II 

Administrative  asst    

Rosistrar  : 

Principal  clerk    

Sr  clerk    

Clerk   

Sr  typist-clerk 

Asst  registrar  I 

Student  Health  Service: 

Sr  stenographer    

Kursing   aid 

Staff  nurse — student  health  service 

Assoc  physician 

Asst  physician 

General  assistance    

Totals,  Student  Services 39.19 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE 


S.^LARY  UAXGE 

0.83 

1.70 

1.70 

41.^-ri05 

8,670 

8,670 

0.50 

1 

1 

4.3."i-rj3n 

5,352 

5,352 

0.25 

— 

— 

746-005 

— 

— 

1.70 

2 

2 

746-905 

18,138 

18,188 

_ 

0.50 

0.50 

415-505 

2,550 

2..550 

0.83 

1 

1 

644-7S3 

8,112 

8.112 

0.50 

0.50 

0.50 

584-710 

4,260 

4,260 

1.01 

1 

1 

480-584 

6,060 

6,060 

0.75 

9 

2 

415-505 

10.320 

10,320 

1.06 

3 

3 

367-446 

13,572 

13,572 

1.62 

2 

2 

415-505 

10,440 

10,440 

1 

1 

1 

660-801 

8,304 

8,304 

1 

1 

1 

435-530 

5,760 

5,760 

0.63 

1 

1 

350-450 

3,684 

3.684 

2 

o 

2 

599-728 

16,224 

16,224 

1.29 

2.50 

2.50 

1,548-1,882 

51,660 

51,660 

0.01 

_ 

— 

1,273-1,475 

— 

— 

3.79 

8.28 

8.28 

(21,908) 

35,796 

35,796 

Central  Stenosraphy  and  Duplicating: 

Principal   typst-clerk    

Sr  typist-clerk 

Typist-clerk    

Administrative  asst    

Sr  offset  duplicating  mach  opr 

Offset  duplicating  mach  opr 

Garage : 

Sr  clerk    

Sr  maintenance  man 

Automotive  mechanic 

Automotive  equipment  opr  I 

Garage  attendant 

Garage  manager 

Mail  and  Messenger : 

Mail  clerk  I 

Receiving : 

Sr  clerk    

Deliveryman     

Storekeeper  II  

Storekeeper  I    

Telephone : 

Supvr  communications  attendant 

Communications  attendant    

Sr  typist-clerk 

Audio-Visual  Service : 

Principal  clerk    

Communications   production   supvr_ 

Sr  photographer    

Photographer   

Photographic  technician 

Sr  television  engineer 

Sr  television  technician 

Lahoratory  asst  III 

Laboratory  asst  II 

Laboratory  asst  I 

Academic  Senate  Secretariat : 

Sr  stenographer 

Administrative   asst 

Computer  Center : 

Clerk    

Computer  operation  supvr 

Computer  operator 

Secretary    

Programmer  II 

Environmental  Health  and  Safety : 
Environmental  health  &  safety  techn 

Gifts  and  Endowments : 

Asst  to  the  chancellor 

Sr  typist-clerk 

Typist-clerk    

Secretary    


0.72 
1.18 

1 

1 
0.59 

1 
1 

0.08 

0.92 

2 

0.48 

1 
1.02 


0.25 
0.25 
0.17 
0.37 
0.53 
0.19 

0.10 
0.15 
0.22 

0.92 
1 

0.58 
0.53 
0.21 
0.73 
0.15 

0.95 

0.50 
0.08 
0.36 

0.46 


59.23      59.23 


1 

1 

1 

0.50 

1 

1 

1 
1 
1 
1 
1 
1 


0.30 

0.45 


1 

1 

1 
1 
1 

1 
1 

1.50 


1 

1 

1 

0.50 

1 

1 

1 
1 

1 
1 
1 

1 


0.30 
0.45 


1 
1 

1 

1 
1 
1 
1 

1.50 


$258,684 


$480-584 
415-505 
367^46 

480-584 
505-614 
457-556 

415-505 
692-801 
644-746 
457-530 
435-530 
676-821 

457-556 

415-505 
425-517 
58-1-710 
505-614 

480-584 
415-505 
415-505 

480-584 
821-998 
676-821 
584-710 
480-584 
1,15.5-1,405 
746-905 
614-746 
505-614 
435-530 

435-530 
584-710 

367-446 
821-998 
556-676 
480-584 
821-998 

998-1,213 

1,392 
415-505 
367^46 
480-584 


$396,962 


$6,060 
5,220 
4,740 
2.550 
7,188 
5,760 

5,484 
9,168 
7,008 
5,352 
5,3.52 
8,304 

17,904 


5,220 

8,112 

12,912 

6,060 

10,704 

5,100 


8,112 


4,367 
4,028 


5,484 
7,368 

4,404 
10,860 
6,672 
5,760 
9,852 

19,188 


$396,962 


$6,060 
5,220 
4.740 
2,550 

7,188 
5,760 

5,484 
9,168 
7,008 
5,3.52 
5,352 
8,304 

17,904 


5,220 

8,112 

12,912 

6,060 

10,704 

5,100 


8,112 

4,367 
4,028 


5,484 
7,368 

4.404 
10,860 
6,672 
5,760 
9,852 

19,188 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulli.)        («uth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTITUTIONAL  SERVICES  AND 
GENERAL  EXPENSE— Continued 

Public  Information : 

Asst  to  the  chancellor 

Clerk    

Sr  typist-clerk 

Typist-clerk    

Secretary    

Public  information  rep 

Publications : 

Sr  stenographer 

Publications  manager  I 

Writer  I 

General  assistance 

Totals,  Institutional  Services  and 

General    Expense    


AUXILIARY   ENTERPRISES 

Cowell  Household — Administration 
and  Clerical : 

Sr  typist-clerk 

Residence  halls  manager  I 

Cowell  Student  Program  Cost: 

Proctor    

Stevenson   Household — Administrative 
and  Clerical : 

Sr  typist-clerk 

Residence  halls  manager  I 

Stevenson  Student  Program  Cost : 
Proctor    

Crown  Household — Administrative 
and  Clerical : 

Sr  typist-clerk 

Residence  halls  manager  I 

Crown  Student  Program  Cost: 

Proctor    

College  IV — House  Service — Adminis- 
trative and  Clerical : 

Sr  typist-clerk 

Residence  halls  manager  I 

College  IV  Student  Program  Cost: 
Proctor    

H  &  F— Central  Lodging : 

Communications  attendant 

Typist-clerk    

H  &  F — Central  Administration  : 

Principal    clerk    

Sr  typist-clerk 

Administrative   asst 

Residence  halls  manager  II 

Bookstore — General : 

Cashier    

Principal   clerk   

Sr  clerk 

Administrative   asst   

Bookstore  manager 

General   assistance    

Totals,  Auxiliary  Enterprises 

Merit  Increase  and  Provisions: 

Academic    

Nonacademic    

TOTALS,  SANTA  CRUZ  CAMPUS  __ 


SALABY  RANGE 

0.50 

0.50 

0.50 

1,392 

8,350 

8.350 

- 

0.50 

0.50 

367-146 

2,262 

2,262 

0.08 

— 

_ 

415-505 

— 

— 

0.36 

_ 

_ 

367-446 

- 

- 

0.46 

0.50 

0.50 

480-584 

3,030 

3,030 

1 

1.50 

1.50 

821-998 

15,534 

15,534 

0.81 

1 

1 

435-530 

5,484 

5,484 

0.35 

1 

1 

905-1,100 

10,860 

10,860 

- 

1 

1 

556-676 

6,672 

6,672 

5.60 

8.19 

8.19 

(29,663) 

40,238 

40,238 

29.85       46.94      46.94 


0.86 


$197,042 


$316,723 


1.25 


1.25 


480-584 


8,448 


$316,723 


0.35 

0.50 

0.50 

$415-505 

$2,610 

$2,610 

0.20 

0.25 

0.25 

644^783 

2,028 

2,028 

8,448 


0.35 
0.20 

0.50 
0.25 

0.50 
0.25 

415-505 
644-783 

2,610 
2,028 

2,610 
2,028 

0.86 

1.25 

1.25 

480-584 

7,956 

7,956 

0.35 
0.20 

0.50 
0.25 

0.50 
0.25 

415-505 
644-783 

2,610 

2,028 

2,610 
2,028 

0.86 

1.25 

1.25 

480-584 

7,500 

7,500 

0.35 
0.19 

0.50 
0.25 

0.50 
0.25 

415-505 
644-783 

2,610 
2,028 

2,610 
2,028 

0.86 

1.25 

1.25 

480-584 

7,200 

7,200 

0.72 
0.30 

- 

- 

415-505 
367-446 

- 

- 

0.50 
0.50 

0.99 

1 

1 
1 
1 

1 
1 
1 
1 

480-584 
415-505 
584-710 
783-950 

6,060 

5,100 

7,008 

10,356 

6,060 

5,100 

7,008 

10,356 

2.02 
0.75 
2.22 
0.65 
0.76 
10.98 

4 
1 
1 

1 
16.25 

4 
1 

1 

1 
16.25 

415-505 

480-584 
41.5-505 
584-710 
783-950 
(47,380) 

20,640 
6,060 

4,980 

9,396 
49,115 

20,640 
6,060 
4,980 

9,396 
49,115 

26.02 

35.25 

35.25 

$133,355 

$168,371 

$168,371 

- 

- 

- 

- 

$54,966 
16,248 

$54,966 
16,248 

674.11 

873.11 

873.11 

$5,651,266 

$7,400,448 

$7,400,448 
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AGRICULTURAL  SCIENCES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FilleJI      (tuth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND    DEPART- 
MENTAL  RESEARCH 

Vice  President — AgriculluiMl 
Sciences : 
Vice  president  agricultural  sciences 

Director    

Asst  to  the  vice  president 

Sr  clerk    

Sr  typist-clerk 

Sr  stenographer 

Adm  asst    

Geuernl  assistance    

Totals,    Instruction    and    Departmental 
Research 


ORGANIZED    RESEARCH 

Vice  President — AKricultural 
Sciences  : 
Sr  adm  asst 

Afiricultnral  Field  Stations: 

Director  of  field  stations 

Assoc  director  of  agric  field  stations 

Specialist    

A.ssoc  specialist 

Asst  specialist 

Siipt  of  station 

Herdsman   

Asst  herdsman 

Principal  supt  of  cultivations 

Sr  supt  of  cultivations 

Supt  of  cultivations 

C'ultivationist 

Sr  nurseryman    

Nurseryman    

Sr  clerk 

Sr  typist-clerk 

Typist-clerk    

Secretary     

Sr  stenographer    

Custodian/matron 

Adm  asst    

Craft  foreman 

Sr  maintenance  man 

Jlainteuance   man 

Farm  maintenance  man 

Sr  farm  machinery  mechanic 

Farm  equipment  opr  II 

Lab   techn   IV   

Lab  techn  II 

Lab  techn  I 

General   assistance   

Totals,   Organized    Research 


AGRICULTURAL   EXTENSION 

Administration  : 

Director 

Agriculturist 

Home  economist 

Stenographer    

Principal  clerk 

Sr  typist-clerk   

Sr  stenographer 

Sr  adm  asst 

Adm  asst 

Information  : 

Agriculturist 

Assoc  agriculturist 

Asst   agriculturist 

Assoc  home  economist 

Principal  clerk 

Sr  clerk 

Sr  typist-clerk 

Typist-clerk 

Varitypist 

Sr  duplicating  mach  opr 


S.\L.\RY  EANGE 

0.41 

1 

1 

.$2,500 

$30,000 

$30,000 

1 

1 

1 

2.1GG 

26,000 

26,000 

1 

1 

1 

1,541 

18,500 

18,.500 

0.98 

1 

1 

415-505 

6,060 

6.000 

1 

1.25 

1.25 

415-505 

7.179 

7,179 

0.77 

0.75 

0.75 

435-530 

4,770 

4.770 

3 

3 

3 

584-710 

25,560 

25,500 

- 

0.40 

0.40 

- 

1,489 

1,489 

8.16 


9.40 


9.40 


.$95,078 


$746-905 


$119,558 


$10,860 


1 

1 

1 

$2,083 

2.68 

4 

4 

1,250-2,017 

0.50 

_ 

_ 

1,250-2,017 

0.25 

_ 

_ 

405-^92 

1.91 

3 

3 

480-584 

2.67 

2 

2 

415-505 

1 

1 

1 

435-530 

2 

2 

2 

746-905 

2.08 

3 

3 

584-710 

3.07 

5 

5 

1,250-2017 

4 

3 

3 

967-1,167 

1.17 

1 

1 

758-925 

1 

1 

1 

967-1,167 

0.74 

1 

1 

480-584 

2.71 

3 

3 

415-505 

6.94 

7 

7 

415-505 

0.75 

1 

1 

367-446 

1.85 

2 

2 

480-584 

1 

1 

1 

415-505 

$119,558 


$10,860 


0.S5 

1 

1 

1,833 

22,000 

22.000 

0.85 

1 

1 

1,583 

19,000 

in.ooo 

1.47 

3 

3 

1,243-1,547 

46,572 

40,572 

3.72 

3.25 

3.25 

949-1,153 

38,838 

38.838 

0.40 

1 

1 

745-861 

10,332 

10.3.32 

4.55 

4.75 

4.75 

1,260 

71,826 

71,826 

3 

3 

3 

556-676 

24,336 

24,336 

*> 

•> 

-) 

480-584 

13,704 

13,704 

4 

4 

4 

783-950 

43,224 

43,224 

5 

5 

5 

644-783 

43,056 

43,056 

1.04 

1 

1 

530-644 

7,188 

7,188 

37.50 

38 

38 

457-556 

244,032 

244,032 

1 

1 

1 

614-746 

8,952 

8,952 

3.10 

4 

4 

530-644 

27,420 

27,420 

2.91 

3 

3 

415-505 

16,092 

16,092 

1.83 

1 

1 

41.5-505 

6,060 

6,060 

0.98 

1 

1 

367-446 

4,6.32 

4,632 

0.88 

] 

1 

480-584 

7,008 

7,008 

2.16 

3 

3 

435-530 

17,100 

17,100 

0.48 

0..50 

0.50 

435-530 

3,180 

3,180 

1 

1 

1 

584-710 

7,008 

7,008 

1.97 

o 

0 

764-884 

19,776 

19,776 

3.92 

3 

3 

692-801 

28,392 

28,392 

3.92 

4 

4 

571-660 

29,544 

29,544 

1.92 

o 

o 

571-660 

15,840 

15,840 

o.os 

1 

1 

676-821 

9,852 

9,852 

4 

4 

4 

556-676 

32,448 

32,448 

o 

9 

9 

821-998 

23,952 

23,952 

3.82 

4 

4 

676-821 

34,296 

34,296 

0.93 

1 

1 

584-710 

7,368 

7,368 

14.52 

21.06 

21.06 

51,808 

180,706 
$1,074,594 

180,706 

115.86 

127.56 

127.56 

$843,723 

$1,074,594 

$25,001 

$25,001 

82,900 

82,900 

19,728 

19,728 

10,464 

10,464 

6,.360 

6,360 

19,248 

19,248 

25,560 

25,560 

88,700 

88,700 

40,400 

40,400 

11,100 

11,100 

14,000 

14,000 

6,060 

6,060 

17,100 

17,100 

38,652 

38,652 

4,632 

4,632 

12,768 

12,768 

6,060 

6,060 
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AGRICULTURAL  SCIENCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aijth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


AGRICULTURAL   EXTENSION— 

Continued 

Information — Continued 

Principal  offset  duplicating  mach  opr  1 

Sr  offset  duplicating  mach  opr 1 

Oft'set  duplicating  mach  opr 3 

Messenger 0.22 

Secretary 0.94 

Sr  stenographer 3.42 

Storekeeper  II 0.99 

Sr  artist 1 

Artist 4.46 

Communications  prod  asst  III 2 

Sr  photographer 1 

Photograijher    1 

Photographic  technician 0.42 

Adm  asst 1 

Editor  II 0.39 

Editor  I 1.43 

Writer  IV 2 

Lab  asst  II 1 

Lab  helper 0.4S 

Production  : 

Agriculturist 61.20 

Assoc   agriculturist   14.10 

Asst  agriculturist 4 

Sr  supt  of  cultivation 0.75 

Supt  of  cultivations 1 

Principal  clerk 1.61 

Clerk    1 

Principal  typist-clerk 0.67 

Stenographer    2.17 

Sr  typist-clerk 5.76 

Secretary 3.92 

Sr  stenographer 1S.S8 

.Ir  engineer 1 

Jr   statistician    l.OS 

Programmer   II   0.92 

Programmer  I 0.96 

Lab  helper 2.83 

Lab  asst  I 2.19 

Lab  techn  IV 1.17 

Lab   techn  II 9.04 

Lab   techn  I 10.02 

Marketing : 

Agriculturist 9 

Assoc   agriculturist 1 

Sr  stenographer 2.17 

Statistician 1 

Home  Economics : 

Agriculturist 2 

Assoc   agriculturist 1 

Home  economist 7 

Assoc  home  economist 3.92 

Sr  typist-clerk 0.33 

Secretary     1 

Sr  stenographer 4.16 

Lab  asst  III 1.17 

Lab  asst  I 0.73 

Lab  techn  III 1 

Lab  asst  II 1 

4-H  Programs : 

Agriculturist     6 

Assoc  agriculturist 0.74 

Home  economist 3 

Principal  clerk 1 

Principal  typist-clerk 0.33 

Secretary     1.33 

Sr  stenographer . 2 

Adm  asst 1 

Communications  and  Publications 
Affairs : 

Agriculturist 1 

Sr  stenographer ~ 1 

Secretary     0.67 

County  Operation : 

Agriculturist 33.84 

Assoc   agriculturist 31.20 

Asst   agriculturist 11.76 

Home  economist 7 

Assoc  home  economist 5.33 

Asst  home  economist 8.05 


SALARY  RANGE 

1 

1 

614-746 

8,952 

8.952 

1 

1 

505-614 

7,368 

7,368 

3 

3 

457-556 

18,564 

18,564 

1 

1 

367-146 

4,404 

4,404 

1 

1 

480-584 

7,008 

7,008 

3 

3 

435-530 

17,904 

17,904 

1 

1 

584-710 

7,728 

7,728 

1 

1 

746-905 

10,860 

10,860 

4.50 

4.50 

614-746 

37,620 

37,620 

2 

2 

746-905 

21,216 

21.216 

1 

1 

676-S21 

9,852 

9,852 

1 

1 

5S4-710 

8,304 

8,304 

0.50 

0.50 

480-584 

2,880 

2,880 

1 

1 

584-710 

8,520 

8.520 

1 

1 

61^746 

7,368 

7,368 

1 

1 

556-676 

6,672 

6,672 

2 

2 

905-1,100 

23,376 

23,376 

1 

1 

505-614 

6,672 

6,672 

0.50 

0.50 

359-435 

2,262 

2,262 

67 

67 

1,250-2,017 

1,183,500 

1.183,500 

14 

14 

967-1,167 

190,400 

190,400 

3 

3 

785-925 

32,600 

32,600 

1 

1 

644-783 

8,520 

8,520 

- 

_ 

530-644 

- 

- 

1 

1 

4S0-5S4 

7,008 

7,008 

1 

1 

367-446 

5,352 

5,352 

_ 

- 

480-584 

- 

- 

_ 

_ 

405^92 

_ 

— 

5.50 

5.50 

415-505 

30,498 

30,498 

4 

4 

480-584 

28,032 

28,032 

21 

21 

435-530 

121,782 

121,782 

1 

1 

746-863 

10,356 

10,356 

1 

1 

644-783 

8,112 

8,112 

2 

2 

821-998 

20,712 

20,712 

1 

1 

676-821 

8,112 

8.112 

2 

2 

359-435 

10,440 

10,440 

3 

3 

485-530 

17,940 

17,940 

o 

2 

821-998 

21,252 

21,252 

11 

11 

676-S21 

97,056 

97,056 

9 

9 

584-710 

72,024 

72,024 

10 

10 

1.250-2,017 

193,100 

193,100 

1 

1 

967-1,167 

14,000 

14,000 

3 

3 

435-530 

17,940 

17,940 

1 

1 

783-950 

9,396 

9,396 

2 

2 

1,250-2,017 

42,500 

42,500 

1 

1 

967-1.167 

12,400 

12,400 

7 

7 

1,250-2,017 

124,600 

124,600 

4 

4 

967-1,167 

52,800 

52,800 

1 

1 

415-505 

5,760 

5,760 

1 

1 

480-584 

6,672 

6,672 

5 

5 

435-530 

31,200 

31.200 

2 

2 

614-746 

16,680 

16,680 

1 

1 

43.5-530 

5,220 

5,220 

1 

1 

746-905 

8,952 

8,952 

- 

- 

505-614 

- 

- 

6 

6 

1,250-2,017 

113,800 

113,800 

1 

1 

967-1,167 

14,000 

14,000 

2 

9 

1,250-2,017 

34,800 

34,800 

1 

1 

480-584 

7,008 

7,008 

1 

1 

480-584 

7,008 

7,008 

9 

2 

480-584 

14,016 

14,016 

2 

2 

43.5-530 

11.8-14 

11,844 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1,250-2.017 

15,000 

15,000 

1 

1 

43.5-.^30 

6,360 

6,360 

967-1.167 

- 

— 

42 

42 

1,250-2,017 

713,600 

713,600 

26 

26 

967-1,167 

336,800 

336,800 

11 

11 

758-925 

115,100 

115.100 

10 

10 

1.250-2,017 

165,900 

165,900 

5 

5 

967-1.167 

62,800 

62,800 

11 

11 

758-925 

108,400 

108,400 
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AGRICULTURAL  SCIENCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl      (Aulh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


AGRICULTURAL  EXTENSION- 
Contlnued 

County  Operation — Continued 

.Tr  home  economist 

Sr  supt  of  cultivation 

Principal  clerk 

Typist-clerk    

Secretary    

Sr  stenographer 

Adm  asst 

County  Operation — Offset: 

Agriculturist 

Assoc  agriculturist 

Asst  agriculturist 

Home  economist 

Assoc  home  economist 

Asst  home   economist 

Jr  home  economist 

Agricultural  Publications  Office : 
Mgr  agricultural  publications 

Sr  clerk 

Sr  typist-clerk 

Secretary  

Editor  IV 

Editor  III 

Editor  II 

Production  asst  III 

Writer  III   

General  assistance 

Totals,  Campus  Public  Service  _. 


INSTITUTIONAL  SERVICES  AND 
GENERAL   EXPENSE 

Field  Stations : 

General  asisstance . _  _  _ 

Provisions  for  Merit  and  Promotions : 

Academic _  _  _ 

Nonacademie    _  _  _ 

TOTALS,  AGRICULTURAL 

SCIENCES    755.08     788.41     788.41 


SALARY  RANGE 

2 

1 

1 

683 

8,200 

8,200 

5.37 

5 

5 

644-783 

46,980 

46,980 

1.20 

1 

1 

480-584 

6,360 

6,360 

0.06 

1 

1 

415-505 

4,980 

4,980 

1 

1 

1 

480-584 

7,008 

7,008 

0.58 

2 

2 

435-530 

11,112 

11,112 

1.67 

1 

1 

584-710 

8,520 

8,520 

107.33 

115 

115 

1,250-2,017 

1,993,699 

1,993.699 

54.18 

55 

55 

967-1,167 

702.000 

702,000 

46.08 

41 

41 

758-925 

430,700 

430,700 

16.02 

14 

14 

1,250-2,017 

231,000 

231,000 

10.64 

11 

11 

967-1,167 

150,000 

1.50,000 

4.46 

5 

5 

758-925 

50,800 

50,800 

2 

- 

- 

688 

- 

- 

1 

1 

1 

1,200 

14,400 

14,400 

_ 

1 

1 

415-505 

5,100 

5,100 

1.02 

2 

2 

415-505 

10,320 

10,320 

1 

1 

1 

4S0-5S4 

7,008 

7,008 

2.67 

8 

3 

905-1,100 

37,800 

37,800 

2.75 

3.75 

3.75 

746-905 

38,817 

38,817 

1.75 

1.75 

1.75 

614-746 

15,018 

15,018 

1 

1 

1 

746-905 

10,860 

10,860 

0.33 

__ 

_ 

746-905 

— 

— 

6.SS 

2.95 

2.95 

47,906 

12,861 
$8,599,678 

12,861 

631.06 

651.45 

651.45 

$7,886,985 

$8,599,678 

$35,500 


$8,861,286 


$10,000 

104,389 
32,203 


$9,940,422 


$10,000 

104,389 
32,203 


$9,940,422 
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SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fiiisd)       (Aoth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION   AND   DEPART- 
MENTAL  RESEARCH 

Prov  Acad  Staff  Unallocated  : 

Assoc  professor — 9  months 

Asst  professor — 9  months 

Assoc  in — 9  months 

Teaching  asst 

Professors-at-large : 

Professor  at  large  

General   assistance   

Totals,    Instruction    and    Departmental 
Research 


ORGANIZED   RESEARCH 

AVater  Resources  Center : 
Academic : 

Director    

Director — acting    

Administrative  stipend 

Nonacademic : 

Departmental  adm  asst  III 

Secretary    

Sr  stenographer  

Sr  administrative  asst 

Administrative   asst    

Cancer  Res  Coord  Coram — South  : 

Secretary    

General   assistance   

Totals,  Organized  Research 


STUDENT  SERVICES 

Conferences  &  Ceremonies : 
Program   director — Scripps 

Radio  oiEcer 

Secretary    

General   assistance   

Totals,  Student  Services 


UNIVERSITY   EXTENSION 

Cont  Educ  of  the  Bar — Prof : 

Univ  ext  specialist 

Assoc   Univ   ext   spec 

Librarian   I    

Principal   clerk    

Clerk    

Sr    typist-clerk    

Typist-clerk    

Secretary    

Sr   stenographer   

Program   asst   I    

Administrative   asst 

Editor    IV    

Editor   III    

Editor   II    

Editor   I    

CEB/Summer — Prof : 

Sr    typist-clerk    

Corres/Gen  Inst — Prof : 

Univ  ext  specialist 

Assoc  Univ  ext  spec 

Asst  Univ  ext  spec 

Principal   clerk    

Sr   clerk    

Sr    typist-clerk    

Sr   stenographer    

Program  asst  II 

Administrative   asst 

Editor   II    


1.08 


7.93 


1 
0.06 


2.06 


3.50 
1.90 
3 
6.90 

1 
11.20 


3.50 
1.90 
3 
6.90 

1 
11.20 


1.08      27.50      27.50 


SALARY  EANGE 

$1,025-1,175 

808-975 

568-710 

360-370 

1,283-1,900 


$28,000 


$46,200 
19,630 
23,970 
44,712 

29,000 
67,715 


$231,227 


1 
1 
0.50 


1 
1 
0.50 


2.50 


2.50 


$66,592 


$1,542 

480-584 

277 

$24,249 


$32,930 


$18,500 
7,008 
2,505 


$28,013 


$46,200 
19,630 
23,970 
44,712 

29,000 

67,715 


$231,227 


0.51 

0.50 

0.50 

$2,008 
2,008 

$12,050 
1,700 

$12,050 
1,700 

0.83 
0.50 
0.86 

0.17 

0.50 

1 
1 

0.50 

1 

1 

644-783 
480-584 
435-530 
746-905 
584-710 

3,504 
5,484 
8,952 

3,504 

5,484 
8,952 

1 
4.06 

- 

- 

480-584 
31,198 

1,240 

1,240 

$32,930 


$18,500 
7,008 
2,505 


$28,013 


16.82 

19.40 

19.40 

$1,308-1,917 

$363,910 

$363,910 

4.65 

5.60 

5.60 

1,008-1,217 

78,620 

78.620 

1 

1 

1 

597-659 

7,524 

7,524 

2.60 

4 

4 

480-584 

24,696 

24,696 

_ 

2.20 

2.20 

367^46 

9,953 

9,953 

8.98 

12 

12 

415-505 

63,312 

63,312 

1 

_ 

_ 

367-^6 

_ 

— 

0.96 

1 

1 

480-584 

6,360 

0,360 

1.35 

2 

2 

435-530 

10,968 

10,968 

0.17 

1 

1 

480-584 

6,060 

6,060 

1 

1 

1 

584-710 

8,520 

S,.520 

1.84 

2 

2 

905-1,100 

26,088 

26,088 

3.49 

4 

4 

746-905 

40,920 

40,920 

4 

4.75 

4.75 

614-746 

38,340 

38,340 

3.28 

3.25 

3.25 

556-676 

22,734 

22,734 

- 

1 

1 

415-505 

4,980 

4,980 

0.33 

0.50 

0.50 

1,.308-1,917 

8,650 

8,650 

0.33 

0.50 

0.50 

1,008-1,217 

6,450 

6,450 

0.20 

0.20 

783-950 

2,280 

2,280 

1.77 

2 

2 

480-584 

12,666 

12,666 

3.02 

3 

3 

415-505 

16,002 

16,002 

1.94 

2 

2 

415-505 

10,620 

10,620 

0.50 

0.50 

0.50 

435-530 

2,952 

2,952 

0.24 

0.50 

0.50 

.556-676 

3,420 

3,426 

0.50 

0.50 

0.50 

584-710 

4,260 

4,260 

0.33 

0.50 

0.50 

614-746 

3,684 

3,684 
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UNIVERSITY   PROGRAMS  AND   PROVISIONS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Auth.)      («uth.| 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


UNIVERSITY   EXTENSION— Continued 

Corres/Gen  Inst — Cultural : 

Iniv    e.xt   specialist   0.33  0.50  0.50 

Assot:  Univ  e.\t  spec 0.33  0.50  0.50 

Asst  Univ  ext  spec -  0.20  0.20 

Principal    clerk    1.73  2  2 

Sr  clerk 2.95  3  3 

Sr  tvpist-clerk 1.91  2  2 

Sr  stenographer 0.50  O.-'iO  0.50 

Program  asst 0.24  0.50  0.50 

Administrative  asst 0.50  0..50  0.50 

Editor  II 0.33  0.50  0.50 

Correspondence/High  School — 
Cultural : 

Sr  clerk 1.01  1  1 

Sr  stenographer -  1  1 

Stenographer    1  -  - 

Program  representative  II 0.50  1  1 

Administrative  asst 0.48  -  - 

Statewide  Programs : 

Assoc    dean — statewide   programs — 

University   extension   0.69  -  — 

Program  coordinator 1.75  -  - 

Secretary 0.25  -  — 

Sr  stenographer 1.25  —  - 

Administrative  analyst 0.08  -  - 

Media  Center-Distribution : 

University  extension  specialist 0.38  0.50  0.50 

Assoc  University  extension  specialist  0.75  1  1 

Principal  clerk 1.25  2  2 

Sr  typist-clerk 5.20  8  8 

Typist-clerk    0.53 

Storekeeper  I 0.75  1  1 

Stores  helper 0.57  -  - 

Administrative  asst   0.75  1  1 

Writer  I 0.75  1  1 

Maintenance  man   0.75  1  1 

Laboratory  asst 1.20  3  3 

Media  Center — Film  Production  : 

University  extension   specialist 1.13  1.50  1.50 

Assoc  University  extension  specialist  -  2  2 

Sr  typist-clerk -  0.50  0.50 

Secretary    0.75  1  1 

Communications  production  asst  III  —  1  1 

Sound  technician 0.38  0.50  0.50 

ITTE— Professional : 

Sr  typist-clerk 1.25  2  2 

Program  asst  I 0.17  1  1 

Coordinator — Real  Estate  : 

University  extension  specialist 0.42  0.50 

Associate  University  extension  spe- 
cialist      0.80  0.25  0.25 

Sr  tvpist-clerk 0.52  0.50  0.50 

Secretary    0.42  0..50  0.50 

Dean's  Office : 

University  dean 0.48  -  - 

Acting  University  dean -  0.33  0.33 

Coordinator  of  statistical  studies 0.43  -  - 

Associate  dean — administration,  Uni- 
versity extension 0.75  1  1 

Asst   to   dean — Universitywide   com- 
munication University  extension  0.75  -  - 

Dean— acting     -  0.67  0.67 

Administrative  stipend _  _  _ 

Program   coordinator    0.09  —  — 

Principal  clerk 0.75  1  1 

Sr  typist-clerk 0.58  1  1 

Secretary    1.05  -  - 

Sr    stenographer    -  1  1 

Sr  administrative  analyst 1.05  -  - 

Sr  budget  analyst 0.37  1  1 

Administrative    asst    2.18  2  2 

Principal  administrative  analyst -  1  1 

Arrowhead  Center — General : 

Administrative   asst    0.56  0.75  0.75 

Asst  residence  halls  mgr 0.67  1  1 

Residential   conference  center 0.75  1  1 

General   assistance   63.32  82  82 

Totals,  University  Extension 168.43 


SALARY  IIANGE 
1,308-1,917 
l.OOS-1,217 
783-950 
480-584 
41.5-505 
41.5-505 
435-530 
556-676 
584-710 
614-746 


415-505 
435-530 
40.5-492 
644-783 
584-710 


1,583 

667-1,917 

480-584 

435-530 

783-950 

1,308-1,917 
1,008-1,217 
480-584 
415-505 
367-^46 
50.5-614 
359-435 
584-710 
556-676 
571-660 
435-530 

1,308-1,917 
1,008-1,217 
415-505 
480-584 
746-905 
710-863 

415-505 

480-584 


0.50   1,308-1,917 


1,008-1,217 
415-505 
480-584 

2,100 
2,100 
1,790 

2,000 

1,308 
2,100 

667-1,917 

480-584 
415-505 
480-584 
435-530 
415-.505 
644-783 
584-710 
1,048-1,273 

58-1-710 

556-676 

950-1,1.55 

560,245 


8,650 

6,450 

2,280 

12,666 

16,002 

10,620 

2,952 

3,426 

4,260 

3,684 


5,220 
5,904 

8,-520 


7,850 
14,600 
13,068 
43,068 

7,368 

8,520 

8,112 

7,920 

15,180 

23,550 
25,000 
2,550 
7,008 
8,952 
4,806 

10,080 
6,360 

9,550 

3,425 
2,490 
3,180 


8,316 


24,000 


16,884 
2,800 

6,360 
5,220 

5,352 

11,400 
16,632 
13,956 

6,390 

6,828 

12,120 

572,974 


8,050 

6,4.50 

2,280 

12,666 

16.002 

10,620 

2,952 

3,426 

4,260 

3,684 


5,220 
5,904 

8,520 


7,850 
14,600 
13,068 
43,068 

7,368 

8,520 

8,112 

7,920 

15,180 

23,550 
25,000 
2,550 
7,008 
8,952 
4,806 

10,080 
6,360 

9,550 

3,425 
2,490 
3,180 


8,316 
24,000 


16,884 
2,800 

6,360 
5,220 

5,352 

11,400 
16,632 
13,956 

6,390 

6,828 

12,120 

572,974 


211.10    211.10         $1,716,444         $1,816,478         $1,816,478 


10 — 4316  SW 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
S 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
83 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTITUTIONAL  SERVICES  AND 
GENERAL   EXPENSE 

Data  Processing  Center — North  : 

Supvr  DP  services 

Asst  supvr  DP  services 

Manager,  adm  and  standards 

Principal   clerk    

Sr   clerk    

Sr    typist-clerk    

Key  punch  operator  IV 

Key  punch  operator  III 

Key  punch  operator  II 

Key  punch  operator  I 

Tabulating    supvr    

Sr  tabulating  machine  opr 

Computer  operations  supvr  I 

Sr  computer  operator 

Computer  operator 

Secretary    

Programmer  I   

Asst  business  manager  III 

Supvr,   DP  center 

Data  Processing  Center — South  : 

Supvng  EDP  systems  analyst 

Sr  EDP  systems  analyst 

EDP  systems  analyst 

Sr  accountant   

Mgr,  technical  development 

Retirement  Systems : 

Director  of  personnel 

Asst  director  of  personnel 

Coord,  Ins  and  Retirement  system- 
Principal   clerk    

Sr    clerk    

Clerk   

Sr    typist-clerk    

Sr  administrative  analyst 

Administrative  analyst    

Asst  administrative   analyst 

Administrative  asst    

Accountant     

Group  Health  and  Life  Insurance : 

Chief  purchasing  agent 

Asst  director  of  personnel 

Coord — ins  &  retirement  system 

Principal  clerk    

Sr  typist-clerk 

Sr  administrative  analj'st 

Universitywide  Information  Office : 

Editorial  officer 

Asst  publications  officer 

Sr  tj'pist-clerk 

Secretary  

Sr  stenographer 

Asst  administrative   analyst 

Writer  IV 

Writer  III 

Writer  II 

Intercampus  Telephone  Service : 

Assoc  University  architect 

Communications  supervisor  III 

Secretary  

Sr  stenographer 

Staff  coordinator  II 

Printing  Department — Berkeley  : 

Manager,  University  print  dept 

Principal  clerk 

Sr  clerk 

Messenger 

Secretary  

Sr  administrative  asst 

Administrative  asst 

Sr  accountant  

Accountant   

Editor   II    

Production    manager    I    

Production   asst  III 

Asst  manager  and  supt 

Production  mgr  &  asst  supt 

Estimator,   Univ  printing   dept 

Printing   estimator   


SALAEY  EANGE 

1.13 

_ 

_ 

— 

_ 

_ 

1.25 

- 

- 

— 

_ 

_ 

- 

1 

1 

$1,317 

$15,800 

$15,800 

0.14 

1 

1 

480-584 

5,760 

5,760 

1.07 

1 

1 

415-505 

4,980 

4,980 

1.92 

2 

o 

415-505 

10,584 

10,584 

2 

2 

2 

543-660 

15,840 

15,840 

2.92 

3 

3 

492-599 

20,892 

20,892 

:0.80 

53 

53 

425-517 

296,508 

296,508 

1.47 

— 

— 

386^146 

— 

_ 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

556-676 

8,112 

8,112 

2 

2 

2 

821-998 

23,952 

23,952 

5 

8 

8 

644-783 

69,492 

69,492 

4.39 

8 

8 

556-676 

55,152 

55,152 

1 

1 

1 

4St)-5S4 

7,008 

7,008 

1.92 

1 

1 

676-821 

8,112 

8,112 

0.50 

1 

1 

950-1,155 

11,400 

11,400 

2 

>■> 

- 

1,048-1,273 

30,552 

30,552 

1.67 

1 

1 

1,213-1,475 

16,860 

16,860 

2.84 

4 

4 

998-1,213 

48,504 

48,504 

3.97 

1 

1 

821-998 

9,852 

9,852 

— 

2 

2 

821-998 

22,800 

22,800 

- 

1 

1 

1,500 

18,000 

18,000 

0.14 

0.25 

0.25 

2,083 

6,250 

6,250 

- 

0.50 

0.50 

1,583 

9,500 

9,500 

0.29 

— 

— 

— 

— 

_ 

0.62 

1.25 

1.25 

480-584 

7,575 

7,575 

1.39 

4 

4 

415-505 

20,160 

20,160 

1.08 

1 

1 

367-446 

4,860 

4,860 

2.71 

5.50 

5.50 

415-505 

29,298 

29,298 

1.02 

1.75 

1.75 

950-1,155 

23,931 

23,931 

0.18 

2 

2 

783-950 

20,520 

20,520 

0.38 

1 

1 

644-783 

8,112 

8,112 

1.33 

2.50 

2.50 

584-710 

19,572 

19,572 

0.58 

1 

1 

783-950 

9,852 

9,852 

0.22 

0.25 

0.25 

2,083 

6.250 

6,250 

_ 

0.50 

0.50 

1,583 

9,500 

9,500 

0..50 

— 

— 

— 

— 

— 

0.23 

0.75 

0.75 

480-5S4 

4,545 

4,545 

0.50 

_ 

_ 

415-505 

_ 

1.25 

1.25 

1.25 

950-1,155 

16,041 

16,041 

0.S2 

1 

1 

1,128 

13,500 

13,500 

1 

1 

1 

1,208 

14,500 

14,500 

1.76 

2 

2 

415-505 

11,280 

11,280 

_ 

1 

1 

480-584 

5,904 

5,904 

0.27 

_ 

— 

435-530 

— 

_ 

0.13 

1 

1 

644-783 

7,728 

7,728 

0.21 

1 

1 

905-1,100 

10,860 

10,860 

0.72 

2 

2 

746-905 

20,256 

20.256 

0.96 

- 

- 

614-746 

- 

- 

0.1  S 

_ 

_ 

_ 

_ 

_ 

1 

1 

1 

728-884 

9,852 

9,852 

0.33 

1 

1 

480-584 

5,760 

5,760 

0.75 

_ 

435-530 

- 

- 

0.33 

1 

1 

1,155-1,405 

14,556 

14,556 

1 

1 

1 

1,833 

22,000 

22,000 

1.98 

2 

o 

4S0-584 

13,680 

13.680 

5.68 

6 

6 

415-505 

33,972 

33.972 

0.99 

1 

1 

367-446 

5,100 

5,100 

0.97 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

746-905 

9,852 

9,852 

1 

1 

1 

584-710 

7,728 

7,728 

0.67 

821-998 

_ 

_ 

0..31 

1 

1 

783-950 

9,396 

9,396 

1 

1 

614-746 

7,368 

7,368 

1 

1 

1 

905-1,100 

12,576 

12,576 

1 

1 

746-905 

8,952 

8,952 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

1,100-1,337 

15,276 

15,276 

1 

1 

1 

905-1,100 

11,976 

11,976 

2 

2 

2 

746-905 

21,216 

21,216 
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1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filld)      (Aolh.)      (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


INSTITUTIONAL  SERVICES   AND 
GENERAL    EXPENSE— Continued 

Printing  Department — Bookbindery — 
Current : 

Secretary    

Asst  manager  &  supt 

Universitywide  Publications  Office : 

Editor.    Uuiversity    bulletin    

Editorial    officer    

Sr  clerk 

Sr    typist-clerk    

Secretary    

Administrative    asst    

Production    asst    III    

TV-Motion  Picture : 

Communications  prod  mgr  I 

Radio  Administration  Office : 

Press  officer 

Sr    typist-clerk    

Typist-clerk    

Secretary    

Administrative  asst 

Writer    IV    

Writer  III 

Vice    President — Education    Relations 
— General : 

Asst  to  the  vice  president 

Adm    asst    to    vice    president — educ 

relations    

Asst    vice    president    &    University 

dean — educ    relations    

Principal    clerk    

Clerk    

Sr  typist-clerk 

Secretary  

Sr  administrative  analyst 

Administrative  analyst 

Administrative   asst   

Editor  III   

Vice  President — Education  Relations- 
Admissions  : 

Director,  educ  placement 

Principal  clerk 

Sr  typist-clerk 

Secretary  

Sr  stenographer 

Administrative    analyst    

Asst  administrative   analyst 

Vice  President — Education  Relations- 
Placement  : 
Assoc  director,  relations  with 

schools 

Secretary  

Vice  President — Education  Relations- 
Schools  : 

Asst  for  student  affairs 

Director,  relations  with  schools 

Summer  differential   

Administrative    stipend    

Sr  typist-clerk 

Secretary  

Sr  stenographer 

Visitor  program  asst 

Sr  administrative  asst 

Administrative   asst    

Assoc  director,  relations  with 

schools  II 

Assoc  director,  relations  with 

schools  I 

University  Press  General  and  Admin- 
istrative Expense : 

Director,  University  Press 

Asst  director  of  University  Press 

Administrative    analyst    

Sr  administrative  asst 

Administrative   asst 

Accountant 

University  Press  Business  Office : 

Principal   clerk    

Asst  business  manager  III 

Accountant 


0.51 

1 
0.50 

1 
0.50 

SALARY  RANGE 

480-584 
1,273-1,548 

5,760 
9,288 

5.760 
9,288 

1 

0.03 
0.96 
0.92 
0.08 

1 

1 
1 
1 

1 
1 

1 
1 
1 

1 
1 

1.233 

1,128 
415-505 
415-505 

480-584 
584-710 
746-905 

14,800 

13,536 

4,980 

7,368 
9,852 

14.800 

13,536 

4,980 

7,368 
9,852 

0.51 

1 

1 

905-1,100 

11,735 

11,735 

1 
1 

0.93 
0.01 

1 
1 
1 

1 
1 

1 
1 

2 

1 
1 
1 
1 

2 

1,100 
415-505 
367-^6 

480-584 

584-710 

90.5-1,100 

746-905 

13,196 

5,484 
4,860 
6,672 

23,976 

13,196 

5,484 
4,860 
6,672 

23,976 

0.92 
0.92 


1,094 
900 


13,125 
10,800 


13,125 
10,800 


1 

1 

1 

2,000 

24,000 

24,000 

0.96 

1 

1 

480-584 

6,852 

6,852 

0.99 

1 

1 

367-446 

4,632 

4.632 

3.88 

4 

4 

415-505 

21,828 

21,828 

1.06 

1 

1 

480-584 

6,360 

6,360 

1.80 

1.80 

1.80 

950-1.155 

23,364 

23,364 

1 

1 

1 

783-950 

10,860 

10,860 

1 

1 

1 

584-710 

7,728 

7,728 

1 

1 

1 

746-905 

10,860 

10,860 

0.55 

1 

1 

1,833 

22,000 

22,000 

1.33 

2.50 

2.50 

480-584 

15,684 

15,684 

0.70 

2 

2 

41.5-505 

10,320 

10,320 

1 

1 

1 

480-584 

7,008 

7,008 

0.67 

_ 

_ 

435-530 

_ 

_ 

1 

1 

1 

783-950 

9,852 

9,852 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

1,708 

20,500 

20,500 

0.98 

1 

1 

480-584 

6,360 

6,360 

0.68 

0.63 

0.63 

9,828 

9,828 

4.42 

4.42 

4.42 

1,276 

67,657 

67,657 

_ 

_ 

_ 

— 

777 

777 

— 

_ 

_ 

- 

6,402 

6,402 

0.29 

o 

2 

415-505 

10,440 

10,440 

3.62 

3 

3 

480-584 

19.092 

19.092 

3.08 

4.25 

4.25 

435-530 

25,614 

25.614 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

746-905 

10,104 

10,104 

0.67 

2 

2 

584-710 

15,096 

15,096 

2.75 

3 

3 

1,048-1,273 

41,256 

41,256 

2.25 

3 

3 

863-1,048 

34,752 

34,752 

1 

1 

1 

2,150 

25,800 

25,800 

1 

1 

1 

1,608 

19,300 

19,300 

0.33 

1 

1 

783-950 

11,124 

11,124 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

584-710 

8,520 

8,520 

0.67 

783-950 

- 

- 

2.43 

2.88 

2.88 

480-584 

19,235 

19,235 

1 

1 

1 

746-905 

13,860 

13,860 

1 

1 

1 

783-950 

10,860 

10,860 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


1 
1.75 

1 
2 


INSTITUTIONAL  SERVICES  AND 
GENERAL   EXPENSE— Continued 

University  Press  Editorial  Expense  : 

Assoc  director  of  University  Press-  111 

Sr  clerk 1.12         1              1 

Sr  typist-clerk 0.37 

Secretary    0.52         2              2 

Managing   editor — University   Press  -              1              1 

Editor  IV 1.25         2              2 

Editor   III   1.15         4              4 

Editor  II   3.40         5              5 

Editor  I   0.79         2              2 

Sponsoring  editor 2.83         5              5 

University  Press  Production  Expense  : 

Production  mgr  University  Press 1              1 

Principal   clerk   1.75         1.75 

Editor  IV 0.75         1 

Production  asst  III 2              2 

University  Press  Sales  Promotion 
Expense : 
Sales  promotion  manager  University 

Press   111 

Principal  clerk 0.90         1              1 

Secretary    0.50         -              - 

Administrative  asst 0.40         1              1 

Writer  IV   -              1              1 

Writer  III 0.92         1               1 

Writer  I 0.45 

Sales  promotion  supvr 111 

University  Press  Warehouse  and 
Shipping  Expense : 

Storekeeper  II 111 

Storekeeper  I 111 

University  Press  Periodicals  Office 
Expense : 

Principal    clerk    111 

Managing  editor — University  Press  111 

Editor  II   0.80         0.80         0.80 

General   assistance   232.42     240.87     240.87 

Totals,  Institutional  Services  and  Gen- 
eral Expense 443.69       507.90 

Merit  Increase  Provision : 

Academic _              _              _ 

Nonacademic    _             _             _ 

Salary  Increase  Provision : 

Academic _              _              _ 

Nonacademic    _              _             _ 

TOTALS,  UNIVERSITY  PROGRAMS 

AND  PROVISIONS 623.19    752         752 


SALARY  BANGE 
1,658 
415-505 
415-505 
480-584 
821-998 
821-998 
746-905 
614-746 
556-676 
1,031 

1,217 
480-584 
821-998 
746-905 


1,367 

480-584 
480-584 
584-710 
905-1,100 
746-905 
556-676 
821-998 


584-710 
505-614 


480-584 

998-1,213 

614-746 


507.90         $3,859,643 


19,900 
5,220 

12,768 
14,556 
24.288 
37,716 
40,680 
14,736 
61,860 

14,600 
11,499 
11,124 
20,256 


16,400 
7,008 

7.008 

10,860 

8,952 

11,976 


8,520 
7,368 


7,008 

14,196 

7,161 

2,036,158 


$4,397,361 

264,294 
193,464 

478,130 
2,064,761 


19,900 
5,220 

12,768 
14,556 
24,288 
37,716 
40,680 
14,736 
61,860 

14,600 
11,499 
11,124 
20,256 


16,400 

7,008 

7,008 

10,860 

8,952 

11,976 


8,520 
7,368 


7,008 

14,196 

7.161 

2,036,158 


$4,397,361 

264,294 
193,464 

478,130 
2,064,761 


$5,694,928  $9,506,658  $9,506,658 
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HASTINGS   COLLEGE   OF   THE   LAW 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
iniledl      (tulh.)      (tuih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION 

Classroom : 

Faculty   

Substitutes  faculty 

Summer  teachers 

Theory  Practice : 

Faculty    

Research    asst   

Library  : 

Librarian     

Asst   librarian   

Reference  librarian 

Asst     librarian — technical     services 
Student   assistants — library    

Law  Journal : 

Secretary-steno    

Totals,  Authorized  Positions 33.1 


STUDENT  SERVICES 

Financial  Aid  : 
Student  pay — work-study 


ADMINISTRATION 

Dean    

Associate  dean  &  registrar 

Associate  dean 

Director  of  moot  court 

Administrative  asst   

Accounting  officer  II 

Secretary    

Secretary-stenographer 

Clerk -typist 

Temporary    help    

Admissions : 

Secretary-steno    

Registrar : 

Secretary  

Clerk-typist    

Plant  Operation : 

Building  manager 

Building  service  supervisor 

Assistant  building  supervisor 

Student   assistants   

Alumni : 

Clerk-typist    

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


SALARY  RANGE 


23.6 
0.2 
2 

26.8 
0.4 

2 

26.8 
0.4 
2 

($509,906) 

(4,468) 

(10,000) 

$573,913 

8,426 

10,500 

$573,913 

8,426 

10,500 

0.5 
0.1 

0.5 
0.5 

0.5 
0.5 

'%ll] 

4,710 
3,150 

4.710 
3,150 

1 
1 

1 

3.7 

1 
1 
1 
1 
3.3 

1 
1 
1 
1 
3.3 

1,433 

760-1,040 

727-1,010 

700-787 

(13,748) 

17,578 
11,628 
10,104 
9,450 
13,419 

17,578 
12,209 
10,609 
9,922 
13,419 

- 

1 

1 

460-610 

6,000 

6,300 

38.5    38.5 


$551,402 


$38,674 


1 

1 

1 

$30,018 

1 

1 

1 

2,250 

1 

1 

1 

2,250 

1 

1 

1 

1,364 

1 

1 

1 

826-1,008 

1 

1 

1 

650-950 

1 

2 

2 

480-716 

3 

3 

3 

460-610 

2 

1.5 

1.5 

410-560 

1.3 

0.8 

0.8 

6,847 

1 

1 

1 

460-610 

1 

1 

1 

480-710 

1.5 

2.5 

2.5 

410-560 

1 

1 

1 

950-1,350 

1 

1 

1 

614-820 

1 

1 

550-700 

8 

10 

10 

(38,674) 

0.5 

1 

1 

410-560 

27.3 

31.8 

31.8 

$276,203 

68.4 

78.3 

78.3 

$866,279 

$668,878 


$38,674 


$670,736 


$38,674 


$36,167 

$36,167 

26.990 

26,990 

26,990 

26,990 

16,363 

16,.363 

12,096 

12.700 

11.400 

11,970 

15,330 

16,100 

22,326 

23,443 

9,142 

9,700 

4,200 

4,200 

6.684 

7,018 

7,272 

7,632 

13,999 

14,599 

16,188 

16,997 

8,916 

9,362 

7,560 

7,9.38 

43,995 

43,995 

5,400 

5,670 

$291,018 

$297,834 

$998,570 

$1,007,244 
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State  Colleges 


HIGHER  EDUCATION 


TRUSTEES  OF  THE  CALIFORNIA  STATE  COLLEGES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive : 

Chancellor 1 

Vice  chancellor   1 

Asst  exec  vice  chancellor 0.8 

Special  asst 1 

Administrative   asst   II   - 

Executive   secretary   - 

Secretary    II    1 

Administrative  secretary - 

Secretary    I    1.3 

Sr   steno    1.1 

Inter  typist-clerk 1 

Totals,   Executive   

General  Secretary : 

General    secretary   

Sr   steno    

Totals,  General  Secretary 

Governmental  Affairs : 

Director 

Administrative  asst  II 

Staff  asst  to  director,  govmtl  affairs 

Jr  staff  analyst 

Sr   steno   

Inter  steno 

Totals,  Governmental  Affairs 

Institutional  Research : 

College  dean 

Assoc,  acad  &  institunl  studies  III 

Sr  data  processing  sys  analyst 

Assoc,  acad  &  institutnl  studies  II 

Assoc  systems  analyst 

Asst  systems  analyst 

Research  technician  II 

Research  technician, I 

Sr  steno 

Sr  clerk 

Inter  steno 

Totals,  Institutional  Research 

Legal : 

Chief  counsel 

Sr  counsel 

Assoc  counsel 

Asst   counsel    

Jr  counsel 

Legal  secretary  

Sr  legal  steno 

Sr  typist-clerk 

Student  legal  asst 

Inter  steno 

Totals,  Legal 

Public  Affairs : 

Director    

Public  affairs  assoc 

Sr  steno 

Inter  typist-clerk 

Totals,  Public  Affairs 

Statewide  Academic  Senate : 

Research  assoc  I 

Secretary  I  

Inter  typist-clerk 

Totals,   Statewide  Academic  Sen- 
ate     

Totals,  Authorized  Positions 49.6 


CHANCELLOR'S  OFFICE  a 


SALARY  RANGE 

$42,098 

2,27-4-2,903 

1,781-2,166 

1,40.5-1,708 

950-1,155 

660-SOl 

644-783 

599-728 

584-710 

505-614 

415-530 


$42,098 
34,836 
25,065 
17,560 
11,400 
9,612 

8,736 
7,008 
6,060 
6,360 


$42,098 
34,836 
25,992 
18,430 
11,976 
9,612 

8,736 
7,368 
6,360 
6,360 


8.2 

10 

10 

$140,222 

$168,735 

$171,768 

1 
1 

1 
1 

1 
1 

$1,696-2,063 
505-614 

$24,756 
6,812 

$24,756 
7,158 

2 

2 

2 

$29,329 

$31,568 

$31,914 

0.9 
1.1 
0.7 

1 
1 

1 
1 

1 
1 
1 

1 
1 

1 
1 
1 

$1,429-1,738 
950-1,155 
783-950 
644-783 
505-614 
446-543 

$22,360 
11,400 

7.728 
7,368 
5,605 

$54,461 

$23,004 
11,976 

8,112 
7,368 

5,881 

4.7 

5 

5 

$51,433 

$56,341 

1 

1.3 

1 

1.8 

4.4 

2.6 

1.8 

2.4 

1 

0.8 

1 

1 
2 

2 

2 
3 
1 
1 
1 

1 
2 

2 

2 
3 
1 
1 

1 

$1,577-1,917 

1,452-1,765 

1,155-1,405 

1,137-1,384 

950-1.155 

783-950 

783-950 

644-783 

50.5-614 

492-599 

446-543 

$23,004 
36,486 

29,582 

21,246 

24,792 

7,368 

6,992 

5,812 

$155,282 

$23,004 
38,292 

30,936 

21,840 

25,800 

7,368 

7,188 

6,104 

19.1 

13 

13 

$213,870 

$160,532 

1 

1 

1.5 

2 

0.7 

1 

1 

1 

0.3 

1 

1 
1 

5 

1.5 

1 

3 

1 

1 

1 
1 

5 

1.5 
1 
3 

1 

1 

$1,781-2.166 

1,337-1,626 

1,213-1,475 

905-1,100 

783-863 

559-728 

556-676 

492-599 

480-863 

446-543 

$25,992 
18,576 

56,784 

14,436 

8,736 

21,072 

7,188 

5,720 

$25,992 
19,512 

59,628 

15,156 

8,736 

22,128 

7,188 

6,004 

10.5 

14.5 

14.5 

$118,899 

$158,504 

$164,344 

1 

1.8 
1 
0.5 

1 

9 
1 

0.5 

1 
2 

1 
0.5 

$1,429-1,738 

998-1,213 

505-614 

415-530 

$20,856 

25,880 

6,924 

2,857 

$20,856 

27,170 

7,278 

3,005 

4.3 

4.5 

4.5 

$49,628 

$56,517 

$58,309 

0.8 

1 

1 

1 
1 

$945-1,148 
584-710 
415-505 

$11,340 
5,100 

$16,440 

$12,504 
5,352 

0.8 

2 

2 

$6,388 

$17,856 

51 


a  The   1969-70   Budget   reflects   a   different  organization 


51  $609,769  $641,507  $661,064 

of   the   Chancellor's   Office   from   that   shown   in   prior   years. 
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TRUSTEES   OF   THE   CALIFORNIA   STATE   COLLEGES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Agth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ACADEMIC   AFFAIRS 


CHANCELLOR'S  OFFICE— Continued 


Vice  chancellor   

Administrative  secretary 

Secretary   I    

Inter  steno 

Totals,  Authorized  Positions 

Academic  Planning: 

Dean    

Assoc,  acad  institut  studies  IV  _ 
Assoc,  acad  institut  studies  III 

Research  assoc  II 

Research  technician  III 

Research  technician  II 

Research  technician  I 

Sr   steno    

Inter  steno 

Steno  I   

Total,  Academic  Planning 

Student  Affairs : 

Dean    

Assoc,  academic  &  institutional 

studies   III 

Assoc,  academic  &  institutional 

studies  II ; 

Sr  steno 

Inter  steno 

Totals,   Student  Affairs 6 

Tear-Round  Operations : 

Assoc,  academic  &  institutional 

studies   III 0.9 

Inter  steno — 

Inter  typist-clerk 1 

Total,  Year-Round  Operations 1.9 

Totals,   Authorized  Positions 24.9 


BUSINESS  AFFAIRS 


0.3 

0.2 
0.1 

1 
1 

1 
1 

SALARY  RANGE 

$2,274-2,903 

599-728 

584-710 

446-543 

$29,022 
8,016 

$30,462 
8,412 

0.6 

2 

2 

$9,295 

$37,038 

$38,874 

1 

2.8 
2.2 

6.5 

1.7 

2 

0.2 

1 
1 
5 

1 
2 
4 
1 
1 
4 

1 
1 
5 
1 
2 
4 
1 
1 
4 

$1,781-2,166 

1,524-1,853 

1,452-1,765 

1,194-1,452 

9.50-1,155 

78.3-950 

644-783 

50.5-614 

446-543 

405-492 

$24,560 
22,236 
97,042 
14,328 
22,800 
42,775 
7,728 
7,068 
23,063 

$25,786 
22,236 
99,946 
15,086 
23,952 
44,199 
8,112 
7,368 
24,226 

16.4 

20 

20 

$205,378 

$261,600 

$270,861 

1 

1 

1 

$1,-577-1,917 

$23,004 

$23,004 

1.7 

4 

4 

1,452-1,765 

72,516 

76,116 

1.3 
1 

1 

2 
3 

1 

2 
3 
1 

1,137-1,.384 
50.5-614 
446-543 

27,288 

19,488 

6,079 

28,656 

20,088 
6,386 

11 


11 


$80,986 


$1,452-1,765 
446-543 
415-530 


$22,456 


35 


35 


$318,115 


$148,375 


$21,180 
5,490 


$26,670 
$473,683 


$154,250 


$21,180 
5,766 


$26,946 
$490,931 


Vice  chancellor   

Administrative  secretary 

Secretary    I    

Administrative  asst  II 

1 

1 
0.9 

1 

1 

1 

1 

1 

1 

$2,274-2,903 

599-728 

584-710 

950-1,155 

$48,458 

$1,781-2,166 

1,155-1,405 

950-1,155 

505-614 

614-748 

$32,916 

8,736 

12,326 

$53,978 

$23,580 

14,324 

13,860 

6,438 

7.36S 

$34,560 
8,736 

12,940 

Totals,   Authorized  Positions 

Asst  vice  chancellor 

Management  auditor  I 

Assoc  administrative  analyst 

Sr   steno   

Auditor   I 

2.9 

1 

0.7 

1 

1 

3 

1 
1 

1 
1 
1 

3 

1 
1 
1 

1 
1 

$56,236 

$24,756 

15,036 

13,860 

6.756 

7,728 

Totals,   Authorized  Positions 

Auxiliary  and  Business  Services : 
Chief    

College  iinaneial  coordinator  II 

Business  service  off  III 

3.7 

1 
1 
1 

0.8 
0.8 
1 
1 

5 

1 
1 
1 
1 
1 
1 
1 

5 

1 

1 
1 
1 
1 
1 
1 

$47,813 

$1,577-1,917 

1,155-1,405 

950-1,155 

950-1,155 

783-950 

505-614 

446-543 

$65,570 

$23,004 

15,724 

12,576 

11.544 

9,396 

6,310 

6,256 

$68,136 

$23,004 
16,520 
13,200 

Assoc  adm  analyst 

Asst  adm  analyst 

Sr  steno   

Inter  steno 

12.126 
9,852 
6,620 
6,516 

Totals,  Auxiliary  and  Business 
Services  

Budget  Planning  and  Administration : 

Chief,  fiscal  services 

Supvng  budget  analyst 

Sr  budget  analyst 

Assoc  budget  analyst 

Asst  budget  analyst 

Jr   staff   analyst 

Accounting  technician  III 

6.6 

1 

0.6 

1.4 

3.9 

1.6 

0.8 

1 

7 

1 

2 
5 
2 
1 

7 

1 

2 
5 

2 

1 

$76,286 

$1,577-1,917 

1,337-1,626 

1,155-1,405 

950-1,155 

783-950 

644-783 

614-746 

$84,810 

$19,860 

31,776 
60,251 
19,134 

7,728 

$87,838 

$20,856 

32,520 

62,988 

20,082 

8,112 
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State  Colleges 


TRUSTEES  OF  THE   CALIFORNIA  STATE  COLLEGES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
SS 


BUSINESS  AFFAIRS— Continued 


CHANCELLOR'S  OFFICE— Continued 


Budget  Planning  and 

Administration — Continued 

Administrative  trainee 

Sr   steno   

Sr    clerli    

Inter  steno 

Inter  elerk 

Inter   typist-clerk   

Totals,  Budget  Planning  and  Ad- 
ministration            15.5 

Central  OfEce  Administrative  Services : 

Administrative  service  off  II 

Administrative  service  off  I 

Administrative   asst   II 

Accounting  technician  III 

Graphic  artist 

Supvng  clerk   I   

Duplicating  mach  supvr  I 

Sr  steno   

Sr  account  clerk 

Sr   clerk    

Stock  clerk  

Duplicating  mach  operator  II 

Inter  steno 

Inter   account   cleik   

Inter    typist-clerk    

Inter  file  clerk 

Inter  clerk 

Telephone  operator 

Temporary    help    

Overtime 

Totals,  Central  Office  Administra- 
tive   Services   30.7 

Fiscal  Management : 

Assoc  budget  analyst 

Accounting  technician  III 

Inter   typist-clerk    

Totals,  Fiscal  Management 

Physical  Planning  and  Development : 

Asst  vice  chancellor 

Chief  architect 

Construction    engineer    

College  facility  planner 

-College  facility  planner,  fed  programs 

Assistant  architect 

Administrative  asst  I 

Sr  steno   

Inter  steno 

Inter  typist-clerk 

Totals,    Physical    Planning     and 

Development 13.1 

Information  Systems : 
Central  Office : 

Director 

Associate  director 

Senior  systems  analyst 

Computer  programmer  III 

Associate  systems  analyst,  EDP  _ 

Computer  programmer  II 

Assistant  systems  analyst 

Clerical  assistant  III 

Sr  clerk 

Keypunch  operator 

Clerical  assistant  II 

Totals,  Central  Office 


SALAEY  RANGE 

0.4 

_ 

_ 

614-710 

_ 

_ 

1 

1 

1 

505-614 

6,646 

6,980 

0.5 

_ 

_ 

492-599 

_ 

_ 

0.8 

2 

2 

446-543 

11,325 

11,895 

1.3 

1 

1 

415-505 

5,100 

5,352 

1.2 

- 

- 

415-530 

- 

- 

15 


15 


$155,171 


$161,820 


26.2 


26.2 


$200,389 


$170,622 


15 


15 


$191,596 


$228,105 


27 


27 


$256,856 


$168,785 


0.2 

1 

1 

$1,213-1,475 

$14,556 

$15,276 

0.7 

— 

— 

1,048-1,273 

— 

— 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

614-746 

8,486 

8,916 

_ 

1 

1 

584-710 

7,008 

7,368 

0.9 

2 

2 

571-692 

14.708 

15,428 

0.8 

1 

1 

530-644 

6,360 

6,672 

0.9 

1 

1 

505-614 

6,568 

6,896 

1.4 

2 

2 

492-599 

12,519 

13,030 

0.9 

_ 

• 

492-599 

_ 

_ 

0.3 

_ 

_ 

480-584 

_ 

- 

2.7 

3 

3 

457-556 

18,148 

18,792 

0.2 

2 

2 

446-543 

11,003 

11,555 

0.8 

1 

1 

415-530 

5,100 

5,352 

3.7 

6 

6 

41.5-530 

32.062 

33,341 

0.8 

1 

1 

415-530 

5,308 

5,576 

0.1 

415-505 

- 

- 

1 

1 

1 

415-505 

5,553 

5,835 

12.5 

1.8 

1.8 

(78,947) 

6,451 

6,451 

0.8 

0.4 

0.4 

(8,642) 

2,932 

2,932 

$177,280 


_ 

1 

1 

$950-1,155 

$13,860 

$13,860 

— 

1 

1 

614-746 

8,952 

8,952 

- 

1 

1 

415-530 

5,100 

$27,912 

5,352 

- 

3 

3 

- 

$28,164 

1 

1 

1 

$1,781-2,166 

$25,992 

$25,992 

1 

1 

1 

1,548-1,882 

22,584 

22.584 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

4 

5 

5 

1,337-1,626 

90,267 

93,738 

1 

1 

1 

1,337-1,626 

17,992 

18,888 

1 

1 

1 

1,213-1,475 

15,980 

16,792 

0.9 

1 

1 

783-950 

9,814 

10,314 

0.3 

1 

1 

505-614 

6,060 

6,360 

1.9 

2 

2 

446-543 

11,279 

11,833 

1 

1 

1 

415-530 

5,553 

5,835 

$234,920 


_ 

1 

1 

$1,577-1,917 

$15,770 

$19,704 

_ 

1 

1 

1,429-1,738 

15,719 

17.940 

_ 

3 

3 

1,1.55-1,405 

40,533 

44,840 

— 

9 

2 

973-1,183 

21,406 

24,452 

— 

6 

6 

950-1,155 

70,640 

74,884 

_ 

6 

6 

801-973 

38,448 

59.640 

_ 

3 

3 

783-950 

31,572 

33,144 

- 

1 

1 

492-599 

5,904 

6,204 

- 

1 

1 

492-.599 

5,904 

6,204 

— 

2 

2 

425-517 

7,225 

10,-557 

- 

1 

1 

41.5-505 

3,735 

5,164 

$302,733 
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TRUSTEES  OF 

THE  CALIFORNIA  STATE  COLLEGES — Continued 

lij 

SALARIES  AND  WAGES 

NO.  OPPOSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

z 
Zi 

67-68  68-69  69-70 
(Fllltd)      (tilth.)      (Aolh.l 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


CHANCELLOR'S  OFFICE— Continued 


BUSINESS  AFFAIRS— Continued 

Information  Systems — Continued 
Southern  Regional  Center : 

ADP  manager -  1  1 

Sr  computer  operator —  2  2 

Computer  operator —  2  2 

Clerical  assistant  III -  1  1 

Clerical  assistant  II -     -  1  1 

Totals,  Southern  Regional  Cen- 
ter      -  7  7 

Northern  Regional  Center : 

ADP  manager —  1  1 

Sr  computer  operator -  2  2 

Computer  operator -  2  2 

Clerical  a.ssistant  III —  1  1 

Clerical  assistant  II -  1  1 

Totals,  Northern  Regional  Cen- 
ter     -  7  7 

Totals,  Information  Services-  -  41  41 

Totals,     Authorized     Posi- 
tions      72.5  115.2  115.2 

FACULTY  AND  STAFF  AFFAIRS 

Asst  chancellor   111 

Academic  recruiting  specialist 111 

Principal   personnel   analyst 111 

Personnel   .specialist   0.8  2  2 

Sr   personnel   analyst 2.9  2  2 

Adm   asst   II -  1  1 

Assoc   personnel   analyst -  1  1 

Asst   personnel   analyst 1.8  1  1  ' 

Administrative  secretary —  1  1 

Personnel   technician   -  1  1 

Secretary  I 0.9  -  - 

Sr  steno   111 

Inter    steno    0.3  -  — 

Inter   typist-clerk   1.1  1.3  1.5 

Totals,   Authorized  Positions 11.8  14.5  14.5 

Totals,  Chancellor's  Office 158.8  215.7  215.7 


REIMBURSED  ACTIVITIES 

Contract  Management : 

Sr  account  clerk 

Inter  steno 

Inter  clerk   

Inter   account   clerk 

Temporary  help 

Totals,  Contract  Management- 
Extension  Program : 

Inter  steno 

Totals,  Extension  Program 

Parking  Program : 

Assoc  adm  analyst 

Accounting   technician   II 

Totals,   Parking  Program 

Project  Management : 

Asst  construction   engineer 

Accounting  officer  II 

Jr  counsel 

Accounting  technician  III 

Sr   steno   

Sr  account  clerk 

Student  legal  asst 

Bookkeeping  mach  operator  II  . 
Inter  steno   

Totals,  Project  Manager 


0.1 
2 

0.2 
0.1 
0.6 


$1,155-1,405 

$10,395 

$14,382 

644-783 

9,016 

15.904 

556-676 

11,676 

13,932 

492-599 

3,444 

6,079 

41.5-505 

2,490 

5.100 

0.5 


$492-599 

446-543 

415-505 

415-505 

(2,950) 

$15,224 


$446-543 


$37,021 


$11,693 


$11,693 


$55,397 


$1,155-1,405 

$5,775 

$14,150 

644-783 

3,220 

15,616 

556-676 

2,224 

13,456 

492-599 

984 

5,954 

415-505 

415 

5,000 

- 

$12,618 

$54,176 

- 

$306,495 

$412,306 

$719,713 

$1,099,312 

$1,233,665 

$2,274-2,903 

$34,836 

$34,836 

1,577-1,917 

20,690 

21,726 

1,405-1,708 

20,496 

20,496 

1,273-1,548 

30,552 

32,088 

1,155-1,405 

33,312 

33,720 

950-1,155 

11,400 

11,976 

950-1,155 

11,400 

11,976 

783-950 

9,396 

9,852 

599-728 

8,304 

8,736 

584-710 

7,008 

7,368 

584-710 

— 

— 

505-614 

7,338 

7,368 

446-543 

— 

— 

415-530 

8,380 
$203,112 

8,642 

$167,741 

$208,784 

$1,815,338 

$2,417,614 

$2,594,444 

$12,283 


$12,283 


0.5 

- 

- 

$2,280 

- 

- 

0.5 

$9.50-1,155 

_ 

_ 

1 

1 

1 

492-599 

$6,628 
$6,628 

$6,964 

1.5 

1 

1 

$11,998 

$6,964 

1.6 

2 

2 

$1,213-1,475 

$30,892 

$32,448 

1 

1 

783-950 

9,396 

9,852 

0.2 

0.5 

0.5 

783-863 

4,812 

5,052 

1 

1 

1 

614-746 

8,916 

8,952 

1 

1 

1 

505-614 

6,672 

7,008 

0.4 

0.5 

0.5 

492-599 

3,077 

3,232 

0.3 

_ 

_ 

480-863 

— 

— 

0.5 

— 

_ 

457-556 

- 

- 

1 

1 

446-543 

5,490 

5,766 

$45,650 


$69,255 


$72,310 
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TRUSTEES  OF   THE   CALIFORNIA  STATE   COLLEGES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Anth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


REIMBURSED  ACTIVITIES— 

Continued 

Residence  Hall  Program : 

Residence  facilities  coordinator 

Jr  staff  analyst 

Accounting   technician   III 

Sr  account  clerk 

Inter  steno 

Inter    clerk-typist    

Totals,   Residence    HaU   Program 

Washington  Ofiiee : 

Special  asst  for  govrnmtl  affairs 

Secretary    I    

Totals,  Washington  OflBce 

Vietnam  Program : 

Assoc,  acad  &  institunl  studies  III 
Assoc,   acad  &   institunl  studies  II 

Totals,  Vietnam  Program 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS,  CHANCELLOR'S 
OFFICE 


CHANCELLOR'S  OFFICE— Continued 


1 

0.7 
0.3 
0.3 

0.4 

1 
1 

1 
1 

SALARY  RANGE 
$1,213-1,475 
644-783 
614^746 
492-599 
446-543 
415-530 

$17,700 
5,490 

$17,700 
5,766 

2.7 

0.8 
1 

2 

1 
1 

2 

1 
1 

$26,533 

$1,577-1.917 
584^710 

$23,190 

$21,030 
7,308 

$23,466 

$22,084 
7,668 

1.8 

0.5 

0.2 

2 

2 

$23,060 

$1,452-1,765 
1,137-1,384 

$9,852 

$28,338 

$29,752 

0.7 

- 

- 

- 

- 

15.2 

14 

14 

$134,597 

$139,104 
$2,556,718 

$144,775 

174 

229.7 

229.7 

$1,949,935 

$2,739,219 

I^STERNATIOMAL   PROGRAMS 


GENERAL  ADIVIINISTRATION 

Executive : 

Associate,  academic  and  institu- 
tional studies  IV 

Associate,  academic  and  institu- 
tional studies  III 

Associate,  academic  and  institu- 
tional studies  II 

Sr  stenographer 

Totals,   Executive 

Business  Management : 

Sr  account  clerk 

Temporary  help 

Totals,  Business  Management 

Totals,   Authorized  Positions— 


STUDENT  SERVICES 

Dean's  Office : 

Intermediate  stenographer 

Totals,  Student  Services 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


0.8 

- 

- 

SALARY  RANGE 

$1,524-1,853 

- 

- 

0.2 

1 

1 

1,452-1,765 

$21,180 

$21,180 

1 
1 

1 

1 

1 
1 

1,137-1,384 
505-614 

16,340 
6,594 

16,608 
6,924 

3 

8 

3 

$41,320 

$44,114 

$44,712 

1 
0.3 

1 
0.3 

1 
0.3 

$492-599 
(1,610) 

$8,074 

$7,188 
1,727 

$8,915 

$7,188 
1,727 

1.3 

1.3 

1.3 

$8,915 

4.3 

4.3 

4.3 

$49,394 

$53,029 

$53,627 

0.2 


0.2 


4.5 


5.3 


5.3 


$446-543 
$1,173 


$50,567 


$5,954 


$6,256 


$5,954 


$6,256 


$58,983 


$59,883 
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STATE  COLLEGE — BAKERSFIELD 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.l       (ilulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL   ADMINISTRATION 

Executive  : 

President    

Dean    

Executive   dean    

Voe  instructor     

Administrative  asst  II 

Administrative  asst  I   

Administrative  secretary 

Secretary   B   

Temporary  help 

Totals,   Executive   

Business  Management : 
Business  Manager's  Office : 

Business  manager 

Secretary   B   

Temporary  help 

Totals,  Business  Manager's  Of- 
fice      

Accounting  Office : 

Accounting  officer  II 

Clerical  asst  II  B 

Totals,  Accounting  Office 

General  Institutional  Services : 
Nonfaculty    reclassifications 

Totals,  Business  Management 

Totals,   Authorized   Positions 

INSTRUCTION 

Instructional : 
Administration ; 
School : 

Dean    

Clerical : 

Secretary  B   

Temporary  help 

Totals,   Authorized   Positions 


SALARY  BANGE 

o.s 

1 

1 

$2,274-2,765 

$31,344 

$32,916 

0.1 

1 

1 

1,617-1,967 

23,604 

23,604 

0.8 

1 

1 

1,540-1,873 

20,306 

21,312 

- 

1 

1 

t 

11,400 

11,976 

0.5 

1 

1 

950-1,155 

11,688 

12,276 

O.S 

— 

— 

783-950 

_ 

— 

0.6 

1 

1 

509-728 

8,016 

8,417 

1.7 

4 

4 

505-614 

25,386 

26,655 

1 

- 

- 

(6,091) 

— 

- 

6.3 


10 


0.6  1 

0.8  1 

0.4  2 


10 


$73,983 


$1,273-1,548 
505-614 
(2,322) 


1.8 


$16,018 


$131,744 


$17,350 

6,516 

11,808 


$35,674 


$137,156 


$18,218 

6,842 

11,808 


— 

1 
1 

1 
1 

$783-950 
446-543 

$9,852 
5,352 

$10,356 
5,620 

2 

2 

$15,204 

$1,000 

$51,878 

$15,976 
$2,271 

1.8 

6 

6 

$16,018 

$55,115 

8.1 


16 


16 


$90,001 


$183,622 


$192,271 


0.4 

3 

3 

$1,540-1,873 

$64,188 

$67,397 

0.7 
0.3 

3 
1 

3 

1 

505-614 
(1,388) 

19,040 
5,904 

19,992 
5,904 

1.4 


$14,425 


$89,132 


$93,293 


LIBRARY 

Administration : 

College  librarian 0.4           1              1           $1,467-1,783                $17,969                $18,865 

Secretary  B   0.4           1              1                  505-614                    6,438                    6,760 

Temporary  help -              2               2                                -                   13,704                   13,704 

Totals,  Authorized  Positions 0.8           4              4                     $9,285                $38,111                $39,329 

STUDENT  SERVICES 

Dean's  Office : 

Dean    0.5           1              1           $1,540-1,873                $19,896               $20,892 

Secretary  B   0.3           1              1                   505-614                    6,464                    6,787 

Totals,   Dean's  Office 0.8           2              2                    $11,171                $26,360                $27,679 

Admissions  and  Records : 

Assoc  dean -              1              1          $1,206-1,467                $15,972               $16,771 

Clerical  asst  II  B   -              1              1                  446-543                    5,352                    5,620 

Totals,    Admissions    and    Records  -              2              2                              -               $21,324                $22,391 

Totals,   Authorized   Positions,,  0.8           4              4                   $11,171                $47,684               $50,070 

GRAND  TOTALS,  AUTHORIZED         """^^^ 

POSITIONS    (General  Fund) 11.1         31            31                  $124,882              $358,549             $374,963 

t  Salary  range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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CHSCO   STATE   COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive : 

President 

Vice  president — academic  affairs— 

Vice  president — business  affairs 

Executive  dean 

Voc  instructor 

Publications  manager 

Administrative  asst  II 

Administrative  asst  I 

Secretary   I   

Sr  steno   

Inter  steno 

Student  asst  

Totals,  Executive 15.7 

Business  Management : 
Business  Manager's  Office : 

•        College  business  manager  II 

Administrative  asst  I 

Asst  budget  analyst 

Sr  steno 

Inter  steno 

Totals,  Business  Manager's  Of- 
fice       2.7 

Accounting  Office : 

Accounting  officer  III 

Accounting  technician  III 

Supvng    clerk    I    

Sr  account  clerk 

Inter  steno 

Inter  typist-clerk 

Asst  cashier-clerk 

Bookkeeping  mach  operator  I 

Inter  account  clerk 

Totals,  Accounting 

Payroll : 

Clerical  asst  IV 

Payroll  &  personnel  trans  elk  I 

Inter  typist-clerk — range  A 

Totals,  Payroll 

Personnel : 

Assoc  personnel  analyst 

Asst  personnel  analyst 

Inter  steno 

Inter  typist-clerk — range  A 

Totals,   Personnel 

Purchasing : 

Business  service  officer  I 

Sr  steno   

Sr  account  clerk 

Inter  steno 

Inter  typist-clerk 

Totals,  Purchasing 

General  Institutional  Services : 

Property  clerk  I 

Storekeeper  I  

Stock  clerk 

Duplicating  mach  operator  II 

Inter  typist-clerk 

Telephone  operator 

Duplicating  mach  operator 

Nonfaculty   reclassification 

Temporary  help 

Student  asst  

Premium  overtime  pay 

Totals,  General  Institutional 
Services  

Totals,  Business  Management         40.4 
*  Not  an  established  range. 


SALARY  RANGE 

1 

1 

$2,274r-2,765 

$31,596 

$33,180 

1 

1 

1,699-2,066 

21,228 

22,296 

1 

1 

1,699-2,066 

24,099 

24.792 

1 

1 

1,540-1,873 

22,296 

22,476 

1 

1 

777-1,765 

14,328 

15,036 

1 

1 

13,379 

14,043 

1 

1 

950-1,155 

11,976 

12,576 

2 

2 

2 

783-950 

19,590 

20,586 

1 

1 

1 

584-710 

8,350 

8,520 

2 

2 

2 

505-614 

14,136 

14,736 

3.2 

4 

4 

446-543 

23,515 

24,359 

0.5 

1 

1 

(1,697) 

3,725 

3,725 

17 


17 


$172,896 


$208,218 


4.7 


4.7 


!,042 


$50,997 


$216,325 


1 

1 

1 

$1,405-1,708 

$20,496 

$20,496 

0.7 

1 

1 

783-950 

9,894 

10,398 

- 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

505-614 

7,368 

7,368 

- 

0.7 

0.7 

446-543 

3,843 

4,036 

$52,1.50 


1 

1 

1 

$950-1,155 

$13,860 

$13,860 

1 

1 

1 

614-746 

8,952 

8,952 

0.8 

1 

1 

571-692 

7,856 

8,240 

1.3 

2 

2 

492-599 

12,700 

13,836 

1 

1 

1 

446-543 

6,079 

6,386 

- 

1 

1 

415-530 

5,100 

5,3.52 

1 

1 

1 

415-505 

5,576 

5,860 

1 

1 

1 

415-505 

5,286 

5,553 

5.9 

5 

5 

415-505 

28,900 
$94,309 

29,598 

13 

14 

14 

$73,627 

$97,137 

1 

1 

1 

$556-676 

$7,578 

$7,952 

2 

3 

3 

41.5-505 

16,512 

17,034 

- 

0.2 

0.2 

415-505 

1,020 
$25,110 

1,070 

3 

4.2 

4.2 

$15,236 

$26,056 

1 

1 

1 

$950-1,155 

$12,326 

$12,940 

1 

1 

1 

78.3-950 

10,146 

10,6.50 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-505 

6,060 

6,060 

4 

4 

4 

$27,350 

$35,048 

$36,166 

1 

1 

1 

$783-950 

$11,400 

$11,400 

0.2 

1 

1 

505-614 

6,060 

6,360 

1 

1 

1 

492-599 

7.188 

7,188 

1.8 

1 

1 

446-543 

5,674 

5,954 

1 

2 

2 

415-530 

10,860 
$41,182 

11,412 

5 

6 

6 

$32,261 

$42,314 

1 

1 

1 

$530-644 

$6,620 

$6,952 

1 

1 

1 

530-644 

7,728 

7,728 

3 

3 

3 

480-584 

21,024 

21,024 

1.7 

2 

2 

435-530 

11,649 

12,245 

1 

1 

1 

415-530 

6,060 

6,060 

2.5 

3 

3 

415-505 

16,229 

17,047 

1.5 

1.5 

1.5 

395-480 

7,740 

8,127 

— 

- 

(3,486) 

4,277 

9,714 

0.3 

0.3 

0.3 

(1,567) 

1,771 

1,771 

0.7 

0.9 

0.9 

(2,464) 

3,353 

3,353 

- 

- 

- 

(2,147) 
$71,037 

- 

- 

12.7 

13.7 

13.7 

$86,451 

$94,021 

46.6 


46.6 


$252,553 


$333,097 


$347,844 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filltdl      (>iith.|      Itnih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


GENERAL  ADMINISTRATrON— Continued 

Automatic  Data  Processing  Services : 

Director    

Computer  programmer  II 

EDP  STipvr  I 

Tabulating  maeh  operator 

Keypunch  operator 

Inter  typist-clerk 

Student  asst 

Totals,  Automic  Data  Processing 

Services 


SALARY  RANGE 

0.5 

1 

1 

t 

$15,9.54 

$16,757 

— 

1 

1 

$801-973 

9,612 

10.104 

1 

1 

1 

644-783 

8,952 

9,396 

1 

1 

1 

480-584 

6.160 

6,464 

1.5 

1.5 

1.5 

425-517 

8,367 

8.786 

2 

2 

9 

415-530 

11,146 

11,555 

0.1 

0.5 

0.5 

(296) 
$39,034 

1,863 
$62,054 

1,863 

6.1 

8 

8 

$64,925 

Totals,  Authorized  Positions 


62.2 


71.6 


71.6 


$464,483 


$603,369 


129,094 


INSTRUCTION 

Instructional : 
Administration : 
College : 

Dean      

Academic  planner 

School : 

Dean    

Coordinator,    elem    educ    (AT) 

Coordinator,  second  educ  (AY) 

(Coordinator,  nursing  education 
Department : 

Department   chairman   

Department    chairman    (AY) 

Clerical : 

Senior   secretary   

Senior  steno 

Inter    steno    

Totals,    Administration 

Instructional  Faculty  : 

Professor   (AY)   

Assoc  professor   (AY)    

Asst   professor 

Asst   professor   (AY)    

Instructor   (AY)   

Asst    (AY)    

Voc  instructor 

Voc  instructor   (AY)    

Graduate  asst 

Sabbatical  leave — difference  in 

pay     

Sabbatical   leave   replacement 

Special   leaves   research   or   crea- 
tive act 

Part-time    faculty    

Substitute  faculty 

Class    and    rank    reclassifications 
Distinguished  teaching  award 

Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  III 

Stage  technician  II 

Equipment   technician   II 

Stage  technician   I 

Equipment  technician  I 

Accompanist  II 

Athletic  equipt  attendant  II 

Technical   asst  II 

Sr   steno   

Clerical  asst  III 

Sr  clerk 

Sr  account  clerk 

Inter  steno 

Clerical   asst   II   

Athletic  equipt   attendant  I 

AY  indicates  Academic  Year  as  defined  by  the  institution 
t  Salary  range  determined  by  education,   experience. 
Positions — State  Colleges." 


1 

1.5 

1.5 

$1,540-1,873 

$30,488 

$31,462 

1 

1 

1 

I 

21,010 

21,180 

3 

3 

3 

1,540-1,873 

67,068 

67,428 

0.3 

0.3 

0.3 

t 

4,572 

4,572 

0.3 

0.3 

0.3 

t 

4,572 

4,572 

1 

1 

1 

t 

10,204 

10,714 

2.9 

3.5 

3.5 

t 

66,028 

68,074 

9.3 

12.6 

12.6 

t 

205,490 

210,117 

0.2 

3 

3 

556-676 

22,248 

23,292 

9.3 

6.8 

6.8 

50.5-614 

52,658 

53,924 

2.3 

2.3 

446-543 

12,627 

13,262 

28.3 

35.3 

35.3 

$370,891 

$496,965 

$508,597 

76 

91.5 

91.5 

$1,194-1,524 

$1,545,680 

$1,578,488 

72 

81.3 

81.3 

937-1,194 

1,018,-520 

1,053,785 

2 

2 

2 

857-1,093 

25,620 

25,620 

179.1 

247.6 

247.6 

741-945 

2,442,032 

2,662,316 

23 

22.5 

22.5 

671-857 

202,878 

211,610 

2.8 

3 

3 

581-640 

22,860 

23,040 

2.1 

2 

9 

777-1,765 

26,205 

26,891 

2 

2 

2 

671-1,524 

28,656 

28,656 

5 

- 

- 

(11,407) 

- 

- 

_ 

_ 

_ 

(1,248) 

_ 

_ 

4.9 

6.5 

6.5 

(49,463) 

66,846 

66,846 

1.5 

3 

3 

(14,864) 

30,852 

30,852 

11.9 

_ 

_ 

(119,144) 

— 

— 

0.2 

0.4 

0.4 

(1,223) 

2,365 

2,365 

_ 

_ 

(11,748) 

14,590 

54,041 

- 

- 

- 

(i,5ao) 

$4,296,699 

2,500 

2,500 
$5,767,010 

382.5 

461.8 

461.8 

$5,429,604 

0.9 

1 

1 

$783-950 

$11,310 

$11,400 

0.8 

1 

1 

710-863 

9,738 

10,230 

3.1 

3 

3 

710-863 

30,206 

30,858 

1.5 

2 

2 

644-783 

17,284 

17,678 

4.6 

6.5 

6.5 

644r-783 

51,856 

56.086 

1 

1 

1 

584-710 

7,008 

7,368 

2 

3 

3 

505-614 

21,436 

21,774 

8.5 

8 

8 

505-614 

56,902 

57,912 

3 

3.2 

3.2 

505-614 

24,780 

25,376 

1 

1 

1 

492-614 

7,038 

7,368 

1 

1 

1 

492-599 

7,160 

7,188 

1.1 

1 

1 

492-599 

7,188 

7,188 

27.4 

30.2 

30.2 

446-543 

172,410 

183,009 

7 

7 

415-543 

31,864 

40,040 

2 

1 
ition. 

1 

435-530 

6,360 

6,360 

the  institi 

1,  experie 

nee,   and 

academic  rank  in  accordance  with   " 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aath.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
38 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 

Teelinical  and  Clerical — Continued 

Technical  asst  I 

Inter   typist-clerk   

Student  asst  

Totals,   Technical   and  Clerical 

Totals,   Instructional 

Special  Programs : 
Laboratory  School : 

Teacher  

Instructional  faculty    (AY) 

Librarian  II 

Graduate  nurse  lO-month 

Inter  steno 

Student  asst 

Totals,  Laboratory  Schools 

Instructional  Services : 
Audio-Visual : 

Instructional  faculty  (AY) 

Equipment  technician  I 

Graphic  artist 

Technical  asst  II 

Inter  steno 

Technical  asst  I 

Temporary    help    

Student  asst  

Totals,   Audio-Visual 

Television : 

Instructional  faculty    (AY) 

Equipment  technician  II 

Graphic  artist 

Inter  steno 

Totals,  Television 

College  Farm : 

Farm  manager 

Dairyman    

Blacksmith    

Head  farmer  II 

College  orchardman 

Auto  equipt  operator  I 

Hog  ranch  operator 

Orchardman    

Farmhand '. 

Student  asst  

Totals,  College  Farm 

Totals,     Instructional     Serv- 
ices   

Totals,     Authorized     Posi- 
tions   


LIBRARY 

Administration : 

College  librarian 1              1 

Librarian  IV 2              2 

Sr   steno 1               1 

Totals,  Administration 4              4 

AY  indicates  Academic  Year  as  defined  by  the  institution, 

t  Salary   rangh  determined  by  education,  experience,   and 
Positions — State  Colleges." 


3.5 

1 
16.8 

4.5 
1 
20.6 

4.5 
1 
20.6 

SALARY  RANGE 
435-530 
415-530 
(59,715) 

$430,805 

24,233 

6.060 

76,735 

$569,568 

26,377 

6,060 

76,735 

79.2 

96 

96 

$599,007 

490 

593.1 

593.1 

$5,098,395 

$6,496,137 

$6,874,614 

7 

1.8 

0.9 

0.4 

1 

0.1 

7 

1.8 

1 

0.5 

1 

0.2 

7 

1.8 

1 

0.5 

1 

0.2 

$764-1,128 

661-886 
660-764 
446-543 

(450) 

$122,736 

$92,340 

24,006 

8,262 

3,820 

5,789 
745 

$92,340 

24.482 

8,678 

3,820 

6,079 

745 

11.2 

11.5 

11.5 

$134,962 

$136,144 

2 

2.1 
1.3 
1 

1 
1.9 

0.2 

2 

2.4 

1.5 

1.1 

1 

9 

0.6 
0.5 

2 

2.4 
1.5 
1.1 

1 

9 

0.6 
0.5 

t 
$644-783 
584^710 
50.5-614 
46-543 
435-530 
(-) 
(638) 

$74,463 

$26,198 

19,891 

12,099 

8,002 

6,516 

11,586 

3,542 

1,863 

$89,697 

$27,092 

20.883 

12,279 

8,033 

6,516 

12,170 

3,542 

1,863 

9.5 

11.1 

11.1 

$92,378 

1 
1 

0.3 
0.5 

1 
1 

0.3 
0.5 

1 
1 

0.3 
0.5 

$710-863 
584-710 
446-543 

$18,288 
9,063 
2,174 
3,027 

$32,552 

$18,288 
9,510 
2,282 
3,180 

2.8 

2.8 

2.8 

$29,001 

$33,260 

1 

0.5 

1 

1 

0.5 

1 

2.9 

0.5 

1.9 

4.5 

1 

0.5 

1 

1 

0.5 

1 

3 

0.5 

2 

5 

1 

0.5 

1 

1 

0.5 

1 

3 

0.5 

2 

5 

$676-821 
676-746 
644-783 
614-746 
584-644 
556-676 
556-676 
435-505 
(15,850) 

$95,751 

$17,424 

4,260 

8,952 

9,248 

4,476 

7,728 

22,410 

3,579 

11,210 

18,625 

$107,912 
$230,161 

$18,288 

4,476 

8,952 

9,396 

4,476 

7,728 

23.426 

3,759 

11,784 

18,625 

14.8 

15.5 

15.5 

$110,910 

27.1 

29.4 

29.4 

$199,215 

$236,548 

528.3 

634 

634 

$5,420,346 

$6,861,260 

$7,247,306 

$1,467-1,783 

923-1,120 

505-614 

$51,456 


$21,396 

26,774 

7,368 


$55,538 


$21,396 

26,880 

7,368 


$55,644 


academic  rank   in   accordance  with   "Salary   Schedule  for  Instructional 
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ul 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_l 

67-68  68-69  69-70 
(Flllid)      (/tDth.)      (Auth.) 

1 

2 
3 

4 
5 
6 
7 
S 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


LIBRARY— Continued 

Prijcessing  Services: 

Libniriau  III 2              2  2 

Liliiarian  II 2               2  2 

Librarian  I 111 

Library  asst  I 2.8           3  3 

Sr  clerk  a -              1  1 

Inter  typist-clerk 12.7         13.5  13.5 

Inter  clerk  b 14  4 

Book   repairer   0.8           0.8  0.8 

Jr  clerk 0.5           0.5  0.5 

Temporary  help 2.8         27  27 

Student  asst 9.3           9.5  9.5 

Totals,  Processing  Services 

Public  Services : 

Librarian  III 

Librarian    II    

Librarian   I   

Library  asst  II  

Sr  clerk 

Inter  typist-clerk 

Inter  clerk 

Temporary  help 

Student  asst  

Totals,  Public  Services 

Totals,  Authorized  Positions 59 


S.iL.iRY  R.ANGE 

$759-969 
601-886 
600-661 
492-599 
492-599 
415-530 
415-505 
395-480 
359-435 
(15,916) 
(32,848) 


$20,096 
18.504 

7,684 
20,034 

5,904 
73,954 
21,360 

4,320 

2,325 

185,004 

35,388 


93.3 


93.3 


$375,944 


$629,975 


STUDENT  SERVICES 

Dean's  Office : 

Dean      

Counselor      

Administrative  asst  I 

Sr  steno      

Inter  steno 

Inter  typist-clerk — range  A 

Student  asst  

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean 

Admissions  officer 

Registrar  II 

Evaluation   technician    II 

Supvng  clerk   I 

Sr   steno    

Sr  typist-clerk 

Sr   clerk    

Inter  steno 

Inter    typist-clerk    

Inter  clerk 

Student  asst  

Totals,  Admissions  and  Records 

Counseling  and  Testing : 

Assoc    dean    

Counselor    (AY)    

(Counselor    

Test  officer  (AY)   

Psychometrist    

Sr   steno      

Inter  steno 

Inter    typist-clerk    

Inter  clerk   

Clerical  asst  II 

Temporary  help 

Student  asst 

Totals,  Counseling  and  Testing 

AY  indicates  Academic  Year  as  defined  by  the  institution. 
t  Salary   range  determined  by  education,   experience,   and 

Positions — State  Colleges."   , 
a  One  senior  clerk  for  conversion  to  Library  of  Congress  ca 
b  Three  intermediate  clerks  for  conversion  to  Library  of  Con, 


$21,100 

18.960 

7,932 

21,032 

6,204 

77,235 

22,116 

4,320 

2,440 

185,004 

35.388 


34.9 

64.3 

64.3 

$189,856 

$394,633 

$401,731 

3.9 

4 

4 

$759-969 

$45,306 

$45,828 

3.9 

5 

5 

661-886 

45,484 

47,304 

2.3 

o 

2 

600-661 

15.431 

15,834 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

492-599 

7,188 

7,188 

1 

2 

2 

415-530 

10,452 

10,974 

1 

1 

1 

415-505 

5,668 

5,960 

_ 

2.7 

2.7 

(-) 

18,500 

18,500 

6 

6.3 

6.3 

(21,214) 
$134,632 

23,468 
$179,801 

23,468 

20.1 

25 

25 

$183,360 

$640,735 


1 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

— 

1 

1 

r 

11,904 

12,504 

1 

1 

1 

78.3-950 

9,472 

9,936 

1 

1 

1 

505-614 

7,368 

7,368 

_ 

0.5 

0.5 

446-543 

2,745 

2,883 

- 

1 

1 

415-530 

5,100 

5,352 

0.1 

0.2 

0.2 

(474) 
$45,579 

745 

745 

3.1 

5.7 

5.7 

$59,810 

$61,264 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

1 

1 

1 

821-998 

9,936 

10,440 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

644-783 

9,896 

9,396 

1.2 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

505-614 

7,368 

7,368 

0.8 

1 

1 

492-599 

7,188 

7,188 

2 

4.2 

4.2 

492-599 

27,365 

28,025 

4.5 

4.5 

4.5 

446-543 

26,947 

27,971 

6.5 

6.5 

6.5 

415-530 

34,665 

36,408 

0.6 

1.5 

1.5 

415-505 

8,151 

8,563 

0.7 

0.9 

0.9 

(2,459) 
$148,382 

3,353 
$172,253 

3,353 

21.3 

24.6 

24.6 

$176,596 

1 

1 

1 

$1,206-1,467 

$15,844 

$16,642 

3.6 

4 

4 

t 

48,665 

50,147 

2 

2 

2 

t 

26,232 

26,232 

1 

1 

1 

t 

11.340 

11,340 

1 

1 

1 

644^783 

7,792 

8,180 

1 

1 

1 

505-614 

7,368 

7.368 

1.0 

1.5 

1.5 

446-543 

8,889 

9,336 

_ 

0.2 

0.2 

415-530 

1,020 

1,070 

1 

1 

1 

41.5-505 

5,717 

5,853 

0.5 

0.5 

0.5 

415-505 

2.757 

2,895 

0.2 

0.2 

0.2 

(1.098) 

1,181 

1,181 

0.6 

0.7 

0.7 

(2,289) 

2,608 

2,608 

13.4 


14.1 


14.1 


$125,681 


$139,413 


$142,852 


academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 

italog  system  to  terminate  June  30,  1971. 

gress  catalog  system  to  terminate  June  30,  1971. 
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State  Colleges 


HIGHER  EDUCATION 


CHICO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled]       (Anth.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities  adviser 

Clerical  asst  IV 

Sr   steno   

Inter  steno 

Student  asst  

Totals,  Activities  and  Housing 

Placement : 

Placement  ofiBcer 

Placement  supvr  I 

Placement  interviewer 

Sr  steno   

Inter  steno 

Temporary  help 

Totals,  Placement 

Foreign  Student  Program : 

Counselor    

Inter  steno : 

Totals,  Foreign  Student  Program 

Health  Services : 

Medical  officer  III 

Medical  officer  II 

Medical  officer  I — 10  months 

Medical  officer  I 

Sr  clinical  lab  technologist 

Graduate  nurse — 10  months 

Graduate  nurse 

Supvng  clerk  I 

Sr   steno   

Inter  steno 

Inter  typist-clerk 

Temporary    help    

Student    asst    

Totals,  Health  Services 

Totals,  Authorized  Positions 


PLANT  OPERATION 

Administration : 

Chief  III   

Supervisor    

Chief  engineer  I 

Sr  clerk 

Stock  clerk 

Inter  steno 

Drafting  aid  I 

Student  asst 

Totals,    Administration   

Maintenance  of  Structures : 

Electrician   II    

Electrician   I 

Plumber  I 

Sheet  metal  -svorker 

Carpenter   I 

Painter   I 

Locksmith 

Stationary  engineer 

Stationary  inreman 

Chief,  custodial  services  II 

Skilled  laborer 

Supvng  custodian  II 

Supvng  custodian  I 

Custodian   

Janitor    

Temporary  help 

Student  asst  

Totals,  Maintenance  of  Structures 

t  Salary  range  determined  by  education. 
Positions — State  Colleges." 


SALARY  RANGE 

1 

1 

1 

$1,206-1.467 

$16,709 

$17,535 

1 

1 

1 

t 

13,114 

13,758 

2 

2 

2 

64J-783 

17,796 

18,681 

- 

1 

1 

556-676 

6,672 

7,008 

1 

1 

1 

.505-614 

7,368 

7,368 

1.5 

1.5 

1.5 

446-543 

9.273 

9,411 

0.4 

1.1 

1.1 

(1,383) 
$56,415 

4,098 
$75,030 

4,098 

6.9 

8.6 

8.6 

$77,859 

1 

1 

1 

1 

$21,180 

$21,180 

1 

1 

1 

$644-783 

9,174 

9,396 

2 

2 

2 

556-676 

15,744 

16,224 

1 

1 

1 

505-614 

6,924 

7,278 

2 

o 

2 

446-543 

11,6.59 

12,241 

- 

0.1 

0.1 

(-) 
$58,266 

675 

675 

7 

7.1 

7.1 

$65,356 

$66,994 

1 

1 

1 

I 

$16,608 

$16,608 

0.5 

0.5 

0.5 

$446-543 
$15,935 

2,860 
$19,468 

3,002 

1.5 

1.5 

1.5 

$19,610 

0.5 

$1,626-1,976 

1 

1 

1 

1,548-1.882 

$22,584 

$22,584 

0.5 

2.3 

2.3 

1,475-1.708 

35,090 

36.404 

0.5 

1 

1 

1,47.5-1,708 

20.496 

20.496 

1.4 

1.5 

1.5 

746-905 

15.521 

15.748 

2 

2.3 

2.3 

660-764 

16,614 

16.996 

1.3 

9 

•y 

660-764 

18.048 

18.336 

_ 

1 

1 

571-692 

6.S52 

7,1SS 

1 

1 

1 

505-614 

7,368 

7.368 

1.3 

1.4 

1.4 

446-543 

9,112 

9.122 

1.5 

1 

1 

415-530 

5,835 

6.060 

_ 

0.4 

0.4 

(-) 

2,362 

2,362 

O.S 

1.2 

1.2 

(2,747) 
$147,842 

4,470 

4,470 

11.8 

16.1 

16.1 

$164,352 

$167,134 

65 


77.7 


$598,100 


$695,682 


$712,309 


1 

1 

1 

$1,048-1.273 

$15,276 

$15,276 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

492-599 

6,740 

7.076 

1 

1 

1 

480-584 

6,784 

7,008 

0.5 

1 

1 

446-543 

5,760 

6.050 

0.5 

1 

1 

435-530 

5.407 

5.680 

2.8 

2.9 

2.9 

(9,792) 
$61,956 

10,803 
$73,018 

10,803 

8.8 

9.9 

9.9 

$74,141 

1 

1 

$764-842 

$9,168 

$9,612 

2 

2 

2 

728-801 

19,224 

19.224 

2 

o 

9 

728-801 

19,224 

19,224 

0.9 

1 

1 

728-801 

8.736 

9,168 

2.8 

3 

3 

692-764 

26.640 

27,072 

2 

3 

3 

692-764 

26.640 

27.072 

1 

1 

1 

692-764 

9.168 

9.168 

3 

4 

4 

692-SOl 

36,696 

37.572 

2.1 

o 

9 

628-692 

16,608 

16.608 

1 

1 

1 

614-746 

8,952 

8.952 

5.1 

5.5 

5.5 

584-644 

41,919 

42,324 

0.7 

1 

1 

556-676 

7,608 

7,984 

2.2 

2.5 

2.5 

480-584 

17.736 

17,916 

55.8 

65.5 

65.5 

435-530 

381,436 

400,644 

1.4 

1.5 

1.5 

415-505 

7,973 

8,377 

0.6 

- 

- 

(3.436) 

_ 

0.2 

0.3 

0.3 

(641) 

1.118 

1,118 

82,8        96.3        96.3  $531,050  $638,846  $662,035 

experience,   and  academic  rank  in   accordance  with   "Salary   Schedule  for   Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillcJI      Oulh.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

Mainten.iuce  of  Grounds : 

Supvng  groundsman  II 

Auto  equipt  operator  I 

Skilled  laborer 

Lead  groundsman 

Groundsman 

Temporary  help 

Totals,  Maintenance  of  Grounds- 

Plant  Security: 

Supvng  campus  security  off  I 

Campus  security  off 

Watchman    

Student  asst 

Totals,  Plant  Security 

Motor  Vehicle  Operation : 

Auto  equipt  operator  I 

Truck  driver 

Mechanics  helper 

Totals,  Motor  Vehicle  Operation- 
College  Farm : 

Auto  mechanic 

Auto  equipt  operator  I 

Farm  hand 

Custodian    

Student  asst  

Totals,  College  Farm 

Totals,   Authorized  Positions 

STUDENT   FINANCIAL  AIDS 

Administration  : 

Business  Management : 

Sr  clerk 

Inter  account  clerk 


1 

1.5 
1 
1 
11.7 
0.8 

1 

1.5 
1 
1 
13 
1 

1 

1.5 

1 

1 
13 

1 

SALARY  RANGE 
$676-821 
584-644 
584-644 
530-644 
50.5-584 
(5,493) 

$113,523 

$9,852 

11, .592 

7,728 

7,728 

87,923 

7,188 

$132,011 

$9,8.52 
11, .592 

7,728 

7,728 

89,842 

7,188 

17 

18.5 

18.5 

$133,930 

0.5 
0.5 
3.5 
0.3 

0.5 
5 
1 
0.7 

0.5 
5 

1 
0.7 

$710-863 

644-783 

43.5-530 

(1.107) 

$29,862 

$5,178 

39,866 

5,352 

2,608 

$5,178 

41,862 

5,622 

2,608 

4.8 

7.2 

7.2 

$53,004 

$55,270 

1 

0.4 

0.4 

1 

0.5 

0.5 

1 

0.5 

0.5 

$584-644 
584-644 
556-614 

$7,728 
3.819 
3,564 

$15,111 

$7,728 
3.864 
3,684 

1.8 

2 

2 

$12,645 

$15,276 

1 

1 

0.5 

0.5 

2.2 

1 

1 

0.5 

0.5 

2.3 

1 

1 

0.5 

0.5 

2.3 

$676-746 

584-644 

43.5-505 

43.5-530 

(8,083) 

$28,828 

$8,9.52 
7,728 
2,731 
2.777 
8,.568 

$30,756 

$8,9.52 
7.728 
2,869 
2,918 
8,568 

5.2 

5.3 

5.3 

$31,035 

120.4       139.2       139.2 


$777,864 


$942,746 


371,687 


Totals,  Business  Management- 
Student  Services : 

Counselor    

Student  personnel  technician 

Inter  steno 

Inter  typist-clerk — range  A 

Totals,  Student  Services 

Off-Campus  Work-Study : 

Temporary  help 

Totals,  Authorized  Positions 

REIMBURSED  ACTIVITIES 


0.4 

0.8 

1 
1 

1 
1 

$492-599 
415-505 

$6,029 
5,434 

$11,463 

$6,334 
5,711 

1.2 

2 

2 

$6,319 

$12,045 

1 

0.5 
2 

1.5 
0.5 
2 
0.5 

1.5 
0.5 
2 
0.5 

$584-710 
446-543 
415-530 

$17.8.56 

3.504 

12,006 

2,550 

$18,756 

3.684 

12,282 

2,676 

3.5 

4.5 

4.5 

$24,490 

$35,916 

$37,398 

0.2 

0.8 

0.8 

$888 

$4,723 

$4,723 

4.9 


7.3 


7.3 


$31,697 


$52,102 


$54,166 


Summer  Sessions : 

Dean    0.5           0.5  0.5        $1,540-1,873  $11,238 

Instructional  faculty   (AY) 12.4         13  13  t  162,892 

Music  studio  faculty _             _  _  (432)  525 

Sr  steno    111  505-614  7.368 

Temporary  help -              -  -  (324)  525 

Student  asst 1.4           1.5  1.5  (5,146)  5,557 

Totals,  Summer  Session 15.3         16  16  $178,764  $188,105 

Auxiliary  Organizations : 

Instructional  faculty   (AY) 1.9           4.4  4.4  t  $50,012 

Administrative  asst  II 1.5           1.5  1.5  $950-1,155  18,175 

Housing  manager  II 0.8           1  1  783-1,048  10,272 

Dairyman   -              0.5  0.5  676-821  4,056 

College  orchardman 0.5           0.5  0.5  614-746  4,476 

Accounting  technician  III 0.6           0.5  0.5  614-746  4,209 

Skilled  laborer 0.5           0.5  0.5  584^44  3,834 

AY  indicates  Academic  Year  as  defined  by  the  institution.  „,-,,-,     ^       ^-       , 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


$11,2.38 

162.892 

525 

7,368 

525 

5,557 

$188,105 


$52,870 
19,084 
10,776 
4.260 
4,476 
4,422 
3,864 
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HIGHER  EDUCATION 


State  Colieges 
CHICO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tilth.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


REIMBURSED  ACTIVITIES— Continued 

Auxiliary  Organizations — Continued  SALARY  RANGE 

Counselor  (AY)    -              0.5           0.5  t 

Counselor   2              2              2  t 

Groundsman 0.8           1              1  505-584 

Sr  steno    111  505-614 

Accounting  technician  II 0.4           0.5           0.5  492-599 

Farm  hand 111  435-505 

Custodian   111  435-530 

Janitor    0.5           0.5           0.5  415-505 

Student  asst 0.3           0.6           0.6  (1,007) 

Totals,  Auxiliary  Organizations—  12.8         17            17  $102,967 

Special  Projects : 

Instructional  faculty — overseas 

contract 111  t 

Instructional  faculty    (AY) 111  t 

Music   studio   faculty 0.4           0.5           0.5  ($5,025) 

Totals,  Special  Projects 2.4          2.5          2.5  $36,507 

Extension  : 

Instructional   faculty   2.8           -             -  $25,075 

Student  asst 0.2           -             -  620 

Totals,  Extension   3              -              -  $25,695 

Totals,   Authorized   Positions.,  33.5         35^5         35.5  $343,933 

TOTALS,  AUTHORIZED  POSITIONS 

{General  Fund)    873.3    1,058.6    1,058.6  $8,012,367 

EXTENSION 

Instructional   faculty   -              3               3  t 

Student  asst  A -  0.4  0.4       $1.50-2.73  hr 

Totals,  Authorized  Positions 

(Extension  Program  Fund) —              3.4           3.4  — 


HOUSING   FACILITIES 

Dormitory  Revenue  Fund  : 

Housing  manager  I 

Head  resident  I 

Inter  steno 

Custodian   

Student  asst  A 

Student  asst  B 

Totals,  Authorized  Positions 

(Dormitory    Revenue   Fund) 

Auxiliary  Enterprise  Fund : 

Housing   manager   I 

Inter  account  clerk 

Student  asst  A 

Totals,  Authorized  Positions 

(Auxiliary  Enterprise  Fund) 

Totals,  Housing  Facilities 


4,410 

4,626 

23,154 

28,844 

6,672 

7,008 

7,368 

7,368 

3,002 

3,154 

6,085 

6,060 

6,360 

6,360 

2,550 

2,676 

2,235 

2,235 

$156,820 


$24,896 

11,812 

6,750 

$42,958 


$387,883 


$27,300 
1,490 


$28,790 


18.5 


18.8 


18.8 


$60,661 


$66,896 


2.1 


2.1 


$4,230 


$9,376 


19.5 


20.9 


20.9 


$64,891 


$76,272 


$163,083 


$24,396 

12,698 

6,750 

$43,844 


$395,032 


$10,173,014    $10,650,329 


$27,300 
1,490 


$28,790 


0.9 

0.9 

0.9 

$710-950 

$9,320 

$9,320 

1.9 

2 

2 

505-614 

12,899 

18,542 

1 

1 

1 

446-543 

5,929 

6,230 

2 

2 

9 

435-580 

12,495 

12,720 

4.7 

4.9 

4.9 

1.50-2.73  hr 

18,253 

18,253 

8 

8 

8 

1-1,184  yr 

8,000 

8,000 

$68,065 


0.1 

0.1 

0.1 

$710-950 

$1,036 

$1,036 

0.1 

0.5 

0.5 

41.5-505 

2,752 

2,857 

0.8 

1.5 

1.5 

(2,751) 

5,588 

5,588 

$9,481 


$77,546 


PARKING   FACILITIES 

Supvng  campus  security  off  I 0.5  0.5  0.5  $710-868  $5,178  $5,178 

Watchman    0.5  0.5  0.5  43.5-530  3,180  3,180 

Asst  cashier-clerk   0.5  0.5  0.5  415-505  2,754  2,893 

Totals,  Authorized  Positions 

(PurUng  Revenue  Fund) 1.5  1.5  1.5  $10,304  $11,112  $11,251 

GRAND  TOTALS,  AUTHORIZED  '^""""^ 

POSITIONS    (AU  funds) 894.3    1,084.4    1,084.4  $8,087,562         $10,289,188         $10,767,916 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
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STATE  COLLEGE,   DOMINGUEZ   HILLS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
[filled)      (Auih.)      (Juth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 

54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GENERAL  ADMINISTRATION 

Executive  : 

President 

Dean    

Executive   dean    

Voc  instructor 

Publications    manager    

Administrative  asst   II   

Administrative   asst  I 

Secretary    I    

Sr   steno    

Administrative    secretary    

Sr  secretary  

Secretary  B   

Clerical  asst  II  B 

Totals,   Executive   

Business  Management : 
Business  Manager's  Office : 

College  business  manager  II 

Secretary    B    

Totals,      Business      Manager's 
Office   

Aecoimting  Office : 

Accounting  officer   II 

Property  clerk  II 

Accounting  technician  III 

Bookkeeping  mach  operator  II 

Clerical  asst  II  B 

Clerical  asst  II  A 

Asst  cashier-clerk   

Inter  account  clerk 

Totals,  Accounting  Office 

Personnel : 

Assoc  personnel  analyst 

Clerical  asst  II  B 

Totals,   Personnel   

Payroll : 

Payroll  and  personnel  trans  elk  II 

Purchasing : 

Business  service  officer  I 

Stock  clerk 

Clerical  asst  II  B 

Clerical  asst  II  A 

Totals,  Purchasing 

General  Institutional  Services : 

Duplicating  mach  operator  II 

Telephone  operator 

Non-faculty  reclassification 

Terminal  pay 

Totals,     General     Institutional 
Services 

Totals,  Business  Mgt 

Automatic  Data  Processing  Services : 

Computer  programer  II 

Keypunch  operator 

Student  asst  

Assoc  systems  analyst 

Temporary  help 

Totals,  ADP  Services 

Totals,  Authorized  Positions 

INSTRUCTION 

Instructional : 
Administration : 
College : 

Dean    


SALARY  RANGE 

1 

1 

1 

$2,274-2,765 

$31,596 

$33,180 

1 

1 

1 

1,617-1,967 

23.604 

23,604 

1 

1 

1 

1,540-1,873 

22.476 

22,476 

1 

1 

1 

t 

14,328 

15.036 

1 

1 

1 

t 

13,116 

13.116 

— 

1 

1 

950-1,155 

11.400 

11.976 

— 

1 

1 

783-950 

9,396 

9,852 

0.8 

— 

— 

584-710 

_ 

_ 

1 

— 

_ 

50.0-614 

_ 

_ 

0.3 

1 

1 

599-728 

8,736 

8,736 

0.3 

1 

1 

556-676 

8,112 

8,112 

0.3 

9 

9 

50.5-614 

13,428 

13,728 

2.5 

2.5 

2.5 

446-543 

14,001 

14,703 

10.2 


31.5 


13.5 


13.5 


$128,300 


$1,40.5-1,708 
505-€14 


$25,374 


$170,193 


$20,496 
6.310 


$26,.806 


35.1 


35.1 


$301,474 


$340,715 


$174,519 


$20,496 
6.620 


$27,116 


1 
1 

1 

1 
1 

1.9 

1 
1 

1 
1 
1 
0.6 

1 
2 

1 
1 

1 
1 
1 
0.6 

1 
2 

$783-950 
614-746 
614-746 
457-556 
446-543 
415-505 
415-505 
415-505 

$11,400 
7,728 
8,556 
5,484 
5,605 
3,060 
6,060 
11,324 

$59,217 

$11,400 
8,112 
8,952 
5,760 
5,881 
3,211 
6,060 
11,590 

6.9 

8.6 

8.6 

$46,580 

$60,966 

1 
0.8 

1 

1 

1 
1 

$950-1,155 
446-543 

$12,732 
6,154 

$18,886 

$13,365 
6,464 

1.8 

2 

2 

$15,765 

$19,829 

0.9 

1 

1 

$5,699 

$6,824 

$7,160 

1 

0.9 

0.9 

1 
1 

1 
1 

1 
1 
1 
1 

$783-950 
480-584 
446-543 
415-505 

$11,400 
6,185 
5,697 
5,100 

$28,382 

$11,400 
6,490 
5,979 
5,352 

2.8 

4 

4 

$20,758 

$29,221 

1 
1 

1 

1 

1 
1 

$457-556 
41.O-505 
(1,583) 
(794) 

$12,096 

$6,672 
5,140 
2,806 

$6,672 
5,396 
8,224 

2 

2 

2 

$14,618 

$20,292 

16.4 

19.6 

19.6 

$126,272 

$154,733 

$164,584 

1 

0.7 

0.9 

0.8 

1.5 

1 
1 

1 

1 

$801-973 
425-517 
(3,079) 
950-1.155 
(10,103) 

$46,902 

$10,230 
5,559 

$10,737 
5,835 

4.9 

2 

2 

$15,789 

$16,572 

$355,675 


t  Salary  range  determined  by  education. 
Positions — State  Colleges." 


0.5  0.5       $1,540-1,873  $9,240  $9,702 

experience,   and   academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
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STATE   COLLEGE,   DOMINGUEZ   HILLS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


i 
2 
3 
4 
5 
6 
7 
S 
9 
.10 
11 
12 
18 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 

Seliool : 

Dean    

Division  chairman 

Department : 

Department  cliairman  (AY) 

Clerical : 

Secretary  B   

Clerical  asst  II  B 

Totals,  Administration 

Instructional  Faculty : 

Professor   (AT) 

Assoc  professor   (AY)    

Asst  professor  (AY) 

Instructor   (AY)    

Special    leaves — research    or    cre- 
ative act  

Part-time  faculty  (AY) 

Class  and  rank  classifications 

Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  I 

Clerical  asst  III  A 

Stock  clerk    _-    

Clerical  asst  II  B 

Technical   asst   I 

Temporary  help 

Student    asst    

Totals,    Technical    and   Clerical 

Totals,    Instructional 

Instructional  Services : 
Audio-visual : 

Audio-visual   coordinator 

Equipment   technician    I    

Clerical   asst   II   B 

Temporary  help 

Student    asst    

Totals,  Audio-visual 3.2 

Totals,  Instructional  Services  3.2 

Totals,     Authorized     Posi- 
tions   

LIBRARY 

Administration  : 

College  librarian 

Secretary  B    

Student  asst 

Totals,  Administration 

Processing  Services : 

Librarian  III 

Librarian  II 

Library  asst  II 

Library  asst  I 

Clerical  asst  II  A 

Temporary  help 

Student  asst 

Totals,  Processing  Services 

Public  Services : 

Librarian  III 

Librarian  II 

Temporary  help 

Student  asst 

Totals,  Public  Services 

Totals,  Authorized  Positions 

t  Salary   range  determined  by   education. 

Positions — State  Colleges." 
*  Not  an  established  range. 


SALAHY  RANGE 

3 

3 

3 

1,540-1,873 

56,100 

56,646 

0.5 

1 

1 

* 

21,180 

21,180 

- 

0.6 

0.6 

t 

5,142 

6,428 

4 

4 

4 

505-614 

26,864 

27,896 

- 

0.1 

0.1 

446-543 

549 

577 

7.5 

9.2 

9.2 

$83,964 

$119,075 

$122,429 

7.3 

6.5 

6.0 

$1,194-1,524 

$109,818 

$113,914 

7.7 

9 

9 

937-1,194 

110,486 

113,770 

16.8 

60.9 

60.9 

741-945 

574,282 

665,638 

0.8 

1 

1 

671-857 

9,252 

9,724 

_ 

0.5 

0.5 

(-) 

5,142 

5,142 

3.1 

- 

- 

(34,663) 

- 

- 

- 

- 

- 

(-) 

1,740 
$810,720 

5,471 

35.7 

77.9 

77.9 

$425,260 

$913,659 

1 

1 

1 

$644-783 

$8,248 

$8,664 

- 

2.6 

2.6 

492-599 

12,792 

16,000 

— 

1 

1 

480-584 

5,910 

6,210 

3.4 

7.5 

7.5 

446-543 

39,286 

45,161 

- 

4 

4 

435-530 

18,666 

22,350 

0.1 

- 

- 

(964) 

- 

- 

3.7 

- 

- 

(11,920) 
$39,269 

- 

- 

8.2 

16.1 

16.1 

$84,902 

$98,385 

51.4 

103.2 

103,2 

$548,493 

$1,014,697 

$1,134,473 

1 

1 

1 

t 

$12,504 

$12,504 

1 

1 

1 

$644-783 

0,174 

9,396 

1 

1 

1 

446-543 

6,386 

6,516 

— 

0.2 

0.2 

(-) 

1,181 

1,181 

0.2 

0.5 

0.5 

(541) 

1,863 

1.863 

3.7 


3.7 


3.7 


3.7 


$27,211 
$27,211 


$31,108 
$31,108 


$31,460 
$31,460 


54.6 

106.9 

106.9 

$575,704 

$1,045,805 

$1,165,933 

1 
1 
0.9 

1 
1 
1.1 

1 
1 
1.1 

$1,467-1,783 
505-614 
(3,006) 

$25,982 

$18,865 
7,068 
4,098 

$30,031 

$19,814 
7,368 
4,098 

$31,280 

2.9 

3.1 

3.1 

1 
2 

1 
2 

0.5 

1 

2 

1 

1 

2 

5.3 

0.6 

1 
2 
1 

1 

9 

5.3 
0.6 

$759-969 
661-886 
571-692 
492-599 
415-505 

(1,842) 

$43,415 

$10,044 

18,108 

6,852 

6,386 

11,221 

36,316 

2,235 

$10,548 

19,012 

7,188 

6,712 

11,795 

36,316 

2,235 

6.5 

12.9 

12.9 

$91,162 

$93,806 

0.5 

1 
1 

0.5 
0.5 

1 

1 

0.5 

0.5 

$759-969 
661-886 

$9,804 
7,932 
3,426 
1,863 

$23,025 

$144,218 

$10,296 
8,328 
3,426 
1,863 

$23,913 

0.5 

3 

3 

$4,518 

9.9 

19 

19 

$73,915 

$148,999 

,   experience,   and 

academic 

rank   in   accordance  with   " 

Salary   Schedule  for   Instructional 
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STATE  COLLEGE,  DOMINGUEZ  HILLS — Continued 

ui 

SALAEIES  AJ^D  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_1 

67-68  68-69  69-70 
(Fllliil)      (Aulb.l       (Auth.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor    

Secretary   B   

Clerical  asst  II  A 

Student  asst  

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean 

Registrar  I 

Evaluation  Technician  I 

Secretary  B  

Clerical  asst  III  A 

Clerical  asst  II  B 

Clerical  asst  II  A 

Temporary  help 

Student  asst  

Totals,  Admissions  and  Records- 
Counseling  and  Testing : 

Assoc  dean 

Counselor    (AY)    

Counselor  and  test  officer 

Psychometrist 

Clerical  asst  II  B 

Temporary  help 

Student  asst 


1 
1 
0.2 


2.2 


1 

1 

0.7 

0.3 

1 

0.6 

0.9 

0.3 

0.2 


1 

1 

1 

1 

1.4 

1 

2 

0.3 


1 

1 

1 

1 

1.4 

1 

2 

0.3 


SALABY  HANGE 
$1,540-1,873 

J. 

505-614' 
415-505 

(475) 

$27,533 


$1,206-1,467 
746-905 
384-710 
50.5-614 
492-599 
446-543 
415-505 
(1,406) 
(690) 


$22,476 

11,904 

6,952 

5,100 

3,725 


6 

1 

0.5 

0.9 
0.3 
0.1 


8.7 


1 

0.1 

0.5 

1 
2 
0.1 


8.7 


1 

0.1 

0.5 

1 

2 

0.1 


$48,153 


$1,206-1,467^ 

t 

644-783* 

446-543 

(1,394) 

(501) 


$50,157 


$17,604 
9,776 
7,728 
6,464 
8,774 
5,490 
10,240 

1,118 

$67,194 


$17,604 

8.57 

10,080 

8,112 

11,2.33 

590 


$22,476 

12,504 

7,308 

5,352 

3,725 


$51,365 


$17,604 
10,272 
8,112 
6,784 
9,222 
5,766 
10,748 

1,118 

$69,626 


$17,604 

1,071 

10.080 

8,.520 

11,795 

590 


$49,660 


Totals,  Counseling  and  Testing.-  2.8  4.7  4.7  $32,057  $48,476 

Activities  and  Housing : 

Assoc  dean 0.8  1  1          $1,206-1,467  $15,082 

Clerical  asst  II  B 0.8  1  1  446-543  5,490 

Student  asst 0.1  -  -  (147) 

Totals,  Activities  and  Housing—  1.7  2  2  $15,827  $20,572 

Placement : 

Placement  officer 0.8  1  1  t  $15,676 

Clerical  asst  II  B 0.7  1  1  $446-543  5,582 

Temporary  help 0.1  0.1  0.1  (237)  590 

Totals,  Placement 1.6  2.1  2.1  $15,824  $21,848 

Health  Services : 

Medical  officer  II 0.4  0.5  0.5       $1,548-1,882  $9,288 

Medical  officer  I— 10  month -  0.1  0.1  1,473-1,708  1,475 

Graduate  nurse — 10  month -  0.1  0.1  660-764  673 

Graduate  nurse 0.7  1  1  660-764  8,844 

Clerical  asst  II  B -  0.5  0.5  446-543  2,745 

Temporary  help -  0.1  0.1  (-)  590 

Student  asst -  0.1  0.1  (-)  373 

Totals,  Health  Services 1.1  2.4  2.4  $11,557  $23,988 

Totals,  Authorized  Positions  __  iKi  24^9  24.9  $150,951  $232,235 

PLANT  OPERATION 

Administration  : 

Chief  II -  1  1  $950-1,155  $11,400 

Clerical  a.sst  III  B -  1  1  505-614  6,060 

Temporary  help 0.4  0.4  0.4  (1,367)  2,875 

Student  asst -  0.6  0.6  (-)  2,235 

Totals,  Administration 0.4  3  3  $1,367  $22,570 

Maintenance  of  Structures : 

Electrician  I -  1  1  $728-801  $8,736 

Carpenter  I -  1  1  692-764  8,304 

Stationary  engineer -  1  1  692-801  8,304 

Building  maint  man -  1  1  599-660  7,362 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


$15,844 
5,766 


$21,610 


$16,474 

5,858 

590 

$22,922 


$9,756 

1,548 

706 

9,168 

2,883 

590 

373 

$25,024 

$240,207 


$11,976 
6,360 
2,875 
2,235 

$23,446 


$9,168 
8,736 
8,736 

7,728 
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State  Colleges 


HIGHER  EDUCATION 


STATE  COLLEGE,   DOMINGUEZ   HILLS— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

67-68 
(Filled) 

68-69 
(Anlh.) 

69-70 
(Auth.) 

SALARY  BANGE 

- 

1 
1 

7.5 
0.5 

1 
1 

7.5 
0.5 

584-644 
505-614 
435-530 
457-556 

7,188 

6,060 

33,285 

2,285 

$81,524 

7,548 

6,360 

41,820 

2,857 

- 

14 

14 

- 

$92,953 

- 

1 
1 

9.5 
0.3 

1 
1 

9.5 
0.3 

$614-746 
584-644 
505-584 
(-) 

$7,368 
7,188 

51,045 
1,118 

$66,719 

$7,728 
7,548 

61,512 
1,118 

- 

11.8 

11.8 

$77,906 

3 

0.3 

4 
1 

4 
1 

$644-783 
(1,120) 

$24,668 

$33,912 
3,725 

$37,637 

$35,616 
3,725 

3.3 

5 

5 

$39,341 

1 

2 
3 

4 
5 
6 

7 
8 
9 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

Skilled  laborer 

Supvng  custodian  I 

Custodian   

Custodial  foreman 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Skilled  laborer 

Groundsman 

Student  asst 

Totals,   Maintenance   of   Grounds 

Plant  Security : 

Campus  security  off 

Student  asst  

Totals,  Plant  Security 

Totals,   Authorized  Positions 


STUDENT   FINANCIAL  AIDS 

Administration  ; 

Business  Management : 

Clerical  asst  II  A 

Student  Services : 

Inter  account  clerk   

Off-Campus  Work-Study: 

Temporary    help    

Totals.  Authorized  Positions 


3.7 


33.8 


33.8 


$26,035 


$208,450 


$233,646 


- 

0.5 

0.5 

$41.5-505 

$2,550 

$2,676 

- 

1 

1 

415-505 

5,100 

5,352 

- 

0.3 

0.3 

(-) 

1,771 

1,771 

1.8 


1.8 


$9,421 


$9,799 


YEAR-ROUND  OPERATION 

Instructional : 

Technical  and  Clerical : 

Clerical  asst  II  B -  1.5  1.5  $446-543  $6,828  $8,580 

REIMBURSED  ACTIVITIES 

Research  Projects : 

Temporary    help    1.7  1  1  $7,200  $5,904  $5,904 

Auxiliary  Organizations : 

Student    asst    -  0.2  0.2  (-)  $745  $745 

Campus  security  ofE -  1  1  $644^783  7,920  8,316 

Totals,  Auxiliary  Organizations—  -  1.2  1.2  -  $8,665  $9,061 

Special  Projects : 

Instructional   faculty   (AX)    1.7  1  1  t              $21,180                $21,180 

Secretary  B 0.9  1  1  $505-614                    6,210                    6,516 

Inter  steno 0.4  -  -  446-543 

Clerical  asst  II  B 0.4  -  -  446-543 

Inter    typist-clerk    0.4  -  -  415-530 

Temporary  help 0.1  -  -  (276) 

Student  asst 0.1  -  -  (529) 

Totals,   Special  Projects 4  2  2  $42,175  $27,390  $27,696 

Totals,  Authorized  Positions  __  5/7  I2  iiF  $49,375  $41,959  $42,661 

TOTALS,  AUTHORIZED  POSITIONS 

(General   Fund)    120.8       227.2       227.2  $1,177,454  $2,029,631  $2,205,500 

PARKING   FACILITIES 

Campus  security  officer  (Parking  and  SALARY  RANGE 

Revenue  Fund) -  0.5  0.5  $644-783  $3,960  .$4,158 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS  (All  funds) 120.8      227.7       227.7  $1,177,454  $2,033,591  $2,209,658 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

i  Salary   range  determined  by  education,   experience,   and   academic  rank  in   accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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FRESNO  STATE   COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled) (Aulli.l      (»uih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
•39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive :  SALARY  liANGE 

President 111          $2,274-2,765  $33,180 

Vice  president— academic  affairs  —111  1,699-2,066  24,792 
Vice  president — general  administra- 
tion      111  1,699-2,066  24,792 

Executive   dean   111  1,540-1,873  22,296 

Voc  instructor  (AY)   111  t  11,250 

Publications  manager 111  t  16,608 

Administrative  asst  II 111  950-1,155  12,732 

Administrative  asst  I l.S           2              2  783-950  21,924 

Administrative  secretary 0.5           1              1  599-728  8,736 

Secretarv  I 111  584-710  8,520 

Sr  steno   2.3           2              2  505-614  14,014 

Inter  steno 2.7           3              3  446-543  17,783 

Inter  typi.st-clerk 1.5           1              1  415-530  5,264 

Totals,   Executive   16.8         17            17  $196,989  $221,891 

Business  Management : 

Business  Manager's  Office : 

College  business  manager  III 1              1              1          $1,540-1,873  $22,476 

Administrative  asst  I 111  783-950  10,104 

Asst  budget  analyst -              1              1  783-950  9,396 

Sr  steno 111  505-614  7,368 

Inter  typist-clerk -              1.4           1.4  415-530  8,341 

Totals,  Business  Manager's  Of- 
fice    3             5.4          5.4  $36,930  $57,685 

Accounting  Office : 

Accounting  officer  II 111  $783-950  $11,400 

Accounting  technician  III -              1              1  614-746  7,368 

Sr  clerk 111  492-599  7,188 

Sr  account  clerk 1.1           1              1  492-599  7,188 

Accounting  technician  II 111  492-599  7.188 

Inter  tvpist-clerk 1.3           3              3  415-530  16,749 

Inter  clerk 0.8           1.5           1.5  415-505  8,725 

Asst  cashier-clerk 111  415-505  6,060 

Bookkeeping  mach  operator  I 111  415-505  6,060 

Inter  account  clerk 2.7           1.5           1.5  415-505  7,650 

Totals,  Accounting 10.9         13            13  $65,461  $85,576 

Personnel : 

Assoc  personnel  analyst 111  $950-1,155  $13,860 

Asst  personnel  analyst 111  783-950  11,130 

Supvng  clerk  I 111  571-692  8.304 

Inter  steno 1.1           1              1  446-543  6,516 

Inter  typist-clerk -              1              1  415-530  5,100 

Totals,  Personnel 4.1           5              5  $37,140  $44,910 

Payroll : 

Sr  clerk 111  $492-599  $7,104 

Inter  tvpist-clerk 1.5           1.5           1.5  415-530  7,831 

Inter  clerk 111  415-505  6,060 

Inter  account  clerk 1.5           1              1  415-505  5,264 

Totals,  Payroll 5              4.5           4.5  $27,150  $26,259 

Purchasing : 

Business  service  officer  I 111  $783-950  $11,400 

Supvng  clerk  I 111  571-692  8,304 

Inter  steno -1  1              1  446-543  6,516 

Inter  typist-clerk 1              2.5           2.5  415-530  13,318 

Totals,  Purchasing 4              5.5           5.5  $30,096  $39,538 

AT  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   ' 
Positions — State  Colleges." 


$33,180 
24,792 

24,792 

22,476 

11,340 

16,608 

13,365 

22,440 

8,736 

8,520 

14,348 

18,615 

5,530 

$224,742 


$22,476 

10,608 

9,S52 

7,368 

8,756 


$59,060 


$11,400 

7,728 
7,188 
7,188 
7,188 
16,830 
8,860 
6,060 
6,060 
8,028 

$86,530 


$13,860 

11,400 

8,304 

6,516 

5,352 

$45,432 


$7,188 
8.221 
6,060 
5,530 

$26,999 


$11,400 
8,304 
6,516 

13,988 


$40,208 
Salary   Schedule   for  Instructional 
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State  Coileges 


HIGHER  EDUCATION 


FRESNO   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       lAulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— 

Business  Management — Continued 
General  Institutional  Services : 

Auto  equipt  operator  I 

Duplicating  mach  supvr  I 

Property  clerk  I 

Storekeeper  I  

Stock  clerk  

Duplicating  mach  operator  II. 

Inter  typist-clerk 

Inter  clerk   

Telephone  operator 

Nonfaculty   reclassification   _. 

Temporary  help 

Student  asst 

Terminal  pay 

Premium  overtime  pay 

Totals,  General  Institutional 
Services     


Continued 
1 

1 

1 
1 
1 
5 
2 

1 
1 
2 

1 

1 
1 
1 
1 
5 
2 
1 
1 
2 

1 

SALARY  R.\NGE 
$584-644 
530-644 
530-644 
530-644 
480-584 
457-556 
415-530 
415-505 
415-505 
(7,021) 

(4,732) 
(2,652) 
(1,282) 

$7,728 
6,360 
8,952 
7,728 

34,356 

11,262 
5,100 
5,100 

11,728 
9,131 
5,904 

$7,728 

1 

1 

6,672 
S.952 

1 

7,728 

5 

34,816 

1.5 

11,832 
5,352 

_ 

5,352 

2 

12,020 

20,739 
5,904 

1.4 

_ 

- 

- 

13.9 


16 


16 


Totals,  Business  Management         40.9         49.4         49.4 

Automatic  Data  Processing  Services : 

Director    

Computer  programmer  II 

EDP  supvr  I 

Sr  tabulating  mach  operator 

Tabulating  mach  operator 

Keypunch  operator 

Inter  typist-clerk 

Totals,  Automatic  Data  Process- 
ing Services  

Totals,  Authorized  Positions 


INSTRUCTION 


$85,183 
$281,960 


$113,349 
$367,317 


$127,095 


$385,324 


0.4 

1 

t 

$12,154 

$12,759 

0.4 

1 

$801-973 

9,612 

10,104 

0.9 

1 

644-783 

9,396 

9,396 

1 

1 

530-644 

7,728 

7,728 

1 

1 

480-584 

6.185 

6,495 

1.3 

1 

425-517 

5,289 

5,559 

1.3 

3 

3 

415-530 

15,753 

16,539 

6.3 


64 


75.4 


75.4 


$43,138 
$522,087 


i,117 


$655,325 


$68,580 
$678,646 


Instructional : 
Administration  : 
College : 

Academic  planner 111  f  $18,492 

Coordinator,  evening 

session   (AT)   0.8           0.8  0.8  t                13,982 

Coordinator,  grad 

program  (AY) 0.5           0.5  0.5  t                  8,740 

School : 

Dean    6.9          6.5  6.5       $1,540-1,873  144,846 

Division  chairman 111  f  18,492 

Coordinator,  elem  educ  (AY)__  0.5           0.5  0.5  t                  8,740 

Coordinator,  second  educ  (AY)  0.5           0.5  0.5  f                  8,740 

Farm  manager 111  f  21,180 

Department : 

Department  chairman  (AY)___  14.6         17.8  17.8  f              273,553 
Clerical : 

Sr  .secretary 0.3           1  1  556-676                     7,824 

Clerical  asst  IV -              1  1  556-676                    7,792 

Sr  steno 7.2           5.5  5.5  505-614                  39,996 

Sr   clerk    111  492-599  5,576 

Inter  steno 3              3.2  3.2  446-543                  20,449 

Totals,  Administration 38.3         41.3  41.3  $449,789              $598,402 

Instructional  Faculty : 

Professor     111           $1,384-1,765  $20,160 

Professor  (AY) 95.3         97.4  97.4         1,194-1,524  1,694,927 

Assoc  professor  (AY)    90          113.6  113.6  937-1,194             1,491,316 

Asst  professor    (AY) 201          294.3  294.3  741-945             3,000,030 

Instructor   (AY)   -              3  3  671-857                  29,892 

Voc  instructor 17.1         17.5  17.5  t              307,966 

Voc  instructor  (AY)   1.8           2  2  f                23,002 

Lecturer    (AY)    17.2         17.6  17.6  t              210,687 

Graduate   asst   48.8           -  -  (123,022) 

Sabbatical  leave  replacement 8.2           9.5  9.5  (75,854)                95,984 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in  accordance   with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


$18,492 

14,111 

8,819 

145,914 

18,492 

8,819 

8,819 

21,180 

283,778 

8,112 
8,112 

40,344 
5,860 

21,111 

$611,963 


$20,160 

1,724,600 

1,538,752 

3,199,123 

29,892 

311,454 

23,704 

218,710 

97,698 


HIGHER  EDUCATION 


State  Colleges 
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FRESNO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.j       lAulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
48 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 

Instructional  Faculty — Continued 
Special   leaves — research   or  crea- 
tive act 2.3 

Part-time  faculty 21.5 

Substitute  faculty 0.1 

Class  and  rank   reclassifications — 

Distinguished   teaching  award - 


Totals,  Instructional  Faculty 504.3 

Technical  and  Clerical : 

Equipment  technician  III 2 

Stage   technician   II   - 

Eriuipment  technician  II 2.1 

Clinical  lab  technologist 0.8 

Stage  technician   I   l.fi 

Equipment  technician  I 7.2 

Skilled    laborer    0.5 

Storekeeper   I    0.9 

Editorial   aid   0.5 

Athletic  equipt  attendant  II 1 

Technical  asst  II 6.4 

Sr  steno 2.8 

Sr   clerk    0.1 

Clerical  as.st  III - 

Stock    clerk    2 

Inter  steno 33.3 

Athletic  equipt  attendant   I l.S 

Technical  asst  I 2.3 

Inter  typist-clerk 6.7 

Inter  clerk   1.9 

Jr  clerk 0.5 

Temporary  help 1.7 

Student  asst 33 


SAL.\I!Y  RANGE 

3 

3 

(19,755) 

29,138 

30,852 

- 

- 

(198,576) 

- 

_ 

0.5 

0.5 

(1,649) 

4,782 

4,782 

- 

- 

(25,174) 

31,676 

134,998 

- 

- 

(2,000) 
$5,668,649 

2,000 
$6,941,560 

2,000 

)59.4 

559.4 

$7,336,725 

1 

1 

$783-950 

$11,400 

$11,400 

0.5 

0.5 

710-863 

4,260 

4,476 

4 

4 

710-863 

37,788 

38,653 

1 

1 

710-821 

9,063 

9.510 

2 

2 

644-783 

17,444 

17,848 

11 

11 

644-783 

92,728 

97,114 

1 

1 

584-644 

7,188 

7,548 

1 

1 

530-644 

6,980 

7,338 

1 

1 

530-644 

7,728 

7,728 

1 

1 

505-614 

7,368 

7,368 

9.5 

9.5 

505-614 

63,958 

66,046 

3.8 

3.8 

505-614 

26,096 

26,990 

12.1 

12.1 

492-599 

65,962 

77,983 

1 

1 

492-614 

6,572 

6,908 

2 

2 

480-584 

14,016 

14,016 

38.4 

38.4 

446-543 

234,362 

243,172 

9 

9 

435-530 

12,720 

12,720 

1.5 

1.5 

435-530 

9,148 

9,290 

8 

8 

415-530 

44,700 

46.155 

o 

2 

415-505 

11,220 

11,478 

0.5 

0.5 

359-435 

2,610 

2,610 

_ 

_ 

(10.429) 

- 

- 

15.7 

15.7 

(107,615) 

58,482 

58,482 

Totals,   Technical   and   Clerical       109.1       120 


120 


Totals,   Instructional   

Special  Programs : 
Laboratory  School: 

Principal 

Teacher 

Librarian    III    

Graduate  nurse — 10-month 

Inter  steno 

Student  asst  

Totals,   Laboratory   School 

Master  of  Social  Work  : 

Dean    

Professor    

Professor  (AT) 

As.soc  professor  (AT) 

Asst  professor   (AT)   

Lecturer    (AT)    

Sr   steno   

Inter  steno 

Student  asst  

Totals,  Master  of  Social  Work 

Off-Campus  Center : 

Coordinator    (AT)    

Professor  (AT) 

Assoc  professor   (AT)    

Asst  professor    (AT)    

Lecturer    (AT)    

Instructional  faculty    (part-time) 

Librarian  III 

Sr  clerk 

Inter  steno 

Student  asst  


651.7      720.7      720.7 


$601,983 
16,720,421 


$751,793 
$8,291,755 


Totals,  Off-Campus  Center 24.6 


22.3 


22.3 


Totals,   Special  Programs 


63.3 


69.3 


69.3 


$243,034 
$625,970 


$239,180 
$748,660 


$784,833 
18,733,521 


1 

1 

1 

t 

$17,288 

$18,144 

7.4 

7.5 

7.5 

$764-1,128 

88,761 

89,776 

1 

1 

1 

759-969 

11,628 

11,628 

0.4 

0.5 

0.5 

660-764 

4,584 

4,584 

1.3 

1.5 

1.5 

446-543 

9,774 

9.774 

0.2 

0.5 

0.5 

(787) 
$120,597 

1,863 
$133,898 

1,863 

11.3 

12 

12 

$135,769 

1 

1 

1 

$1,540-1,873 

$20,808 

$21,846 

1 

1 

1 

t 

20,082 

21,095 

1.2 

1.2 

1.2 

t 

21,946 

21,946 

8 

8 

8 

t 

100,628 

108.374 

12.8 

15.8 

15.8 

t 

152,392 

169,883 

0.2 

1 

1 

t 

18,288 

18,288 

1 

1 

1 

505-614 

7,368 

7,368 

1.3 

4.7 

4.7 

446-543 

23,228 

27,680 

0.9 

1.3 

1.3 

(3,137) 
$262,339 

4,842 

4,842 

27.4 

35 

35 

$375,582 

$401,322 

1 

1 

1 

t 

$18,288 

$18,288 

1 

1 

1 

t 

16,474 

17,288 

6 

6 

6 

t 

78,986 

81,600 

8.5 

7 

7 

t 

73,958 

76,102 

1 

1 

1 

t 

12,288 

12,904 

2 

($15,940) 

— 

— 

1 

1 

1 

759-969 

11,168 

11,628 

1 

1 

1 

492-599 

7,188 

7,188 

2 

2 

9 

446-543 

12,262 

12,772 

1.1 

2.3 

2.3 

(3,928) 

8,568 

8,568 

$246,338 
$783,429 


AT  indicates  Academic  Tear  as  defined  by  the  institution, 
t  Salary   range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
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State  Coileges 


HIGHER  EDUCATION 


FRESNO   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)        (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
88 
84 
85 
86 


INSTRUCTION— Continued 

Instructional  Services : 
Audio-Visual : 

Audio-visual  coordinator   (AT) 

Asst  audio-visual  coordinator  (AT) 

Equipment  technician  II 

Equipment  technician  I 

Photographer   I 

Graphic   artist 

Technical  asst  II 

Sr  clerk 

Stock  clerk 

Inter  typist-clerk 

Temporary  help 

Student   asst    

Totals,  Audio-Visual 

Television : 

Coordinator  (AT) 

Equipment  technician  II 

Student  asst  

Totals,  Television 

College  Farm : 

Dairyman    

Blacksmith   

Auto    mechanic    

Head   farmer   II   

College  orchardman 

Tractor   operator-laborer 

Auto  equipt  operator  I 

Hog  ranch  operator 

Farmhand 

Student  asst  

Totals,  College  Farm 

Totals,  Instructional  Services 

Totals,     Authorized     Posi- 
tions   

LIBRARY 


20.2 


32.1 


SALARY  EANGE 


1 

1 

1 

t 

$17,288 

$18,144 

0.8 

1.5 

1.5 

■■ 

21,573 

23,501 

1 

1.5 

1.5 

$710-863 

14,616 

14,832 

1 

1.5 

1.5 

644-783 

12,420 

13,045 

0.8 

1 

1 

599-728 

7,426 

7,792 

1 

1 

1 

584-710 

8,520 

8,520 

0.5 

1 

1 

505-614 

6,210 

6,516 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

480-584 

7,008 

7,008 

0.6 

1 

1 

415-530 

5,576 

5,860 

- 

0.5 

0.5 

— 

2,952 

2,952 

0.8 

1.4 

1.4 

(3,099) 
$79,235 

5,215 
$115,992 

5,215 

9.5 

13.4 

13.4 

$120,573 

1 

1 

1 

t 

$17,712 

$18,288 

1 

1 

1 

$710-863 

10,356 

10,356 

0.4 

0.4 

0.4 

(1,335) 
$26,887 

1,490 
$29,558 

1,490 

2.4 

2.4 

2.4 

$30,134 

0.5 

0.5 

0.5 

$676-821 

$4,888 

$4,926 

1 

1 

1 

676-746 

8,952 

8,952 

1 

1 

1 

676-746 

8,952 

8,952 

1 

1 

1 

644-783 

8,628 

9,063 

- 

1 

1 

614^-746 

7,368 

7,728 

0 

2 

2 

614-746 

15,936 

16,224 

1 

1 

1 

5S4-644 

7,728 

7,728 

1 

1 

1 

556-676 

8,112 

8,112 

3 

3 

3 

435-505 

17,189 

17,755 

9.7 

9.3 

9.3 

(31,433) 

34,642 

34,642 

20.8 


20.8 


36.6        36.6 


747.1      826.6      826.6 


Administration : 

College  librarian 1  1 

Librarian  IV 1.7  2 

Sr  steno   1  1 

Totals,  Administration 3.7  4 

Processing  Services : 

Librarian  III 3  3 

Librarian    II    4.1  5 

Library  asst  II 1.3  2 

Library  asst  I 1.5  2 

Sr  clerk 1  1 

Inter  steno 1  1 

Inter  typist-clerk 5.7  7 

Inter  clerk 1.7  2 

Book  repairer 1.9  2 

Temporary  help 7.5  24.8 

Student  asst 7.7  4.4 

Totals,  Processing  Services 36.4  54.2 

Public  Services : 

Librarian  III 2  2 

Librarian  II 9  9 

Librarian  I 1  1 

Librarj'  asst  II 1  1 

Library  asst  I 1  1 

AT  indicates  Academic  Tear  as  defined  by  the  institution, 

t  Salary   range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


$106,639 
$212,761 


$7,559,152 


$1,467-1,783 

923-1,120 

505-614 


$122,395 
$267,945 


$9,308,360 


$21,396 

26,880 

6,516 


54.2 


$204,159 


$759-969 
661-886 
600-661 
571-692 
492-599 


$367,295 


$21,392 

82,725 

7,653 

7,536 

5,904 


$124,082 
$274,789 


$9,791,739 


$21,396 

26,880 

6,840 


4 

$47,475 

$54,792 

$55,116 

3 

$759-969 

$34,884 

$34,884 

5 

661-886 

45,062 

46,779 

2 

571-692 

15,156 

15,492 

2 

492-599 

13,092 

13,392 

1 

492-599 

7,188 

7,188 

1 

446-543 

5,881 

6,179 

7 

415-530 

38,542 

39,869 

2 

415-505 

10,550 

11,083 

2 

39.5-480 

10,620 

10,860 

24.8 

(31,615) 

169,930 

169,930 

4.4 

(23,867) 

16,390 

16,390 

$372,046 


$21,882 

85,796 

7,932 

7,920 

6,204 


academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 


HIGHER  EDUCATION 


State  Colleges 
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FRESNO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.j       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY— Continued 

Public  Services — Continued 

Inter  typist-clerlt 

Inter  clerk   

Temporary  help 

Student  asst  

Totals,  Public   Services 

Totals,  Authorized  Positions 

STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor    

Administrative  asst  I 

Sr   steno    

Inter  steno 

Inter  typist-clerk 

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean 

Admissions  officer 

Registrar  II 

Evaluation  technician  II 

Evaluation  technician  I 

Supvng  clerk  I 

Sr   steno   

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Inter  clerk   

Totals,  Admissions  and  Records  _ 

Counseling  and  Testing : 

Assoc  dean 

Counselor    (AY)    

Counselor    

Counselor  &  test  officer 

Psychometrist     

Sr   steno    

Inter  steno 

Temporary  help 

Student  asst 

Totals,   Counseling  and  Testing  _ 

Activities  and  Housing : 

Assoc  dean  

Housing  coordinator 

Activities   adviser   

Inter  steno 

Student  asst 

Totals,  Activities  and  Housing 

Placement : 

Placement  officer 

Placement  supvr  I 

Placement   interviewer 

Inter  steno 

Inter  typist-clerk 

Temporary  help 

Student  asst  

Totals,  Placement 

Foreign  Student  Program : 

Counselor    (AY)    

Counselor    

Inter  steno 

Totals,  Foreign  Student  Program 


SALARY  liANGE 

5 

5 

5 

415-.'530 

27,563 

28,492 

1 

1 

1 

41.5-.50.5 

5,484 

5,760 

1.1 

3.7 

3.7 

(4,723) 

25.3.i2 

2o,3.-)2 

11.7 

6.7 

6.7 

(35,800) 

24,9.58 

24,!).5S 

32.8 


72.9 


0.8 

1 

0.5 


3.3 


1 

1.1 

1 

1 

3.1 

1 

6.8 
3 
9 
3.2 


30.2 


1 

4.6 

1 

1 

1 

0.5 

5.2 

3.5 


17.8 


1 
1 

1.4 
3 

0.8 


7.2 


1 

1.7 

1.7 

2 

2 

O.S 


30.4 


1 

1 

1 

1 

0.5 

1 


5.5 


1 
1 
1 
1 
3 
1 
1 

7.3 
2.5 
10.1 
3 


31.9 


1 

6.3 

1 

1 

1 

1 

5 

0.1 

1.4 


17.8 


1 
1 
2 
3 
0.3 


7.3 


1 

2 

2 

2 

2 

0.1 

0.3 


9.4 


1 
1 
0.5 


30.4 


88.6        88.6 


1 

1 

1 

1 

0.5 

1 


5.5 


1 
1 
1 
1 
3 
1 
1 

7.3 
2.5 
10.1 
3 


31.9 


1 

6.3 

1 

1 

1 

1 

5 

0.1 

1.4 


17.8 


1 
1 
2 
3 
0.3 


7.3 


1 

2 

2 

2 

2 

0.1 

0.3 


9.4 


1 
1 
0.5 


2.5 


2.5 


$193,068 

$444,702 


,540-1,873^ 

783-950 ' 
505-614 
446-543 
41.5-530 

$38,023 


$1,206-1.467 
S21-99S 
821-998 
644-783 
584-710 
571-692 
505-614 
492-599 
446-543 
415-530 
415-505 

$199,932 


$1,206-1,467 


644-783 
505-614 
446-543 

(12,896) 

$152,394 


$1,206-1,467 

644-783 
446-543 
(2,764) 

$56,683 


$644-783 
556-676 
446-543 
415-530 

(2,764) 

$70,523 


T 
t 
$446-543 

$12,110 


$208,567 
$630,654 


$22,476 

11,904 

10,020 

7.368 

2,621 

5,100 

$59,489 


$17,604 

11,3.55 

11,928 

9,396 

23,408 

7,391 

7,188 

49,019 

15.406 

55.995 

17,098 

$225,788 


$16,709 

76,242 

12,404 

15.676 

9,396 

7,038 

30.092 

590 

5,215 

$173,362 


$17,604 

11,857 

15,808 

17,275 

1,118 

$63,662 


$21,180 
18,792 
14,632 
11,889 
11,368 
590 
1,118 

$79,569 


$8,570 

12,510 

2,745 

$23,825 


$214,296 

$641,458 


$22,476 

12,504 

10,524 

7,368 

2,754 

5,352 

$60,978 


$17,604 

11.928 

11,976 

9,.396 

24,574 

7,760 

7,368 

50,271 

15,8.50 

58,211 

17,657 

$232,595 


$17,535 

81,429 

13,014 

16,474 

9.396 

7,468 

31,310 

590 

5,215 

$182,431 


$17,604 

12,454 

16,598 

18,137 

1,118 

$65,911 


$21,180 
18,792 
15,300 
12,489 
11,636 
590 
1,118 

$81,105 


$10,714 

12.810 

2,883 

$26,407 


AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


FRESNO   STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 

STUDENT  SERVICES— Continued 

Health  Services : 

Medic.il  officer   III 

Medical  officer  I — lO-month 

Medical  officer  I 

1 

2.1 

1 

1 

1 

0.8 

2.1 

1.1 

0.3 

1.7 

1 

1.3 

0.4 

0.5 

1 

3.2 

1 

1 

1 

1 

3.2 

1 

1 

2 

1 

1 

1 

0.3 

1.5 

1 
3.2 

1 

1 

1 

1 

3.2 

1 

1 

2 

i 

1 

1 

0.3 

1.5 

SALARY  RANGE 

$1,626-1,976 
1,475-1,708 
1,475-1,708 
746-905 
746-905 
710-821 
660-764 
660-764 
505-614 
446-543 
415-530 
415-505 
377-^57 

(1.821) 

$160,258 

$23,712 

51.315 

21,086 

10,860 

10,860 

9,285 

23.540 

8,916 

7,368 

12,213 

5.171 

5.200 

5,080 

1,771 

5,588 

$201,965 

$23,712 
52,771 
21,115 

8 

9 

10 

Sr  clinical  lab  technologist 

Supvng  nurse  I 
Clinical  lab  technologist 

10,860 

10.860 

9.738 

11 

12 
13 

14 

Graduate  nurse — 10-month 

Graduate  nurse 

Sr  steno 

Inter  steno 

23.944 
9,168 
7,368 

12.495 

15 

Inter  typist-clerk 

5,430 

16 

17 

Inter   clerk   

Jr  typist-clerk 

5,462 
5,330 

18 
19 

Temporary  help 

1,771 

5,588 

20 

21 
22 

Totals,  Health  Services 

c 

Totals,   Authorized  Positions 

PLANT  OPERATION 

Administration : 
Chief  III 

15.3 

20.2 

20.2 

$205,612 

23 

24 
25 
26 
27 
28 
9q 

84 

1 

0.6 

1.1 

1 
1 
1 
1.5 

94.6 

1 
1 
1 
1 
1 
1 
1 

94.6 

1 
1 
1 
1 
1 
1 
1 

$689,923 

$1,048-1.273 
801-927 
801-927 
530-644 
505-614 
480-584 
415-505 

$827,660 

$15,276 
9,612 
9.612 
7.728 
7,368 
7.008 
5,691 

$855,039 

$15,276 
10,104 

SO 

31 
32 
33 

34 
3'i 

Chief  engineer  I 

Storekeeper  I  

Sr  steno    

Stock  clerk 

10,104 
7,728 
7,368 
7,008 
5,985 

36 

37 
38 
39 

40 

Totals,  Administration 

Maintenance  of  Structures : 

7.2 

1 
1 

1 

1 
1 
2 

1 

1 
2 

1 

3.9 

3 

1 
3 

1 

2.5 

1 

67.9 

4 

7 

1 
1 
1 
1 
1 
2 

i 

2 

3 

1 

4 

4.5 

1 

2 

0 

i 

3 

1 
73 
2.4 

7 

1 
1 
1 

1 
1 
2 

i 
2 

3 

1 

4 

4.5 

1 

2 

2 

i 

3 

1 

73 

2.4 

$59,390 

$764-842 
764-842 
728-801 
728-801 
728-801 
728-801 
728-801 
692-764 
692-764 
692-764 
692-801 
628-692 
614-746 
599-660 
584-644 
556-676 
505-614 
505-556 
435-530 
(13,632) 

$622,376 

$676-821 

530-644 

505-584 

505-556 

(2.899) 

(2,328) 

$155,883 

$746-905 
644-783 
(20,590) 

$61,977 

$676-746 

584-644 
584-644 

$62,295 

§10,104 
10,104 

9,612 

9,612 

9.353 
19,224 

9,612 
17,472 
25.992 

9.168 
35.568 
36,504 

8,556 
15,840 
14.916 

6,672 
20,001 

6,516 
439.147 

8,940 

$722,913 

$9,852 

23,124 

131,592 

20,016 

3,594 

1,490 

$189,668 

$9,906 
43.032 
21,605 

$74,543 

$8,952 
7,728 
7,338 

$24,018 

$63,573 
$10,104 

41 
49 

Plumber  II 

10,104 
9,612 

■IS 

Painter  II 

9,612 

44 
45 

Electrician  I    

Plumber  I 

9,612 
19,224 

46 

Sheet  metal  worker 

9,612 

47 

17,904 

48 

26,856 

49 
50 

Locksmith 

Stationary  engineer 

9.168 
36.876 

51 

Stationary  fireman 

37.080 

52 
53 

54 

Supvng  custodian  III 

Building  maint  man 

Skilled  laborer 

8,952 
15,840 
15.276 

55 

Supvng  custodian  II 

7,008 

56 

Supvng  custodian  I 

20,304 

57 
58 
59 

Laborer 

Custodian   

6,672 

449.122 

8,940 

60 
61 
62 
63 
64 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 
SnpvTig  orronndsTn.qTi  IT 

99.3 

1 
3 
17.3 
1.5 
0.7 
0.7 

107.9 

1 
3 

20 
3 

0.5 
0.4 

107.9 

1 

3 

20 

3 

0.5 
0.4 

$737,878 
$9,852 

65 

Lead  groundsman 

23,184 

66 
67 
68 
69 

Groundsman 

Laborer 

Temporary  help 

Student  asst 

138,192 

20,016 

3,594 

1,490 

70 
71 
72 
73 

74 
75 

Totals,  Maintenance  of  Grounds- 
Plant  Security  : 

Supvng  campus  security  off  II 

24.2 

0.5 

4.2 
5.8 

27.9 

1 
5 
5.8 

27.9 

1 
5 
5.8 

$196,328 

$10,128 
44,246 

76 

21,605 

77 

78 

Totals,  Plant  Security 

10.5 

1 
1 
0.9 

11.8 

1 
1 

1 

11.8 

1 
1 
1 

$75,979 

79 
80 
81 
82 
83 
84 
85 
86 

Motor  Vehicle  Operation : 

Auto  mechanic 

Auto  equipt  operator  I 

Truck   driver 

Totals,   Motor  Vehicle   Operation 

$8,952 
7,728 
7,698 

2.9 

3 

3 

$21,555 

$24,378 

HIGHER  EDUCATION 


State  Colleges 
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FRESNO   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllliil)       (Aath.)       (>ulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

College  Farm : 

Electrician  I 

Plumber  I 

Carpenter  I 

Painter   I    

Stationary   engineer 

Building  maint  man 

Skilled  laborer 

Mechanics  helper 

Temporary  help 

Student  asst  

Totals,  College  Farm 

Totals,   Authorized   Positions- 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr  clerk 

Inter  account  clerk 


SALARY  RANGE 

1 

1 

1 

$728-801 

$9,612 

$9,612 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

692-764 

9,168 

9,168 

0.8 

1 

1 

692-764 

9,168 

9,168 

0.9 

1 

1 

692-801 

9,612 

9,612 

0.8 

2 

2 

599-660 

15,552 

15,840 

1 

1 

1 

584-644 

7,728 

7,728 

0.3 

1 

1 

556-614 

6,840 

7,188 

1.9 

1.5 

1.5 

(8,698) 

10,782 

10,782 

5 

3 

3 

(17,290) 

$81,220 

11,175 
$99,249 

11,175 

13.7 

13.5 

13.5 

$99,885 

157.8 

171.1 

171.1 

$1,002,401 

$1,172,686 

$1,198,021 

Totals,  Business  Management 

Student  Services : 

Counselor    

Student  personnel  techn 

Sr  clerk 

Totals,  Student  Services 

Off-Campus  Work-Study : 

Temporary  help 

Totals,  Authorized  Positions 


REIMBURSED  ACTIVITIES 


0.4 
0.3 

1 
1 

1 
1 

$492-599 
415-505 

$6,238 

5,462 

$6,556 
5,737 

0.7 

2 

2 

$3,358 

$11,700 

$12,293 

1.9 
0.6 

1 

2 

1 

1 

2 

1 

1 

$584-710 
492-599 

$28,314 
8,520 
7,188 

$28,614 
8,520 
7,188 

3.5 

4 

4 

$24,663 

$44,022 

$44,322 

0.6 

1.7 

1.7 

$2,293 

$10,037 

$10,037 

4.8 


7.7 


7.7 


$30,314 


$65,759 


$66,652 


Instructional  faculty  (AY) -  1  1  t              $10,284  $10,284 

Inter  steno -  1  1  $446-543                    5,490  5.766 

Temporary  help -  2.5  2.5  (196)                14,760  14,760 

Totals,  Research  Projects -  4.5  4.5  $196                $30,534  $30,810 

Summer  Session : 

Dean    0.5  0.5  0.5       $1,540-1,873  $11,238  $11,238 

Instructional  faculty    35.9  53.8  53.8  t              600,967  600.967 

Librarian  II -  0.5  0.5  661-886                    5,316  5,316 

Sr  steno    1.5  1.5  1.5  505-614                  11,052  11,052 

Inter  steno 2  2  2  446-543                  13,032  13,032 

Temporary  help 2.2  2  2  (15,705)                11.808  11,808 

Student  asst 7.4  9.9  9.9  (23,172)                36,878  36,878 

Totals,  Summer  Session 49.5  70.2  70.2  $500,326              $690,291  $690,291 

Auxiliary  Organizations : 

Mgr  of  auxiliary  organizations 111           $1,100-1,337  $16,044  $16,044 

Administrative  asst  I -  1  1  783-950                    9,396  9,852 

Accounting  officer  II 111  783-950  11,400  11,400 

Supvng  clerk  I 111  571-692  6,852  7,188 

Laborer -  1  1  505-556                    6,210  6,516 

Inter  clerk   -  0.5  0.5  415-505                    3,030  3,030 

Temporary  help 4.9  1.4  1.4  (22,795)                10,063  10,063 

Totals,  Auxiliary  Organizations-,  7^9"  6.9  6.9  $54,696                $62,995  $64,093 

Special  Projects : 

Instructional  fac— overseas  proj  __  1.5  2  2  ($31,094)              $34,675  $34,675 

Instructional  faculty  (AY) 9.9  17  17  t              155,861  155,861 

Instructional  faculty    3.9  8  8  f              115,678  115,678 

Music  studio  faculty _  _  _  t                  2,000  2,000 

Voc  instructor -  2  2  t                22,679  22,679 

Lecturer  (AY)    -  0.3  0.3  t                  3,306  3,306 

Student  asst -  4  4  -                 23,616  23,616 

Totals,  Special  Projects 15.3  33.3  33.3  $183,500              $357,815  $357,815 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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HIGHER  EDUCATION 


State  Colleges 
FRESNO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
i       IFilled)       (Auth.)       (Autb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


REIMBURSED  ACTIVITIES— Continued 

Extension  :  a 

Extension   coordinator 0.5  —  — 

Instructional   faculty    17.9  -  - 

Music  studio  teacher _  _  _ 

Sr   steno    O.S  -  - 

Inter    t.ypist-clerk   1  -  - 

Inter   cleric   1  -  - 

TemiDorary  help 1.4  -  - 

Student  asst 2.5 

Totals,  Extension 25.1  - 

Totals,   Authorized   Positions—  97.8  114.9  114.9 

TOTALS,  ATTTHORIZED  POSITIONS 

(General  Fund)     1,228.4  1,378.9  1,378.9 

EXTENSION 

Coordinator     -  1  1 

Instructional   faculty    -  17.8  17.8 

Sr   steno    -  1  1 

Inter  clerk   -  2  2 

Inter  typist-clerk -  1  1 

Temporary  help —  2  2 

Student  asst  A -  2.3  2.3 

Totals,    Authorized    Positions    (Ex- 
tension Program  Fund) -  27.1  27.1 


SALARY  RANGE 
1 

_ 

_ 

($975) 

- 

- 

50.5-614 

— 

— 

415-530 

_ 

_ 

415-505 

_ 

_ 

(32,712) 

_ 

— 

(8,288) 

- 

- 

$243,297 

- 

- 

$982,015 

$1,141,635 

$1,143,009 

$11,230,594 

$13,802,079 

$14,374,564 

t 

$17,424 

$18,288 

t 

197,383 

197,383 

$556-676 

7,368 

7,368 

415-505 

10,636 

11,162 

415-530 

6,060 

6,060 

— 

11,808 

11,808 

1.50-2.73  hr 

8,568 

8,568 

$259,247 


$260,637 


HOUSING   FACILITIES 

Housing   manager  I 

Building  maint  man 

1 
1 

2.8 
1 

5.7 
2.8 
15 
2.1 

1 
1 
3 
1 
6 

4.7 
12 
2 

1 
1 
3 
1 
6 

4.7 
12 
2 

$710-950 

5JI9-660 

50.5-614 

446-543 

435-530 

1.50-2.73  hr 

0-1,184  yr 

(8,843) 

$107,229 

$10,356 
7,920 
21,520 
6,516 
38,160 
17,508 
14,208 
11,808 

$10,356 
7,920 

21,864 

Inter  steno 

6,516 
38,160 

17,508 

14,208 

Temporary  help 

Positions    (Dor- 
Fund)  

11,808 

Totals,  Authorized 
mitory  Revenue 

31.4 

30.7 

30.7 

$127,996 

$128,340 

PARKING  FACILITIES 

Supvng  campus  security  off  II 0.5           0.5           0.5  $745-905                  $5,430                  $5,430 

Campus  security  off 3              3              3  644-783                  25,892                  26,724 

Asst  cashier-clerk 111  415-505                    6,060                    6,060 

Temporary  help 0.3           0.5           0.5  (1,285)                  2,952                    2,952 

Student  asst  A 0.5           0.5           0.5  (1,542)                  1,863                    1,863 

Totals,  Authorized  Positions  (Park- 

ing  Revenue  Fund) 5.3           5.5           5.5  $37,540                $42,197                $43,029 

GRAND  TOTALS,  AUTHORIZED  PO-   ' 

SITIONS  (All  funds) 1,265.1    1,442,2    1,442.2  $11,375,363         $14,231,519         $14,806,570 

a  Neither  receipts  nor  expenditures  of  federal  funds  are  included  in  the  overall  budget  totals. 

t  Salary   range  determined  by   education,   experience,   and   academic   rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-G9  69-70 
(Fillid)      (Aulh.l       (Auili.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2     GENERAL  ADMINISTRATION 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


3.5 


Exccii  tive  : 

President    

Vice    president 

E.xeciitive    dean 

Voc   instructor 

Publications    manager 

Administrative    asst   I 

Secretary  I 

Sr    steno 

Administrative   secretary 

Inter   steno 

Inter    typist-clerk 

Sr  secretary 

Totals,   Executive   16.4 


Business  Management : 

Business  Manager's   Office : 

College  business  manager  III 

Administrative   asst   I 

Asst  budget  analyst 

Editorial    aid 

Sr    steno 

Inter  steno 

Inter    typist-clerk 

Totals.  Business  Manager's 

Office   

Accounting  Office : 

Accounting    officer 

Propert.v   clerk   II 

Accounting   technician  III 

Supvng   clerk   I 

Sr  cashier-clerk 

Sr  account  clerk 

Accounting  technician  II 

Bookkeeping  mach  operator  II 

Inter    typist-clerk 

Asst    cashier-clerk 

Inter  account  clerk 

Totals,   Accounting 

Payroll : 

Sr  clerk 

Payroll  &  personnel   trans  elk   II 
Payroll  &  personnel  trans  elk  I 

Totals,  Payroll 

Personnel : 

Assoc  personnel  analyst 

Asst  personnel  analyst 

Placement   interviewer 

Sr   typist-clerk 

Inter  stenographer   

Totals,  Personnel 

Purchasing : 

Business  service  officer  I 

Sr  clerk -. 

Inter  steno 

Inter  typist-clerk 

Totals,  Purchasing 

General  Institutional  Services : 

Supvng  clerk   I 

Duplicating  mach  supvr  I 

Storekeeper  I  

Laborer   

Sr  clerk 

t  Salary   range  determined  by  education 
Positions — State  Colleges." 


S.^LARY  RANGE 


1 

1 

1 

$2,274-2,765 

$31,596 

$33,180 

1.8 

2 

1,699-2,066 

46,020 

47,088 

1 

1 

1 

1.540-1,873 

22,476 

22,476 

1 

1 

1 

t 

15,676 

16,474 

1 

1 

1 

t 

15,804 

15,804 

2.8 

3 

3 

783-950 

33,063 

33,705 

1 

— 

— 

584-710 

_ 

_ 

2 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

599-728 

8,412 

8,7.36 

1.2 

2 

2 

446-543 

11,325 

11.895 

1.7 

1 

1 

41.5-530 

6,360 

6,360 

0.9 

1 

1 

556-676 

8,112 

8,112 

15 


15 


$181,893 


6.5 


6.5 


$38,146 


$206,212 


$64,657 


$211,198 


1.1 

1 

$1,540-1.873 

$22,476 

$22,476 

0.5 

1 

783-950 

10,314 

10,818 

- 

1 

783-950 

9,396 

9.852 

- 

1 

530-644 

7.098 

7,458 

1 

1 

505-614 

7,368 

7,368 

0.9 

_ 

_ 

446-543 

- 

1.5 

1.5 

415-530 

8,005 

8,407 

$66,379 


1 
1 

1 

0.2 

1 

1 

1 

1 

0.8 

0.5 

4 

1 
1 
1 

1 

1 

1 

1 

0.5 

0.5 

4.5 

1 
1 
1 

1 

1 

1 

1 

0.5 

0.5 

4.5 

$863-1,048 
614-746 
614-746 
571-692 
492-599 
492-599 
492-599 
457-556 
41.5-530 
415-505 
41.5-505 

$12,576 
8,952 
8,952 

7,188 
6,412 
7,188 
6,516 
2.550 
2,676 
23,848 

$12,576 
8,952 
8,952 

7,188 
6,740 
7,188 
6,672 
2,676 
2,811 
25,049 

12.5 

12.5 

12.5 

$81,049 

$86,858 

$88,804 

0.9 
0.7 
1.7 

1 

1 
2.5 

1 
1 
2.5 

$492-599 
492-599 
415-505 

$7,188 

7,104 

13,682 

$7,188 

7,188 

14,375 

3.3 

4.5 

4.5 

$18,150 

$27,974 

$28,751 

1 

0.2 
0.7 
1 

1 
1 
1 

1 

1 
1 
1 

1 

$950-1,155 
783-950 
556-676 
492-599 
446-543 

$11,400 
11,400 

7,458 

6,0.54 

$11,976 
11,400 

7,824 

6,360 

2.9 

4 

4 

$22,410 

$.36,312 

$37,560 

0.8 
1 
1 
1 

1 

1 
1 

1 

1 
1 
1 
1 

$783-950 
492-599 
446-543 
415-530 

$11,085 
6,516 
5,789 
5,576 

$11,400 
6,8.52 
6,079 
5,860 

3.8 

4 

4 

$23,747 

$28,966 

$30,191 

1 
1 

1.3 

1 
1 
1 

1 
1 

1 
1 

1 
1 

1 

$571-692 
530-644 
530-644 
505-556 
492-599 

$6,852 
7.728 
7.728 
6,210 
7,188 

$7,188 
7,728 
7,728 
6,516 
7,188 

,   experience,   and 

academic 

rank  in  accordance  with   "Salary 

Schedul 
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HIGHER  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
58 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 

Business  Management — Continued 

General  Institutional  Services — Continued 

Sr  account  clerk 0.3 

Stock  clerk 1 

Duplicating  mach  operator  II 1 

Inter  typist-clerk 0.9 

Inter  clerk   0.5 

Telephone  operator 1.6 

Duplicating  mach  operator  I 1 

Nonfaculty  reclassification - 

Student  asst 0.5 

Totals,  General  Institutional 

Services 10.1 


SALARY  RANGE 

- 

- 

492-599 

_ 

_ 

2 

2 

480-584 

12,918 

13,218 

1 

1 

457-556 

6,672 

6,672 

1.5 

1.5 

415-530 

8,596 

9,040 

— 

— 

415-505 

— 

— 

1 

1 

415-505 

6,060 

6,060 

1 

1 

395^80 

5,100 

5,352 

- 

- 

(4,024) 

5,000 

11,357 

1.8 

1.3 

(1J75) 

4,843 

4,843 

12.8 


12.8 


$56,472 


?84,S95 


Totals,  Business  Management 

Automatic  Data  Processing  Services : 

Director 

Computer  programmer  II 

EDP  supvr  I 

Equipment  technician  I 

Sr  tabulating  mach  operator 

Tabulating  mach  operator 

Keypunch    operator    

Inter  typist-clerk 

Totals,  Automatic  Data  Process- 
ing Services 

Totals,  Authorized  Positions 


INSTRUCTION 


36.1 


44.3 


44.3 


$239,974 


$329,662 


$92,890 
$344,575 


0.4 

1 

1 

t 

$21,180 

$21,180 

— 

1 

1 

$801-973 

9,612 

10,104 

0.8 

1 

1 

644-783 

8,048 

8,452 

0.3 

1 

1 

644-783 

8,248 

8,664 

0.3 

1 

1 

530-^44 

7,728 

7,728 

0.3 

1 

1 

480-^84 

7,008 

7,008 

0.5 

2 

2 

425-517 

11,233 

11,795 

0.8 

1 

i 

415-530 

5,668 

5,960 

3.4 


55.9 


68.3 


68.3 


$23,489 
$445,356 


$78,725 
$614,599 


$80,891 
$636,664 


Instructional : 
Administration : 
College : 

Dean    1.4  1.5  1.5       $1,540-1,873               $33,714               $33,714 

Assoc  dean,  grad  studies 0.5  0.5  0.5                              t                10.590                  10,590 

Academic  planner 111  t  21,180                  21,180 

School : 

Dean    4  4  4            1,540-1,873                  85,430                  87,472 

Associate  deans 1.4  1.5  1.5                              t                19,681                  21,723 

Coordinator,  elem  edue  (AY)  _  0.5  0.5  0.5                              t                  8,125                    8,155 

Coordinator,  second  edue  (AT)  0.8  0.8  0.8                              t                13,001                  13,046 

Department : 

Department  chairman  (AT)  __  7.4  11  11                                 t              159,114                169,000 

Clerical : 

Sr  steno   10.3  6  6                   505-614                  43,624                  43,968 

Inter  steno 4  4  4                   446-543                  21,317                  24,271 

Totals,   Administration 31.3  30.8  30.8               $306,250              $415,776              $433,119 

Instructional  Faculty : 

Professor  (AT) 48.4  59  59           $1,194-1,524           $1,013,608           $1,041,331 

Assoc  professor  (AY) 74.5  81  81                937-1,194             1,057,083             1,101,209 

Asst  professor   (AT)   212.8  261  261                   741-945             2,613,349             2,826,713 

Instructor  (AT)   16.7  22  22                   671-857                202,902                208,612 

Asst  (AY)   1.8  -  -                 581-640 

Lecturer    -  1  1                                t                21,095                  21,180 

Lecturer    (AY) 34.6  35  35                                t              351,830                364,707 

Graduate    asst _  _  _                 (174,342) 

Sabbatical  leave  replacement 2  3.5  3.5                   (6,125)                36,465                  35,994 

Special  leaves  research  or  creative 

act    1.7  1.9  1.9                (10.707)                 19,192                  20,631 

Part-time    faculty _  _  _                 (321,071) 

Substitute  faculty 0.3  0.3  0.3                     (633)                   1,728                    1,728 

Class  and  rank  reclassifications—  _  _  _                   (40,503)                 17,110                  45,014 

Distinguished  teaching  award _  _  _                     (1,500)                   1,500                    1,500 

Totals,  Instructional  Faculty..  392.8  464.7  464.7           $4,136,714           $5,335,862           $5,668,619 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fllleil)       [>alh.)       (Anlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
.  82 
83 
84 
85 
86 


SALARY  RANGE 
$783-950 
746-905 
710-863 
710-863 
556-676 
556-676 
644-783 
584-710 
505-614 
505-614 
492-599 
457-556 
446-543 
435-530 
435-530 
435-530 
415-530 
415-505 
(38,909) 

$479,739 

$4,922,703 


$446-543 


$7,830 

7,460 

9,548 

10,356 

16,224 

8,112 

65,592 

7,068 

13,884 

35,698 

6,628 

5,622 

269,471 

4,438 

5,352 

44,322 

30,759 

45,073 


$9,776 

9,322 

10,020 

10,356 

16,224 

8,112 

70,973 

7,428 

14.208 

38.076 

6.964 

5,910 

288,383 

5.576 

5,622 

48,220 

31,994 

45,073 


$593,437 
16,345,075 


$9,072 
2,918 


$11,990 


$632,237 
>6,733,975 


$9,144 
3,065 


$12,209 


INSTRUCTION— Continued 

Instructional — Continued 
Technical  and    Clerical : 

Equipment  technician  III —  1  1 

Glassblower    -  1  1 

Stage  technician  II 111 

Equipment  technician  II 111 

Clerical  asst  IV -  2  2 

Sr  secretary —  1  1 

Equipment  technician  I 5.6  8  8 

Accompanist  II 0.2  1  1 

Athletic  equipt  attendant  II 2  2  2 

Technical  asst  II 4  5.5  5.5 

Sr    clerk -  1  1 

Accompanist  I O.S  1  1 

Inter  steno 41  46.5  46.5 

Laborator.v  asst  II -  1  1 

Athletic  equipt  attendant  I -  1  1 

Technical  asst   I 5.4  S.3  8.3 

Inter    t.vpist-clerk 6.9  5.5  5.5 

Inter   clerk 2  -  - 

Student    asst 11  12.1  12.1 

Totals,  Technical  and  Clerical        80.9        99.9        99.9 

Totals,    Instructional 505  595.4       595.4 

Special  Programs  : 

Center  for  Economic  Education : 

Director    (AY) 0.4  0.5  0.5 

Inter  steno 0.1  0.5  0.5 

Totals,    Center    for    Economic 

Education   0.5  1  1  $8,502 

Instructional  Services : 
Audio-visual : 

Audio-visual   coordinator  (AY) 

Equipment  technician  II 

Equipment  technician  I 

Photographer   I    

Graphic  artist 

Inter  steno 

Technical  asst  I 

Student  asst  

Totals,   Audio-Visual   

Totals,   Authorized   Positions 

LIBRARY 

Administration : 

College  librarian J 111  $1,467-1,783  $21,.S90  $21,.396 

Librarian   IV O.S           1               1  923-1,120  12,702  13,334 

Sr  steno ; 0.9           1              1  505-614  7,368  7,368 

Inter  typist-clerk 111  415-530  5,599  5,885 

Totals,  Administration    3.7  4  4  $39,804  $47,065  $47,983 

Processing  Services : 

Librarian   IV 111  $92.3-1,120  $13,440  $13,440 

Librarian  III 2.5            5  T,  7.'59-969  52,870  54,012 

Librarian  II 7.1         10  1(1  661-886  84,552  88,380 

Library  asst  II 3               4  4  571-692  32.448  32.832 

Library  asst  I 4.7           5  5  492-599  33,466  34,424 

Sr    clerk    12  2  492-.o99  13.064  13,392 

Keypunch  operator 1.5            2  2  425-517  11,348  11,908 

Inter   typist-clerk    15.3         17  17  415-530  93,460  97,580 

Temporary  help 7.3           8.1  S.I  (40,292)  55,501  55..501 

Student  asst 12            11.7  11.7  (40,292)  43,583  43.583 

Totals,  Processing  Services 55.4         65.8         65.8  $320,574  $433,732  $445,052 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary.  Schedule   for  Instructional 
Positions — State  Colleges." 


1.5 

2.5 

2.5 

$31,720 

$33,904 

1 

1 

1 

$710-863 

9,776 

10,272 

1 

1 

1 

644-783 

8.520 

8,952 

_ 

1 

1 

599-728 

6,106 

7.664 

1 

1 

1 

584-710 

8,418 

8,520 

1 

1 

1 

446-543 

6,179 

6,490 

1 

o 

O 

435-530 

30,423 

11,861 

0.9 

1 

1 

(3,268) 
$59,821 
$4,991,026 

3,725 

3.725 

7.4 

10.5 

10.5 

$84,867 

$91,388 

512.9 

606.9 

606.9 

$6,441,932 

$6,837,572 

11—4316  SW 
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Stafe  Colleges 
STATE   COLLEGE — FULLERTON — Continued 


HIGHE3R  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)       (Auth.)       (Aulh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY— Continued 

Public  Services : 

Librarian  IV 

Librarian  III 

Librarian  II 

Librarian  I 

Library  asst  II  

Library  asst  I  

Sr  clerk 

Keypunch  operator 

Inter  typist-clerk 

Student  asst  

Totals,  Public  Services 

Totals,  Authorized  Positions 


SALARY  RANGE 

0.9 

1 

1 

$923-1,120 

$13,440 

$13,440 

2.8 

3 

3 

759-969 

33,300 

33,804 

2.3 

4 

4 

661-SSG 

34,080 

35,784 

0.3 

_ 

_ 

600-661 

— 

_ 

3 

o 

o 

571-692 

15,680 

16,448 

- 

1 

i 

492-599 

5,904 

6,204 

_ 

1 

1 

492-599 

5,904 

6,204 

0.8 

1 

1 

425-517 

5,743 

6,029 

3.9 

5 

5 

415-530 

28,366 

29,267 

5.4 

7.4 

7.4 

(19,051) 
?12S,070 

27,565 

$169,982 

27,565 

19.4 

25.4 

25.4 

$174,745 

7S.5 


95.: 


95.2 


$488,448 


$650,779 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor    

Administrative  asst  I 

Sr  steno 

Inter  typist-clerk 

Student  asst  

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean  

Admissions  officer 

Registrar  II : 

Evaluation  technician  II 

Evaluation  technician  I 

Supvng  clerk  I 

Sr  typist-clerk 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Inter   clerk   

Student  asst  

Totals,   Admissions    and    Records 

Counselins  and  Testing : 

Assoc  dean 

Counselor    (AY)    

Counselor    

Counselor  and  test  officer 

Test  officer 

Psychometrist 

Sr  steno   

Inter  typist-clerk 

Totals,  Counseling  and  Testing  — 

Activities  and  Housing : 

Assoc    dean    

Housing   coordinator   (AT)    

Activities  adviser 

Inter  steno 

Student  asst 

Totals,  Activities  and  Housing  — 

Placement : 

Placement  officer 

Placement  supvr  I 

Placement  interviewer 

Inter  steno 

Inter  typist-clerk 

Totals,  Placement 5.5  6.5 

Foreign  Student  Program : 

Counselor  (AY) 0.5  0.5 

AY  indicates  Academic  Year  as  defined  by  the  institution. 
t  Salary  ran^e  determined  by  education,  experience,   and 
Positions — State  Colleges." 


6.5 


$43,275 


$51,556 


$667,780 


1 

1 

1 

$1,540-1,873 

$18,480 

$19,404 

— 

1 

1 

I 

11,904 

12,504 

0.9 

1 

1 

783-950 

9,776 

10,272 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

415-530 

5,100 

5.352 

0.5 

0.5 

0.5 

(1,775) 

$46,074 

1,863 

$54,491 

1.863 

4.4 

5.5 

5.5 

$56,763 

1 

1 

1 

$1,206-1.467 

$15,844 

$16,642 

O.S 

1 

1 

821-998 

10,776 

11,310 

1 

1 

1 

821-998 

11,400 

11,976 

1 

1 

1 

644-783 

8,486 

8.916 

2.1 

2 

o 

584-710 

15,840 

16.632 

1.1 

1 

1 

571-602 

6,852 

7,188 

0.9 

1 

1 

492-599 

6,104 

6,412 

4.8 

5 

5 

492-509 

32,302 

33.584 

4.9 

5 

5 

446-543 

32,242 

32,580 

7.5 

6 

6 

415-530 

32,388 

34,032 

o 

6.5 

6.5 

415-505 

83,899 

35,.5S7 

1.8 

2.8 

2.8 

(6,303) 
.$194,635 

10,430 
$216,563 

10,430 

28.9 

33.3 

33.3 

$225,289 

1 

1 

1 

$1,206-1,467 

$14,472 

$15,204 

4.3 

5 

5 

t 

59.567 

63,108 

_ 

0.5 

0.5 

t 

9,072 

9,534 

1 

1 

1 

t 

12,404 

13.014 

0.1 

0.5 

0.5 

t 

2,160 

2.268 

1 

1 

1 

644-783 

8,048 

8.452 

1 

1 

1 

505-614 

7,368 

7,868 

1 

3 

3 

415-530 

15,800 
$128,391 

16,056 

9.4 

13 

13 

$93,519 

$135,004 

1 

1 

1 

$1,206-1,467 

$16,709 

$17,535 

0.9 

1 

1 

t 

10,714 

10,800 

1.8 

2 

2 

644-783 

16,340 

17.162 

2 

9 

2 

446-543 

12.420 

12,720 

1 

1 

- 

3,725 

$59,908 

3,725 

5.7 

7 

7 

$49,104 

$61,942 

1 

1 

1 

t 

$15,036 

$15,804 

1 

1 

1 

$6-14-783 

9,396 

9,396 

2 

2 

2 

556-676 

13.968 

14,676 

0.5 

0.5 

0.5 

446-543 

2,814 

2.952 

1 

2 

2 

415-530 

10,342 

10,859 

$53,687 


0.5  $5,494  $6,202  $6,252 

academic  rank  in  accordance  with   "Salary   Schedule   for   Instructional 
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STATE  COLLEGE — FULLERTON — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)      (tulh.l      (tuth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

Health  Services : 

Medical  officer  II 

Medical  officer  I — 10-month 

Clinical  lab  technoloBist 

Graduate  nurse — 10-month 

Graduate  nurse 

Supvng  clerk  I 

Sr  steno   

Inter  typist-clerk 

Inter  clerk   

Student  asst 

Totals,  Health  Services 

Totals,  Authorized  Positions  . 


PLANT  OPERATION 

Administration : 

Chief   II    

Inter   steno    

Drafting  aid  I 

Student  asst  

Totals,    Administration    

Maintenance  of  Structures : 

Supvn  of  building  trades — 

Chief  engineer  II 

Electrician   I    

Plumber  I 

Carpenter  I   

Painter  I 

Locksmith     

Stationary   engineer 

Chief,   custodial  services  II   

Building  maint  man 

Auto  equipt  operator  I 

Skilled  laborer 

Supvng  custodian   I   

Custodian      

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Lead  groundsman 

Groundsman     

Totals,   Slaintenance   of   Grounds 

Plant  Security : 

Supvng  campus  security  off  I 

Campus  security  off 

Watchman    

Totals,  Plant  Security , 

Motor  Vehicle  Operation : 

Student  asst 

Totals,  Authorized  Positions 


STUDENT  FINANCIAL  AIDS 


SALARY  KANGE 

2 

2 

0 

$1,548-1,882 

$43,080 

$44,100 

1.2 

O 

2 

1,475-1,708 

31,531 

32,471 

1 

1.5 

1.5 

710-821 

13,727 

14,401 

1.2 

2 

2 

660-764 

14.500 

14,776 

1.8 

2 

2 

660-764 

17,616 

18.048 

_ 

1 

1 

571-692 

6,852 

7,188 

1 

1 

1 

505-614 

6,952 

7,308 

- 

1 

1 

415-530 

5.100 

5,352 

- 

o 

2 

415-505 

11,720 

12,120 

0.5 

i 

1 

(1.775) 
$111,294 

3,725 

$154,803 

3,725 

8.7 

15.5 



15.5 

$159,489 

63.1 


81.3 


81.3 


$543,395 


$671,914 


113.8       139.S       139.8 


$720,128 


$870,384 


Totals,  Business   Management. 


0.4 


1.5 


1.5 


$4,928 


$9,235 


$698,426 


1 

1 

1 

$950-1,155 

$13,860 

$13,860 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

435-530 

5,910 

6,210 

1.2 

2.8 

2.8 

(4,409) 
$25,117 

10,430 
$36,716 

10,430 

4.2 

5.8 

5.8 

$37,016 

1.1 

1 

1 

$801-927 

$11,124 

$11,124 

1 

1 

1 

801-927 

11,676 

11,676 

2 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

72S-801 

9,612 

9,612 

2 

2 

2 

692-764 

18,336 

18,336 

2 

2 

2 

692-764 

18,300 

18,336 

1 

1 

1 

692-764 

9,168 

9,168 

6 

6 

6 

692-SOl 

56,389 

57,228 

1.1 

1 

1 

614-746 

8,952 

8,952 

1.8 

2 

O 

599-660 

15,520 

15,840 

1 

1 

1 

584-644 

7,728 

7,728 

1 

2 

2 

584-644 

14,916 

15,276 

3 

4 

4 

505-614 

24,094 

28,264 

63.2 

82.5 

82.5 

435-530 

426,798 

496,009 

87.2 

108.5 

108.5 

$548,450 

$651,837 

$726,773 

1 

1 

1 

$614-740 

$8,952 

$8,952 

1 

2 

2 

530-644 

13,938 

14,400 

13.7 

16.5 

16.5 

505-584 

111,625 

$134,515 

113,798 

15.7 

19.5 

19.5 

$101,484 

$137,150 

0.5 

0.5 

0.5 

$710-863 

$5,178 

$5,178 

2.8 

4 

4 

644^783 

34,494 

35,986 

3.4 

1 

1 

435-530 

5,781 

5,991 

6.7 

5.5 

5.5 

$45,077 

$45,453 

$47,155 

- 

0.5 

0.5 

- 

$1,863 

$1,863 

$949,957 


Administration  : 

-Business  Management : 

Sr  account  clerk 

0.3 

1 

1 

$492-599 

$6,029 

$6,334 

Inter  steno 

0.1 

0.5 

0.5 

446-543 

3,206 

3,258 

$9,592 
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STATS   COLLEGE — FULLERTON — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filledl       (Aalh.l       (Anth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT   FINANCIAL  AIDS— 
Continued 

Administration — Continued 
Student  Services : 

Counselor    

Inter  steno 

Inter    typist-clerk 

Totals,  Student  Services 

Off-Campus  Work-Study : 

Student    asst 

Totals,   Authorized   Positions. 


SALARY  RANGE 

0.8 

1 

1 

1 

$13,644 

0.3 

1 

1 

$446-543 

5,979 

- 

1 

1 

415-530 

5,100 

0.6 
0.6 


3 
1.5 


1.6 


1.5 
6 


REIMBURSED  ACTIVITIES 

Research  Projects : 
Temporary  help 0.7  -  - 

Summer  Sessions : 

Dean    0.5  0.5  0.5 

Instructional    faculty 24.3  26.3  26.3 

Sr   steno 111 

Keypunch  operator -  1  1 

Inter    clerk -  1  1 

Student  asst 1.7  2  2 

Totals,   Summer   Session 27.5         31.8         31.8 

Auxiliary  Organizations : 

Accounting  officer  II 0.6  1  1 

Special  Projects : 

Music  studio  teachers 6  6  6 

Extension  :  a 

Instructional    faculty 1.6  -  - 

Totals,  Authorized  Positions 36.4         38.8         38.8 

TOTALS,  AUTHORIZED  POSITIONS 

(General  Fund) 862.2    1,036.3    1,036.3 

EXTENSION  a 

Instructional   faculty   —  1.6  1.6 

Inter  typist-clerk  A -  1  1 

Totals,  Authorized  Positions 

(Extension  Revenue  Fund) -  2.6  2.6 


$19,573 

$2,139 
$26,640 

$51,879 

$1,540-1,873 

J. 

505-614 ' 
425-517 
41.5-505 
(5,999) 


$24,723 

$5,588 
$39,546 


$14,328 
6,282 
5,352 

$25,962 

$5,588 
$41,142 


$11,238 
325,546 
6,784 
5,226 
5,286 
7,450 


$11,238 
325,546 
7,128 
5,490 
5,553 
7,450 


$295,012 

$361,530 

$362,405 

$6,581 

$9,396 

$9,852 

$21,022 

$25,961 

$25,961 

$26,361 

- 

- 

$400,855 

$396,887 

$398,218 

$7,615,848 

$9,686,041 

$10,229,759 

$415-530* 

$34,133 
6,060 

$34,133 
6,060 

$40,193 


$40,193 


PARKING  FACILITIES 

Supvng  campus  security  o£E  I       0.5  0.5  0.5  $710-863  $5,178  $5,178 

Campus  security  ofE 2.5  2.5  2.5  644-783  22,916  23,124 

Groundsman 0.5  1  1  505-584  6,672  7,008 

Laborer 0.7  1  1  505-556  6.672  6,672 

Asst  cashier-clerk 0.6  1  1  415-505  6.060  6,060 

Temporary   help    0.2  1,  1  (969)  5,904  5,904 

Totals,  Authorized  Positions 

(Parking  Revenue  Fund) 5  7  7  $37,972  $53,402  $53,946 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS  (All  funds) 867.2  1,045.9  1,045.9  $7,653,820  $9,779,636  $10,323,898 

a  Effective  July  1,  1968,  2.6  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension Program  Revenue  Fund. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
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23 
24 
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26 
27 
28 
29 
30 
31 
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33 
34 
35 
36 
37 
38 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FINid)       (Anili.l       (Aolh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


GENERAL  ADMINISTRATION 

Executive:  salary  RANGE 

President 1.3           1              1  $2,274-2,765  $30,084  $32,916 

Vice   president O.S           2              2  1,699-2.066  49,584  49,584 

Dean    1              _             _  1,617-1,967 

Executive   dean   111  1,540-1,873  22,476  22,476 

Voc  instructor 111  t  20.160  20,160 

Publications    manager    111  t  19.536  20.160 

Administrative   a.sst   I   1.5           3              3  783-950  30,738  32,247 

Administrative  secretary 0.3           1              1  599-728  8,736  8,736 

Secretar.v    I    0.8           -              -  584-710 

Sr  secretary 0.3           2              2  5.56-676  16,224  16,224 

Sr   steno   3.7           2              2  50.5-614  13.910  14,.526 

Inter  steno     .    -              2              2  446-.543  10.980  11,532 

Temporary   help    1.1           1              1  (6,204)  5.904  5,904 

Tot.ils,   Executive   13.8         17            17  $191,036  $228,332  $234,465 

Business  Manasement : 

Business  Manager's  OlBce : 

College  business  mgr  II 111  $1,405-1,708  $20,496  $20,496 

Sr   steno   0.9           1              1  505-614  7,368  7,368 

Inter  steno 0.6           1              1  446-543  5,490  5,766 

Inter   typist-clerk    -              0.3           0.3  415-530  1,530  1.606 

Temporary  help 0.7           0.9           0.9  (3.853)  5,314  5.314 

Totals,  Business  Manager's  Of- 
fice     3.2          4.2          4.2  .'532.833  $40,198  $40,550 

Accounting  Office : 

Accounting  o£f 111  $863-1,048  $12,576  $12,576 

Accounting  techn  III 111  614-746  8,952  8,952 

Sr  account  clerk 3              3              3  492-599  19,998  21,004 

Bookkeeping   mach   opr  II 111  457-556  6,035  6.340 

Inter  steno 111  446-543  6.0.54  6.360 

Inter   tvpist-clerk   0.8           3              3  415-530  15,340  16,100 

Asst  cashier-clerk -              1              1  415-505  5,100  5.3.52 

Inter  account   clerk   1.8           2              2  415-505  10,828  11.376                                    ; 

Totals,  Accounting  Office 9.6         13            13  $59,840  $84,883  $88,060 

Payroll : 

Administrative   assistant  I 111  $783-950  $10,146  $10,650 

Senior  clerk 111  492-599  7,188  7,188 

Payroll  &  personnel  trans  elk  I._  1              2.5           2.5  41.5-505  13,523  14,206 

Intermediate  typist-clerk 1              -             -  415-505  -  - 

Temporary   help    0.4           0.5           0.5  (2,133)  2,952  2,952 

Totals,  Payroll 4.4           5              5  $28,742  $33,809  $34,996 

Personnel : 

Assoc  personnel  analyst -              1              1  $950-1,155  $11,400  $11,976 

Asst  personnel  analyst 111  78.3-950  11.400  11,400 

Inter  steno 111  446-513  5,858  6,154 

Inter   typist-clerk    -              2              2  415-530  10,200  10,704 

Totals,   Personnel   2              5              5  $16,223  $38,858  $40,234 

Purchasing : 

Business  service  ofe  I 111  $783-950  $10,860  $11,400 

Supvng  clerk  I 111  571-692  8,304  8,304 

Sr  typist-clerk 111  492-599  7,188  7,188 

Stock  clerk 111  480-584  6,464  6,784 

Inter  steno 111  446-543  6,516  6,516 

Inter  typist-clerk 0.6           1              1  415-530  5,220  5,484 

Inter  clerk 0.4           1              1  415-505  5,120  5,374 

Totals,  Purchasing 6              7              7  $42,518  $49,672  $51,050 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in   accordance  with   "Salary   Schedule   for   Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


STATE   COLLIGE   AT  HAYWARD— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleii)       (Aulh.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  EANGE 

1 

1 

1 

$614-746 

$8,080 

$8,486 

1 

1 

1 

530-644 

7,728 

7,728 

3 

4 

4 

480-584 

25,484 

26,758 

1 

1 

1 

457-556 

6,438 

6,672 

1 

1 

1 

457-556 

6,672 

6,672 

0  5 

0.5 

0.5 

446-543 

3,102 

3,258 

'>. 

2 

2 

415-505 

11,659 

11,945 

_ 

'%1li 

7,582 

17,221 

0.1 

_ 

_ 

- 

- 

- 

- 

(4,541) 

- 

- 

9.6 


10.5 


10.5 


34.8 


44.7   44.7 


$59,975 
$240,131 


$76,745 
$324,165 


$88,740 
$343,630 


0,3 

1 

1 

t 

$21,180 

$21,180 

1 

1 

1 

$801-973 

11,676 

11,676 

_ 

_ 

— 

783-950 

— 

— 

? 

2 

2 

556-676 

13,344 

14.016 

1 

1 

1 

644-783 

8,418 

8,844 

0  3 

_ 

— 

530-644 

— 

— 

05 

_ 

_ 

480-584 

- 

- 

06 

1 

1 

425-517 

5,226 

5,490 

0.3 

1 

1 

415-530 

5,553 

5,835 

54.6 


88.7 


$36,590 

$467,757 


$65,397 
$617,894 


$67,041 
$645,130 


GENERAL  ADMINISTRATION— Continued 

Business  Management — Continued 
General  Institutional  Services : 

Property  clerk  II 

Duplicating  mach  supvr  I 

Stock  clerk 

Duplicating  mach  opr  II 

Supvng  telephone  opr  I 

Inter  steuo 

Telephone  opr   

Non-faculty  reclassification 

Temporary  help 

Premium  overtime   pay 

Totals,  General  Institutional 
Services 

Totals,  Business  Management 

Automatic  Data  Processing  Services  : 

Director    

Computer  programer  II 

EDP  supvr  II 

Computer  opr 

EDP  supvr  I 

Sr  tab  mach  opr 

Tab  mach  opr 

Keypunch  opr   

Inter  typist-clerk 

Totals,  Automatic  Data  Processing 

Services 

Totals,  Authorized  Positions 

INSTRUCTION 

Instructional : 
Administration  : 
College : 

Dean    

Assoc  dean,  graduate  studies 

Academic  planner 

Coordinator,  grad  program 

School : 

Division  chairmen 

Coordinator,  elem  educ  (AY)  _ 

Coordinator,  second  educ  (AT) 
Department : 

Department   chairmen   

Department  chairman   (AY) 

Clerical : 

Sr  secretary  

Secretary  B  

Clerical  assistant  III  B 

Inter  steno 

Totals,  Administration 20.1         33.3         33.3  $275,118  $423,335  $439,459 

Instructional  Faculty : 

Professor  (AY)   58.8  58.8  5S.S       $1,194-1,524  $959,951              $984,527 

Assoc  professor   (AY)   71  71.6  71.6  937-1.194                931,075                969,024 

Asst  professor   (AY)    113.1  263.3  263.3  741-945             2,562,332             2,836,384 

Instructor  (AY)   7  7  7  671-857                  63,811                  66,619 

Asst   1.5  2.2  2.2  671-741                  18,171                  18,792 

Lecturer    (AY)    111  t  8,460  8,892 

Terminal  pay _  _  _  (4,696) 

Sabbatical     leave — difference     in 

pay 2.8  -  -  (21,216) 

Sabbatical  leave  replacement 8.2  3  3  (30,750)                38,565                  41,136 

Special  leaves  research  or  creative 

act   1.5  2.5  2.5  (14,373)               23,996                 25,710 

Part-time  faculty 43.2  -  -  (41.3,329) 

Substitute  faculty 0.1  0.3  0.3  (824)                   3,085                    3,085 

Class  and  rank  reclassifications  _  -  -  -  (38,301)                 10,434                  55,243 

Distinguished  teaching  award -  -  -  (1.000)                  2,000                    2,000 

Totals,  Instructional  Faculty  _       303.2       409.7       409.7  $3,421,547  $4,621,880  $5,011,412 

AT  indicates  Academic  Year  as  defined  by  the  institution. 

i  Salary   range  determined  by  education,   experience,   and  academic  rank   in   accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 


1 
1 

1 
0.5 

1 
0.5 

1 

0.5 

1 

0.5 

$1,540-1,873 

t 

t 
t 

$22,476 
10,590 
13,014 
10,590 

$22,476 
10,590 
13,116 
10,590 

6 

0.8 

1.3 

6 

0.8 

1.3 

6 

0.8 

1.3 

t 

108,188 
13,887 
22,565 

109,958 
14,184 
23,049 

0.6 
6.4 

1 
10.2 

1 
10.2 

■■ 

11,250 
145,755 

11,340 
156,326 

0.3 

0.7 
2 

1 
1 
1 
8 

1 
1 
1 
8 

556-676 
505-614 
50.5-614 
446-543 

8,112 
6,060 
6,060 

44,788 

8,112 

6,360 

6,360 

46,998 

HIGHER  EDUCATION 


State  Colleges 
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STATE   COLLEGE  AT  HAYWARD— Continued 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
U 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
S3 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       («alh.)        (Anrh.) 


ACTUAL 
1957-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


INSTRUCTION— Continued 

Instructional — Continued 
Technical  and  Clerical : 

Equipment  techn  II 

Clinical  lab  technologist 

Sr  Clk 

Equipment  techn  I 

Athletic  equipt  attendant  II 

Technical  asst  II 

Sr  steno 

Sr  clerk 

Vari-tj'pist    

Stock  clerk 

Accompanist  I 

Inter  steno 

Athletic  eauipt  attendant  I 

Tech  asst  I 

Inter  typist-clerk 

Temporary  help 

Student  asst  

Totals,   Technical   and  Clerical 

Totals,  Instructional 

Instructional  Services: 
Audio  Visual : 

Audio  visual  coordinator  (AY) 

Equipment  techn  II 

Photoffrapher  II 

Graphic  artist 

Sr  steno 

Tech  asst  I 

Inter  typist-clerk 

Temporary  help 

Totals,  Audio  Visual 

Totals,     Instructional     Serv- 
ices   

Totals,     Authorized     Posi- 
tions   


LIBRARY 

Administration : 

College  librarian   1  1 

Librarian  IV    1  1 

Sr  steno    1  1 

Stock  clerk   1  1 

Totals,  Administration 4  4 

Processing  Services : 

Librarian  IV   1  1 

Librarian  III 2  2 

Librarian  II -  8 

Library  asst  II 0.8  2 

Library  asst  I -  2 

Inter  steno —  1 

Inter  tvpist-clerk 2.2  9.5 

Temporary  help 20  47.3 

Student  asst 5.6  7.9 

Totals,  Processing  Services 31.6  80.7 

Public  Services : 

Librarian  III 2  3 

Librarian  II 1  1 

Librarian  I 2  2 

Inter  steno 1  1 

Inter  typist-clerk 5.9  6 

Temporary  help -  4.8 

Student  asst 2.7  3.6 

Totals,  Public  Services 14.6  21.4 

Totals,  Authorized  Positions—  50.2  106.1 

AY  indicates  Academic  Year  as  defined  by  the  institution, 

t  Salary   range   determined  by   education,  experience,    and 
Positions — State  Colleges." 


SAL.\RY  K.\NGE 

3.9 

4 

4 

$710-.S63 

$39,948 

$40,390 

_ 

1 

1 

710-821 

7,244 

9,100 

_ 

1 

1 

492-599 

4.920 

6,1.54 

3.2 

7 

7 

64^783 

51,260 

57,688 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

9 

505-614 

13.298 

13.967 

8.7 

9 

9 

505-614 

61,646 

63,848 

1 

1 

1 

492-599 

7,188 

7.188 

_ 

1 

1 

480-584 

4,900 

6.160 

3 

5,5 

5.5 

480-584 

31.473 

35.552 

1 

1 

457-556 

4.662 

5.860 

20 

28 

28 

446-543 

162,791 

173,139 

1 

1 

1 

435-530 

6.360 

6,360 

5.7 

8.5 

8.5 

435-530 

44.209 

49..369 

4.3 

7.5 

7.5 

415-530 

35.481 

41,101 

.3.8 

0.6 

0.6 

f20.615) 

3.542 

3.542 

13.5 

9.5 

9.5 

f47,930) 
$397,888 

35,388 

$521,678 

$5,566,893 

35,388 

71.1 

88.6 

88.6 

$562,174 

394.4 

531.6 

531.6 

$4,094,553 

$6,013,045 

2 

9 

9 

$30,004 

$30,802 

2 

9 

9 

$710-863 

20.628 

20,712 

1 

1 

1 

692-842 

9,612 

10,104 

0.5 

0.5 

0.5 

584-710 

3,819 

4,008 

1 

1 

1 

505-614 

7.368 

7,368 

0.5 

0.5 

0.5 

435-530 

3,068 

3,180 

0.5 

0.5 

0.5 

415-530 

2,777 

2.918 

1 

2.7 

2.7 

(5,722) 
$75,411 

15,941 

15,941 

8.5 

10.2 

10.2 

$93,217 

$95,033 

8.5 

10.2 

10.2 

$75,411 

$93,217 

$95,033 

402.9 

541.8 

541.8 

$4,169,964 

$5,660,110 

$6,108,078 

1 

2 

8 
2 
2 
1 

9.5 

47.3 

7.9 


$1,467-1,783 

923-1,120 

505-614 

480-584 

.$44,900 


$923-1.120 
759-969 
661-886 
571-692 
492-599 
446-543 
415-530 
(110,061) 
(19.935) 


80.7 


3 

1 

2 

1 

6 

4.8 

3.6 


21.4 


106.1 


$181,605 


$759-969 
661-886 
600-661 
446-543 
415-530 
(-) 
(9,585) 

$87,710 

$314,215 


$21,396 

13,440 

7.218 

6,516 

$48,570 


$13,175 
23,256 
72.970 
15,712 
14,376 
6,029 
49,690 

324,099 
29,428 

$548,735 


$31,352 
9,531 
15,864 
5,881 
32,924 
28,339 
13,410 

$137,301 

$734,606 


$21,396 

13,440 

7,368 

6,840 

$49,044 


$13,440 
23,256 
76,675 
16,480 
14:376 
6,3.34 
51,854 

324,099 
29,428 

$555,942 


$32,820 
10,008 
15,864 
6,179 
34,600 
28,339 
13,410 

$141,220 

$746,206 


academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
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State  Colleges 


HIGHER  EDUCATION 


STATE  COLLEGE  AT  KAYWARD — Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(filled)      (Auth.)      (»oth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

a 

4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor    

Adm   asst   I 

Sr    secretary    

Inter  steno 

Inter   typist-clerk    

Totals,   Dean's  OfSce 

Admissions  and  Records : 

Assoc  dean 

xidmissions  off 

Registrar    I    

Evaluation   techn   II 

Sr   steno   

Sr    clerk    

Inter  steno   

Inter   typist-clerk    

Inter   clerk   

Inter  file  clerk 

Temporary  help 

Student    asst    


0.8 
1.1 


2.9 


0.6 

0.4 

1 

1 

1 

4.3 

1 

2.8 

7.9 

1 

0.2 


6.9 


0.9 


1 
1 

1 
1 
0.5 

1 


;.5 


1 
1 
1 
1 

1 

7.4 

2 

1.5 

8 

1 

0.7 

0.5 


Totals,    Admissions   and    Records  21.2  26.1 

Counseling  and  Testing : 

Assoc  dean            1  1 

Counselor   (AY)    2.7  4.7 

Counselor              1.1  1 

Test  officer  (AY)   0.5  1 

Psychometrist 1  1 

Sr   steno   1  1 

Inter  steno 1.2  2.5 

Inter  clerk   0.3 

Temporary  help —  0.3 

Totals,  Counseling  and  Testing—  8.8  12.5 

Activities  and  Housing : 

Assoc  dean 1  1 

Housing   coordinator    (AY) 0.5  1 

Activities  adviser 1  2 

Sr  steno   1  1 

Inter  steno 1.6  1.7 

Inter   typist-clerk    -  0.5 

Totals,  Activities  and  Housing —  5.1  7.2 


1 

1 

2 

1 

1.5 

0.3 


6.8 


1 
1 
0.5 


1 

1 

1 

1 

0.5 

1 


5.5 


1 

1 

1 

1 

1 

7.4 

2 

1.5 

8 

1 

0.7 

0.5 


26.1 


] 

4.7 

1 

1 
1 
1 
2.5 

0.3 


12.5 


1 

1 

2 

1 

1.7 

0.5 


Placement : 

Placement    oflicer    

Placement  supvr  I 

Placement  interviewer 

Inter  steno 

Inter   typist-clerk   

Temporary  help 

Totals,  Placement 

Foreign  Student  Program : 

Counselor    (AY)    

Counselor    

Inter    steno    

Totals,  Foreign  Student  Program  0.9  2.5 

Health  Services : 

Medical  off  II 0.9  1 

Medical  off  I— 10  month -  0.5 

Graduate  nurse — 10  month -  0.5 

Graduate  nurse 1  1 

Inter  steno 1  1 

Temporary  help -  0.9 

Totals,  Health  Services 2.9  4.9 

Totals,   Authorized   Positions--         48.7         65.5 

AY  indicates  Academic  Year  as  defined  by  the  institution, 
t  Salary   range  determined  by  education,   experience,   and 
Positions — State  Colleges." 


7.2 


1 

1 

2 

1 

1.5 

0.3 


6.8 


1 
1 
0.5 


2.5 


1 

0.5 

0.5 

1 
1 
0.9 


4.9 


SALARY  RANGE 

$1,540-1,873 

783-950 
556-676 
446-543 
415-530 

$35,591 


,206-1,467 
821-998 
746-905 
644-783 
505-614 
492-599 
446-543 
41.5-530 
415-505 
415-505 
(-) 
(687) 

$144,.581 


$1,206-1.467 


644-783 
50.1-614 
446-543 
415-505 
(-) 


$89,341 


t 


$1,206-1,467 
t 
644-783 
505-614 
446-543 
415-530 


$44,527 


$644-783 

556-676 

446-543 

415-530 

(-) 

$56,915 


$446-543 

$8,482 


$1,548-1,882 

1,475-1,708 

660-764 

660-764 

446-543 

{-) 

$30,289 


$22,476 

21,180 

10,692 

8,112 

2,745 

5,100 

$70,305 


$14,472 
9,852 

10,146 
9,396 
7,008 

47.474 

12,006 
8.660 

43,669 
5,220 
4,133 
1,863 

$173,899 


$17,604 

49,343 

20,269 

9,938 

8,452 

7,368 

14,441 


$129,186 


$17,604 

10,671 

15,712 

7,368 

9,460 

3,030 

$63,845 


$21,095 
9,285 
15,282 
5,697 
9,090 
1,771 

$62,220 


$9,427 
10,757 

2,745 

$22,929 


$19,840 
7,375 
3,364 
9,168 
6,516 
5,314 

$51,577 


$22,476 

21,180 

11,220 

8,112 

2,883 

5.352 

$71,223 


$15,204 

10.3m 

10.650 
9,396 
7.368 

49.158 
12,282 
8,791 
45,884 
5,484 
4,133 
1,863 

$180,569 


$17,604 
52.631 
20,-546 
10,266 
8.880 
7.368 
15,167 

1,771 

$134,233 


$17,604 

11.200 

16,496 

7,368 

9,929 

3,030 

$65,633 


$21,180 
9,396 
15,936 
5,979 
9,090 
1,771 

$63,352 


$10,757 
11,295 

2,883 

$24,935 


$20,836 
7,657 
3,496 
9,168 
6,516 
5,314 

$52,987 


65.5  $409,726  $573,961  $592,932 

academic  rank   in   accordance  with   "Salary   Schedule  for  Instructional 
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STATE  COLLEGE  AT  HAYWARD — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.l       (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
63 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


1 
1 
1 
1 
1 


SALARY  KANGE 
$863-1,048 
801-927 
801-927 
556-676 
530-644 
480-584 
446-543 


$12,576 

9,612 

11,124 

7,068 

7,398 

6,516 


$12,576 
10,104 
11,124 

7,428 
7,728 

6,516 


PLANT  OPERATION 

Administiation : 

Chief   I    1 

Supervisor — 

Chief  engineer  I 1 

Drafting  aid  II 0.6 

Storekeeper  I — 

Stocl5  clerk 1 

Inter  steno 1 

Totals,    Administration    

Maintenance  of  Structures : 

Electrician  II 

Plumber  II 

Carpenter  II 

Electrician  I 

Plumber  I 

Sheet  metal  worker 

Carpenter  I   

Painter  I 

Locksmith 

Stationary    engineer    

Stationary  fireman 

Supvng  custodian  III 

Building  maint  man 

Skilled  laborer 

Supvng  custodian  II 

Supvng  custodian  I 

Laborer   

Supvng  custodian  I 

Custodian    

Inter  typist-clerk 

Housekeeper   

Temporary  help 

Student  asst  

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Supvng  groundsman  I 

Tractor  opr  laborer  

Skilled  laborer 

Lead  groundsman 

Groundsman 

Totals,   Maintenance  of   Grounds 

Plant  Security : 

Supvng  campus  security  off  I 

Campus  security  off 

Watchman    

Totals,  Plant  Security 

Motor  Vehicle  Operation : 

Auto  mechanic 

Auto  equipt  opr  I 

Totals,  Motor  "Vehicle   Operation 

Totals,  Authorized  Positions 

STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr  account  clerk 

Inter  typist-clerk 

Inter  account  clerk 

Totals,    Business    Management  0.7  2  2  $4,004  $11,788  $12,381 

Student  Services : 

Counselor    1.1  1  1  t  $11,528  $12,104 

Student  personnel  techn 0.3  0.5  0.5  $584-710  3,624  3,S04 

Inter  steno 0.3  0.5  0.5  446-543  2,918  3,065 

Inter  clerk   1.3  1  1  415-505  5,327  5,594 

Totals,  Student  Services 3^         3  3  $15,587  $23,397  $24,567 

t  Salary  range  determined  by  education,   experience,   and  academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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$39,563 
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$55,476 
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$764-842 
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764-842 

$10,104 
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728-801 

9,612 
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728-801 

18,348 

18,780 

0.8 
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8,736 

9,168 

_ 
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1 

728-801 
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9,168 

- 

1 
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692-764 

8,304 

8,736 

l.S 

2 

o 

692-764 

17,472 

17,904 

1 

1 

1 

692-764 

9,060 

9,168 

3.9 

5 

5 

692-801 

46,604 

47,184 

2 

4 

4 

628-692 

32,064 

32,832 

1.1 

1 

1 

614-746 

8,952 

8,952 

1.8 

1 

1 

599-660 

7,920 

7,920 

1.2 

2 

2 

584-644 

14,916 

15,276 

— 

1 

1 

556-676 

6,672 

7,008 

1 

2 

2 

505-614 

13,636 

14,264 

0.2 

2 

2 

505-556 

12,882 

13,188 

1 

_ 

_ 

480-584 

- 

- 

31.9 

48.5 

48.5 

435-530 

282,092 

292,258 

1 

— 

_ 

415-530 

— 

— 

0.1 

1 

1 

415-505 

5,100 

5,352 

4.7 

0.6 

0.6 

(31,683) 

4,313 

4,313 

2.2 

- 

(7,907) 
$365,795 

- 

- 

58 

78.1 

78.1 

$525,523 

$541,187 

0.8 

$676-821 

_ 

_ 

0.3 

1 

1 

614-746 

$8,952 

$8,952 

1 

1 

1 

614-676 

8,112 

8,112 

0.8 

1 

1 

584-644 

7,188 

7,548 

1 

3 

3 

530-644 

20,088 

21,072 

17.9 

24 

24 

505-584 

161,842 
$206,182 

165,356 

21.8 

30 

30 

$139,824 

$211,040 

1 

1 

1 

$710-863 

$10,356 

$10,356 

3.8 

4 

4 

644-783 

35,C56 

36,738 

2.8 

1 

1 

435-530 

6,421 
$52,433 

6,761 

7.6 

6 

6 

$55,588 

$53,855 

0.8 

1 

1 

$676-746 

$8,112 

$8,520 

1 

1 

1 

584-644 

7,728 
$15,840 

7,728 

1.8 

2 

2 

$13,628 

$16,248 

93.8      122.1      122.1 


0.5 
0.1 
0.1 


1 

0.5 

0.5 


1 

0.5 

0.5 


$614,398 


$492-599 
415-530 
415-505 


$854,272 


$6,378 
2,610 
2,800 


$877,806 


$6,696 
2,742 
2,943 
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HIGHEE  EDUCATION 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2     STUDENT  FINANCIAL  AIDS— Continued 

3 

4 

5 

6 

7 


9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Administration — Continued 
Off-Campus  Work-Study : 
Temporary  Iielp 


0.4 


0.4 


Totals,  Off-Campus  Work-Study 
Totals,   Authorized   Positions 


0.4 


0.4 


3.7 


5.4 


SALARY  RANGE 
(-) 


$19,591 


$2,362 


$2,362 


$2,362 


$2,362 


$37,547 


$39,310 


YEAR-ROUND  OPERATION 

General  Administration : 
Executive : 

Temporary  help -  0.7           0.7                          (-)                $4,133                  $4,133 

Business  Management : 
Accounting : 

Inter  account   clerk 2  3              3                      $9,876                  15,640                  16,418 

Payroll : 

Payroll  and  personnel  trans 

elk   I   1.4  2.5          2.5                   6,616                 13,078                 13,736 

Personnel : 

Sr   steno   111                   505-614                    7,368                    7,368 

Inter   typist-clerk    O.S  -              -                  415-530 

Totals,   Personnel 1.8  1              1                    $10,654                  $7,368                  $7,368 

Purchasing : 

Inter  steno 111                      $5,226                  $5,766                  $6,054 

General  Institutional  Services : 

Stock  clerk 111                  480-584                    6,516                    6,840 

Temporary  help 0.3  0.3           0.3                   (1.645)                  1,771                    1,771 

Totals,  General  Institutional 

Services 1.3  1.3           1.3                  $7,423                  $8,287                  $8,611 

Totals,    Business    Manage- 
ment    7.0  8.8          8.8                $39,795               $50,139               $52,187 

Totals,    General   Admin- 
istration    7.5  9.5          9.5                $39,795               $54,272               $.56,320 

Instruction  : 
Instructional : 
Administration : 

Dean    0.7  0.7           0.7       $1,540-1,873                $15,733                $15,733 

Department  chairman  (AY)  __  1  3.7           3.7                              t                41,427                  47,216 

Coordinator    (AY)    0.5  0.5           0.5                              t                  8,304                    8,304 

Curriculum  supvr   (AY) 1.6  1.6           1.6                                t                 26,573                   26,573 

Curriculum  evaluator  (AY)   __  0.1  0.1           0.1                              f                  1,661                    1,661 

Inter  steno -  0.1           0.1               446-543                       549                       577 

Totals,  Administration 3.9  6.7           6.7                 $48,520                $94,247              $100,064 

Instructional  Faculty : 

Professor  (AY) -  9.8           9.8       $1,194-1,524              $162,758              $162,758 

Assoc  professor   1.1  1              1            1,08-1-1,384                  10,284                  10,800 

Assoc  professor  (AY) -  21.8         21.8            937-1,194                165,470                275,275 

Asst  professor  (AY) -  36            36                   741-945                370,224                370,224 

Instructor  (AY)    -  0.8           0.8               671-857                    7,459                    7,459 

Part-time  faculty 42.5  -              -                  (450,185) 

Totals,  Instructional  Faculty  43.6  69.4         69.4              $464,513              $716,195              $826,516 

Technical  and  Clerical : 

Equipment  techn  I -  1              1                 $644^783                  $6,440                  $8,048 

Technical  asst  II 1.9  2              2                  505-614                  12,622                  13,244 

Sr  steno    111                  505-614                    7,368                    7,368 

Clerical  asst  III  B -  1              1                   505-614                    6,060                    6,360 

Sr  clerk -  1              1                   492-599                    4,920                    6,154 

Inter  steno 6.5  10.5         10.5               446-543                  56,370                  63,099 

Athletic  equipt  attendant  I -  0.5           0.5               435-530                    2,219                    2,788 

Technical  asst  I -  1.5           1.5               435-530                    6,657                    8,364 

Temporary  help -  1.5           1.5                          (-)                  8,167                    8,856 

Student  asst 2.1  3.2           3.2                   (7,356)                11,920                  11,920 

Totals,  Technical  and  Clerical  11.5  23.2         23.2                $62,215              $122,743              $136,201 

Totals,  Instructional 59  9a3         99.3              $575,248              $933,185           $1,062,781 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,  and  academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auih.)       lAuih.) 


YEAR-ROUND  OPERATION— Continued 

Instruction — Continued 
Instructional  Services : 
Audio-visual : 

Audio-visual  coordinator  (AY)_  0.1  0.3 

Temporary  help 0.5  0.5 

Student  asst 0.5  0.5 

Totals,  Audio-visual 1.1  1.3 

Totals,  Instructional  Serv- 
ices    1.1  1.3 

Totals,  Instruction 60.1  100.6 

Library  : 

Public  Services : 

Library  asst  I 1  - 

Student  asst 3  - 

Totals,  Public  Services 4  - 

Totals,  Library 4  - 

Student  Services : 
Deans  OflBce : 

Temporary  help -  2.2 

Admissions  and  Records : 

Admissions  off 0.2  - 

Evaluation  teehn  I 1  2 

Sr  clerk -  1 

Inter  steno 2  2 

Inter  typist-clerk 0.2  1.3 

Keypunch   opr   1  1 

Inter   clerk    3  3 

Temporary  help 0.6  1 

Totals,  Admissions  and  Records  8  11.3 

Counseling  and  Testing : 

Counselor    (AY)    0.6  0.7 

Test  off   (AY)   0.1  0.2 

Temporary  help 0.7  0.6 

Totals.  Counseling  and  Testing  1.4  1.5 

Activities  and  Housing : 

Housing  coordinator 0.2  - 

Inter  steno 0.3  0.3 

Temporary  help 0.6  0.1 

Temporary  help — activity  advisor  —  0.1 

Totals,  Activities  and  Housing  1.1  0.5 

Pl.icement : 

Temporary  help 0.1  0.1 

Student  asst 0.2 

Totals,  Placement 0.3  0.1 

Health  Services : 

Temporary  help —  0.1 

Temporary  help — medical  ofE  I -  0.2 

Temporary  help — graduate  nurse_  -  0.1 

Totals,  Health  Services -  0.4 

Totals,  Student  Services 10.8  16 

Plant  Operation : 

Maintenance  of  Structures: 

Building  maint  man 1  1 

Custodian    2  2 

Totals,   Maintenance  of   Struc- 
tures    3  3 

AY  indicates  Academic  Year  as  defined  by  the  institution, 

t  Salary  range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


1.3 


1.3 


100.6 


2 

1 
2 

1.3 
1 
3 
1 


11.3 


0.7 
0.2 
0.6 


1.5 


0.3 
0.1 
0.1 


0.5 


0.1 


0.1 


0.1 

0.2 

0.1 


0.4 


16 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


$5,881 


$5,881 


$581,129 


$492-599 
(10,647) 

$17,547 

$17,547 


(-) 


$821-998 
584-710 
492-599 
44(>-543 
415-530 
425-517 
415-505 
(2,147) 

$43,202 


($2,551) 
$11,232 


$446-543 

(2,312) 

(200) 

$6,171 


$528 
854 

$1,382 


$87 
576 
261 

$924 

S2,911 


1  $599-660 

2  435-530 


$9,326 


$9,326 


$942,511 


$12,989 


$14,736 
5,904 

12,083 
6.660 
5.513 

16.647 
5,904 

$67,447 


$7,560 
2.160 
3,542 

$13,262 


$1,682 
590 
773 

$3,045 


$684 


$684 


$590 
3,540 

811 

$4,941 
$102,368 


$7,920 
11,505 


PROPOSED 
1969-70 


S.\L.\RY  RANGE 

0.3 

($1,481)  t 

$4,511 

$4,511 

0.5 

(2,711) 

2,952 

2.952 

0.5 

(1,689) 

1,863 

1,863 

$9,326 


$9,326 


$1,072,107 


$12,989 


$15,480 
6,204 

12,694 
6.991 
SJSO 

17.502 
5,904 


$70,564 


$7,560 
2,160 
3,542 

$13,262 


$1,764 
590 
773 

$3,127 


$684 


$590 

3,540 

811 


4,941 


$105,567 


$7,920 
12,095 


3  $17,449  $19,425  $20,015 

academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
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HIGHER  EDUCATION 
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SALABIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (ftuth.)       (Anili.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
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8 
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11 
12 
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21 
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23 
24 
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28 
29 
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31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION— Continued 

Plant  Operation — Continued 

Plant  Security  :  SALARY  RANGE 

Campus  security  off 0.4  0.5  0.5  $644-783                  $4,090                  $4,296 

Student  asst 0.2  0.3  0.3  (563)                 1,118                   1,118 

Totals,  Plant  Security 0.6  O.S  0.8  $3,830                  $5,208                  $5,414 

Totals,  Plant  Operation 3^6  3^8  3^  $21,279                $24.633                $25,429 

Totals,     Authorized     Posi- 
tions    86  129.9  129.9  $722,661          $1,123,784          $1,259,423 

REIMBURSED  ACTIVITIES 

Summer  Sessions : 

Dean    0.3  0.3  0.3       $1,540-1,873  $6,743                  $6,743 

Instructional  faculty  (AY) 4  10.2  10.2  (38,550)t            104,897                104,897 

Inter  steno 0.6  1  1  446-543                    5,733                    6,021 

Temporary  help 1.4  2.2  2.2  (7,520)                 12,989                  12,989 

Student  asst 1.1  1.5  1.5  (3,779)                 5,588                   5,588 

Totals,  Summer  Session 7.4  15.2  15.2  $59,308              $135,950              $186,238 

Auxiliary  Organizations : 

Student    asst   _  _  _  $157                           -                          - 

Overtime -  2  2  481                $10,823                $10,823 

Temporary  help 1  3.8  3.8  5,245                  22,435                  22,435 

Totals,  Auxiliary  Organizations  _  1  5.8  5.8  $5,883                $38,258                $33,258 

Extension : 

Instructional  faculty 7.4  -  -  ($71,099) 

Inter  steno 0.8  -  -  446-543 

Inter  typist-clerk 0.5  -  -  415-530 

Temporary  help 0.5  -  -  (2,733) 

Student  asst 0.3  -  -  (1,238) 

■  Totals,  Extension  a 9.5  -  -  $81,739 

Special  Project : 

Part-time  faculty 6.1  6.7  6.7  $103,547              $122,530              $122,530 

Student  asst -  1  1  247                    3,725                    3,725 

Totals,  Special  Projects 6.1  7.7  7.7  $103,794              $126,255              $126,255 

Totals,  Authorized  Positions  __  24  28^7  28.7  $250,724              $295,463              $295,751 

TOTALS,  AUTHORIZED 

POSITIONS  (General  Fund) 763.9  1,068.2  1,068.2  $0,969,030           $9,897,637         $10,564,642 

EXTENSION  a 

Intructional  faculty -  14.5  14.5  -              $101,400              $101,400 

Inter  steno -  1  1  $466-543                    5,639                    5,923 

Inter  typist-clerk -  2  2  415-530                  10,200                  10,704 

Temporary    help    -  1  1  -                    5,904                    5,904 

Student  asst  A -  1.5  1.5  -                    5,588                    5,588 

Totals,  Authorized  Positions  (Exten- 
sion Program  Fund)   -  20  20  -              $128,731              $129,519 

PARKING  FACILITIES 

Campus  security  officer 1.9  3  3  $644-783                $25,496                $26,304 

Laborer 0.8  1  1  505-556                    6,438                    6,672 

Groundsman 0.6  1  1  505-584                    6,412                    6,728 

Inter  steno 0.9  1  1  446-543                    5,720                    6,004 

Custodian   0.3  -  -  435-530 

Asst  cashier-clerk 0.9  1  1  415-505                    5,120                    5,374 

Temporary   help    1.2  1.5  1.5  (6,528)                10,512                  10,512 

Student  asst  A 0.3  0.3  0.3  (1.007)                  1,118                    1,118 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund) 6.9  8.8  8.8  $41,787                $60,816                $62,712 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS  (All  funds) 770.8  1,097  1,097  $7,010,823         $10,087,184         $10,756,873 

a  Effective  July  1,  1968,  20  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Exten- 
sion Program  Revenue  Fund. 
AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
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HUMBOLDT  STATE   COLLEGE 


SALAHIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FllleJ)       (Aiilh.)       (Anlh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  RANGE 

$2,27-4-2,765 

$31,596 

$33,180 

1,699-2,066 

24,792 

24,792 

1,540-1,873 

22,476 

22,476 

T 

11,392 

11,963 

1 

11,340 

11,907 

950-1,155 

13,860 

13,860 

783-950 

10,524 

11,040 

599-728 

8,736 

8,736 

556-676 

8,112 

8,112 

505-614 

7,308 

7,368 

2 

415-543 

11,945 

12,351 

1.5 

446-543 

9,103 

9,260 

GENERAL  ADMINISTRATION 

Executive : 

President    1  1 

Vice  pres — academic  affairs 1  1 

Executive  dean   1  1 

Voc  instructor — bldg  prog 0.5  1 

Publications  manager 1  1 

Administrative  asst  II 1  1 

Administrative  asst  I 0.3  1 

Administrative  secretary 0.1  1 

Sr  secretary 1  1 

Sr   steno    1.9  1 

Clerical  asst  II 0.2  2 

Inter  steno 3.2  1.5 

Totals,   Executive   12.2  13.5 

Business  Management : 
Business  Manager's  Office : 

College  business  mgr  II 1  1 

Administrative  asst  I 1  1 

Secretary    0.9  1 

Inter  steno 0.3  0.5 

Totals,  Business  Manager's 

Office 3.2  3.5 

Accounting  Officer : 

Acctg  off — state  institutions 1  1 

Acctg   techn   III 1  1 

Acctg   techn   II 1  1 

Sr  cashier-clerk 1  1 

Clerical  asst  III 1  1 

Bookkeeping  machine  opr  II 1  1 

Clerical  asst  II 1.1  3.5 

Inter  typist-clerk 1.1  0.5 

Asst  cashier-clerk 0.4  1 

Inter   clerk    0.8  0.5 

Student  asst 0.2  0.2 

Totals,  Accounting 9.6  11.7 

Payroll : 

Payroll  &  personnel  trans  elk  I 1  1.5 

Sr   clerk    1  1 

Totals,   Payroll   2  2.5 

Personnel  Office : 

Asst  personnel  analyst 1  1 

Clerical  asst  II 1  1 

Inter   typist-clerk   -  0.6 

Student  asst 0.2  0.2 

TotalSj  Personnel -_—____  2.2  2.8 

Purchasing : 

Business  service  officer  I 1  1 

Sr  clerk 1  1 

Clerical  asst  II -  0.5 

Inter   typist-clerk   0.5  0.5 

Student   asst    0.2  0.3 

Totals,  Purchasing 2.7  3.3 

General  Institutional  Services: 

Duplicating   mach   supvr   I 1  1 

Property  clerk  I 1  1 

Stock  clerk 4.7  5.5 

Duplicating  mach  operator  II 1  1 

Telephone  operator 2  1 

Nonfaculty   reclassification -  - 

Student  asst 0.2  0.2 

Premium  overtime  pay -  - 

Terminal  pay 0.2  - 

Totals,  General  Institutional 

Services 10.1  9.7                                                                                

Totals.  Business  Management  29.8  33^5         33.5              $215,350              $250,720              $261,521 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary   Schedule  for  Insixnetional 
Positions — State  Colleges." 


13.5 


1 
1 
1 
0.5 


3.5 


1 

1 

1 

1 

1 

1 

3.5 

0.5 

1 

0.5 

0.2 

11.7 


1.5 

1 

2.5 


1 
1 
0.6 

0.2 

2.8 


1 

1 

0.5 

0.5 

0.3 

3.3 


1 
1 

5.5 
1 

1 

0.2 


9.7 


$144,340 


$1,405-1,708 
783-950 
492-599 
446-543 


$35,861 


-1,048 
614-746 
492-599 
492-.599 
492-599 
457-556 
415-543 
41.5-530 
415-505 
41.5-505 
(474) 

$61,470 


$492-599 
492-599 

$11,657 


$783-950 

415-543 

415-505 

(558) 

$16,968 


$783-950 
492-599 

415-543 

415-505 

(837) 

$20,832 


$530-644 
530-644 

480-584 

457-556 

415-505 

(6,825) 

(838) 

(1,498) 

(2,348) 


$68,562 


$171,184 


$20,496 

11,310 

7.368 

2,837 


$42,011 


$12,576 
8,772 
5,929 
6,2.56 
7,188 
5,785 
19,295 
2,5.50 
5,193 
2,550 
745 

$76,839 


$8,149 
7,188 

$15,337 


$11,400 
5,697 
3,060 

745 

$20,902 


$11,400 

7,188 
2,550 
2,550 
1,118 

$24,806 


$7,728 
7,728 

37,097 

6,672 

5,910 

4,945 

745 


$70,825 


$175,045 


$20,496 

11,400 

7,868 

2,977 


42,241 


$12,576 
8,952 
6,230 
6,.572 
7,188 
6,085 
20,271 
2,676 
5,453 
2,676 
745 

$79,424 


$8,561 
7,188 

$15,749 


$11,400 
5,979 
3,211 

745 

$21,335 


$11,400 
7,188 
2,676 
2,676 
1,118 

$25,058 


$7,728 
7,728 

37,549 
6,672 
6,060 

11,232 
745 


$77,714 
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State  ColEeges 


HIGHER  EDUCATION 


HUMBOLDT   STATi  COLLEGE — Continued 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleil)      (Aulh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


GENERAL  ADMINISTRATION— Continued 

Automatic  Data  Processing  Services : 

Director     

Computer  programmer  II 

Sr  tabulating  mach  operator 

Keypunch  operator 

Inter  typist-clerk 

Totals,  Automatic  Data  Processing 

Services     3.3 


Totals,  Authorized  Positions 


INSTRUCTION 

Instructional : 
Administration : 

College  : 

Dean    

Assoc  dean,  graduate  studies 

Academic  iilanner   

School : 

Division  chairman 

Coordinator,  elem  educ  (AY) 

Coordinator,  second  educ  (AY) 
Curriculum  supervisor    

Department : 

Department  chairman    

Department  chairman  (AY) 

Clerical : 

Senior  steno 

Clerical  asst  IV 

Inter  steno ^ 

Inter  clerk    

Totals,  Administration 

Instructional  Faculty  : 

Professor    (AY)     

Assoc  professor  (AY) 

Asst  professor   (AY) 

Instructor    (AY)    

Asst  (AY)    

Vocational  instructor 

Lecturer   (AY)     

Graduate  asst    

Sabbatical  leave — difference  in  pay 

Sabbatical  leave  replacement 

Special  leaves — research  or  crea- 
tive act 

Part-time  faculty 

Substitute  faculty 

Class  and  rank  reclassification 

Distinguished  teaching  award 

Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  II 

Stage  technician  II 

Equipment  technician  I 

Stage  technician  I 

Accompanist  I 

Athletic  equipt  attendant  II 

Technical  asst  11 

Clerical  asst  III 

Sr  steno 

Sr  clerk : 

Clerical  asst  II 

Inter  steno 

Athletic  equipt  attendant  I 

Technical  asst  I 

Inter  clerk    

Student  asst  

Totals,  Technical  and  Clericals 

T'llals.    Instructional 


45.3 


$21,481 


$46,272 


52 


52 


$381,171 


$468,176 


PROPOSED 
1969-70 


SALARY  RANGE 

0.3 

1 

1 

$1,540-1,873 

$18,480 

$19,404 

- 

1 

1 

801-973 

9,612 

10,104 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

425-517 

5,352 

5,622 

1 

1 

1 

415-530 

5,100 

5,352 

$48,210 
$484,776 


0.5 

0.5 

0.5 

$1,540-1,873 

$9,587 

$10,071 

1 

1 

1 

1 

15,630 

16,092 

0.5 

0.5 

0.5- 

t 

6,558 

6,558 

3.9 

4 

4 

t 

76,210 

77,118 

0.3 

0.3 

0.3 

t 

5,085 

5,334 

0.3 

0.3 

0.3 

t 

3,686 

3,870 

1.5 

1.5 

1.5 

1 

31,178 

31,417 

1.5 

1.5 

1.5 

- 

28,146 

29,573 

4.7 

5.9 

5.9 

82,119 

87,837 

1.6 

1.2 

1.2 

505-614 

6,060 

7,632 

0.2 

1.8 

1.8 

555-676 

12,984 

13,638 

1.5 

3.1 

3.1 

446-543 

16,237 

18,273 

0.6 

0.6 

0.6 

415-505 

3,636 

$297,116 

3,636 

18.1 

22.2 

22.2 

$207,560 

$311,049 

42.7 

41.2 

41.2 

$1,194-1,524 

$702,179 

$719,237 

53.5 

52 

52 

937-1,194 

702,267 

722,806 

93.7 

159.5 

159.5 

741-945 

1,635,632 

1,719.985 

12.3 

13 

13 

071-857 

119,182 

122,976 

1.2 

1 

1 

671-741 

7,680 

7,680 

3.5 

3.5 

3.5 

•^ 

59,522 

61,390 

8.5 

0.6 

0.6 

- 

6,170 

6,170 

7.6 

— 

— 

(21,574) 

— 

_ 

- 

- 

- 

(6,240) 

- 

- 

5.4 

5 

5 

(44,660) 

67,360 

51,420 

1 

1 

1 

(7,038) 

10,284 

10,284 

25.7 

- 

- 

(230,921) 

- 

- 

0.1 

0.4 

0.4 

(1,834) 

4,114 

4,114 

- 

- 

- 

(11,462) 

13,660 

44,136 

- 

- 

- 

(1,000) 
$2,751,001 

1,000 
$3,329,050 

1,000 

255.2 

277.2 

277.2 

$3,471,198 

3.4 

3 

3 

$710-863 

$31,367 

$32,042 

1 

1 

1 

710-863 

9,322 

9,776 

1.8 

2.5 

2.5 

644-783 

19,493 

19,685 

1 

1 

1 

644-783 

8,452 

8,880 

0.5 

0.5 

0.5 

457-556 

3,232 

3,336 

0.9 

2 

2 

505-614 

13,764 

14,466 

13.5 

14.3 

14.3 

505-614 

94,165 

95,399 

0.2 

3 

3 

492-614 

18,780 

19,704 

2.9 

o 

2 

492-599 

13,703 

14,014 

- 

2.1 

2.1 

492-599 

10,332 

12,923 

0.4 

6 

6 

440-543 

36,218 

37,219 

12.5 

9 

9 

415-543 

48,839 

54,508 

1.3 

0.4 

0.4 

435-530 

2,176 

2,286 

1 

1 

1 

435-530 

5,352 

5,622 

0.4 

0.4 

0.4 

415-505 

2,424 

2,424 

10.8 

11.3 

11.3 

(38,494) 
$297,828 

42,093 

$359,712 

42,093 

51.6 

59.5 

59.5 

$374,377 

324.9 

35S.9 

35S.9 

$3,256,389 

$3,985,878 

$4,156,624 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for   Instructional 
Positions — State  Colleges." 
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HUMBOLDT  STATE  COLLEGE— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (A»lli.)       (Aalli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Special  Programs  : 
Laboratory  School : 

Professor 

Associate  professor 

Instructional  faculty   (AY) 

Teacher   

Librarian  II 

Graduate  nurse 

Sr  steno 

Student  asst  

Totals,  Laboratory  School 

Instructional  Services : 
Natural  Resources : 

Production  manager 

Auto  equipt  operator  I 

Technical  asst  II 

Totals,  Natural  Resources 

Audio-Visual : 

Audio-visual  coordinator  (AY) 

Equipment   technician   II    

Equipment  technician  I 

Photographer   I   

Clerical  asst  II  B 

Inter  steno 

Technical  asst  I 

Student   asst   

Temporary    help    

Totals,   Audio-Visual   

Totals,  Instructional  Services 

Totals,  Authorized 

Positions 


SAL.\RY  RANGE 

1 

1 

1 

t 

$1S,2SS 

$18,288 

0.5 

0.5 

0.5 

f 

6,822 

6.822 

0.7 

0.8 

0.8 

I 

7,802 

8,058 

10 

10 

10 

$764-1,128 

122,172 

123,704 

1 

1 

1 

661-886 

9,648 

10,128 

0.5 

0.6 

o.c 

660-764 

5,730 

5,730 

1 

1 

1 

505-614 

7,368 

7,368 

0.4 

0.4 

0.4 

(1,419) 

1,490 

1,490 

LIBRARY 


Totals,    Authorized    Positions- 


15.1 


10.7 


350.7 


Administration  : 

College  librarian 1 

Librarian  IV 1 

Inter  steno 1 

Totals,  Administration 3 

Processing  Services : 

Librarian    III    1 

Librarian  II 4.4 

Library  asst 2 

Sr  typist-clerk 1 

Inter  steno 0.5 

Inter  tvpist-clerk 3.5 

Inter   clerk   0.2 

Book    repairer    0.6 

Student  asst 3 

Temporary  help - 

Totals,  Processing  Services 16.2 

Public  Services : 

Librarian  III 1 

Librarian    II    5.4 

Library  asst  II 0.0 

Inter  typist-clerk 3.5 

Inter  clerk 0.1 

Student  asst 0.4 

Temporary  help — 

Totals,  Public  Services 11.3 


15.3 


15.3 


$162,950 


$179,320 


7.1 


7.1 


13.6 


13.6 


3S7.S      387.8 


1 
4.5 

2 

i 

1 

3.5 
0.2 
0.6 

O 
•_> 

1.7 


1 
4.5 

2 

i 

1 

3.5 

0.2 

0.6 

3 

1.7 


18.5 


1 

5.4 

1 

3.5 

0.9 

0.4 

0.4 


IS.I 


1 

5.4 

1 

3.5 

0.9 

0.4 

0.4 


12.6 


12.6 


.30.5 


.34.1 


34.1 


$43,017 

$84,989 


$3,504,328 


$1,467-1.783 

92.3-1.120 

446-543 

$.36,904 


$759-969 
661-886 
492-599 
492-599 
446-543 
415-530 
41.5-505 
395-480 
(10,616) 
(-) 

$100,248 


$759-969 
661-886 
571-692 
415-530 
41.5-505 
(1,408) 
(-) 

$84,044 

.?221,196 


$56,400 
$115,762 


$4,280,960 


$17,604 

13,-387 

5,904 

$36,895 


$11,628 

41,592 

12,564 

5.979 

5.697 

18,684 

1.212 

3,428 

11.175 

11,648 

$123,607 


$11,628 
52,843 
7,6.32 
18,508 
2,646 
1.490 
2,741 

$97,488 

$257,990 


$181,588 


1.5 

1.5 

1.5 

t 

$24,778 

$24,912 

0.4 

1 

1 

$584-644 

7,188 

7,548 

2.8 

4 

4 

505-614 

27,396 

27,726 

4.7 

6.5 

0.5 

$41,972 

$59,.362 

$60,186 

1.1 

1.3 

1.3 

t 

$16,184 

$16,990 

1 

1 

1 

$692-842 

10,356 

10,356 

0.2 

0.3 

0.3 

644-783 

1,932 

2,028 

0.9 

1 

1 

599-728 

8,738 

8,736 

0.1 

1.2 

1.2 

446-543 

7,173 

7,530 

1.4 

0.3 

0.3 

446-543 

1,430 

1,501 

1.3 

1.3 

1.3 

435-530 

7,545 

7,863 

- 

0.5 

0.5 

(-) 

1,863 

1,863 

- 

0.2 

0.2 

(-) 

1,181 

1,181 

$58,048 
$118,234 


$4,456,446 


$18,480 

13.440 

6,204 

$38,124 


$11,628 

43.140 

13,200 

6,282 

5.979 

19,626 

1.212 

3,4.56 

11,175 

11,648 

$127,348 


$11,628 
54.413 
8.016 
1 9.4.33 
2,747 
1,490 
2,741 

$100,468 

$265,938 


AY  indicates  Academic  Year  as  defined  by  the  institution. 
t  Salary  range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


academic  rank   in  accordance   with   "Salary   Schedule   for   Instructional 
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HIGHER  EDUCATION 


State  Colleges 
HUMBOLDT  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Aiilh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


1 

1 

1 

1 

1 

0.3 

1.1 

3.9 

1.4 

0.5 

0.5 


12.7 


1 

1.5 

0.5 

0.9 

0.9 

1.6 

0.1 


6.5 


1 

0.5 

1 

2.3 

0.5 


5.3 


1 

1 

1 

1.8 

0.2 


0.5 
0.5 


1 

1 

1 

1 

1 

1 

3.8 

2.5 

3 

0.5 

0.5 


1 

1.5 

0.5 

1.1 

1 

1.5 

1 

0.1 


7.7 


1 
1 

1 

2.5 

0.6 


6.1 


1 
1 
1 

2 
0.1 


5.1 


0.5 
0.5 


1 

1 

1 

1 

1 

1 

3.8 

2.5 

3 

0.5 

0.5 


15.8        15.8 


1 

1.5 

0.5 

1.1 

1 

1.5 

1 

0.1 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor    _. 

Inter  typist-clerk 

Sr  steno   

Totals,   Dean's  Office 

Admissions  and  Records : 

Associate  dean 

Registrar  II r ^^ 

Evaluation  technician  II 

Evaluation   technician   I 

Supvng  clerk  I 

Sr   steno ^ .. 

Sr  clerk 

Inter  steno :_ 

Inter  typist-clerk :2 

Inter  clerk  ' :_' —-- 

Student  asst — 

Totals,  Admissions  and  Records- 

Counseling  and  Testing : 

Associate  dean ^ 

Counselor    

Test  officer y^- 

Counselor    (AY)    ; 

Psychometrist    

Inter  steno . 

Clerical  asst  II--- 

Temporary  help" Z'. ^^l- 

Totals,  Counseling  and  Testing- 
Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities   adviser   

Clerical  asst  II 

Student   asst   

Totals,  Activities  and  Housing- 
Placement  : 

Placement  officer : 

Placement  snpvr  I- . __ 

Placement   interviewer 

Inter  steno 

Clerical  asst  II 

Temporary  help 

Totals,  Placement . 

Foreign  Student  Program: 

Counselor    

Inter  steno 

Totals,  Foreign  Student  Program  111 

Health  Services:  , 

Medical  officer  II 111 

Medical  officer  I — 10-month -  0.1  0.1 

Graduate  nurse 111 

Graduate  nurse — 10-month -  0.1  0.1 

Clerical  asst  II 111 

Temporary  help -  0.1  0.1 

Totals,  Health  Services 3  8.3  3.3 

Totals,  Authorized  Positions 35.5         43  43 

AY  indicates  Academic  Year  as  defined  by  the  institution. 
t  Salary   range  determined  by  education,   experience,   and  academic 
Positions — State  Colleges." 


7.7 


1 

1 

1 

2.5 

0.6 


6.1 


1 

1 
1 

2 
0.1 


5.1 


0.5 
0.5 


SALARY  RANGE 
$1,540-1,873 
t 
415-530 
505-614 

$27,756 


$1,260-1,467 
821-998 
664-783 
584-710 
571-692 
505-614 
492-599 
446-543 
415-530 
415-505 
(1,775) 


$89,123 


$1,206-1,467 
t 

J. 

644-783* 

446-543 

415-543 

(-) 

$57,943 


$1,206-1,467 

671-1,765 

644-783 

415-543 

(2,130) 

$43,367 


$671-1,765 
644-783 
556-676 
446-543 
415-548 
(-) 


$22,476 

11,904 

5,100 

7,368 


$22,476 

12,504 

5,484 

7,368 


$46,848 


$17,604 

11,976 

9,359 

7,008 

7,632 

6,060 

21,742 

14,514 

15,596 

2,580 

1,863 


$47,832 


$17,604 

11,976 

9,396 

7,368 

8,016 

6,360 

22,644 

15,078 

16,372 

2,709 

1,863 


$115,934 


$15,082 

16,596 

5,882 

11,012 

7,728 

8,258 

5,904 

590 

$71,052 


$17,604 

11,646 

8,048 

14,721 

2,285 

$54,254 


$13,116 
9,396 

7,518 

11,891 
590 

$42,511 


$119,886 


$15,844 

17,427 

6,177 

11,559 

8,112 

8,672 

6,204 

590 

$74,585 


$17,604 
12,229 

8,452 
15,297 

2,285 

$55,817 


$13,116 
9,396 

7,888 

12,490 
590 

$43,480 


$38,413 

t 
$446-543 

$7,698 

$1,548-1,882 

1,475-1,708 

660-764 

660-764 

415-543 

(-) 

$32,626 

$296,926  $378,582  $389,999 

rank  in  accordance  with   "Salary   Schedule  for  Instructional 


$5,648 
2,745 

$8,393 


22,584 

1,475 

9,168 

673 

5,100 

590 


$5,929 

2,883 

$8,812 


$22,584 
1,548 
9,168 

845 
5,8.52 

590 


$39,590 


$40,087 
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HUMBOLDT  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FllltJ)      (Anlh.)      (Aoili.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION 

Administration : 

Chief   II   

Supervisor    

Chief  engineer  I 

Sr  steno    

Stock  clerk 

Totals,  Administration 

Maintenance  of  Structures : 

Electrician  I    

Plumber  I 

Carpenter  I 

Painter  I    

Locksmith 

Stationary  engineer    

Stationary  fireman    

Building  maint  man 

Auto  equipt  operator  I 

Skilled  laborer 

Supvng  custodian  II 

Mechanic's  helper   

Supvng  custodian  I 

Custodial  foreman 

Custodian    

Temporary  help ,_ 

Student  asst  ^ . 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman 

Skilled  laborer 

Truck  driver 

Lead  groundsman   

Groundsman 

Laborer 

Temporary  help 

Student  asst  

Totals,  Maintenance  of  Grounds. 

Plant  Security : 

Campus  security  officer 

Watchman    

Totals,  Plant  Security 

Special  Projects : 

Temporary  help 

Totals,  Authorized  Positions 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr  clerk   

Inter  clerk  


Totals,  Business  Management  _ 

Student  Services : 

Counselor    

Student  personnel  techn 

Inter  steno 

Inter  clerk 

Totals,  Student  Services 

Off-Campus  Work-Study : 

Temporary  help 

Totals,  Authorized  Positions 

t  Salary   range  determined  by  education 
Positions— State  Colleges." 


103 


2.2 


0.4 


SALARY  HANGE 


1 

1 

1 

$950-1,155 

$13,860 

$13,860 

1 

1 

1 

801-927 

10,995 

11.124 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

505-614 

6,185 

6,490 

1 

1 

1 

480-584 

7,008 
$49,172 

7,008 

5 

5 

5 

$46,113 

$49,606 

2 

2 

2 

$728-801 

$19,224 

$19,224 

1 

728-801 

18,348 

18,780 

2 

3 

3 

692-764 

26,640 

27,072 

692-764 

18,336 

18.336 

1 

1 

1 

692-764 

9.168 

9,168 

1 

1 

1 

692-801 

9,612 

9.612 

2 

2 

2 

628-692 

16,008 

]  6.608 

3 

3 

3 

599-660 

23.760 

23,760 

1 

1 

1 

584-644 

7,728 

7,728 

1.1 

1 

1 

584-644 

7,098 

7,458 

1 

1 

1 

556-676 

7,792 

8,180 

0.7 

1 

1 

556-614 

7,088 

7,368 

0.5 

2 

2 

505-614 

14,556 

14,736 

2 

2 

2 

457-556 

12,807 

13,110 

47.8 

54.5 

54.5 

435-530 

318,783 

333,913 

3 

2 

2 

(15,582) 

14,376 

14,376 

2.8 

3.2 

3.2 

(11,360) 
$455,495 

11,920 
$543,794 

11,920 

73.9 

83.7 

83.7 

$561,349 

1 

1 

1 

$614-746 

$8,952 

$8,952 

1 

1 

1 

584-644 

7,188 

7,512 

1 

1 

1 

584-«44 

7,548 

7,728 

0.5 

1 

1 

530-644 

6,999 

7,200 

10 

10 

10 

505-584 

69,632 

70,080 

4.5 

4 

4 

505-556 

26.506 

26,688 

1.3 

1.3 

1.3 

(6,749) 

9,344 

9,344 

0.6 

0.7 

0.7 

(2,483) 
$119,252 

2,608 

2,608 

19.9 

20 

20 

$138,777 

$140,112 

1.2 

2 

2 

$644-783 

$17,502 

$17,988 

2 

2 

435-530 

12,595 
$30,097 

12,720 

3.2 

4 

4 

$26,622 

$30,708 

1 

1 

1 

,$5,192 

$7,188 

$7,188 

113.7       113.7 


$652,674 


$769,028 


3.5 


0.7 


3.5 


0.7 


$19,427 


$1,974 


$28,234 


$4,132 


$788,963 


0.8 

1.5 
0.5 

1.5 
0.5 

$492-599 
415-505 

$9,156 
2,550 

$9,618 
2,676 

0.8 

2 

2 

$5,397 

$11,706 

$12,294 

1 

0.5 

0.7 

1 

0.5 
1.2 
0.8 

1 

0.5    ^ 
1.2 

0.8 

-     $584-710 
446-543 
415-505 

$13,644 
3,669 
6,841 
4,080 

$14,328 
3,849 
7,182 
4,282 

$29,641 


$4,132 


3.4  6.2  6.2  $26,798  $44,072  $46,067 

experience,   and  academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
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State  CoHeges 


HIGHER  EDUCATION 


HUMBOLDT  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (»ath.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION 

General  Administration : 
Business  Management: 

Payroll :  SALARY  RANGE 

Payroll  &  personnel  trans  elk  I  -  0.5  0.5  $415-505  $2,550  $2,676 

Instruction  : 
Instructional : 
Administration : 

Department  chairman   (AY)  __  -  2  2  t  17,140  21,428 

Instructional  Faculty : 

Asst  professor 0.4  0.5  0.5  5,310  5,400  5,400 

Technical  and  Clerical : 

Equipt  techn  II   -  1  1  710-863  7,100  8,880 

Equipt  techn  I -  0.5  0.5  644-783  3,200  4,024 

Accompanist  I -  0.5  0.5  457-556  2,331  2,930 

Inter  steno 0.4  1.5  1.5  446-543  7,355  8,661 

Athletic  equipt  attendant  I  ___  -  0.5  0.5  435-530  2,219  2,788 

Technical  asst  I -  2  2  435-530  8,876  11,152 

Totals,  Technical  and  Clerical  0.4  6  6  $2,175  $31,081  $38,435 

Totals,    Instruction    0.8  a5  sls"  $7,485  $58,621  $65,263 

Student  Sen'ices : 
Dean's  Office : 

Temporary    help    -  0.5  0.5  -  $3,276  $3,276 

Admissions  and  Records : 

Intermediate    typist-clerk    -  1.5  1.5  $415-530  7,650  8,028 

Totals,  Student  Services -  2  2  -  $10,926  $11,304 

Totals,   Authorized   Positions  0.8         11  11  $7,485  $67,097  $79,243 

REIMBURSED  ACTIVITIES 

Research  Projects : 

Temporary  help 1.2  6.5  6.5  $6,800  $22,681  $22,681 

Auxiliary  Organizations : 

Temporary  help 6.8  S.5  8.5  42,687  55,171  55,171 

Summer  Session : 
Dean    of    educational    services   and 

summer  session 0.5  0.5  0.5  1,540-1,873  9,587  10,071 

Sr  steno   0.3  0.3  0.3  505-614  1,710  1,797 

Instructional  faculty   7.7  3.9  3.9  t  59,545  59,545 

Student  asst 0.4  0.3  0.3  (1,399)  1,118  1,118 

Totals,   Summer  Session 8.9  5  5  $114,276  $71,960  $72,531 

Extension :  a 

Instructional  faculty 1.6  -  -  $17,811 

Music  studio  instructional  faculty 0.1  -  —  1,100                           -                          - 

Temporary  help 0.2  -  -  1,071 

Student   asst    _  _  _  185                           -                          - 

Totals,  Extension 1.9  -  -  $20,167 

Special  Projects : 

Inter  steno -  0.5  0.5  $446-543  $2,745  $2,883 

Temporary  help 3.2  5.5  5.5  (42,097)  47,500  47,500 

Music  studio  instructional  faculty—  -  0.4  0.4  -  4,033  4,033 

Totals,  Special  Projects 3.2  6.4  6.4  $42,097  $54,278  $54,416 

Totals,  Authorized  Positions  __         22  26A         26.4  $226,027  $204,090  $204,799 

TOTALS,  AUTHORIZED  POSITIONS   ' 

(General  Fund) 591.2       674.2       674.2  $5,316,605  $6,469,995  $6,716,231 

EXTENSION 

Instructional   faculty -  1.3  1.3  t  $13,270  $13,270 

Sr  typist-clerk -  0.3  0.3  $492-599  1,476  1,551 

Student  asst  A -  0.3  0.3         1.50-2.73  hr  1,118  1,118 

Totals,  Authorized  Positions  (Exten- 
sion Revenue  Fund)    -  1.9  1.9  -  $15,864  $15,939 

a  Effective  July  1,  1968,  1.9  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension Program  Revenue  Fund. 

AT  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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HUMBOLDT   STATE   COLLEGE— Cantinued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


e7-68  68-69  69-70 
(Flll.dl      (Aulh.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

O 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
IT 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
84 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 


HOUSING   FACILITIES 

Dormitory  Revenue  Fund 

Housing  manager  I 

Maintenance  mechanic 

Building  maintenance  man 

Head  resident  I 

Sr   clerk    

Groundsman   

Clerical  asst  II 

Inter  steno   

Custodian    

Inter   typist-clerk    

Student  asst  A 

Student  asst  B  

Temporary  help 

Totals,   Authorized   Positions    (Dor- 
mitory Revenue  Fund) 10.2 

Auxiliary  Enterprise  Fund 

Inter    typist-clerk    0.1 

Inter    steno    0.4 

Custodian    0.4 

Temporary  help — 

Temporary  help — maintenance 1.2 

Student  asst 2.5 

Totals,  Authorized  Positions   (Aux- 
iliary Enterprise  Fund) 4.6 

Totals,  Authorized  Positions 20.8 


SALARY  RANGE 

0..5 

0.5 

0.5 

.$710-950 

$4,717 

?4,947 

0.3 

— 

— 

728-SOl 

_ 

— 

0.4 

0.5 

0.5 

599-660 

3,681 

3,864 

•> 

2 

2 

505-614 

14,736 

14,736 

i 

i 

1 

492-599 

6,334 

6,656 

0.5 

0.5 

0.5 

505-584 

3,336 

3,504 

- 

0.5 

0.5 

415-543 

2,826 

2,965 

0.4 

— 

— 

446-543 

_ 

_ 

4 

4 

4 

435-530 

24,590 

25,190 

0.1 

— 

— 

415-530 

_ 

_- 

1.8 

2 

2 

1.50-2.73  hr 

7,450 

7,450 

5 

6 

6 

0-1,184  yr 

6,300 

6,300 

0.2 

- 

- 

(1,446) 

- 

- 

17 


4.4 


4.4 


21.4 


21.4 


PARKING   FACILITIES 

Campus  security  off 2              2              2 

Temporary  help 0.3           0.3           0.3 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund) 2.3           2.3           2.3 

GRAND  TOTALS,  AUTHORIZED  PO-  """"^^ 

SITIONS  (All  funds)  614.3       G99.S       699.8 


$70,722 


$73,970 


$11,930 

$82,652 


$644-783 
(1,059) 


$17,031 


.$5,416,288 


$11,653 
$85,023 


$17,988 
1,118 


$19,106 


$6,590,588 


$75,612 


_ 

_ 

$415-530 

_ 

— 

— 

— 

446-543 

— 

— 

0.5 

0.5 

435-530 

$2,676 

$2,811 

0.5 

0.5 

(-) 

2,952 

2,952 

0.4 

0.4 

(4,737) 

2,875 

2,875 

3 

3 

(2,700) 

3,150 

3,150 

$11,788 
$87,400 


$18,422 
1,118 


$19,540 


$6,839,110 


86 
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State  Colleges 


HIGHER  EDUCATION 


STATE   COLLEGE — LONG   BEACH 


SALABIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tntli.)      (Aiith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


7.9 


GENERAL  ADMINISTRATION 

Executive : 

President    1  1 

Vice  president 0.8  1 

Executive  dean   2  2 

Vocational  instructor 1  1 

Publications  manager 1  1 

Administrative  asst  II 0.3  1 

Administrative  asst  I 1  1 

Secretary   I    1  1 

Sr  steno   4.3  5 

Inter  steno 2.1  2.5 

Temporary  help 0.4  - 

Student  asst 0.7  1 

Totals,  Executive 15.6        17.5 

Business  Management : 

Business  Management's  Office : 

College  business  manager  III 

Administrative   asst   I 

Asst  budget  analyst 

Sr  steno   

Inter  typist-clerk 

Temporary  help 

Student  asst 

Totals,  Business  Manager's 

Office  8.8 

Accounting  Office : 

Accounting  officer  III 

Accounting  technician  III ! 

Sr  cashier-clerk 

Sr  account  clerk 

Accounting   technician   II 

Bookkeeping  mach  operator  II 

Inter  steno 

Inter  typist-clerk 

Inter   account   clerk 

Totals,  Accounting 

Payroll : 

Supvng   clerk   I 

Payroll  &  personnel  trans  elk  II 

Inter  typst-clerk    

Payroll  and  personnel  trans  elk  I 

Totals,  Payroll 

Personnel : 

Assoc  personnel  analyst 

Asst  personnel  analyst 

Placement  interviewer    

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Payroll  &  personnel  trans  elk  II 

Totals,  Personnel 

Purchasing: 

Business  service  officer  I 

Sr  typist-clerk   

Inter  steno 

Inter  typist-clerk 

Totals,  Purchasing   

General  Institutional  Services : 

Property  clerk  II 

Supvng  clerk  I 

Duplicating  mach  supvr  I 

Storekeeper  I  

Laborer 

Stock  clerk 

Duplicating  mach  operator  II 

t  Salary   range  determined  by  education. 
Positions — State  Colleges." 


SALARY  RANGE 

1 

$2,274-2,765 

$30,084 

$33,180 

1 

1,699-2,066 

23,416 

24,594 

2 

1,540-1,873 

44,952 

44,952 

1 

I 

12,504 

12,504 

1 

t 

15,676 

15,804 

1 

950-1,155 

11,400 

11,976 

1 

783-950 

11,400 

11,400 

1 

584-710 

8,520 

8,520 

5 

505-614 

35,172 

35,952 

2.5 

446-543 

14,751 

15,165 

- 

(2,094) 

- 

- 

1 

(1,922) 

3,725 

8,725 

17.5 


$181,370 


$211,600 


$217,772 


1 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

1 

1 

1 

783-950 

10,272 

10,776 

1 

1 

1 

783-950 

11,310 

11,400 

1 

1 

1 

505-614 

7,368 

7,368 

- 

0.6 

0.6 

415-530 

3,060 

3,596 

2.2 

1 

1 

(11,577) 

5,904 

5,904 

2.6 

2.3 

2.3 

(7,800) 

8,567 

8,567 

7.9 


$66,727 


$68,957 


$70,087 


1 

1 
1 

2 

1 
1 
1 
6 

1 

1 
1 
2 

1 

1 
1 
1 
6 

1 
1 
1 
2 
1 
1 
1 
1 
6 

$950-1,155 
614-746 
492-599 
492-599 
492-599 
457-556 
446-543 
415-530 
415-505 

$13,860 
8,952 
7,188 

14,376 
5,904 
6,672 
6,154 
5,576 

34,460 

$103,142 

$13,860 
8,952 
7,188 

14,376 
6,204 
6,672 
6,464 
5,860 

35,362 

$104,938 

■<'- 

14 

15 

15 

$90,538 

1 

3.3 
0.3 
2.3 

1 
3 

0.5 

4 

1 
3 
0.5 

4 

$571-692 
492-599 
415-530 
415-505 

$8,304 

19,860 

2,777 

21,690 

$52,631 

$8,304 

20,490 

2,918 

22,470 

$54,188 

6.9 

8.5 

8.5 

$42,375 

1 

1 

0.2 

0.3 

1 

1 

1 
1 

0.5 
1.5 
1 
1 

1 
1 

0.5 
1.5 

1 
1 

$950-1,155 
783-950 
556-676 
492-599 
446-543 
415-530 

$13,200 
11,400 

2,952 

8,465 
5,180 
5,904 

$13,860 
11,400 

3.102 

8,887 
5,440 
6,204 

$48,893 

4.5 

6 

6 

$31,320 

$47,101 

1 
1 
1 
3 

1 
1 
1 
4.5 

1 
1 

1 
4.5 

$783-950 
492-599 
446-543 
415-530 

$11,400 

7.188 

5,490 

25,210 

$11,400 

7,188 

5,766 

25,862 

6 

7.5 

7.5 

$32,808 

$49,288 

$50,216 

1 
1 
1 
1 
2 

6 
3.7 

1 
1 

1 
1 
2 

7 
4 

1 
1 

1 
1 
2 

7 
4 

$614-746 
571-692 
530-644 
530-644 
505-556 
480-584 
457-556 

$8,486 

8,304 

7,728 

7.728 

13,344 

47,902 

25,238 

$8,916 

8,304 

7.728 

7.728 

13,344 

48,258 

25,865 

,  experience,   and 

academic 

i-auk   in  accordance  with   "Salary 

Schedule 

for  Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIltd)      (Aulh.)      (iuih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 

Business  Management — Continued 

General  Institutional  Services — Continued 

Supvng  telephone  operator  I 1 

Inter  typist-clerls 0.6 

Inter  clerk    1 

Telephone  operator 4.6 

Nonfaculty  reclassification - 

Terminal  pay 0.1 

Premium  overtime  pay 0.2 

Totals,  Gen  Institutional  Servs  23.2 

Totals,  Business  Management  63.4 

Automatic  Data  Processing  Services : 

Director    1 

Computer  programmer  II 1.9 

EDP  supvr  II 

Computer  programmer  I 0.9 

EDP  supvr  I 1 

Tabulating  mach  operator 3 

Keypunch  operator 4.7 

Inter  clerk   0.9 

Totals,  Automatic  Data  Process- 
ing Services   13.4 


SALABY  RANGE 

1 

1 

457-556 

0.5 

0.5 

415-530 

1 

1 

415-505 

5 

5 

415-505 

- 

- 

(28,377) 

— 

— 

(622) 

- 

- 

(2,231) 

24.5 


24.5 


69.4 


69.4 


1 

2 

1 
1 

1 
4 
5 

1 


16 


16 


Totals,  Authorized  Positions  __         92.4       102.9       102.9 


$163,221 
$426,989 


$801-973 
783-950 
660-801 
644^783 
480-584 
425-517 
415-505 


$83,185 
$691,544 


6,672 

6,672 

2,590 

2,720 

6,060 

6,060 

28,937 

29,471 

9,489 

21,552 

$172,478 

$186,618 

$493,597 

$514,940 

$21,010 

$21,180 

19,224 

20,208 

9,396 

9,852 

7,920 

8,304 

9,396 

9,396 

25,482 

26,522 

28,555 

29,6TT 

5,264 

5,530 

$126,247 

$130,669 

$831,444 


$863,381 


INSTRUCTION 


Instructional : 
Administration : 

College : 

Dean    0.5  1.5  1.5       $1,540-1,873               $31,716               $32,178 

Assoc  dean,  graduate  student__  111  t  20,160                  21,180 

Academic  planner 2  2  2                                 t                20,568                  21,600 

Coordinator,  evening  session 

(AY)     111  t  8,773                  9,157 

School : 

Dean    5.6  6  6            1,540-1,873                128,428                130,536 

Assoc  dean 1.6  3  3                                f                63,.540                  63,.540 

Coordinator,    elem    educ    (AY)  0.5  0.5  0.5                             t                  4,387                   4,578 

Coordinator,  second  educ  (AY)  0.8  0.8  0.8                             t                  7,018                    7,326 

Department : 

Department  chairman    (AY)__  25.7  30.7  30.7                             t              274,916                295,452 

Clerical : 

Sr  steno   9.4  8  8                  505-614                  58,944                  58,944 

Secretary    0.6  2  2                  492-599                  11,808                  12,408 

Sr  typist-clerk 111  492-599  7,188                    7,188 

Inter  steno 1.5  5.1  5.1               446-543                  25,254                  26,527 

Totals,  Administration 51.2  62.6  62.6              $525,876              $662,700              $690,614 

Instructional  Faculty : 

Professor  (AY) 193.9  226.1  226.1        $1,194-1.524           $3,949,529           $4,029,396 

Assoc  professor   (AY) 203.8  237.4  237.4            937-1,194             3,146,134            3,240,111 

Asst  professor   (AY) 335.1  541.6  541.6               741-945             5,397,066             5,850,412 

Instructor   (AY) 42.4  15  lo                  671-857                140,580                143,756 

Asst   (AY)   0.1  -  -                  581-640 

Graduate   asst   91.4  -  -                 (232,134) 

Sabbatical  leave  replacement 12.5  14  14                 (122,389)              154,827                154,827 

Special  leaves — research  or 

creative   act   4  5  5                    (39,266)                50,550                  50,550 

Part-time   faculty   101.2  -  -                 (850-333) 

Substitute  faculty 0.1  0.7  0.7                  (1,035)                  5,579                    5,579 

Class  &  rank  reclassifications _  _  _                            (-)                34.453                140,287 

Distinguished  teaching  award _  _  _                            (-)                  3,000                    3,000 

Totals,  Instructional  Facnlty__  984.5  1,039.8   1,039.8  $10,523,447        $12,881,718        $13,617,918 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank  in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Anlli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
1 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 
Technical  and  Clerical : 

Computer  programmer  II 1  —  — 

Administrative  asst  I 0.5  -  - 

Equipment  technician  III     —  1  1 

Glassblower    0.5  0.5  0.5 

Stage  technician  II 111 

Equipment  technician  II 8.6  7.5  7.5 

Stage  technician  I 111 

Equipment  technician  I 14.5  21  21 

Accompanist  II 0.4  0.3  0.3 

Storekeeper  I 2  2  2 

Athletic  equipt  attendant  II  ___  2  2  2 

Technical  asst  II 16.5  17.8  17.3 

Sr  steno   5.2  7  7 

Library  asst  I -  0.5  0.5 

Sr  clerk -  4.4  4.4 

Stock  clerk 3.9  4  4 

Accompanist  I 0.9  1.5  1.5 

Inter  steno 61.9  69.6  69.6 

Athletic  equipt  attendant  I 7.6  9  9 

Technical  asst  I 12.3  18.5  18.5 

Inter  typist-clerk 11.4  13.8  13.8 

Inter  clerk    2  2.5  2.5 

Temporary  help 2.4  -  - 

Student  asst 34.7  39  39 

Totals,  Technical  and  Clerical-       190.3       223.4       223.4 

Totals,  Instructional 1,226       1,325.8    1,325.8 

Instructional  Services : 
Audio-Visual ; 

Audio-visual  coordinator   (AY) 111 

Asst  audio-visual  coordinator 

(AT)   

Equipment  technician  II 

Photographer  II    

Equipment  technician  I 

Photographer  I    

Graphic  artist    

Technical  asst  II 

Inter  typist-clerk 

Temporary  help 

Student  asst  

Totals,    Audio-Visual   

Television : 

Coordinator  (AY) 

Television  engineer 

Equipment  technician  II 

Totals,  Television   

Totals,  Instructional  Services 


SALARY  EANGE 

$801-973 

_ 

- 

783-950 

$7,830 

$9,776 

783-950 

7,830 

9,776 

746-905 

5,115 

5,367 

710-863 

10,356 

10,356 

710-863 

73,870 

75,528 

644-783 

8,844 

9,285 

644-783 

173,843 

184,271 

.584-710 

1,820 

],910 

530-644 

15,456 

15,456 

505-614 

14,736 

14,736 

50.5-614 

119,701 

123,632 

50.5-614 

50,048 

51,096 

492-599 

2,960 

3,077 

492-599 

21,648 

27,078 

480-584 

27,362 

27,808 

457-556 

8,946 

9,393 

44G-543 

418,730 

434,619 

435-530 

50,059 

53,491 

435-530 

98,008 

107.106 

415-530 

78,651 

80,719 

415-505 

13,593 

14,522 

(12,959) 

- 

- 

(107,128) 

145,275 
$1,346,851 

145,275 

$1,098,969 

$1,404,501 

$12,148,292 

$14,891,269 

$15,713,033 

$18,288 


23.9 


25.7 


25.7 


$27,916 

$194,266 


$27,096 
$221,737 


Totals,  Authorized  Posi- 
tions      1,249.9    1,351.5    1,351.5 


LIBRARY 


$18,288 


o 

o 

o 

t 

20,604 

20,604 

1 

1 

1 

$710-863 

10,356 

10,356 

1 

1 

1 

692-842 

10.104 

10,104 

5.4 

7 

7 

644-783 

57,710 

60,601 

1 

1 

1 

599-728 

8,016 

8,412 

1.7 

2 

9 

584-710 

15,768 

16.128 

4.4 

4.5 

4.5 

505-614 

32,099 

.32,602 

2.9 

3 

3 

415-530 

16,790 

17,332 

0.3 

0.2 

0.2 

(839) 

1,181 

1,181 

1.2 

1 

1 

(3,526) 
$166,350 

3,725 

3,725 

21.9 

23.7 

23.7 

$194,641 

$199,333 

1 

1 

1 

J. 

$18,144 

$18,288 

1 

— 

— 

$998-1,213 

— 

— 

- 

1 

1 

710-863 

8,952 

9,396 

$27,684 
$227,017 


$12,342,558         $15,113,006         $15,940,050 


Administration  : 

College  librarian   111           $1,467-1.783  $21,396 

Librarian  IV 1.4           2              2  923-1,120  24,516 

Sr  typist-clerk 111  492-599  7,020 

Inter  steno 111  446-543  6,516 

Totals,  Administration 4.4           5              5  $50,098  $59,448 

Processing  Services : 

Librarian  III 2              2              2  $759-969  $23,256 

Librarian  II 14            IS            18  661-886  158,680 

Librarian   I   1.7           2              2  600-661  15,864 

Library  asst  II 1.6           2               2  571-692  14,948 

Library  asst  I 1.3           2              2  492-599  13,816 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 


$21,396 

25,068 

7,188 

6,516 

$60,168 


$23,256 

165,721 

15,864 

15,680 

14,152 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Aaih.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY— Continued 

Processing  Services — Continued 

Sr  clerk 0.7 

Inter  steno O.S 

Inter  typist-clerk 17.4 

Inter   clerk    1 

Book  repairer 2 

Tempor.iry  help 15.1 

Student  asst 30 

Totals,  Processing  Services 

Public  Services : 

Librarian  III 

Librarian  II 

Librarian  I 

Inter  typist-clerk 

Inter   clerk    

Student  asst  

Totals,  Public  Services 

Totals,  Authorized  Positions 148.9 


STUDENT  SERVICES 


1 

1 
21.3 

1 

2 

16.1 
31 


1 

1 
21.3 

1 

2 
16.1 
31 


SALARY  EANGE 
492-599 
446-543 
41.5-530 
415-505 
395-480 
(75,409) 
(83,766) 


5.904 

5,697 

115,467 

5,286 

11,520 

95,054 

115,475 


6,204 

5,979 

120.613 

5,553 

11,.520 

95,054 

115,475 


87.6 

7 
10.5 

2 
11.2 

4.2 
22 

99.4 

7 
11 

1 
11.5 

4.5 
23.5 

99.4 

7 
11 

1 
11.5 

4.5 
23,5 

$449,577 

$759-969 
661-S86 
600-661 
415-530 
415-.505 
(63,192) 

$580,967 

$77,976 

114,252 

7.932 

60,983 

25,622 

87,538 

$595,071 

$79,550 

114.648 

7,932 

63,892 

26,308 

87,538 

56.9 

58.5 

58.5 

$322,633 

$374,303 

$379,868 

162.9      162.9 


$822,308 


$1,014,718 


$1,035,107 


Dean's  Office : 

Dean    111          $1,540-1,873  $22,296 

Counselor   (AY)    O.S           -             -  t 

Counselor    -              2              2  t  24.408 

Sr  steno   - 111  50.5-614  7,368 

Inter  steno 1.6           2              2  446-.543  11,746 

Inter   t.vpist-clerk    1.4           -             -  415-530 

Temporary  help 0.5           -              -  (2,535) 

Student  asst 9.4         11.1         11.1  (30,190)  41,348 

Totals,  Dean's  Office 15.7         17.1         17.1  $84,046  $107,166 

Admissions  and  Records : 

Assoc  dean 111          $1,206-1,467  $17,604 

Admissions  officer 111  821-998  11,976 

Registrar  II 1              1              ]  S21-998  10,818 

Evaluation  technician  II 111  644-783  8,452 

Evaluation  technician  I 2              6              6  584-710  43,840 

Supvng  clerk  I 111  571-692  8,304 

Sr  steno 0.9           1              1  505-614  7,338 

Sr  clerk 20            22.9        22.9  492-599  152,682 

Inter  steno 2.2           5.2           5.2  446-543  .30,450 

Inter   typist-clerk   21.3         24.5         24.5  41.5-530  139,357 

Inter  clerk   -             0.3           0.3  415-505  1,530 

Totals,  Admissions  and  Records,-  51.4        64.9        64.9  $328,700  $432,351 

Counseling  and  Testing : 

Assoc  dean 111           $1,206-1,467  $17,604 

Counselor   (AY)    11.7         14.5         14.5  t  182.515 

Counselor    2              1.5           1.5  t  21,750 

Test  officer  (AY) 0.7           0.5           0.5  t  4,285 

Test  officer -              1              1  t  11,904 

Psychometrist    111  644-783  9,396 

Sr  clerk 1              _             _  492-599 

Inter  steno 3.8           6              6  446-543  37.095 

Inter   typist-clerk   1.8           0.5           0.5  41.5-530  2,800 

Temporary  help -             0.1           0.1  (-)  590 

Totals,  Counseling  and  Testing-,  23            26.1         26.1  $238,325  $287,939 

Activities  and  Housing : 

Assoc  dean 111           $1,206-1,467  $17,604 

Housing  coordinator 111  t  10,284 

Activities   adviser 3              3              3  644-783  26.424 

Inter  steno 5              4              4  446-543  23.395 

Inter  typist-clerk 111  415-530  5,220 

Totals.  Activities  and  Housing 11            10            10  $87,882  $82,927 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for   Instructional 
Positions — State  Colleges." 


$22,476 

25,008 
7,368 

12,282 


41,348 

$108,482 


$17,604 

11,976 

11,355 

8,880 

46,070 

8,304 

7,368 

1.57.148 

31,910 

143,472 

1,606 

$445,693 


i;17,604 

191,688 

22,008 

5,357 

12,504 

9,396 

.    38,018 

2,943 

620 

$300,138 


$17,604 

10,800 

27,744 

24,382 

5,484 

$86,014 
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SAIiAHIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Amh.)       (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  RANGE 

1 

1 

1 

t 

$15,804 

$15,804 

1 

1 

1 

$710-863 

10,356 

10,356 

1.7 

1 

1 

644-783 

9,285 

9,396 

2.3 

3 

3 

556-676 

22,470 

23,188 

1 

1 

1 

492-599 

7,188 

7,188 

2 

— 

— 

446-543 

_ 

_ 

3.1 

4.5 

4.5 

415-530 

24,629 

25,564 

- 

0.1 

0.1 

(-) 

$88,656 

590 

590 

12.1 

11.6 

11.6 

$90,322 

$92,086 

1 

2 

o 

t 

$21,474 

$24,252 

- 

1 

i 

$446-543 
$10,939 

6,154 
$27,628 

6,464 

1 

3 

3 

$30,716 

1 

1 

1 

$1,626-1,976 

$23,712 

$23,712 

5.5 

7.6 

7.6 

1.475-1,708 

137,100 

141,457 

1 

1 

1 

1,475-1,708 

20,496 

20,496 

- 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

746-905 

10.860 

10,860 

1 

0.5 

0.5 

710-821 

4,368 

4,587 

5.S 

7.6 

7.6 

660-764 

66,804 

68,004 

1 

1 

1 

660-764 

9.168 

9,168 

1 

1 

1 

571-692 

8,080 

8,304 

9 

2.5 

2.5 

556-676 

19.548 

19,818 

3.1 

4 

4 

446-543 

24,197 

24,919 

4.8 

5 

5 

415-530 

29.039 

29.61  fi 

0.5 

0.1 

0.1 

(3,791) 

660 

660 

2.3 

2.5 

2.5 

(7,641) 
$294,399 

9,313 

$374,205 

9,313 

30 

35.S 

35.S 

$381,774 

144.2 

168.5 

168.5 

$1,132,947 

$1,402,538 

$1,444,903 

STUDENT  SERVICES— Continued 

Placement : 

Placement  officer 

Placement   supvr  II 

Placement  supvr  I 

Placement  interviewer 

Sr  clerk 

Inter  steno 

Inter  tj-pist-clerk 

Temporary  help 

Totals,  Placement 

Foreign  Student  Program : 

Counselor    (AX)    

Inter  steno 

Totals,  Foreign  Student  Program 

Health  Services : 

Medical  officer  III 

Medical  officer  I — 10  months 

Medical  officer  I 

Sr  clinical  lab  technologist 

Supvng  nurse  I 

Clinical  lab  technologist 

Graduate  nurse — 10  months 

Graduate  nurse 

Supvng  clerk  I 

X-ray  technician 

Inter  steno 

Inter  typist-clerk 

Temporary  help 

Student  asst  

Totals,  Health  Services 

Totals,  Authorized  Positions 

PLANT    OPERATION 

Administration  : 

Chief   III   111  $1,048-1.273  $15,276  $15,276 

Chief  I 0.3          -             -  863-1,048 

Chief  engineer  II 0.5           -              -  842-973 

Supervisor 0.8           1              1  SOl-927  9,612  10.104 

Chief  engineer  I 0.5           1              1  801-927  9,612  10,104 

Drafting  aid  II 111  556-676  0,840  7.188 

Sr  steno   111  505-614  7,368  7,368 

Stock  clerk -              1              1  480-584  7,008  7.008 

Inter  typist-clerk -              1              1  415-5-30  5,100  5.352 

Inter  clerk 111  41.5-505  6,060  6.060 

Student  asst 2.4           4              4  (7,430)  14,900  14,900 

Totals,  Administration 8.5         12  12  $62,046  $81,776  $83,360 

Maintenance  of  Structures : 

Materials  specialist 0.3           1              1  $764-842  $10,104  $10,104 

Electrician  II 111  764-842  10,104  10.104 

Plumber  II 111  764^42  10,104  10,104 

Carpenter  II 111  827-801  9.612  9.612 

Painter  II 111  827-801  9,612  9,612 

Electrician  I 3              3              3  728-SOl  28,836  28,836 

Plumber   I    2              2              2  728-801  17,724  18,595 

Sheet  metal  worker 0.8           -              -  728-801 

Carpenter  I 2              2              2  692-764  18,012  18,336 

Painter  I 2.8           3              3  692-764  27,180  27,504 

Locksmith 111  692-764  9,168  9,168 

Stationary  engineer 6              7              7  692-801  64,668  65,532 

Chief,  custodial  services  III 0.3           -             -  676-821 

Supvng  custodian  III 0.8           1              1  614-746  7,368  7,728 

Building  maint  man 3              3              3  599-660  23,760  23,760 

Skilled  laborer 2.5           2              2  584-644  14.946  15,306 

Supvng  custodian  II 111  556-^76  7,488  7,856 

Supvng  custodian  I 4              4              4  480-614  29,112  29,112 

Laborer -              3              3  505-556  18,630  19,548 

Custodian   98.2       104.6       104.6  435-530  637.955  649,565 

Temporary   help    4.2           0.5           0.5  (22,614)  3,657  3,657 

Totals,  Maintenance  of  Structures       135.9      142.1       142.1  $865,146  $958,040  $974,039 

AY  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
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STATE   COLLEGE — LONG   BEACH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tuih.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


28.1 


1 

4 

4 

0.5 

2.5 


28.1 


1 

4 

4 

0.5 

2.5 


2  '> 

1  1 

O.S  0.8 


PLANT  OPERATION— Continued 

Maintenance  of  Grounds : 

Supvng  groundsman  II 111 

Tractor  operator — laborer 0.2           1              1 

Tree    trimmer    111 

Lead  groundsman 1.3           3              3 

Groundsman 22.9         22.1         22.1 

Totals,   Maintenance  of  Grounds  26.4 

Plant  Security : 

Supvng  campus  security  off  II 1 

Campus   security   off   1 

Watchman    5.9 

Inter  clerk 0.5 

Student  asst 1.2 

Totals,   Plant   Security 9.6         12            12 

Motor  Vehicle  Operation : 

Auto   mechanic   1.5 

Auto  equipt  operator  I 1 

Student   asst   0.5 

Totals,   Motor  Vehicle   Operation  3              3.8           3.8 

Totals,  Authorized  Positions  __  183.4      198         198 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr   clerk    

Inter  steno   

Inter  typist-clerk 

Totals,  Business  Management. 

Student  Services : 

Counselor      

Administrative  asst  I 

Student  personnel  technician 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Totals,  Student  Services 

Off-Campus  Work-Study : 

Temporary  help 

Totals,   Authorized   Positions 6.7         12.6 


SALARY  RANGE 
$676-821 
614-676 
556-676 
530-644 
505-584 

$172,713 


$746-905 

644-783 

435-530 

415-505 

(3,715) 


$9,852 

7,608 

8,112 

21.864 

145,625 


$9,852 

7,984 

8,112 

22,584 

152,924 


$57,559 


$676-746 
584-644 
(1,239) 

$20,583 

$1,178,047 


$193,061 


$8,952 

32,076 

25,265 

2,654 

9,313 

$78,260 


$17,268 
7,728 
2,980 

$27,976 


$201,456 


$9,396 

33,684 

25,440 

2,788 

9,313 

$80,621 


$17,688 
7,728 
2,980 

$28,396 


$1,339,113    $1,367,872 


_ 

1 
1 
1 

1 
1 
1 

$492-599 
446-543 
415-530 

$5,904 
5,490 
5,315 

$6,204 
5,766 
5,581 

- 

3 

3 

- 

$16,709 

$17,551 

1 
1 

0.3 

0.7 

0.4 

.    1.1 

1 
1 

0.5 
0.5 

1 
1 

1 
1 

0.5 
0.5 

1 
1 

t 
$783-950 
584-710 
492-599 
446-543 
415-530 

$10,164 
10,776 
2,777 
3,510 
4,810 
4,689 

$36,726 

$10,671 
11,310 
2,947 
3,594 
5,077 
4,957 

4.5 

5 

5 

$32,471 

$38,556 

2.2 

4.6 

4.6 

$11,478 

$23,267 

$23,267 

12.6 


$43,949 


$76,702 


$79,374 


REIMBURSED  ACTIVITIES 

Research  Projects : 

Instructional  faculty  (AY) 1.9  1  1  t              $22,070  $23,166 

Instructional   faculty    1  -  -  t                          -  ~ 

Temporary  help -  2  2  (-)                 10,140  10,140 

Totals,   Research   Projects 2^9  3  3~  .$36,881                $32,210  $33,306 

Summer  Sessions : 

Instruction.il  faculty  (AY) 66.9  65  65  t            $922,263              $924,550 

Music  studio  faculty _  _  _  ($2,245) 

Sr  steno   0.3  1  1  506-614                    7,098  7,368 

Inter  steno 3  2.5  2.5  446-543                  15,753  16,056 

Payroll  &  personnel  trans  elk  I 111  415-505  5,668  5,960 

Inter  tvpist-clerk 3  3.5  3.5  415-530                  18,990  19,638 

Inter  clerk   0.5  0.5  0.5  415-505                    2,654  2,788 

Temporary    help    7.3  8.6  8.6  (42,048)                 47,162  47,162 

Student  asst 10.1  12.4  12.4  (30,346)                44,020  44,020 

Totals,  Summer  Session 92.1  94.5  94.5  $926,775           $1,063,608           $1,067,542 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


STATE   COLLEGE — LONG 

BEACH — Continued 

UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-J 

67-68  68-69  69-70 
{Filled)       (Auth.)       (Auth.) 

1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


REIMBURSED  ACTIVITIES— Continued 

Auxiliary  Organizations : 

College   union  director 

Custodian   

Temporary  help 

Overtime 

Totals,   Auxiliary   Organizations. 

Special  Projects : 

Instructional  faculty  (AY) 

Instructional  faculty   

Counselor   (AY)    

Temporary  help 

Totals,  Special  Projects 

Totals,  Authorized  Positions 

TOTALS,  AUTHORIZED  POSITIONS 

(General  Fund)   1928 


HOUSING   FACILITIES 

Head  resident  I  

Custodian    

Building   maint  man   

Inter    steno    

Student  asst  A 

Student  asst  B  

Temporary   help    

Totals,  Authorized  Positions 

(Dormitory  Revenue  Fund) 


SALAEY  EANGB 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

2.9 

3 

3 

435-530 

16,056 

16,866 

0.4 

0.9 

0.9 

(3,285) 

3,370 

3,370 

0.2 

0.1 

0.1 

(1,509) 
$38,073 

750 

750 

4.5 

5 

5 

$37,780 

$38,590 

0.8 

t 

0.8 

_ 

- 

t 

— 

- 

0.9 

_ 

_ 

t 

- 

- 

0.5 

7.1 

7.1 

($3,525) 
$35,996 

$40,393 
$40,393 

$40,393 

3 

7.1 

7.1 

$40,393 

102.5 

109.6 

109.6 

$1,037,725 

$1,173,991 
$20,951,512 

$1,179,831 

1928 

2106 

2106 

$17,249,078 

$21,910,518 

o 

2 

2 

505-614 

$14,676 

$14,736 

4 

4 

4 

435-530 

25,440 

25,440 

1 

1 

1 

599-660 

7,920 

7,920 

1 

1 

1 

446-543 

5,720 

6,004 

3.5 

3.1 

3.1 

1.50-2.73  hr 

11,547 

11,547 

8.3 

10 

10 

0-1,184  yr 

11,840 

11,840 

0.3 

0.4 

0.4 

(2,066) 

2,362 

2,362 

20.1 


21.5        21.5 


$70,373 


$79,505 


$79,849 


PARKING   FACILITIES 


Supvng  campus  security  off  I 0.7  1  1  $710-863  $10,356  $10,356 

Campus  security  oSE 7.3  11  11  644-783  98.342  100,927 

Laborer 0.7  1  1  505-556  6,672  6,672 

Sr  clerk 0.7  1  1  492-599  6,464  6,796 

Inter  typist-clerk 0.6  1  1  415-530  5,462  5,737 

Asst  cashier-clerk 1  1.5  1.5  415-505  8,600  8,965 

Inter  clerk 0.3  0.5  0.5  415-505  2,654  2,788 

Student  asst  A 2.6  3.7  3.7  (8,633)  13,782  13,782 

Temporary  help— security 0.6  1.5  1.5  (3,101)  11,880  11,880 

Totals,  Authorized  Positions 

(Parking  Revenue  Fund) 14.5  22.2  22.2  $148,091  $164,212              $167,903 

GRAND  TOTALS,  AUTHORIZED          "^^^^  ~  ' 

POSITIONS  (All  funds) 1962.6  2149.7  2149.7  $17,467,542  $21,195,229        $22,158,270 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank   in  accordance  with  "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
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STATE   COLLEGE— LOS   ANGELES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillnil)      (tuth.)      (>uth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GENERAL  ADMINISTRATION 

Executive  :  SALARY  KANGE 

President 111  $2,274-2,765  $31,596  $33,180 

Vice  president 1.3           1              1  l,69!)-2,066  24,792  24,792 

Vice  president— business  affairs 0.8           1              1  1,699-2,066  24,792  24,792 

Executive  dean 111  1,540-1,873  22,476  22,476 

Voc  instructor 111  t  15,804  16,608 

Publications  manager 111  t  18,288  19,224 

Administrative  asst  II 0.5           1              1  950-1,155  11,400  11,976 

Administrative  asst  I 2              2              2  783-950  21,252  21,756 

Secretary    I    1.5           1              1  584-710  8,520  8,520 

Sr  secretary 0.3           -              -  556-676 

Sr  steno 4.2           5              5  505-614  36,840  36,840 

Inter  steno 0.7           2              2  446-543  11,095  11,647 

Student  asst 0.9           1              1  (3,203)  3.725  3,725 

Totals,   Executive 16.2         18            18  $179,293  $230,580  $235,536 

Business  llanageraent : 
Business  Manager's  Office : 

College  business  manager  II 111  $1,405-1,708  $18,576  $19,512 

Administrative  asst  I 111  783-950  10,314  10,818 

Asst  budset  analyst 111  783-950  10,272  10,776 

Jr  stafe  analyst 1              -             -  644-783 

Supvng  clerk  I -              1              1  571-692  8,304  8,304 

Sr  steno 111  505-614  7,368  7,368 

Inter  steno 1.1           1              1  446-543  6,516  6,516 

Temporary  help 2              -             -  (11,450) 

Student  asst 1.9           -             -  (8,550) 

Totals,  Business  Manager's 

Office   10             6             6  $76,703  $61,350  $63,294 

Accounting  Office : 

Accounting  officer  III 111  $950-1,155  $12,526  $13,148 

Accounting  technician  III 111  614-746  8,520  8,952 

Sr  clerk 111  492-599  7,188  7,188 

Sr  cashier-clerk 111  492-599  7,188  7,188 

Sr  account  clerk 2              2              2  492-599  14,348  14,376 

Accounting  technician  II 12              2  492-599  12,058  12,668 

Bookkeeping  mach  operator  II  __  1              2              2  457-556  11,244  11,820 

Inter  steno 0.1           1              1  446-543  5,490  5,766 

Inter  typist-clerk 0.9           1              1  415-530  5,180  5,440 

Inter  clerk 3.8           4              4  415-505  21,416  22,492 

Asst  cashier-clerk 111  415-505  5,507  5,785 

Temporary  help 3              11  (15,305)  5,904  5,904 

Totals,  Accounting 16.8        18           18  $90,563  $116,569  $120,727 

Personnel : 

Sr  personnel  analyst 1              -             -  $1,115-1,405 

Asst  personnel  analyst 0.9           1              1  783-950  $10,818  $11,355 

Jr  staff  analyst -              1              1  644-783  9,396  9,396 

Placement  interviewer 0.8           -              -  556-676  -  - 

Sr  steno 111  505-614  6,620  6,952 

Sr  clerk •__  1.9           1              1  492-599  5,195  5,818 

Inter  steno 111  446-543  5,628  5,904 

Inter  typist-clerk 0.9           1              1  415-530  5,308  5,576 

Inter  clerk   0.1           1              1  415-505  4,716  4,944 

Temporary  help 1.5           1              1  (7,294)  5,904  5,904 

Totals,  Personnel 9.1           8              8  $63,3-55  $53,585  $55,849 

Payroll  Office : 

Sr  clerk -             1              1  $492-599  $7,188  $7,188 

Inter  typist-clerk -              2              2  41.5-530  10,280  10,792 

Inter  clerk -              1              1  415-530  5,484  5,760 

Totals,  Payroll _              4              4  _  $22,952  $23,740 

Purchasing : 

Business  service  officer  I 0.9           1              1  $78.3-950  $9,814  $10,314 

Supvng  clerk  I 0.6           1              1  571-692  7,760  8,144 

Sr  clerk 111  492-599  7,188  7,188 

Inter  typist-clerk 0.3           3              3  415-530  15,300  16.056 

Temporary  help 2               -              -  (10,897) 

Totals,  Purchasing 4.8           6              6  $31,371  $40,062  $41,702 

t  Salary  range  determined  by  education,  experience  and  academic   rank    in   accordance   with   "Salary    Schedule    for   Instructional 
Positions — State  Colleges." 
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State  Colleges 
STATE   COLLEGE — LOS   ANGELES — Continued 


HIGHER  EDUCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 


Business  Management — Continued 
General  Institutional  Services : 

Property  clerk  II   

Duplicating  mach  supvr  I 

Storekeeper  I  

Laborer   

Sr  clerk 

Vari-typist    

Stock  clerk 

Duplicating  macli  operator  II 

Supvng  telephone  operator  I 

Inter  steno 

Inter  typist-clerk 

Inter  account  clerk 

Telephone  operator 

Nonfaculty   reclassification 

Student  asst  

Premium   overtime   pay    

Totals,  General  Institutional 
Services 

Totals,  Business  Management 

Automatic  Data  Processing  Services  : 

Director 

Computer  programmer  II 

EDP  supvr  II 

Computer  programmer  I 

Equipment  technician  I 

Sr  tabulating  mach  operator 

Tabulating  mach  operator 

Keypunch  operator 

Inter  typist-clerk 

Totals,  Automatic  Data  Processing 
Services  


1 

1 

1 

1 

0.5 

1 

5.2 

2 

1 

0.8 

1.8 

1 

4 

1.1 
0.2 


1 
1 
1 

1 

1 

7 
2 

i 

2 
1 
4 

3.6 


3.6 


22.6 


25.6 


25.6 


63.3 


67.6 


67.6 


SALARY  KANGE 
$614-746 
530-644 
530-644 
505-556 
492-599 
480-584 
480-584 
457-556 
457-556 
44G-543 
415-530 
415-505 
415-505 
(10,880) 
(4,577) 
(2,497) 


$116,144 
$378,136 


$S,SSO 
7,728 
7,728 
6,672 

7,008 
45,230 
13,344 

6,672 

10,653 
5,860 

21,767 
7,500 

13,410 


$8,952 
7,728 
7,728 
6!672 

7,008 
46,526 
13,344 

6,672 

11,187 
6,060 
22,549 
17,035 
13,410 


$162,452 
$456,970 


$174,871 
$480,183 


1 

1 

1 

t 

$21,180 

$21,180 

0.9 

o 

O 

$801-973 

19,511 

20,502 

1 

1 

1 

783-950 

10,356 

10,860 

_ 

1 

1 

660-801 

7,920 

8,304 

9 

o 

2 

644-783 

17,848 

18,276 

0.2 

i 

1 

530-644 

6,952 

7,308 

0.2 

1 

1 

480-584 

6,509 

6,659 

0.5 

3 

3 

425-517 

17,363 

17,875 

0.5 

3 

3 

415-530 

15,662 

16,460 

6.3 


15 


15 


$60,851 


Totals,   Authorized   Positions—         85.8       100.6       100.6 


$618,280 


$123,301 
$810,851 


$127,424 
$843,143 


INSTRUCTION 

Instructional : 
Administration  : 
College : 

Dean    

Assoc  dean,  graduate  studies 

Academic  planner 

Coordinator,  evening 

session   (AY)   

School : 

Dean    

Associate  deans 

Coordinator,    elem    educ    (AT) 

Coordinator,  second  educ  (AT) 
Department : 

Department  chairman 

Department  chairman  (AT) 

Clerical : 

Sr  steno   

Inter  steno 

Totals,  Administration 45.6         61.5         61.5  $675,234  $829,059  $840,956 

Instructional  Faculty : 

Professor  (AT) 190.1  207.5  207.5  $1,194-1,524  $3,622,942  $3,698,499 

Assoc  professor  (AT) 142  185.5  185.5  937-1,194  2,380,137  2,490,045 

Asst  professor   (AT)   285  421.1  421.1  741-945  4,271,189  4,468,410 

Instructor  (AY)   20.5         21  21  671-857  199,436  203,068 

Lecturer  (AT) 7.1           7              7  t  88,841  92,734 

AT  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for   Instructional 
Positions — State  Colleges." 


0.5 

1 

1.5 

0.5 

1 

1.5 

0.5 

1 

1.5 

$1,540-1,873^ 

I 
t 

$9,240 
20,528 
24,110 

$9,702 

20,840 
24,738 

1 

1 

1 

t 

20,528 

20,840 

5.8 
3 

1 
0.5 

6 

3.5 
1 
0.5 

6 

3.5 
1 
0.5 

1,540-1,873^ 

132,588 

56,257 

.      14,328 

7,164 

133,776 

57,722 

14,328 

7,164 

2.8 
24.5 

3 

28.3 

3 

28.3 

■• 

56,036 
398,360 

56,348 
402,308 

3 

1 

3 

12.2 

3 
12.2 

505-614 
446-543 

22,104 
67,816 

22,104 
71,086 

HIGHER  EDUCATION 
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STATE   COLLEGE — LOS   ANGELES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filltii)      (Auih.)      (tnih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


Instructional — Continued 

Instructional  Faculty — Continued 

Sabbatical  leave, — difference  in  SALAHY  range 

pav 2.7           -             -  (25,458) 

Sabbatical  leave  replacement  ___  13.6         19            19  (137,030)  257,082 
Special  lea\'es  research  of  creative 

activitv    5.2           4.5           4.5  (47,780)  47,135 

Part-time   faculty   100.9           -             -  (1,013,355) 

Substitute  faculty 0.1           1.1           1.1  (1,905)  11,312 

Class  and  rank  reclassifications —              —             —  —  22.160 

Distinguished   teaching   award _             _             -  (3,000)  3,000 

Totals,  Instructional  Faculty—  767.2       S66.7       866.7  $9,176,938         $10,903,234 

Technical  and  Clerical : 

Equipment  technician  III 111  $783-950  $11,400 

Glassblower      111  746-905  10,860 

Stage   technician  II   0.8           1              1  710-863  8,520 

Equipment  technician  II 6.6           7              7  710-863  69,079 

Stage   technician   I   111  644-783  7,952 

Equipment  technician   I   10.4         11            11  644-783  93,476 

PhotOKr.npher   I    0.4           1               1  599-728  7,406 

AccoDiTmnist   II 1.5           3               3  584-710  22.107 

Supvng  clerk  I 2              2              2  571-692  16,224 

Sr  secretary 0.6           -             -  556-676 

Storekeeper  I 111  530-644  7,698 

Editorial  aid 0.6           -              -  530-644 

Athletic  equipt  attendant  II 1.9           2              2  505-614  13,780 

Technical  asst  II 14.1         16.5         16.5  505-614  113,171 

Sr  steno   14.4         17            17  505-614  121.826 

Sr  clerk 2              7              7  492-599  42,276 

Accompanist  I 0.4           0.5           0.5  457-556  3,336 

Inter  steno 39.7         46.5        46.5  446-543  278,801 

Athletic   equipt  attendant  I 2               3               3  435-.530  16,867 

Technical  asst  I   14.1         26.5         26.5  435-530  148,627 

Inter    tvpist-clerk    7.4         10.5         10.5  415-.530  56,059 

Inter  cierk   3.4           4             4  415-505  22,071 

Temporary  help 5              -              -  (22,978) 

Student    asst   39.1         22.8         22.8  (156,263)  84,930 

Totals,   Technical  and  Clerical  170.4       1S5.3       185.3  $1,000,848           $1,156,466 

Totals,   Instructional 9S3.2    1,113.5    1,113.5  $10,853,020         $12,888,759 

Special  Programs : 
Joint  Doctoral : 

Asst  professor   (AY)   -              1              1  $741-945  $8,570 

Asst  professor -             1              1  857-1,093  11.904 

Inter  tvpist-clerk -              0.5           0.5  415-.530  2,.o.50 

Graduate    asst   -              7               7  (-)  16,821 

Student   asst    -             0.5           0.5  (-)  1,863 

Totals,   Special  Programs -            10            10  -  $41,708 

Instructional  Services: 
Audio-Visual : 

Audio-visu.il   coordinator   (AT)__  1.7           3              3  t  $30,692 

Audio-visual   coordinator 2               11  t  12,504 

Equipment  technician  III 111  $783-950  11,400 

Equipment  technician  II 111'        710-863  10,356 

Equipment  technician  I 2.5           2.5           2.5  644r-783  22,142 

Photographer  I   1.5           1.5           1.5  599-728  12.648 

Graphic  artist 111  584-710  7..o78 

Technical  asst  II 111  505-614  6,210 

Sr  clerk 111  492-599  6,438 

Inter  steno 2              2              2  446-543  12,213 

Technical  asst  I 2.3           2.5           2.5  435-530  14,197 

Inter   typist-clerk    111  415-530  5,530 

Temporary  help -             0.5           0.5  (-)  3,719 

Totals.    Audio-Visual   18            19            19  $149,022  $155,627 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank  in  accordance  with  " 
Positions — State  Colleges." 


195,396 
46,278 

11,312 

81.737 
3,000 


$11,290,479 


$11,400 
10.860 

8,952 
70,166 

8,3.50 
96,756 

7.776 
23.223 
16,608 

7,728 

14,096 
115,666 
123,284 

44,412 

3,336 

287,449 

17,717 
154,8.56 

58,868 

22,881 

84,930 

$1,189,314 

$13,320,749 


$10,714 

12,504 

2,676 

16,821 

1,863 

$44,578 


$34,282 

12,504 

11.400 

10,356 

22,546 

12.840 

7,952 

6.516 

6,768 

12,495 

14,756 

5,810 

3,719 

$161,944 


Salary  Schedule  for  Instructional 
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State  Colleges 
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STATE  COLLEGE — LOS  ANGELES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional  Services — Continued 
Television : 

Coordinator       

Instructional   faculty    

Television  engineer 

Equipment  technician  II 

Inter    steno    

Student  asst    

Totals,  Television. 

Totals,  Instructional  Services 

Totals,     Authorized     Posi- 
tions     


LIBRARY 


1 
2 
1 
1 
1 
1.4 


1 

2 
1 
1 
1 
1.5 


1 

2 
1 
1 
1 
1.5 


7.4 


7.5 


7.5 


25.4 


26.5 


26.0 


SALARY  RANGE 
t 
t 
988-1,213 
710-863 
446-543 
(4,985) 

$71,485 

$220,507 


12.504 
25,008 
14,556 
10,356 
6,516 
5,588 


$74,528 


$280,155 


1,008.6    1,150       1,150 


Administration : 

College  librarian 

Librarian  III 

Library  asst  II 

Storekeeper  I  

Sr  steno 

Totals,   Administration ;. 

Processing  Services : 

Librarian   IV 

Librarian    III    

Librarian  II 

Library  asst  II  

Library  asst  I  

Sr  clerk ._ 

Sr  account  clerk 

Inter  steno  _J 

Inter  typist-clerk ^ — 

Inter   clerk    

Book    repairer   

Temporary  help 

Student   asst . 

Totals,  Processing  Services 

Public  Services : 

Librarian  V 

Librarian   IV 

Librarian  III 

Librarian  II 

Library  asst  II   

Library  asst  I  

Inter  typist-clerk 

Inter  clerk 

Temporary  help 

Student  asst , 

Totals,  Public  Services 

Totals,  Authorized  Positions 85.8 


STUDENT  SERVICES 


129 


129 


$630,650 


$926,362 


12,504 
25,008 
14,556 
10,356 
6,516 
5,588 


$74,528 


$236,472 


$11,073,527        $13,160,622        $13,601,799 


1 

1 

$1,467-1,783 

$20,142 

$21,144 

1 

1 

759-969 

11,628 

11,628 

1 

1 

571-692 

8,304 

8,304 

1 

1 

530-644 

7,728 

7,728 

0.3 

1 

505-614 

6,310 
$54,112 

6,620 

4.3 

5 

5 

$45,765 

$55,424 

_ 

2 

2 

$923-1,120 

$22,152 

$23,256 

— 

11 

11 

759-969 

100.188 

105,224 

9 

5 

5 

661-886 

45,060 

40,248 

_ 

1 

1 

571-692 

6,852 

7,188 

_ 

4 

4 

492-599 

23,616 

24,816 

— 

1 

1 

492-599 

5,904 

6,204 

_ 

1 

1 

492-599 

5,904 

6,204 

1 

1 

1 

446-543 

6,516 

6,516 

3 

19.5 

19.5 

415-530 

102,330 

106,488 

1.5 

7.5 

7.5 

415-505 

39,653 

41,202 

1 

1 

395-lSO 

4,S60 

5,100 

32.7 

21.5 

21.5 

(235,351) 

147,318 

147,318 

0.1 

3 

3 

(365) 

$284,958 

11,176 

$521,529 

11,176 

40.3 

78.5 

78.5 

$536,940 

0.4 

_ 

$1,016-1,234 

1.6 

o 

9 

923-1,120 

$26,880 

$26,880 

9 

9 

9 

759-969 

102,132 

102,588 

5.6 

7 

7 

661-886 

73.186 

7;;.962 

1.8 

1 

1 

571-692 

8,304 

S,304 

2.3 

3 

3 

492-599 

21,564 

21,564 

6 

5.5 

5.5 

415-530 

33,280 

33,330 

4.5 

7.5 

7.5 

415-505 

41,571 

43,014 

1.5 

1.5 

(-) 

10,278 

10.278 

10 

9 

9 

(31,555) 
$299,927 

33,526 

33,526 

41.2 

45.5 

45.5 

$350,721 

$353,446 

$945,810 


Dean's  OfBee : 

Dean    111           $1,540-1,873  $21,228  $22,296 

Counselor    -              1              1                                 t  11,904  12,504 

Administrative  asst  I 0.9           1              1                   783-950  10,608  11,130 

Sr  steno 111                   505-614  7,188  7,368 

Inter  steno -__  1              1              1  "      446-543  5,979  6,282 

Inter  typist-clerk -              1              1                   41,5-530  5,100  5,352 

Totals,  Dean's  Office 3.9           0              6                    $39,265  $62,007  $64,932 

t  Salary   range  determined  by   education,  experience,   and   academic  rank   in  accordance  with    "i^alary   Schedule   for   Instructional 
Positions — State  Colleges." 
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STATE   COLLEGE — LOS   ANGELES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllsd)       (Auth.j       (Aolli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALAHY  RANGE 

o.s 

1 

1 

$1,206-1,467 

$15,082 

$15,844 

1 

1 

1 

821-998 

11,355 

11,928 

1 

1 

1 

S21-99S 

11.928 

11,976 

0.9 

1 

1 

644^783 

9,396 

9,396 

o 

2 

2 

584-710 

16,248 

36,632 

1.7 

571-692 

14,884 

15,608 

0.8 

— 

— 

530-644 

_ 

1 

1 

1 

505-614 

7,36S 

7,368 

26.1 

30.1 

30.1 

492-599 

204,635 

208,971 

O.S 

— 

— 

4S0-5S4 

_ 

_ 

3.4 

4 

4 

446-543 

23,529 

24,711 

2.5 

— 

_ 

425-517 

19 

17 

17 

415-530 

97,236 

99,744 

6.4 

5.6 

5.6 

415-505 

31,052 

32,214 

1 

1 

1 

415-505 

5,352 

5,622 

l.S 

- 

- 

(13.593) 

_ 

4.3 

4.3 

4.3 

(14,950) 
$455,900 

16,018 
$464,083 

16,018 

74.5 

71 

71 

$476,032 

1 

1 

1 

$1,206-1,467 

$15,588 

$16,374 

8.3 

10.4 

10.4 

t 

122,477 

126,043 

2 

2 

2 

t 

34,296 

34,296 

0.2 

— 

— 

(1,895) 

— 

_ 

1.6 

1.5 

1.5 

t 

25,618 

26,432 

1 

1 

1 

644-783 

8,452 

8,880 

1 

1 

1 

505-614 

7,278 

7,368 

0.7 

1 

1 

492-599 

6.154 

6,464 

0.8 

2 

2 

446-543 

11,928 

12,282 

0.1 

— 

_ 

415-530 

_ 

_ 

2.6 

2 

2 

415-505 

10,360 

10,880 

19.3 

21.9 

21.9 

$200,312 

$242,151 

$249,019 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

0.5 

1 

1 

t 

11,881 

12,479 

2.6 

3 

3 

644,783 

25,024 

26,277 

0.9 

1 

1 

505-614 

7,368 

7,368 

1.9 

0.5 

0.5 

446-543 

2,872 

3,015 

_ 

1 

1 

415-530 

5,418 

5,691 

0.4 

2 

2 

415-505 

10.872 

11,268 

_ 

0.3 

0.3 

(-) 

1,771 

1,771 

0.5 

0.5 

0.5 

(1,810) 
$62,027 

1,863 

1,863 

7.8 

10.3 

10.3 

$84,673 

$87,336 

1 

1 

1 

t 

$12,504 

$12,504 

0.4 

— 

— 

t 

— 

— 

0.6 

1 

1 

$710-863 

8,520 

8,952 

2.3 

2 

2 

644-783 

18,024 

18,459 

2 

2 

2 

556-676 

16,224 

16,224 

1 

1 

1 

415-530 

5,100 

5,352 

2.9 

3 

3 

415-505 

15,871 

16,667 

2 

2 

2 

(7,300) 
$86,667 

7,450 

$83,693 

7,450 

12.2 

12 

12 

$85,608 

1 

1.5 

1.5 

■    t 

$16,212 

$16,697 

1 

1 

1 

t 

16,474 

16,608 

0.5 

0.5 

$446-543 

2,745 

2,883 

$25,130 


$35,431 


$36,188 


STUDENT  SERVICES— Continued 

Admissions  and  Records : 

Assoc  de.in 

Admissions  officer 

Registrar  II 

Evaluation   technician   II 

Evaluation  technician  I 

Supvng  clerk  I 

Sr  tabulating  maeh  operator 

Sr  steno 

Sr  clerk 

Tabulating  mach  operator 

Inter  steno 

Keypunch  operator 

Inter  typist-clerk 

Inter   clerk   

Inter  iile  clerk 

Temporary  help 

Student  asst  

Totals,   Admissions   and   Records 

Counseling  and  Testing : 

Assoc  dean 

Counselor  (AY) 

Counselor    

Part-time  counselor 

Test-officer    (AY)    

Psyehometrist     

Sr  steno   

Sr  clerk 

Inter  steno 

Inter   typist-clerk   

Inter  clerk 

Totals,  Counseling  and  Testing 

Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities  advisor 

Sr   steno    

Inter  steno 

Inter  typist-clerk 

Inter   clerk    

Temporary  help 

Student  asst  

Totals,  Activities  and  Housing 

Placement : 

Placement  officer 

Counselor    (AY)    

Placement  supvr  II 

Placement  supvr  I 

Placement  interviewer 

Inter  typist-clerk 

Inter  clerk   

Student  asst    

Totals,   Placement 

Foreign  Student  Program : 

Counselor    (AY)    

Counselor      

Inter  steno 

Totals,  Foreign  Student  Program  2  3 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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HIGHER  EDUCATION 


STATE  COLLEGE — LOS  ANGELES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSnONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
T 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Health  Services : 

Medical  officer  III 

Medical  officer  I — lO-months 

Medical  officer  I 

Sr  clinical  lab  technologist 

Supvng   nurse    I    

Graduate  nurse — 10-months 

Graduate  nurse 

Phys  therapist  I 

Supvng  clerk  I 

X-ray  technician 

Inter  steno 

Inter  typist-clerk 

Inter  clerk   

Temporary    help — medical 

Temporary   help — clerical 

Student   asst    

Totals,    Health    Services 

Totals,   Authorized   Positions- 


PLANT  OPERATION 

Administration : 

Chief  IV 

Chief   III   

Chief  engineer  II 

Chief  engineer  I 

Supervisor    

Storekeeper  I  

Clerical  asst  III 

Sr  clerk 

Inter  typist-clerk 

Temporary  help 

Totals,  Administration 

Maintenance  of  Structures : 

Electrician   II   

Plumber  II 

Materials  specialist 

Carpenter  II 

Painter  II 

Electrician  I 

Plumber  I 

Maint  mechanic 

Carpenter   I   

Painter   I    

Stationary   engineer   

Locksmith 

Chief,  custodial  services  III 

Stationary   fireman 

Supvng  custodian  III 

Building  maint  man 

Auto  equipt  operator  I 

Skilled  laborer 

Supvng  custodian  II 

Supvng  custodian  I 

Laborer 

Custodian      

Temporary  help — trades 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Auto  equipt  operator  I 

Groundsman 


Totals,   Maintenance   of   Grounds         17.8 


SAL.4I!Y  n.^NGE 

1 

1 

1 

$1,626-1,97(3 

$23,712 

$23,712 

2.1 

5.2 

5.2 

1,475-1,708 

88,500 

92,880 

1 

1 

1 

1,475-1,708 

20,496 

20,496 

1 

1 

1 

746-905 

10,356 

10,860 

1 

1 

1 

746-905 

10,776 

10,860 

2.4 

5.2 

5.2 

660-764 

40,368 

42,384 

1 

1 

1 

660-764 

9,168 

9,168 

- 

1 

1 

644^783 

7,920 

8,316 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

556-676 

8,112 

8,112 

1 

1 

1 

446-543 

6,516 

6,516 

3.4 

5.5 

5.5 

415-530 

29,784 

30,952 

0.5 

0.5 

0.5 

415-505 

2,968 

3,030 

2.6 

- 

- 

(35,270) 
(5,344) 

_ 

1.2 

0.4 

0.4 

2,362 

2,362 

1.7 

1.9 

1.9 

(6,490) 
$212,306 

7,078 

$276,420 

7,078 

21.9 

27.7 

27.7 

$285,030 

141.6 

151.9 

151.9 

$1,081,607 

$1,248,458 

$1,284,145 

0.5 

- 

- 

$1,155-1,405 

_ 

_ 

0.5 

1 

1 

1,048-1,273 

$15,276 

$15,276 

0.4 

— 

— 

842-973 

— 

_ 

0.6 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

530-644 

7,728 

7,728 

0.3 

— 

— 

492-614 

— 

— 

0.7 

1 

1 

492-599 

7,188 

7,188 

1.7 

o 

2 

415-530 

12,120 

12.120 

1 

0.9 

0.9 

(6,112) 

6,469 

6.469 

7.7 

7.9 

7.9 

$65,891 

$71,029 

$71,029 

1 

1 

1 

$764-842 

$10,104 

$10,104 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

728-801 

9,612 

9,612 

0.9 

1 

1 

728-801 

9,612 

9,612 

3 

3 

3 

728-801 

28,836 

28,836 

2.9 

3 

3 

728-SOl 

28,356 

28,799 

0.8 

9 

2 

72S-S01 

18,348 

18,780 

3.8 

4 

4 

692-764 

36,132 

36,564 

3 

3 

3 

692-7o4 

26,208 

27.072 

5.3 

5 

5 

692-801 

47,838 

48,060 

2 

1 

1 

G92-764 

9,168 

9,168 

0.3 

— 

— - 

676-821 

— 

— 

9 

3 

3 

628-692 

24,144 

24,528 

0.7 

1 

1 

614-746 

S,952 

8,952 

3 

3 

3 

599-660 

23,347 

23,728 

1 

9 

9 

584-644 

15,456 

15,456 

6.6 

7 

7 

584-044 

53,256 

53,976 

0.4 

_ 

_ 

556-676 

_ 

_ 

5.1 

7 

7 

505-614 

44,204 

49,454 

0.3 

_ 

_ 

505-556 

_ 

_ 

102.1 

140.5 

140.5 

435-530 

743,626 

844,514 

10.7 

6.8 

6.8 

(46,420) 
$1,004,564 

48,878 

48,878 

157.9 

196.3 

196.3 

$1,206,285 

$1,316,301 

1 

1 

1 

$614-746 

$8,952 

$8,952 

1 

1 

1 

584-644 

7,728 

7,728 

15.8 

17 

17 

505-584 

117,590 

118,204 

19 


19 


$116,256 


$134,270 


$134,884 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aalh.)       lAuH.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


PLANT  OPERATION— Continued 

Plant  Security  : 

Supvng  campus  security  officer  I 

Campus  security  officer 

Watchman    

Totals,  Plant  Security 

Jlotor  Vehicle  Operation : 

Auto  mechanic 

Totals,  Authorized  Positions 


0.5 

6 

0.6 

0.5 

7 

0.5 

7 

SALARY  RANGE 
$710-SG3 
644-783 
435-530 

$5,178 
64,296 

$5,178 
64,692 

7.1 
1 

7.5 
1 

7.5 
1 

$61,353 

$8,112 

$69,474 

$8,952 
$1,490,010 

$69,870 

$8,952 

191.5 

231.7 

231.7 

$1,256,170 

$1,601,036 

YEAR-ROUND  OPERATION 

General  Administration : 

Executive : 

Student  asst 1.5  1.5  1.5  $5,484                  $5,588                  $5,588 

Business  Management : 

Duplicating  mach  operator  II  ___  0.5  1  1  457-556                    5,760                    6,060 

Inter  typist-clerk 2.4  3.5  3.5  415-530                  18,514                  19,444 

Inter  clerk 2  2  2  415-505                  10,906                  11,459 

Temporary  help 0.9  1.1  1.1  (4,348)                  6,494                    6,494 

Student  asst 1.9  2  2  (6,938)                  7,450                    7,450 

Totals,  Business  Management-  7.7  9.6  9.6  $35,198               $49,124               $50,907 

Totals,   General    Administra- 
tion      9.2  11.1  11.1  $40,682               $54,712               $56,495 

Instruction  : 
Instructional : 
Administration : 

Assoc  dean 2.8  -  -  t                         -                          - 

Dept  chairman  (AY) 21.6  26.7  26.7  t            $344,876              $345,081 

Totals,  Administration 24.4  26.7  26.7  $251,400              $344,876              $345,031 

Instructional  Faculty : 

Assoc  professor   (AY)    -  13  13  $937-1,194                $53,664              $160,992 

Asst  professor   (AY)   -  147.7  147.7  741-945             1,804,580             1,804,580 

Instructor  (AY)   7.1  7  7  671-857                  73,402                  76,833 

Graduate   asst   11  -  -  (28,454) 

Sabbatical  leave  replacement—  111  (9,041)  10,284  10,284 
Special  leaves — research  or  crea- 
tive act 2  2  2  (18,901)                20,568                  20,568 

Part-time   faculty   54.8  -  -  (495,262) 

Faculty  teaching  extra  quarter 

for  pay 74.4  -  -  (1,128,651) 

Totals,  Instructional  Faculty  150.3  170.7  170.7  $1,567,016           $1,962,498           $2,073,257 

Technical  and  Clerical : 

Equipt  technician  III 111  $783-950  $11,400  $11,400 

Equipt  technician   II 3  3  3  710-863                   27,570                   28,963 

Equipt  technician  I 1.8  2  2  644-783                  16,530                  17.364 

Accompanist  II 0.7  1  1  584-710                    7,173                    7,533 

Technical  asst    II 4.6  6  6  505-614                  38,152                  40,038 

Sr  steno 6.4  10.5  10.5  50.5-614                  69,713                  72,010 

Sr  clerk 2.6  6  6  492-599                  37,781                  39,682 

Inter  steno 24.6  29.1  29.1  446-.543                169,213                176,515 

Athletic  equipt  attendant  I  __  -  1  1  435-530                    5,352                    5,622 

Technical  asst  I 3.9  10.7  10.7  435-530                  58,444                  61,242 

Inter  typist-clerk 18.8  34.1  34.1  41.5-530                179.230                187,753 

Temporary  help 1.4  -  -  (7.114)                           -                            - 

Student  asst 17.3  -  -  (68,183) 

Totals,   Technical  and  Cleri- 
cal      86.1  104.4  104.4  $404,943              $620,564              $648,122 

Totals,   Instructional 260.8  301.8  301.8  $2,223,359           $2,927,938           $3,066,410 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for   Instructional 
Positions — State  Colleges." 
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HIGHEK  EDTJCATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aoth.j        (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION— Continued 

Instruction — Continued 
Instructional  Services : 

Audio-visual  coordinator —  (2)  (2) 

Equipt  technician  I 0.6  0.7  0.7 

Photographer  I 0.3  0.4  0.4 

Graphic   artist 0.2  0.4  0.4 

Inter    steno    0.7  1.1  1.1 

Technical  asst  I 1.5  1.6  1.6 

Student  asst 0.5  0.5  0.5 

Totals,  Instructional  Services 3.8  4.7  4.7 

Totals,  Instruction 264.6  306.5  306.5 

Library  : 

Public  Services : 

Librarian  II 3  3  3 

Inter  clerk 3.9  4  4 

Totals,  Library 6.9  7  7 

Student  Services : 
Dean's  Office : 

Temporary   help    1  2.1  2.1 

Student  asst 0.8  -  - 

Totals,  Dean's  Office 1.8  2.1  2.1 

Admissions  and  Records : 

Sr  steno 111 

Sr  clerk 3.8  4  4 

Inter  steno 0.6  2  2 

Inter  typist-clerk 2.6  4  4 

Inter  clerk 12  2 

Inter  file  clerk 0.5  0.5  0.5 

Temporary  help 4  5.5  5.5 

Totals,  Admissions  and 

Records 13.5  19  19 

Counseling  and  Testing : 

Counselor -  (1)  (1) 

Counselor   (AY)    0.5  2.7  2.7 

Part-time  counselor 1.3  —  — 

Inter  steno 1  1.6  1.6 

Temporary  help 0.6  -  - 

Totals,  Counseling  and 

Testing    3.4  4.3  4.3 

Activities  and  Housing : 

Activities   advisor   1.8  2  2 

Inter  steno 0.5  1  1 

Inter  clerk 0.6  1  1 

Totals,  Activities  and  Housing  2.9  4  4 

Placement : 

Temporary  help 1.1  1  1 

Health  Services: 

Medical  officer  I 0.9  (5)  (5) 

Graduate  nurse 0.8  (5)  (5) 

Totals,  Health  Services 1.7  (10)  (10) 

Totals,  Student  Services  ___  '  24.4  30.4  30.4 

Plant  Operation  : 

Maintenance  of  Structures ; 

Stationary   engineer   0.7  1  1 

Building  maint  man 111 

Custodian      0.5  2  2 

Totals,   Maintenance  of   Struc- 
tures        2.2  4  4 

AT  indicates  Academic  Tear  as  defined  by  the  institution, 

t  Salary   range  determined  by   education,  experience,   and  academic 
Positions — State  Colleges." 


$47,077 


$90,839 


($16,890) 
446-543 
(3,203) 


$29,879 


$178,182 


$692-801 
599-660 
435-530 


$51,872 


$111,663 


$1,620 
27,287 

8,784 


$37,691 


$220,097 


$8,808 

7,920 

11,890 


SALARY  RANGE 

$644-783' 
599-728 
584-710 
446-543 
435-5.30 
(1,763) 

$3,240 
5,656 
3,130 
2,899 
6,200 
8,706 
1.863 

$3,240 
5,940 
3,283 
3,043 
6,506 
9,146 
1,863 

$21,103 

$31,694 

$33,021 

$2,244,462 

$661-886 
415-505 

$2,959,632 

$29,025 
22,847 

$3,099,431 

$30,171 
23,840 

$54,011 


$5,780 

$12,398 

$12,398 

3,111 

- 

- 

$8,891 

$12,398 

$12,398 

$505-614 

$6,360 

$6,672 

492-599 

26,670 

27,436 

446-543 

11,187 

11,745 

415-530 

21,790 

22.574 

415-505 

10,594 

11,129 

415-505 

2,590 

2,720 

(34,416) 

32,472 

32,472 

$114,748 


$1,620 
28,018 

9,226 


$38,864 


$644-783 
446-543 
415-505 

$18,718 
5,605 
5,100 

$29,423 

$18,792 
5,881 
5,352 

$21,225 

$30,025 

$6,243 

$5,904 

$5,904 

1,475-1,708 
660-764 

15,899 
7,119 

$23,018 

15,899 
7,119 

$21,103 

$23,018 

$224,957 


$9,242 

7.920 

12,170 


$15,290  $28,618  $29,332 

rank   in  accordance  with   "Salary   Schedule  for  Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFillad)      (Aulh.)      lAolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION— Continued 

Plant  Oper.ition — Continued 
Pl.nnt  Security  : 

Campus  security  officer 1.8 


Totals,  Plant  Operation 

Totals.   Authorized   Positions 

STUDENT  FINANCIAL  AIDS 

Administration  : 

Business  Management : 

Sr    clerk    

Inter  steno 

Inter   typist-clerk   


Totals,  Business  Management 

Student  Services : 

Counselor    

Student   personnel   technician 

Inter  steno 

Inter  typist-clerk 

Inter  clerk 


Totals,   Student  Services 

Off-Campus  Work-Study : 
Temporary    help    


Totals,   Authorized   Positions- 


REIMBURSED  ACTIVITIES 


Summer  Session : 

Dean    

Coordinator     

Instructional  faculty 

Sr  steno   

Temporary  help 


Totals,  Summer  Session 

Auxiliary  Organizations : 

Custodian 

Asst   cashier-clerk 

Temporary  help 


Totals,  Auxiliary  Organizations- 


Extension  :  a 

Coordinator    

Extension  faculty 

Music  studio  teachers 
Temporary  help 


Totals,  Extension 


Special  Projects : 

Instructional  faculty    (AY) 

Counselor    

Temporary  help 


Totals,  Special  Projects 

Student-Pay,  Work-Study : 
Temporary  help 


Totals,  Authorized  Positions 


309.1       361 


3.9 


0.1 


4.5 


57.5 
0.5 


361 


SALAEY  BANGE 

$644-783 

$28,454 
$2,538,857 


$16,944 


$45,562 


$3,331,875 


$39,725 


2.9 


2.9 


$47,518 


$14,800 


10.4 


10.4 


$42,712 


$76,653 


34 


34 


128.3   118.5   11S.5 


$316,749 

$3,213 

$822,448 


$392,354 


$1,041,601 


TOTALS,  AUTHORIZED  POSITIONS 

(General  Fund) 1,955.2   2,253.1    2,253.1 


$17,799 


.$-17,131 
$3,482,025 


0.2 
0.2 
0.1 

1 
1 
0.5 

1 
1 
0.5 

$492-599 
446-543 
415-530 

$5,904 
5,881 
2,550 

$6,204 
6.179 
2,676 

0.5 

2.5 

2.5 

$2,387 

$14,335 

$15,059 

2 
0.9 

0.1 
0.9 

2 

0.5 

0.5 

1 
1 

•» 

0.5 
0.5 
1 
1 

$584-710 ' 
446-543 
41.5-530 
415-505 

$30,642 
3,-504 
2,745 
5,507 
5,120 

$30,792 
3,684 
2,883 
5,785 
5,374 

$48,518 


$14,800 


$78,377 


0.2 
0.5 

19.1 
0.3 

17.5 

0.5 
53 

1 
21 

0.5 
53 

1 
21 

$1,540-1,873 

(173,361) 
505-614 
(74,265) 

$299,096 

$10,590 

480,400 

6,386 

87,430 

$10,590 

480.400 

6.700 

87,430 

37.6 

75.5 

75.5 

$584,806 

$585,120 

2 
0.9 

8.5 

2 

i 

6 

2 

1 
6 

$435-530 
415-505 
(40,361) 

$53,991 

$12,595 

5,100 

46,746 

$64,441 

$12,720 

5,352 

46,746 

11.4 

9 

9 

$64,818 

0.5 

18 
2 

0.8 

- 

- 

($114,789) 

(13,620) 

(5,404) 

$149,399 

— 

- 

21.3 

- 

- 

- 

- 

3 
54.5 

10 

10 

J 

$102,840 

$102,840 

24 

24 

($285,909) 

289,514 

311,227 

$414,067 


$1,064,005 


$18,064,257        $22,086,432         $22,900,340 


a  Effective  July  1,  1968,  23.5  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension program  Revenue  Fund. 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


STATE   COLLEGE — LOS   ANGELES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl      (Aolh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
82 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
31 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
«3 
64 
€5 
«6 
€7 
•68 
«9 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXTENSION 

SALARY  RANGE 

Coordinator -              0.5           0.5                              f              $10,590                $10,590 

Instructional  faculty -            20.0         20.0                            -                128,903                128,903 

Inter  steno -              0.5           0.5              $446-543                    2,745                    2.883 

Temporary  help -              2.5           2.5                            -                  14,760                  14,760 

Totals,  Authorized  Positions  (Exten- 
sion Revenue  Fund)   -            23.5         23.5                            -              $156,998              $157,136 

PARKING   FACILITIES 

Supvug  campus  security  ofC  I 0.5           0.5           0.5              $710-863                  $5,178                  $5,178 

Campus  security  off 4.6           5              5                   644-783                  44,812                  45,881 

Sr  clerk 111                   492-599                    6,824                    7,160 

Watchman    1.8           3              3                   435-530                  17,064                  17,604 

Asst  cashier-clerk -              1              1                   415-505                    6.060                    6.060 

Inter  typist-clerk 111                   415-580                    5,580                    5,810 

Temporary  help— maintenance 3.S           3.5           3.5                 (20,977)                25,158                  25,158 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund) 12.7         15            15                    $83,143              $110,626              $112,851 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS  (All  funds) 1,967.9    2,291.6   2,291.6         $18,147,400         $22,354,056         $23,170,327 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary    Schedule   for   Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 


357 


SACRAMENTO   STATE  COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

67-68  68-69  69-70 
(Filled)       (Aoth.)       (tolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive : 

President    

Vice  president — academic  affairs 
Vice   president — administration    _ 

Executive   dean    

Voc  instructor 

Administrative  asst  II 

Administrative  asst  I 

Publications  manager 

Secretary  I  

Sr  secretary  

Clerical  asst  III 

Sr  clerk 

Clerical  asst  II  

Student  asst 

Totals,   Executive 


SALARY  RANGE 

1 

1 

1 

.1:2,274-2,765 

$31,596 

$33,180 

1 

1 

1 

1,699-2,066 

24,792 

24,792 

1 

1 

1 

1,699-2,066 

24,792 

24,792 

0.3 

1 

1 

1,540-1,873 

22,476 

22,476 

0.8 

1 

1 

t 

16,474 

16,608 

_ 

1 

1 

950-1,155 

11,400 

11,976 

2.1 

o 

2 

783-950 

20,796 

21,252 

0.9 

1 

1 

t 

13,538 

14.214 

_ 

1 

1 

584-710 

7,008 

7,368 

0.5 

2 

2 

556-676 

16,224 

16,224 

3.4 

1 

1 

492-614 

7,158 

7,368 

0.7 

_ 

_ 

492-599 

_ 

- 

3 

4 

4 

415-543 

23,676 

24,532 

0.4 

0.5 

0.5 

(1,082) 

1,868 

1,863 

15.1 


Business  Management : 

Business  Manager's  Office : 

College  business  manager  II 1 

Asst  budget  analyst - 

Administrative  asst  I 1 

Clerical  asst  III 1 

Clerical  asst  II — 

Totals,  Business  Manager's 

Office   3 

Accounting : 

Accounting  officer 

Supvng  account  clerk 

Clerical  asst  III 

Accounting  technician  II 

Sr  clerk 

Sr  cashier-clerk 

Bookkeeping  mach  operator  II 

Clerical  asst  II 

Asst  cashier-clerk   

Bookkeeping  mach  operator  I 

Inter  account  clerk 

Student  asst  

Totals,  Accounting 

Personnel : 

Personnel   officer   

Asst  personnel  analyst 

.Ir  staff  analyst 

Administrative  trainee 

Supvng   clerk   I 

Payroll  &  personnel  trans  elk  II 

Sr    clerk    

Clericjil   a.sst    II    

Payroll   &  personnel  trans  elk  I 

Totals,    Personnel   

Purchasing : 

Business  service  officer  I 

Clerical  asst  II   

Inter  account  clerk 

Student    asst    

Totals,   Purchasing 

General  Institutional  Services: 

Supvng  clerk   I 

Property  clerk  I ^^ 

Storekeeper  I 

Duplicating  mach  supvr  I 

Stock    clerk    

Duplicating     mach     operator     II 

(offset)      

Duplicating     mach     operator     II 

(direct)      

t  Salary  range  determined  by  education. 
Positions — State  Colleges." 


17.5 


1 
1 
1 
1 
1.7 


17.5 


1 

1 
1 
1 
1.7 


5.7 


5.7 


$172,643 


$1,405-1,708 
783-950 
783-950 
492-614 
415-543 


$34,940 


$221,793 


$20,496 

9,396 

10,692 

6.135 

8,670 


$55,389 


$226,645 


$20,496 

9,852 

11,220 

6,438 

9,098 


$57,104 


1 

1 

1 

$863-1,048 

$12,576 

$12,576 

1 

1 

1 

660-801 

9.612 

9,612 

0.2 

2 

o 

492-614 

13,192 

13.496 

0.4 

1 

1 

492-599 

5,904 

6,204 

1.2 

492-599 

- 

- 

0.5 

1 

1 

492-599 

6,004 

6,308 

0.6 

1 

1 

457-556 

5,484 

5,760 

1 

3 

3 

415-543 

15,989 

16,783 

1.4 

1 

1 

415-505 

5,160 

5,418 

0.4 

_ 

_ 

41.5-505 

_ 

— 

1.9 

<> 

2 

415-505 

11,135 

11,412 

0.3 

0.8 

0.8 

(1,063) 
$62,675 

2,981 

2,981 
$90,550 

9.9 

13.8 

13.8 

$88,037 

1 

1 

1 

$950-1,155 

$13,860 

$13,860 

0.3 

1 

1 

783-950 

9,548 

10,020 

0.7 

— 

_ 

644-783 

— 

— 

0.3 

_ 

_ 

584-644 

- 

— 

1 

1 

1 

571-692 

8,304 

8,304 

0.6 

1 

1 

492-599 

7,020 

7,188 

1 

1 

1 

492-599 

5,904 

6,204 

4.3 

4 

4 

41.5-543 

21,379 

22,451 

1.2 

2 

2 

415-505 

10,474 
$76,489 

10,997 
$79,024 

10.4 

11 

11 

$66,900 

1 

1 

1 

$78,3-950 

$11,400 

$11,400 

2 

2 

2 

415-543 

11,709 

12,300 

1 

1 

1 

415-505 

5,374 

5,645 

- 

0.5 

0.5 

1.50-2.73  hr 

1,863 
$30,346 

1,863 

$31,208 

4 

4.5 

4.5 

$26,361 

1 

1 

1 

$571-692 

$8,304 

$8,304 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

530-644 

7,728 

7.728 

1 

1 

1 

530-644 

7,398 

7,728 

5 

0 

5 

480-584 

35,040 

35,040 

0.4 

1 

1 

457-556 

6,672 

6,672 

1.6 

1 

1 

435-530 

6,060 

6,360 

J  experien 

ce,   and 

academic 

rank   in  accordance  with   "Salar.-i 

Schedule  for 

Instructional 
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HIGHER  EDUCATION 


Stot8  Coileges 
SACRAMi^iTO   STATE   COLLEGE — Continusd 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Anlh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
48 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


70 
71 

72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 


Business  Management — Continued 
General  Institutional  Services — 
Continued 

Clerical  asst  II  

Telephone  operator 

Premium   overtime   pay 

Nonfaculty   reclassification 

Totals,     General     Institutional 
Services     

Student  Financial  Aids : 

Inter  account  clerk 


13.9 
0.9 


Totals,    Business    Management 

Automatic  Data  Processing  Services  : 

Director      

Comnuter  programmer  II 

EDP  supvr  I 

Computer  programmer  I 

Computer  programmer — trainee 

Sr  tabulating  mach  operator 

Tabulating  mach  operator 

Inter  steno 

Key  punch  operator 

Clerical  asst  II 

Temporary  help 

Totals,  Automatic  Data  Process- 
ing Services  

Totals,   Authorized  Positions 


INSTRUCTION 


42.1 


0.4 
0.8 

1 

o.s 

0.8 
0.8 

2.4 
1.9 
1.3 


10.2 


67.4 


16 


51 


1 
2 

1 
1 

1 

1 

4 
2 


13 


81.5 


Totals,  Instructional  Faculty__       4S4.7       601 


16 


51 


13 


81.5 


Instructional : 
Administration : 
College : 

Dean    1.5  1.5  1.5 

Assoc  dean,  graduate  studies 111 

Academic  planner 111 

Coordinator,  evening  session 

(AT) - 111 

School : 

Dean 4  4  4 

Coordinator,  elem  educ  (AY) 0.5  0.5  0.5 

Coordinator,  second  educ   (AY)  0.5  0.5  0.5 

Administrative   assistant  I 0.8  —  — 

Department : 

Department  chairmen 3.4  4  4 

Department  chairman    (AY)__  15.9  20.2  20.2 

Clerical : 

Clerical  assistant  IV 0.3  2  2 

Sr  secretary 0.6  2  2 

Clerical  asst  III 6.4  7  7 

Clerical  asst  II 5.5  2  2 

Student  asst 1.2  1.1  1.1 

Totals,  Administration 43.6  47.8  47.8 

Instructional  Faculty : 

Professor  (AY) 118.3  123.4  123.4 

Assoc  professor  (AY) 85  86.5  86.5 

Asst  professor   (AY)   187.8  342.6  342.6 

Instructor   (AT) 21.8  22  22 

Lecturer    (AY)    14.2  15  15 

Part-time  faculty  (AY) 47.5 

Substitute  faculty 0.1  0.5  0.5 

Class  and  rank  classifications _  _  _ 

Sabbatical  leave  replacement 7.9  8  8 

Special  leaves — research  or  crea- 
tive activity 2.1  3  3 

Distinguished  teaching  award _  _  _ 


601 


S.iLART  R.\NGE 
415-505 
415-505 
(3,879) 
(3,683) 


$92,124 


$4,415 
$287,415 


$801-973 
644-783 
G60-S01 
599-660 
530-644 
480-584 
446-543 
425-517 
415-543 
(5,958) 


$65,208 
$525,266 


15,486 
10,704 

9,464 


$114,584 


$364,845 


$12,504 

19,634 

8,808 

7,920 

7,518 


ii!346 


$96,339 
$682,977 


16,257 
11,244 

21,496 


$128,557 


$386,443 


$12,504 

20,628 

9,248 

8,304 

7,728 
6,646 

23,088 
11,613 


$09,759 
$712,847 


$1,540-1,873^ 
t 

$33,714 

20,592 
20,592 

$33,714 
21,095 
21,095 

t 

17,288 

17,288 

1,540-1,873^ 

t 
t 
t 

89,904 
7,835 
8,623 

89,904 

8,724 

10,176 

t 
t 

61,908 
299,600 

62,940 
320,651 

556-676 
556-676 
492-614 
415-543 
(4,100) 

15,570 
16,224 
48,906 
10,843 
4,098 

$655,697 

15,936 
16,224 
50,256 
11,381 
4,098 

$558,432 

$683,482 

$1,194-1,524 

937-1,194 

741-945 

671-857 

J. 

(434,937) 

(2,437) 

(-) 

(79,649) 

$2,137,187 

1.123,610 

3,377,908 

204,212 

170,390 

4,285 
45.580 
82,272 

$2,185,490 

1,166,413 

3,694,127 

210.752 

176,038 

4,285 

104,558 

82,272 

(22,363) 
(-) 

29,995 
3,000 

30.852 
3,000 

$5,519,208 

$7,178,439 

$7,657,787 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
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SACRAMENTO   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filleil)      Hmh.l      (Aaih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


INSTRUCTION— Continued 

Instructional — Continued 
Technical  and  Clerical : 

Supvnff  equipment  technician 0.3 

Equipment  technician  III 0.8 

Equipment  technician  II 5 

Equipment  technician  I 6 

Stage  technician  I 1 

Sr  tab  mach  operator — 

Athletic  equipt  attendant  II 1.9 

Technical  assistant  II 11.5 

Clerical  asst  III 6.5 

Sr   clerk   0.9 

Accompianist    1 

Clerical  asst  II 7.8 

Inter  steno 24.8 

Athletic  equipt  attendant  I 1.8 

Technical  assistant  I 3.1 

Graduate  assistant 36.3 

Temporary  help 10.9 

Student  assistant 22.1 

Totals,   Technical   and   Clerical       141.7 

Totals,   Instructional 670 

Special  Programs : 
Master  of  Social  Work  : 

Dean  of  school 

Instructional  faculty : 

Professor     

Professor   (AY)   

Assoc  professor   (AY)   

Asst  professor   (AY)   

Clerical  asst  III 

Clerical  asst  II  

Student  asst 


Totals,  Master  of  Social  Work 

Instructional  Services : 
Television : 

Coordinator  of  instructional  tele- 
vision   (AY)    

Television  engineer 

Clerical  asst  II 

Totals,  Television 

Audio-Visual : 

Audio-visual  coordinator   (AY) 

Equipment  technician  II 

Photographer   II   

Equipment  technician  I 

Technical  asst  II 

Clerical  asst  III 

Clerical  asst  II  

Temporary  help 

Student  asst  

Totals,  Audio- Visual 

Totals,  Instructional 

Services 


Totals,  Authorized 
Positions 


LIBRARY 


20.7 


1 
1 
0.8 


2.8 


1.5 

2 

1 

1.7 

0.8 

1 

o 

0.6 

2.8 


13.4 


16.2 


SALARY  RANGE 

_ 

_ 

$821-998 

— 

1 

1 

783-950 

$11,400 

5 

5 

710-803 

49,977 

8 

8 

644-783 

66,452 

1 

1 

644-783 

8,282 

1 

1 

530-644 

5,300 

3 

3 

505-614 

18,828 

12 

12 

505-614 

82,491 

9 

9 

492-614 

61,462 

_ 

_ 

492-599 

— 

1 

1 

457-556 

6,672 

41.6 

41.6 

415-543 

232,453 

6.8 

6.8 

446-543 

37,332 

2 

2 

435-530 

11,936 

10.5 

10.5 

435-530 

54,258 

- 

- 

(91,360) 

- 

- 

- 

(52,318) 

- 

25 

25 

(73,259) 

93,125 

126.9      126.9 


775.7       775.7 


$681,013 
16,758,653 


$739,968 
>8,574,104 


27.5 


27.5 


1.5 

2 

1 

2 

1 

1 

2 

0.7 

3 


1.5 

2 

1 

2 

1 

1 

2 

0.7 

3 


14.2 


14.: 


17.2 


17.2 


706.9      820.4      820.4 


$236,735 


$998-1,213 
415-543 

$25,937 


$710-863 
692-842 
644-842 
505-614 
492-614 
415-543 
(2,543) 
(9,938) 

$98,555 


$124,492 


$7,119,880 


$295,966 


$10,800 

13,148 

5,697 

$29,645 


$24,740 

20,712 

10.104 

16,044 

6,412 

7,368 

11,268 

4,133 

11,175 

$111,956 


$141,601 


9,011,671 


$11,400 
50,910 
71.184 
8,700 
6,620 
20.452 
84,958 
64,498 

6,672 

252,771 

39,209 

12,220 

59,745 


93,125 

$782,464 

$9,123,733 


0.9 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

1.2 

1 

1 

1,384-1,680 

17,288 

18,144 

.3,8 

4 

4 

1,194-1,524 

65,650 

68,726 

7.9 

5 

5 

937-1,194 

66,078 

66,864 

2.5 

11 

11 

741-945 

94,270 

117,854 

1 

1 

1 

492-614 

6,568 

6,896 

2.9 

3.5 

3.5 

415-543 

19,911 

20,912 

0.5 

1 

1 

(1,715) 

3,725 

3,725 

$325,597 


$10,800 

13,805 

5,979 

$30,584 


$25,057 

20,712 

10,104 

16,848 

6,728 

7,368 

11,838 

4,133 

11,175 

$113,963 


$144,547 


1,593,877 


Administration  : 

College  librarian 111  $1,467-1,783  $21,396  $21,396 

Librarian  V 111  1,016-1,234  14,808  14,808 

Librarian  IV 2              2               2  923-1,120  25.068  25,632 

Clerical  asst  III 111  492-614  7,368  7,368 

Clerical  asst  II 111  415-543  5,264  5,530 

Student   asst    0.2          0.2           0.2  (703)  745  745 

Totals,   Administration    6.2           6.2           6.2  $68,502  $74,649  $75,479 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank  in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


SACRAMENTO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled]      (Aotb.l       (ADth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY— Continued 

Processing  Services : 

Librarian    III    3  3  3 

Librarian  II 2.9  4  4 

Librarian    I    0.3  -  - 

Library  asst  II 3.4  6  6 

Library  asst  I 1.3  2  2 

Stock    clerk    111 

Clerical  asst  II 10.8         12  12 

Inter  account  derk 12  2 

Book  repairer 111 

Temporary  belp 7  83.4  33.4 

Student  asst 6.8         10.6  10.6 

Totals,   Processing   Services 38.5 


75 


Public  Services : 

Librarian    III    5 

Librarian  II 6.1 

Librarian   I    0.5 

Library  asst  II 1.7 

Library"  asst  I 1.3 

Clerical  asst  (typist)  II 9.3 

Temporary  lielp 1.2 

Student   asst   3.8 

Totals,  Public   Services 28.9 

Totals,   Authoi-ized   Positions 73.6 

STUDENT  SERVICES 

Dean"s  Office : 

Dean  of  students 1 

Counselor — 12  mos. — 

Administrative  asst  I 1 

Secretary 0.1 

Sr  steno 0.9 

Clerical  asst  II 1 

Totals,  Dean's  Office 4 

Admissions  and  Records : 

Assoc  dean 1 

Admissions  officer 0.9 

Registrar  II - 

Registrar  I 1 

Evaluations  technician  II 1 

Evaluations   technician   I   4 

Supvng  clerk  I 1 

Sr  tab  mach  operator 0.2 

Clerical  asst  III 0.7 

Senior  clerk 7.9 

Tab  mach  operator 0.2 

Clerical  asst  II 18.8 

Key  punch  operator 0.5 

Student  asst 1.5 


Totals,  Admissions  and  Records- 
Counseling  and  Testing : 

Assoc  dean 

Counselor    

Counselor    (AY)    

Test  officer 

Psychometrist 

Clerical  asst  III 

Clerical  asst  II 

Temporary  help  

Student  asst  

Totals,  Counseling  and  Testing. 

Foreign  Student  Program : 

Counselor    

Clerical  asst  (steno)  II 


38.7 


1 
1 

5.3 
0.2 

1 
1 
3.8 

0.2 


13.6 


0.9 

0.5 


r> 
9 

0.5 
2 
1 
10 
0.3 
3.8 


31.6 


19 


40 


1 

1 

7.1 

1 

1 

2 

3 

0.2 

0.4 


16.7 


1 
0.5 


70 


o 
9 

O.o 
2 
1 
10 
0.3 
3.8 


31.6 


112.8       112.8 


1 

1 
1 

1 
4 
1 

8 
2 

19 


40 


7.1 


3 

0.2 

0.4 


16.7 


1 
0.5 


SALARY  RANGE 
$759-969 
661-886 
600-661 
571-692 
492-599 
480-584 
415-543 
415-505 
395-480 
(30,264) 
(22,048) 

$213,355 


$759-969 
661-886 
600-661 
571-692 
492-599 
415-543 
(6,439) 
(13,486) 

$196,130 

$477,987 


$1,540-1,873^ 

783-950 ' 
505-614 
505-614 
415-543 

$42,387 


$1,206-1,467 
821-998 
821-998 
746-905 
644-783 
58-4-710 
571-692 
530-644 
492-614 
492-599 
480-584 
415-543 
425-517 
(5,406) 


Totals,  Foreign  Student  Program 


1.4 


1.5 


1.5 


$239,955 


$1,206-1,467 

J. 
I 

t 
644-783 
492-614 
415-543 

(-) 
(727) 

$128,486 


$415-543 

$12,872 


$34,884 
35,339 

42,806 
12,420 

6,210 
65,754 
10,676 

4,920 

228,857 

39,485 


$481,351 


$57,726 
80,586 

3,966 
14,040 

6,684 
55,.536 

2,056 
14,155 

$234,749 

$790,749 


$22,476 

11,904 

9,936 

7,368 

11,279 

$62,963 


$16,642 

11,976 

9,852 

9,396 

31,206 

8,304 

53,575 
11,808 

105,243 

7,450 

$265,452 


$17,604 

14,214 

86,291 

8,570 

8,180 

13,968 

18,931 

1,181 

1,490 

$170,429 


$13,644 

2,872 

$16,516 


$34,884 
36,571 

44,912 

13,056 

6,516 

68,620 

11,212 

5,160 

228,857 

39,485 


$489,273 


$58,140 
84,074 

3,966 
14,724 

7,020 
57,971 

2,056 
14,155 

$242,106 

$806,858 


$22,476 

12,504 

10,440 

7,368 

11,842 

$64,630 


$17,466 
11,976 
10,356 

9,396 

31,926 

8,304 

55.274 
12,408 

109,863 

7,450 

$274,419 


$17,604 

14,918 

91,433 

10,714 

8,592 

14,304 

19,366 

1,181 

1,490 

$179,602 


$14,328 
3,015 

$17,343 


AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,  and  academic  rank  in  accordance  with  "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
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SACRAMENTO   STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
[Filled)       (Aalh.l        l>alll.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities  adviser   

Clerical  asst  II 

Temporary  help 

Totals,  Activities  and  Housing  - 

Placement: 

Placement  officer 

Placement  supvr  II 

Placement  supvr  I 

Placement  interviewer 

Clerical  asst  II 

Temporary  help 

Student  asst  

Totals,  Placement 

Student  Financial  Aids : 

Counselor    

Inter  steno 

Inter    typist-clerk    

Temporary  help 

Totals,  Student  Financial  Aids- 

Health  Services : 

Medical  officer  II 

Medical  officer  I 

Medical   officer  I — 10  mos. 

Sr  lab  technologist 

Snpvng  nurse  I 

Graduate  nurse 

Graduate  nurse — 10  mos. 

Sanitarian  II 

X-ray  technician — 10  mos. 

Clerical  asst  III 

Clerical  asst  II  

Temporary  help 

Student  asst  

Totals,  Health  Services 

Totals,  Authorized  Positions  . 


PLANT  OPERATION 


S.^LARY  R.\NGE 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

1 

1 

1 

t 

14,328 

14,828 

1.9 

2 

2 

644-783 

18,202 

18,718 

3 

4 

4 

415-543 

23,034 

23,862 

0.7 

- 

- 

(4,711) 
$66,960 

- 

- 

7.6 

8 

8 

$73,168 

$74,512 

1 

1 

1 

t 

$18,288 

$18,288 

1 

1 

1 

$710-863 

10,356 

10,356 

1.8 

2 

9 

644-783 

18,166 

18,681 

1.3 

1 

1 

556-676 

7,368 

7,728 

2.9 

3 

3 

415-543 

16,919 

17,782 

- 

0.2 

0.2 

(-) 

1,181 

1,181 

1.2 

0.8 

0.8 

(4,227) 
$68,836 

2,980 

$75,258 

2,980 

9.2 

9 

9 

$76,996 

1.1 

t 

0.8 

- 

— 

$446-543 

- 

— 

0.8 

_ 

_ 

415-505 

— 

_ 

0.5 

- 

- 

(2,841) 
$26,296 

- 

- 

3.2 

- 

- 

- 

- 

0.9 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

0.8 

1 

1 

1,475-1,708 

18,430 

19,356 

0.6 

3.1 

3.1 

1,475-1,708 

51,625 

54,180 

1 

1 

1 

746-905 

10,860 

10.860 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

660-764 

8,952 

9,168 

1.7 

3.1 

3.1 

660-764 

25,640 

25,948 

_ 

1 

1 

660-764 

8,952 

9,396 

0.8 

1 

1 

556-676 

8,112 

8.112 

1 

1 

1 

492-614 

7,368 

7,368 

2.7 

4 

4 

415-543 

21,437 

22,386 

1.2 

0.6 

0.6 

(12,162) 

3,542 

3,542 

0.2 

1.2 

1.2 

(488) 
$126,688 

4,470 
$202,832 

4,470 

12.9 

20 

20 

$208,230 

90.6      101.2      101.2 


$712,480 


$866,618 


$895,732 


Administration : 

Chief  of  plant  operation  III 111           $1,048-1,273  $12,576 

Chief  of  plant  operation  I 0.1           -             -  863-1,048 

Supvr  of  building  trades 111  801-927  11,124 

Stock  clerk 111  480-584  7,008 

Clerical  a.sst  II 1.5           1              1  415-543  6,516 

Drafting  aide  I -              0.5           0.5  43.5-530  2,676 

Inter  account  clerk 0.4           1              1  415-505  5,286 

Temporary  help 0.7           -              -  (4,490) 

Totals.  Administration 5.7           5.5           5.5  $48,123  $45,186 

Maintenance  of  Structures : 

Chief  engineer  II 0.8           1              1  $842-973  $11,676 

Chief  engineer  I 0.2           -              -  801-927 

Electrician  II 111  764-842  10,104 

Carpenter   II 111  728-801  9,612 

Painter  II 111  728-801  9,612 

Electrician  I   2              2              2  728-801  19,187 

Plumber  I 2              2              2  728-801  19,224 

Sheetmetal  worker -              1              1  728-801  8,736 

Stationary  engineer 3.9           5              5  692-801  46,128 

Carpenter   I 12              2  692-764  17,472 

Painter  I 2              2              2  692-764  17,724 

Locksmith 111  692-764  9,168 

Chief,  custodial  services  II 0.4           1              1  614-746  8,9.52 

Supvng  custodian  III 0.6           -             -  614-746 

Stationary  fireman 5              5              5  628-692  41,136 

Building  maint  man 3              2              2  599-660  15,840 

Skilled  laborer 3              4              4  584-644  30,372 

t  Salary  range  determined  by  education,  experience,   and  academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


$13,200 

11,124 
7,008 
6,516 
2,811 
5,553 


;,212 


$11,676 

10,104 

9,612 

9,612 

19,224 

19,224 

9,168 

46,999 

17,904 

18,156 

9,168 

8,952 

41,520 
15,840 
30,732 
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State  CoSleges 


HIGHER  EDUCATION 


SACRAMENTO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filledl       (Aulh.)       Until.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 

as 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


PLANT  OPERATiON— Continued 

Maintenance  of  Structures — Continued 

Supvng  custodian  I 3.1 

Laborer 1 

Custodian    . 60.4 

Temporary  help — maintenance 0.6 

Totals,     Maintenance     of     Struc- 
tures           93 

Maintenance  of  Grounds : 

Supyng  groundsman  II 

Sljilled  laborer 

Auto  equip  operator  I 

Lead  groundsman   

Groundsman     

Laborer     

Temporary  help — grounds 

Student   asst    

Totals,    Maintenance   of   Grounds 

Plant  Security  : 

Supvng  campus  security  oiiicer  I 

Campus  security  officer 

Laborer     

Watchman      

Student  asst  

Totals,    Plant   Security   

Motor  Vehicle  Operation : 

Auto  mechanic     

Mechanics    helper    

Totals,   Motor  Vehicle   Operation 

Totals,   Authorized   Positions 


STUDENT   FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr   clerk   

Inter  account  clerk 

Totals,    Business    Management 

Student  Services : 

Counselor      

Student  personnel  technician 

Sr  steno     

Inter  typist-clerk      

Temporary    help    

Totals,  Student  Services 

Off-Campus  Work-Study : 

Temporary  help 

Totals,   Authorized   Positions 

REIMBURSED  ACTIVITIES 

Summer  Session : 

Dean 

Instructional  faculty   

Clerical  asst  IV 

Sr   steno   

Clerical  asst  II 

Student  asst  

Totals,  Summer  Session 

Auxiliary  Organizations : 
Residence  Halls : 

Groundsman 

Clerical  asst  II 

Temporary  help — maintenance 

Totals,  Residence  Halls 

t  Salary  range  determined  by  education 
Positions — State  Colleges." 


1.3 


9.8 


1 
1 
0.1 


4 
1 
74.5 
0.5 


4 
1 
74.5 
0.5 


111 


111 


SALARY  EANOE 

505-614 

505-556 

435-530 

(4,018) 


$603,185 


28,104 

6,672 

422.916 

3,594 


$736,229 


4.5 
0.6 


7.1 


4.5 

0.6 

7.1 


S8,328 


•,871 


$41,764 


$3,542 
$56,510 


44.8         44.8 


1 
1 
0.5 


1 
1 
0.5 


$300,264 


$505-584 
415-543 
(488) 


$359,704 


$7,008 
5,714 

2,742 


28,464 

6,672 

452,066 

3,594 


$768,687 


1 
1 
1 

2 
14.3 

9 

5 
1.5 

1 
1 
1 

O 

15 

2 

3.1 
2 

1 
1 
1 
2 
15 
2 

3.1 
2 

$676-821 
584-644 
584-644 
530-644 
505-584 
50.5-556 
(17,621) 
(4,978) 

$163,340 

$9,852 
7,728 
7,728 

15,396 
100,031 

13,266 

22,283 
7,450 

$183,734 

$9,852 
7,728 
7,728 

15,456 
104,598 

13,344 

22,283 
7,450 

27.8 

27.1 

27.1 

$188,439 

0.5 

1 
4 
0.9 

0.5 

2 

1 

3.5 

0.9 

0.5 

2 

1 

3.5 

0.9 

$710-863 

64't-783 

505-556 

435-530 

(3,194) 

$35,587 

$5,178 
15,840 

6,672 
20.125 

3,353 

$51,168 

$5,178 
16,632 

6,672 
21,110 

3,3.53 

6.4 

7.9 

7.9 

$52,945 

1 

1 
1 

1 

1 

$676-746 
556-676 

$8,112 
7,368 

$15,480 

$1,031,797 

$8,520 
7,368 

1 

2 

2 

$7,008 
$857,243 

$15,888 

133.9 

153.5 

153.5 

$1,072,171 

0.1 
0.2 

1 

1 

1 
1 

$492-599 
415-505 

$6,004 
5,200 

$11,204 

$6,308 
5,462 

0.3 

2 

2 

$1,543 

$11,770 

0.4 

0.3 
0.3 

1.5 

0.5 
1 
1 
0.5 

1.5 

0.5 

1 

1 

0.5 

$584-710 ' 
505-614 
415-505 

$22,726 
3,504 
7,098 
5,484 
2,952 

$22,860 
3,684 
7,368 
5.760 
2,952 

$42,624 

$3,542 
$57,936 


0.5 

0.5 

0.5 

$1,540-1,873 

$11,238 

$11,238 

0.5 

36.5 

36.5 

t 

312,805 

J  12,805 

_ 

1 

1 

556-676 

7,536 

7,536 

1 

_ 

_ 

505-614 

_ 

_ 

1.5 

1.5 

1.5 

415-543 

8,382 

8,652 

6.3 

5.3 

5.3 

(20,497) 

19,743 

19,743 

$359,974 


$7,008 
6,010 
2,000 


2.1  2.5  2.5  $12,028  $15,464  $15,018 

experience,  and  academic  rank  in  accordance  with  "Salary   Schedule  for  Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillBd)      (tiilh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
28 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


REIMBURSED   ACTIVITIES— 

Continued 

Auxiliar.v  Organi/.atious — Continued 
Parking : 

Groundsman 

Temporary  help — grounds 

Totals,  Parking 

Campus  Organizations : 

Temporary   help   

Totals,  Auxiliary  Organizations 

Student  Pay— Work-Study : 

Temporary  help 

Special  Projects : 

Temporary  help 

Extension  :  n 

Instructional   faculty   

Clerical  asst  III 

Temporary  help 

Totals,   Extension 

Totals,  Authorized  Positions 

TOTALS,  AUTHORIZED  POSITIONS 

(General  Fund)    1,114 

EXTENSION  a 

Assoc  professor 

Instruction.al  faculty 

Clerical  asst  III 

Clerical  asst  II 

Temporary  help 

Totals,    Authorized    Positions    (Em- 
tension  Program  Revenue  Fund) 


HOUSING   FACILITIES  DORMI- 
TORY  REVENUE   FUND 

Housing  manager  I 

Building  m.iint  man 

Head  resident  II 

Head  resident  I 

Custodian   

Clerical  asst  II 

Inter  typist-clerk 

Janitor 

Housekeeper 

Student  asst  B 

Temporary  help 

Totals,   Authorized   Positions    (Dor- 
mitory Revenue  Fund)    


1 

0.2 

1 
0.2 

1 
0.2 

SALARY  RANGE 
$505-584 
(684) 

$6,844 

$6,784 
1,438 

$8,222 

$7,008 
1.438 

1.2 

1.2 

1.2 

$8,446 

- 

1.5 

1.5 

- 

$8,856 

$8,856 

3.3 

5.2 

5.2 

$18,872 

$32,542 

$32,320 

0.7 

- 

- 

$2,333 

- 

- 

9.3 

22 

22 

$124,097 

$131,888 

$131,888 

14.1 
1 
2.1 

- 

- 

$492-614' 
(11,690) 

$132,864 

- 

- 

17.2 

- 

- 

- 

- 

40.3 

72 

72 

$578,430 

$524,134 
$12,964,456 

$524,182 

1,114 

1,348.5 

1,848,5 

$10,281,157 

$13,663,603 

- 

1 

10.8 
1 
1 
3.1 

1 
10.8 
1 
1 
3.1 

t 

$492-614* 
415-543 

$14,918 

89,385 

7,008 

5,490 

18.302 

$15,676 

89,385 

7,368 

5,576 

18,302 

16.9 


16.9 


$135,103 


28.4 


29.5 


29.5 


$100,110 


$113,046 


$136,307 


1 

1 

1 

$710-950 

$10,356 

$10,3.56 

1 

1 

1 

599-660 

7,920 

7,920 

0.8 

1 

1 

556-676 

8,112 

8,112 

1.9 

2 

2 

505-614 

13,578 

13,884 

3 

3 

3 

435-530 

19,080 

19,080 

0.1 

1 

1 

415-543 

6,060 

6,060 

0.9 

_ 

_ 

41.5-530 

— 

— 

1 

1 

1 

41.5-505 

6,060 

6,060 

2 

2 

2 

415-505 

12,120 

12,120 

15 

15 

15 

0-1,184  yr 

15,000 

15,000 

1.7 

2.5 

2.5 

(9,447) 

14,760 

14,760 

$113,352 


PARKING   FACILITIES 

SALARY  RANGE 

Supvng  campus  security  off  I 0.5  0.5  0.5  $710-863                  $5,178                  $5,178 

Campus  security  off 5.8  6  6  644-783                  54,200                  55,348 

Clerical  asst  II 0.1  1  1  41.5-543                    6,516                    6,516 

Inter  steno 0.9  -  -  446-543 

Asst  cashier-clerk   1.3  1.5  1.5  415-.505                    7,743                    8,129 

Student  asst  A -  0.8  0.8  -                   2,980                    2,980 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund)   8.6  9.8  9.8  .$69,426  $76,617  $78,151 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS  (All  funds) 1,151       1,404.7    1,404.7         $10,450,693         $13,289,222         $13,991,413 

a  Effective  July  1,  1968,  16.9  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension Program  Revenue  Fund. 

t  Salary  range  determined  by  education^  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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State  ColBeges 


HIGHER  EDUCATION 


STATE   COLLEGE — SAN 

BERNARDINO 

llj 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

■z. 

67-68  68-69  69-70 
(filled)       (Aoth.)       (Auth.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
68 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive ; 

President     

Vice  president 

Executive  dean   

Voe  instructor 

Publications    manager    

Administrative  asst  II 

Secretary  I  

Clerical  asst  IV 

Sr   steno    

Inter  steno 

Temporary  help 

Totals,  Executive 

Business  Management : 

Business  Manager's  Office : 

College  business  manager  II 

Administrative  asst  I 

Sr   steno   

Totals,  Business  Manager's  Of- 
fice    

Accounting  Office : 

Accounting  officer  II 

Accounting  technician  III 

Property  clerk  II  a 

Sr  account  clerk 

Inter    typist-clerk    

Asst  cashier  clerk 

Bookkeeping  mach  operator  I 

Inter  account  clerk 

Totals,  Accounting 

Personnel : 

Asst  personnel  analyst 

Sr   clerk   

Inter  typist-clerk 

Totals,  Personnel   

Purchasing : 

Business  service  officer  I 

Sr  clerk 

Inter  typist-clerk  b 

Totals,   Purchasing 

General  Institutional  Services : 

Property  clerk  II  a 

Duplicating  mach  supvr  I 

Stock  clerk 

Telephone  operator 

Duplicating  mach  operator  I 

Nonfaculty  reclassification 

Temporary   help  b   

Terminal  pay 

Premium  overtime  pay 

Totals,  General  Institutional 

Services 

Totals,  Business  Management 

Automatic  Data  Processing  Services  : 

Director  of  institutional  studies 

Inter  steno 

Keypunch  operator 

Totals,  Automatic  Data  Processing 

Services 

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

$2,274-2,765 

$32,652 

$33,180 

- 

1 

1,699-2,066 

24,792 

24,792 

1 

1 

1,540-1,873 

22,476 

22,476 

1 

1 

t 

16,608 

16,608 

0.8 

1 

T 

11,810 

12,404 

- 

1 

950-1,155 

11.400 

11,976 

1 

1 

584^710 

7,368 

7,728 

_ 

1 

556-676 

6,672 

7,008 

2.8 

3 

3 

505-614 

19,738 

20,348 

0.9 

3 

3 

446-543 

17,288 

18,048 

0.6 

- 

- 

(2,447) 

- 

- 

9.1 

1 

1 


5.3 


17.8 


0.3 


1.3 


14 


14 


$128,132 


$1,405-1,708 
783-950 
505-614 


$24,759 


$170,804 


$20,496 
9,396 
6,235 


$36,127 


5.2 


5.2 


$29,104 


22.2 


0.5 
0.5 

1 


22.2 


0.5 
0.5 

1 


2S.2 


3S.2 


38.2 


$129,495 


$446-543 
425-517 


$7,023 
$264,650 


$31,157 

$167,474 


$10,590 
5,490 

5,582 


$21,662 

$359,940 


$174,568 


$20,496 
9,852 
6,542 


$36,890 


1 

1 

1 

$783-950 

$11,400 

$11,400 

1 

1 

1 

614-740 

8,952 

8,952 

_ 

1 

1 

614-746 

7,368 

7,728 

— 

1 

1 

492-599 

5,904 

6,204 

0.6 

1 

1 

415-530 

5,242 

5,507 

0.9 

1 

1 

415-505 

5,286 

5,553 

1 

1 

1 

415-505 

5,645 

5,935 

1 

1 

1 

415-505 

5,507 

5,785 

5.5 

8 

8 

$36,377 

$55,304 

$57,064 

1 

1 

1 

$783-950 

$10,860 

$11,400 

1 

1 

1 

492-599 

6,880 

7,188 

1 

1 

1 

415-530 

5,264 
$23,004 

5,530 

3 

3 

$20,694 

$24,118 

1 

1 

1 

$783-950 

$9,894 

$10,398 

1 

1 

1 

492-599 

6,712 

7,048 

1 

1 

415-530 

5,276 

5,352 

2 

3 

3 

$18,561 

$21,882 

$22,798 

0.7 

$614-746 

■ 

_ 

1 

1 

1 

530-644 

$7,008 

$7,368 

1 

1 

1 

480-584 

6,568 

6,896 

1.6 

*? 

2 

415-505 

11,153 

11,636 

_ 

1 

1 

395-480 

4,860 

5,100 

- 

(3,336) 

— 

— 

1 

0.2 

0.2 

(4,677) 

1,568 

1,568 

_ 

_ 

_ 

(472) 

- 

- 

- 

- 

- 

(631) 

- 

- 

$32,568 
$173,438 


$10,590 
5,766 

5,858 


$22,214 
$370,220 


a  One  position  transferred  from  General  Institutional  Services  to  Accounting  during  the  1968-69  fiscal  year, 
b  Seven-tenths  position  transferred  from  General  Institutional  Services  to  Purchasing  during  the  1968-69  fiscal  year, 
t  Salary  range  determined   by  education,   experience,   and   academic   rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATIOX 


State  Colleges 
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STATE   COLLEGE — SAN   BERNARDINO— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleill       (tnlh.)       (ftulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION 

Instructional : 
Administration : 

College : 
Dean    

School : 

Division    chairman    

Coordinator,  elem  educ  (AY) 

Coordinator,  second  educ  (AX) 

Department : 

Department  chairman    (AY) 

Clerical : 

Sr  steno 


Totals,  Administration 

Instructional  Faculty : 

Professor  (AY) 

Assoc  professor    (AY) 

Asst  professor    (AY) 

Instructor   (AY)   

Sabbatical  leave  replacement 

Special  leaves — research  or  crea- 
tive act 

Part-time  faculty 

Substitute  faculty 

Class  and  rank  reclassifications 

Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  I 

Technical  asst  II 

Stock  clerk 

Inter  steno 

Athletic  equipt  attendant  I 

Inter  typist-clerk 

Student  asst 

Totals,   Technical  and   Clerical 

Totals,  Instructional 

Instructional  Services : 
Audio-Visual : 

Audio-visual  coordinator 

Equipment  technician  I 

Inter  typist-clerk 

Student  asst 

Totals,  Audio- Visual 

Totals,   Authorized   Positions 


LIBRARY 


SALARY  HANGE 

0.1 

0.5 

0.5 

$1,540-1,873 

$9,240 

$9,702 

3 

3 

3 

•j- 

62,442 

63,455 

0.3 

0.3 

0.3 

j" 

4,298 

4,298 

0.3 

0.3 

0.3 

t 

4,862 

5,105 

1.1 

1.8 

1.8 

t 

26,822 

28,699 

4 

4 

4 

505-614 

26,434 

$134,098 

27,380 

8.8 

9.9 

9.9 

$105,485 

$138,639 

14 

18 

18 

$1,194-1,524 

$240,647 

$237,068 

10 

15 

15 

937-1,194 

135,932 

130,944 

23.7 

48.6 

48.6 

741-945 

569,482 

634,774 

2.5 

4 

4 

671-857 

39,616 

49,068 

0.3 

0.5 

0.5 

(3,113) 

5,142 

5,142 

0.3 

0.5 

0.5 

(3,421) 

5,142 

5,142 

7.3 

- 

(59,202) 

— 

- 

_ 

0.1 

0.1 

(-) 

857 

857 

- 

(4,300) 
$647,345 

2,660 

11,837 

58.1 

86.7 

86.7 

$999,478 

$1,074,832 

1.3 

•> 

*> 

$644-783 

$16,802 

$17,652 

1 

2 

O 

505-614 

11,566 

13,150 

1 

o 

O 

480-584 

11,286 

13,015 

4.3 

6.9 

6.9 

446-543 

34,201 

35,475 

1 

2 

2 

435-530 

11,712 

11,982 

_ 

0.9 

0.9 

415-530 

3,807 

4,886 

2.2 

2 

2 

(7,707) 
$57,808 

7,450 

7,450 

10.8 

17.8 

17.8 

$96,824 

$103,610 

77.7 

114.4 

114.4 

$810,638 

$1,230,400 

$1,317,081 

0.8 

1 

1 

1 

$10,284 

$10,714 

1 

1 

1 

$644-783 

7,728 

8,112 

— 

1 

1 

415-530 

4,665 

5,396 

0.9 

0.3 

0.3 

(3,111) 
$17,773 

682 

682 

2.7 

3.3 

3.3 

$23,359 

$24,904 

80.4 

117.7 

117.7 

$828,411 

$1,253,759 

$1,341,985 

Administration : 
College  librarian 
Librarian  III 

Sr  steno 

1 
1 

1 
1 
1 

1 
1 

1 

$1,467-1,783 
759-969 
505-614 

$21,396 
9,108 
6,335 

$21,396 
9,564 
6,646 

Totals,  Administration 

Processing  Services: 

Librarian  III 

Librarian  II 

2 

1 

1.2 

3 

1 

2.9 

2.2 
2 

3 

2 

9 

3 

1 

3 

1 

1.6 

2.5 

3 

2 
2 

3 

1 

3 

1 

1.6 

2.5 

$25,644 

$759-969 
661-886 
492-599 
480-584 
415-530 
415-505 
(10,503) 
(6,902) 

$75,438 

$36,839 

$20,184 
16,523 
20.556 

6,490 
16,528 

5,100 
11,647 

9,313 

$106,341 

$37,606 

$21,192 
17,346 
21,564 

Stock  clerk 

6,812 
17,369 

Inter   clerk . ---^ ^'^^, 

Temporary  help 

5,352 
11,647 

9,313 

Totals,  Processing  Services 

13.3 

16.1 

16.1 

$110,595 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank  in  accordance  with 
Positions — State  Colleges." 


"Salary   Schedule  for  Instructional 


3GG 


Stcite  Colleges 


HIGHER  EDUCATION 


STATE   COLLIGE — SAN    EERNARD!MO--Confi.iued 

llJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-1 

67-68  68-69  69-70 
(Filledl      (Juth.)       (Auili.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
,  78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY — Continued 

Public  Services : 

Librarian  III . 

Librarian  II 

Library  asst  I  

Inter  typist-clerk 

Student  asst 

Totals,  Public  Services 

Totals,  Autborized  Positions 


STUDENT  SERViCES 

Dean's  Office : 

Dean    

Counselor    

Sr   steno   

Inter  typist-clerk 

Student  asst  

Totals,  Dean's  Oifice 

Admissions  and  Records : 

Assoc  dean 

Registrar  I 

Evaluation  tecbnician  II 

Evaluation  technician  I 

Sr  clerk 

Inter  steno 

Keypunch  operator 

Inter  typist-clerk 

Totals,    Admissions   and   Records 

Counseling  and  Testing ; 

Assoc  dean 

Counselor  &  test  officer 

Psycbometrist     

Inter  steno 

Temporary    help    

Totals,  Counseling  and  Testing 

Activities  and  Housing : 

Assoc  dean 

Activities  adviser   

Inter  steno 

Inter   typist-clerk    

Totals,  Activities  and  Housing 

Placement : 

Placement  officer 

Placement  supvr  I 

Inter  steno 

Totals,  Placement 

Foreign  Student  Program : 

Counselor      

Health  Services : 

iXedical   officer  II 

Medical  officer  I 

Graduate   nurse 

Inter    typist-clerk    

Temporary  help 

Student  asst  

Totals,  Health  Services 

Totals,    Authorized  Positions 

t  Salary   range   determined   by   education. 
Positions — State  Colleges." 


S.\LARY  RANGE 

0.9 

1 

1 

$759-969 

$9,804 

$10,296 

o.s 

1 

1 

661-886 

9,570 

10,048 

_ 

1 

1 

492-599 

6,054 

6,360 

1 

1 

1 

415-530 

5,100 

5,352 

0.5 

0.3 

0.3 

(1,768) 

766 

766 

3.2 


18.0 


1 

O.S 

0.4 


2.4 


0.5 


4.3 


4.3 


23.4    23.4 


1 

1 
1 
1 
0.5 


2.9 


0.5 


1 
1 
1 
1 
0.5 


$22,420 
$123,502 


$1,540-1,873 

505-614 ' 

41.5-530 

(1.428) 


$31,294 

$174,474 


$20,224 

11,340 

7,368 

5.100 

1.862 


2.9 


0.5 


$23,775 


$5,426 


$29,557 


$6,127 


- 

0.2 

0.2 

$1,.548-1,882 

$3,902 

0.2 

0.2 

0.2 

1,475-1,708 

3,540 

0.9 

0.9 

O.U 

660-764 

7,320 

O.S 

1 

1 

415-530 

5,308 

0.3 

_ 

_ 

(4.432) 

- 

0.1 

0.2 

0.2 

(333) 

442 

2.3 

2.5 

2.5 

$19,520 

$20,512 

21.7 

26.3 

26.3 

.$187,263 

$242,776 

$32,822 
$181,023 


$21,228 

11,904 

7,368 

5.352 

1,862 


2.2 

4.5 

4.5 

$24,744 

$45,894 

$47,714 

1 

1 

2 

i 

1 

O.S 
2 

1 

1 

1 

1 

0.6 

1 

2 

1 

1 

1 

1 

0.6 

1 

2 

$1,206-1,467 
746-905 
644-783 
584-710 
492-599 
446-543 
425-517 
415-530 

$17,604 
9,396 
7,728 
7,368 
3,999 
6,516 

11,885 

$64,496 

$17,604 
9,852 
8,112 
7,728 
4,203 
6,516 

12,612 

s.s 

7.6 

7.6 

$63,371 

$66,627 

0.9 

1 
0.5 

1 

0.9 
0.9 
1.5 

1 

0.9 
0.9 
1.5 

$1,206-1,467, 

644-783' 
446-543 
(4,397) 

$22,957 

$15,143 
9,256 
7,496 

8,724 

$15,908 
9,720 
7,880 
9,105 

2.4 

4.3 

4.3 

$40,619 

$42,673 

1 

0.9 
1 
0.2 

1 
1 

1 
1 

1 
1 
1 
1 

$1,206-1,467 
644-783 
446-543 
415-530 

$15,844 
8.916 
5,651 
5,160 

$16,642 
9,359 
5,929 

5,418 

3.1 

4 

4 

$27,470 

$35,571 

$37,348 

1 

0.5 

0.9 

1 

0.9 
1 

1 
0.9 

1 

$644-78$' 
446-543 

$15,804 
7,749 
6,004 

$15,804 
8,147 
6,308 

$30,259 


S,2d2 


$4,099 
3,716 
7,690 
5,576 

442 


$21,523 
$252,396 


experience,   and   academic   rank   in   accordance  with   "Salary   Schedule   for  Instructional 


niGHER  EDUCATIOX 


State  Colleges 
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STATE   COLLEGE — SAN   BERNARDINO — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleill      (tuth.)      (ioth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION 

Administration : 

Chief  I    1 

Supenisor  of  building  trades - 

Inter  steno 1 

Drafting  aid  I - 

Totals,    Administration    

Maintenance  of  Structures : 

Cliief  engineer  I 

Electrician   I    

Plumber  I 

Carpenter   I   

Painter   I   

Stationary    engineer    

Building  maint  man 

Supvng   custodian    II 

Supvng  custodian  I 

Custodian      

Student   asst    

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Lead   groundsman   

Groundsman     

Temporarj-    help    

Student  asst 

Totals,   Maintenance   of   Grounds 

Plant  Security : 

Supvng  campus  security  off  I 

Campus  security  off 

Watchman       

Student  asst 

Totals,  Plant  Security 

Totals,   Authorized  Positions 38.9 


STUDENT   FINANCIAL  AIDS 

Administration  : 

Business  Management : 

Sr  clerk 

Student  Services : 

Counselor    

Inter  steno 

Totals,  Student  Services 

Totals,  Authorized   Positions 


0.4 


SAL.4EY  RANGE 

§863-1,04.8 

801-927 

446-543 

43.'-530 


$12,576 
9,720 
6,360 
5,352 


57.5 


0.5 


57.5 


0.5 


$253,770 


$391,003 


$2,952 


$10,639 


$14,569 


$12,576 

10,104 

6.516 

5,622 


2 

4 

4 

.$17,742 

$34,008 

$34,818 

n.R 

1 

1 

$801-927 

$10,022 

$10,524 

1.1 

o 

•1 

728-801 

17,868 

18.743 

0.9 

1 

1 

728-801 

8,736 

9.168 

0.9 

_ 

- 

692-7(>i 

- 

- 

_ 

1 

1 

092-764 

8,304 

8,736 

o 

6 

6 

692-801 

51,984 

54,576 

1.8 

o 

o 

599-660 

15.058 

15,648 

1 

1 

1 

556-676 

7,548 

7.920 

_ 

1 

1 

505-614 

5,760 

6.060 

10 

17 

17 

435-530 

93,563 

99,371 

2.8 

2.5 

2.5 

ri0,093) 

9,312 

$228,155 

9,312 

24.8 

34.5 

34.5 

$1.59,545 

$240,058 

1 

1 

1 

$614-746 

$8,452 

$8,880 

1.7 

-> 

o 

530-644 

14,616 

15.3.36 

3.S 

11 

11 

505-584 

69,579 

73,014 

0.5 

_ 

_ 

(2.921) 

— 

— 

1.3 

- 

- 

(4,341) 
$49,049 

— 

— 

S.3 

14 

14 

$92,647 

$97,2.80 

0.6 

1 

] 

S710-S63 

$8,772 

$9,211 

1.5 

Q 

3 

644-783 

23,696 

24.880 

2.2 

_ 

_ 

43-5-530 

— 

— 

- 

1 

1 

(-) 

3,725 

3,725 

4.3 

5 

5 

$27,434 

$36,193 

$37,816 

$409,922 


$3,102 


0.1 
0.3 

0.5 

1 

0.5 

1 

t 
$446-543 

.«;10,639 

$6,127 
5,490 

$11,617 

$6,252 
5,766 

0.4 

1.5 

1.5 

$12,018 

$15,120 


YEAR-ROUND   OPERATION 

Instruction  : 

Instructional  Administration  : 

Department  chairman  (AT) -  1  1  t  $8,570  $10,714 

Technical  and  Clerical ; 

Inter  steno -  2  2  $446-543  9,104  11,716 

Totals,  Instruction   -  3  3  -  $17,674  $22,430 

Student  Services : 

Admission  and  Records : 

Inter  typist-clerk -  1  1  -  $5,100  $5,352 

Totals,   Authorized  Positions—  -  4  4  -  $22,774  $27,782 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


STATE   COLLEGE — SAN   BERNARDINO — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Amli.l       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


REIMBURSED  ACTIVITIES 

Summer  Session  :  SALARY  BANGE 

Instructional  faculty   2.5  5.5  5.5  t  $51,300  $51,300 

Inter  steno -  0.5  0.5  S446-543  2,613  2,883 

Totals,  Summer  Session 2.5  6  6  ?25,269  $53,913  $54,183 

Auxiliary  Organizations : 

Sr  account  clerk -  1  1  $492-599  $5,760  $6,204 

Temporary  help 0.8  1  1                      (4,103)  5,484  5,484 

Student  asst 0.2  0.5  0.5                      (850)  1,775  1,775 

Totals,  AuxUiary  Organizations.-  1  2.5  2.5  $4,953  $13,019  $13,463 

Special  Projects : 

Instructional  faculty 0.4  1  1  $6,959  $8,000  $10,805 

Instructional  faculty    (AT) -  1  1  f  14,000  14,000 

Totals,  Special  Projects 0.4  2  2  $6,959  $22,000  $24,805 

Totals,  Authorized  PosiUons—  3.9         10.5         10.5  $37,181  $88,932  $92,451 

TOTALS.  AUTHORIZED  POSITIONS 

{General  Fund)   192  279.6       279.6  $1,705,416  $2,548,227  $2,690,899 

EXTENSION 

Instruction    faculty    (Extension    Pro- 
gram Revenue  Fund) -  1  1  t  $10,000  $10,000 

PARKING   FACILITIES 

Campus  security  off 0.7  1  1  $644-783  $8,664  $9,100 

Temporary  help 0.1  -  -  (438) 

Totals.  Authorized  Positions  (Park- 
ing Revenue  Fund) 0.8  1  1  ,$6,025  $8,664  $9,100 

GRAND  TOTALS.  AUTHORIZED  '  ' 

POSITIONS  (All  funds) 192.8       281.6       281.6  $1,711,441  $2,566,891  $2,709,999 

AY  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
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SAN   DIEGO   STATE  COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllad)      (Aiih.)      (toih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


GENERAL  ADMINISTRATION 

Executive :  SALARY  EANGE 

President 111           $2,274-2,765  $33,180  $33,180 

Vice  president 2.2           2              2             1,699-2,066  45,180  46,188 

Executive  dean 111             1,540-1,873  22,476  22,476 

Voc  instructor 111  t  15,292  16,072 

Publications  manager 111  t  20,160  20,160 

Adm  asst  II 111  950-1,155  13,750  13,860 

Adm  asst  I 1.9           2              2  783-950  21,585  22,134 

Secretary  I 111  584^-710  8,520  8,520 

Sr  secretary 0.2           1              1  556-676  7,824  8,112 

Sr  steno 3.8           3              3  505-614  22,014  22,104 

Sr  clerk 111  492-599  7,188  7,188 

Inter  steno 2              2              2  446-543  11.983  12.590 

Student  asst 0.9           1              1  (3,313)  3,725  3.725 

Totals,  Executive   18            18            IS  $222,410  $232,877  $236,309 

Business  Management : 
Business  Manager's  Office: 

CoUege  business  mgr  III 111           $1,540-1,873  $22,476  $22,476 

Adm  asst  II 1              -             -  950-1,155 

Adm  asst  I -              1              1  783-950  11,400  11,400 

Asst  budget  analyst 111  783-950  10,818  11,355 

Sr  steno 111  505-614  7,368  7,368 

Inter  steno 111  446-543  6.516  6,516 

Inter  typist-clerk -              0.8           0.8  415-530  4,080  4,282 

Student  asst 1.1           1.8           1.8  (3,686)  6,705  6,705 

Totals,  Business  Manager's 

Office   6.1           7.6           7.6  $58,234  $69,363  $70,102 

Accounting  Office : 

Accounting  officer  III 111  $950-1,155  $13,200  $13,860 

Supvng  account  clerk  II 111  660-801  9,316  9,612 

Supvng  clerk  I 111  571-692  7,304  7,664 

Sr  clerk 3              3              3  492-599  20,452  21,116 

Sr  cashier-clerk 111  492-599  6.964  7.188 

Sr  account  clerk 0.5           0.5           0.5  492-599  3,538  3,594 

Accounting  techn   II   111  492-599  6.768  7,104 

Bookkeeping  mach  opr  II 111  457-556  6,085  6,386 

Inter  steno 1.1           -              -  446-543 

Inter  tvpist-clerk 5.6           7.5           7.5  415-530  40,545  42,117 

Inter  clerk 111  415-505  5,507  5.785 

Asst  cashier-clerk 2              2              2  415-505  11,412  11,682 

Inter  account  clerk   12              2  415-505  10,607  11,137 

Totals,  Accounting 20.2         22            22  $111,533  $141,698  $147,245 

Payroll : 

Jr  staff  analyst 111  $644-783  $8,808  $9,248 

Supvng  clerk  I 111  571-692  7,246  7,600 

Pavroll  &  personnel  trans  dk  II  1              1              1  492-599  6,412  6,740 

Sr'account  clerk 0.5           0.5           0.5  492-599  3,538  3,594 

Payroll  &  personnel  trans  elk  I__  4.4           4.5           4.5  415-505  25,417  26,093 

Totals,   PayroU   7.9           8              8  $48,261  $51,421  $53,275 

Personnel : 

Assoc  personnel  analyst 111  $950-1,155  $12,680  $13,310 

Sr  clerk 111  492-599  7,048  7,188 

Inter  steno 0.5           1              1  446-543  5,490  5,766 

Inter  typist-clerk 0.5           1              1  415-530  5,100  5,352 

Totals,  Personnel 3              4              4  $22,504  $30,318  $31,616 

Purchasing : 

Equipt  &  materials  coordinator—  0.8           1              1  $710-863  $8,880  $9,322 

Supvng  clerk  I 111  571-692  7,728  8,112 

Sr  clerk 111  492-599  7,188  7,188 

Inter  typist-clerk 4              5              5  415-530  26,674  28,019 

Inter  clerk 111  415-505  5,484  5,760 

Totals,  Purchasing 7.8           9              9  $46,064  $55,954  $58,401 

t  Salary  range  determined  by  education,  experience,   and  .icademic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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State  CoSleges 


HIGHER  EDUCATION 


SAN   DIEGO  STATE  COLLEGE— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled) (»uth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
18 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
58 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
88 
84 
85 
86 


GENERAL  ADMINISTRATION— 
Continued 

Business  Management — Continued 
General  Institutional  Services : 

Auto  equipt  operator  I 

Duplicating  maeh  supvr  I 

Property  clerk  I 

Storekeeper  I  

Sr  clerk 

Stock  clerk 

Duplicating  maeh  operator  II 

Duplicating  macli  operator  I 

Inter  t.vpist-clerk 

Inter  clerk 

Telephone  operator 

Nonfaculty   reclassification 

Totals,  General  Institutional 
Services 

Totals,  Business  Management 

Automatic  Data  Processing  Services : 

Director 

Computer  programmer  II 

EDP  supvr  II 

Computer  programmer  I 

Sr  tabulating  maeh  operator 

Tabulating  maeh  operator 

Keypunch  operator 

Inter  typist-clerk 

Totals,  Automatic  Data  Process- 
ing Services 

Totals,  Authorized  Positions 


INSTRUCTION 


SALARY  RANGE 

1 

1 

1 

$584-644 

$7,458 

$7,728 

0.9 

_ 

_ 

530-644 

— 

_ 

1 

1 

1 

530-644 

8,952 

8,952 

1 

1 

1 

530-644 

7,698 

7,728 

1 

1 

1 

492-599 

7,188 

7,188 

5 

5 

5 

480-584 

34,136 

34,760 

1.9 

3 

3 

457-556 

18,792 

19,402 

1 

1 

1 

435-530 

5,020 

5,264 

1 

1 

1 

415-530 

5,462 

5,737 

3.3 

5 

5 

415-505 

28,632 

29,154 

2.5 

2.5 

2.5 

415-505 

14,363 

14,897 

- 

- 

- 

(-) 

13,959 

31,705 

19.6 

21.5 

21.5 

$130,671 

$151,660 

$172,515 

64.6 

72.1 

72.1 

$417,267 

$500,414 

$533,154 

1 

0.7 
0.8 
0.8 
1 

1 

1 
1 
2 
1 
1 
3 
4 

1 
1 
1 
2 

1 
1 
3 

4 

$801-973' 
783-950 
660-801 
530-644 
4S0-584 
425-517 
415-530 

$11,904 

9,612 

10,356 

15,840 

7,728 

6,734 

17,598 

21,938 

$101,710 

$12,504 
10,104 
10.860 
16,608 
7,728 
6,809 
18,162 
22,891 

4.3 

14 

14 

$22,747 

$105,666 

S6.9       104.1       104.1 


$662,424 


$835,001 


$875,129 


Instructional : 
Administration  : 

College : 

Dean    1.5           1.5  1.5       $1,540-1,S73  $33,714                $33,714 

Assoc  dean,  graduate  studies—  111  t  16,608                  16,608 

Academic  planner 2              2  2  t                42,360                  42,360 

Coordinator,  evening  session 

(AY)  111  t  9,964                 10,456 

School : 

Dean    4              4  4            1,540-1,.S73  89.904                  89,904 

Associate  deans   (AY)   -              2  2  t                25,060                  31,352 

Coordinator,  elem  educ  (AY)  „  2.8           2.8  2.8  t                44,380                  46,004 

Coordinator,  second  educ  (AY)  O.S           0.8  0.8  t                12,672                  13,144 

Department : 

Department  chairman 111  t  16,608                  16.608 

Department  chairman  (AY)  —  28.4         31.5  31.3  t              485,876                497,494 

Clerical : 

Sr  secretary 12  2  .556-676                  15,456                  16,224 

Sr  steno 3              3  3  505-614                  22,104                  22,104 

Sr  clerk 3              4  4  492-.599                  19,680                  24,616 

Inter  steno 4.5           6  6  446-543                  37,224                  39,096 

Totals,    Administration 54            62.6  62.6  $745,3.37              $871,610              $899,684 

Instructional  Faculty : 

Professor  (AY) 217.8       217.8  217.8        $1,194-1,524  $3,788,762           $3,869,403 

Assoc  professor   (AY)    139          139  139                937-1,194  1,827,700             1,895,292 

Asst  professor   (AY)    320.4       592  592  741-945             6,073,6.58             6,359,079 

Instructor  (AY)   13            13  13  671-857                120,160                124,116 

Asst  (AY)   111  581-640  7,680                    7,680 

Lecturer   (AY)    24.7         27.3  27.3  (35,203)              299,201                309,134 

Sabbatical     leave — difference     in 

pay       _             _  _  (31,055) 

Sabbatical   leave  replacement  ___  12.6         16.5  16.5  (111,334)              175,700                169,686 
Special  leaves  research  or  creative 

act      3.8           5  5  (32,742)                49,706                  51,420 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional  Posi- 
tions— State  Colleges." 
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SAN   DIEGO   STATE   COLLEGE— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aurh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

IT 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


INSTRUCTION— Continued 

Instructional — Continued 
Instructional  Faculty — Continued 

Part-time  faculty 

Substitute  faculty 

Class  and  rank  reclassifications- 
Distinguished    teaching   award 


IGC.n 
O.-l 


o.e 


O.G 


Totals,  Instructional  Faculty—  899.6    1,012.2    1,012.2 
Technical  and  Clerical : 

Equipment    technici.m   III 4               3               ?> 

Glasshlower       111 

Stage   technician   II 0.0           1               1 

Equipment  technician  II 10.1         12             12 

Radiation  protection  specialist 1               1               1 

Equipment  technician  I 15.7         20.."i         2(1. ."i 

Evaluation    technician    I    111 

Supvng  clerk   I   1               1               1 

Clerical   asst   IV 0.4           2               2 

Sr  secretary O.G           0              fi 

Editorial  aid -               2               2 

Athletic  equipt  attend   II 2               -               - 

Technical  .aisst    II    17.7         10             10 

Sr  steno 12.fi           .'^               S 

Sr   clerk    1            14.5         14.5 

Clerical  asst  III O.-i           2              2 

Stock    clerk    S.O         11.5         11. .T 

Accompanist  I -              1              1 

Inter  steno   53.1         59.S         59.8 

Athletic   equipt  attendant  I 111 

Technical   asst  I 11.9         11             11 

Inter    typist-clerk    4.7           4               4 

Student  asst 42.8         35.2         35.2 

Totals,   Technical  and   Clerical  191.5       217.5       217.5 

Totals,    Instructional 1,145.1    1,292.3    1,292.3 

Special  Programs : 
Laboratory  School : 

Principal     111 

Teacher 7.9           S              .S 

Librarian  II -              1              1 

Sr  steno 111 

Inter  clerk 111 


Totals,  Laboratory  Schools 10.9        12  12 

Nursery  School : 

Teacher 1.2  1.2  1.2 

.Toint  Doctoral : 

Asst  professor    (AT)    2  3  3 

Inter  steno —  1  1 

Totals,  ,Ioint  Doctoral 2  4  4 

Master  of  Social  Work  : 

Dean    111 

Professor    .  _. 111 

Professor  (AY)   12  2 

Assoc  professor  (AY) 12.3         27.3         27.3 

Asst  profe.s.sor   (AY)    12  2 

Lecturer    (AY)    0.6  0.7  0.7 

Sr  secretary -  1  1 

Sr  steno 1.7  1  1 

Inter  steno 1.5  5.3  5.3 

Student  asst 111 


Totals,  Master  of  Social  Work 


21.1 


42.3 


42.3 


(1,405..543) 

(8,017) 

(36,2.331 

(3,500) 


3.2.07 

70.316 

4,000 


$224,776 


$414,584 


3.2.57 

195,071 

4,000 


.$10,004,739 

$12,420,140 

$12,988,138 

S.iLAHY  RANGE 

$783-950 

$33,705 

$34,200 

746-905 

10,860 

10,860 

710-S63 

8,952 

9,396 

7]0-,Sfi3 

122.613 

123.054 

070-821 

8.550 

8.989 

644-783 

172.006 

180.8.52 

584-710 

8,452 

8,.520 

571-692 

8,304 

8..S04 

556-670 

15,648 

16.224 

556-676 

47,1.36 

48.672 

530-044 

14,.580 

14,736 

.50.5-614 

_ 

_ 

50.5-614 

130.721 

134,903 

505-614 

57,100 

58,028 

492-599 

73.048 

90,043 

446-599 

14.466 

14,736 

4.S0-5S4 

74.1 84 

77,149 

457-550 

5.022 

5.910 

446-543 

3.59.956 

371 ,641 

43.5-530 

fi.300 

6,360 

435-530 

64.283 

66,457 

41.5-.5.30 

22.351 

23,310 

(128.200) 

131.120 

131,120 

$1,152,285 

$1,390,629 

$1,444,064 

$11,992,361 

$14,682,379 

$15,331,886 

t 

iSI  4.214 

$14,328 

J. 

t 

103.716 

104,408 

$661-886 

0.610 

8,262 

505-614 

7.36S 

7,368 

41.5-505 

5.785 

6.060 

$119,657 

$137,693 

$140,426 

$15,091 

$16,243 

$16,243 

741-945 

29.138 

30,852 

446-543 

4,552 

4.782 

$13,559 

$38,690 

$35,634 

?1,540-1,873 

$22,476 

$22,476 

1,384-1,765 

20.160 

20,160 

1,194-1,524 

34,712 

35,.56S 

937-1,194 

262,769 

29S,.301 

741-945 

22,680 

22,680 

(5,093) 

7,199 

7,199 

556-676 

7,824 

8,112 

50.5-614 

6,260 

6,568 

446-543 

26,779 

27,803 

(3,443) 

3,725 

3,725 

$452,592 


AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determiued  by  education,   experience,   and  academic  rank   in   accordance  with   "Salary   Schedule  for   Instructional 
Positions — State  Colleges." 
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HIGHER  EDUCATION 


Stcite  Colleges 
SAN  DIEGO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FlllBd)      (Auth.)      (Aiith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Special  Programs — Continued 
Off-Campus  Center : 

Coordinator  (AY) 1 

Assoc  professor  (AY) 1 

Asst  professor   (AY)   10.2 

Sr  steno   1 

Inter  steno 1.8 

Inter  typist-clerk 0.8 

Student  asst 0.7 


SALARY  RANGE 

1 

1 

t 

$16,474 

1 

1 

$937-1,194 

14,328 

17 

17 

741-945 

175,918 

1 

1 

$505-614 

7,368 

2 

2 

446-543 

12,213 

1.4 

1.4 

415-530 

7,002 

0.6 

0.6 

(1,923) 

2,235 

16.5 


24 


51.7 


Totals,  Off-Campus  Center 

Totals,   Special  Programs 

Instructional  Services : 
Audio- Visual : 

Audio-visual  coordinator   (AY) 

Asst  audio-visual  coordina- 
tor   (AY) 

Equipment  technician  II 

Equipment  technician  I 

Photographer  I 

Graphic   artist 

Supvng  clerk  I 

Technical  asst  II 

Sr  steno 

Stock  clerk 

Inter  steno 

Technical  asst  I 

Inter   typist-clerk    

Temporary  help 

Student  asst 

Totals,   Audio-Visual   

Television  : 

Coordinator    (AY)    

Television  engineer 

Inter  steno 

Totals,  Television 

Totals,  Instructional  Services 

Totals,  Authorized 

Positions 

EDUCATIONAL  TELEVISION 

Administration  : 

Educ  TV  station  manager 1  1 

Administrative  asst  I 1  1 

Sr  steno   1  1 

Inter  typist-clerk 1  1 

Totals,   Administration    4  4 

Programming : 

Edue  TV  station  program  director  1  1 

Inter  steno 2  2 

Student  asst 4.3  5 

Totals,  Programming 7.3  S 

Engineering : 

Chief  broadcast  engineer —  1 

Equipment  technician  III  - 3  2 

Equipment  technician  I 1.5  1.6 

Totals,  Engineering 4.5  4.5 

Totals,  Authorized  Positions 15.8         16.5 

AY  indicates  Academic  Year  as  defined  by  the  institution, 
t  Salary  range  determined   by  education,   experience,   and 
Positions — State  Colleges." 


24 


S3.5    83.5 


$154,566 
$527,649 


$235,538 
$837,748 


$18,288 


$1,452-1,765 
783-950 
505-614 
415-530 

$34,718 


$1,384-1,680 
446-543 
(17,750) 


$21,180 

10,524 

7.188 

5,737 


$45,009 


1  $1,213-1.475 

2  7S3-950 
1.5                644-783 


4.5 


$37,023 


$44,629 


$18,522 
11,962 
18,625 

$49,109 


$15,468 
19,206 
12,350 

$47,024 


$17,288 

14,328 

182,860 

7,368 

12,495 

7,699 

2,235 

$244,273 

$889,168 


$18,288 


1 

1.5 

1.5 

f 

15,085 

16,157 

1 

1 

1 

$710-863 

10,356 

10,356 

1.9 

2 

2 

644-783 

17,124 

17,508 

599-728 

17,472 

17,472 

2 

2 

2 

584-710 

15,858 

16,218 

1 

1 

1 

571-692 

7,536 

7,920 

1.8 

9 

2 

505-614 

13,806 

14,124 

1 

1 

1 

505-614 

7,368 

7,868 

1 

1 

1 

480-584 

6,060 

6,360 

1 

1 

1 

446-543 

5,954 

6,256 

0.7 

1 

1 

43.5-530 

5.743 

6,037 

0.5 

1 

1 

415-530 

5,100 

5,352 

- 

1.6 

1.6 

(-) 

9,446 

9,446 

2.6 

3.7 

3.7 

(7,809) 
$133,785 

13,783 

$168,979 

13,783 

18.5 

22.8 

22.8 

$172,645 

_ 

1 

1 

t 

$8,570 

$10,714 

1 

1 

1 

$998-1,213 

11,976 

12,576 

1 

1 

1 

446-543 

6.079 

6,386 

2 

3 

3 

$14,576 

$26,625 

$29,676 

20.5 

25.8 

25.8 

$148,361 

$195,604 

$202,321 

1217.3 

1401.6 

1401.6 

$12,668,371 

$15,.715,731 

$16,423,375 

$21,180 

11,040 

7,-368 

6,035 


$45,623 


$19,458 
12,566 
18,625 

$50,649 


$16,248 
20,143 
12,972 

$49,363 


16.5  $116,750  $140,762  $145,635 

academic   rank   in  accordance  with   "Salary   Schedule   for  Instructional 


HIGHER  EDUCATION 


State  Colleges 
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SAN   DIEGO   STATE   COLLEGE — Continued 


SALARIES  AND  "WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      («alh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY 

Administration  : 

College  librarian 

Librarian   IV 

Librarian  II 

Sr  secretary  

Inter  steno 

Totals,    Administration    

Processing  Services : 

Librarian  JY 

Librarian    III    

Librarian    II    

Librarian  I 

Library  asst  TI  

Library  asst  I  

Sr  typist-clerk 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Inter  clerk 

Book  repairer    

Temporary   help    

Student   asst    

Totals,   Processing   Services 

Public  Services : 

Librarian   IV 

Librarian    III    

Librarian    II    

Librarian    I    

Library  asst  II   

Library  asst  I  

Sr    typist-clerk    

Inter   typist-clerk    

Inter    clerk 

Temporary  help 

Student  asst 

Totals,  Public   Services 

Totals,   Authorized  Positions. 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor      

Administrative  asst  I 

Sr   steno   

Inter  steno  

Inter    typist-clerk    

Student  asst 

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean 

Admissions   officer 

Registrar  II 

Evaluation   technician   II    

Evaluation  technician  I 

Supvng  clerk  I 

Sr  tabulating  mach  operator 

Sr  steno 

Sr   clerk    

Tabulating  mach  operator 

Inter  steno 

Keypunch  operator 

Inter    typist-clerk    

Inter  clerk   .• 

Temporary    help    

Student  asst 

Totals.   Admissions    and  Records 

t  Salary   range  determined  by  education, 
Positions — State  Colleges." 


SALAKT  RANGE 

1 

1 

1 

$1,467-1.783 

$21,396 

$21,396 

o 

o 

o 

92.3-1,120 

25,3.50 

25,938 

1.5 

1 

1 

661-886 

8,064 

8,468 

0.2 

1 

1 

556-676 

7,824 

8,112 

1.8 

1 

1 

446-543 

6,004 
$68,638 

6,308 

6.5 

6 

6 

?59,730 

$7Q;'>9?, 

0.7 

$92.3-1,120 

_ 

2S 

3 

3 

759-969 

$.34,884 

$34,8.84 

7.1 

8 

8 

661-886 

74,761 

77,050 

1.9 

2 

0 

600-661 

15,462 

15,833 

2 

2 

9 

571-692 

14,708 

15,428 

4 

4 

4 

492-599 

26.964 

27.600 

2 

2 

2 

492-599 

14.376 

14,376 

1.4 

2 

2 

492-599 

14,320 

14,376 

2 

2 

2 

446-.543 

12,305 

12,595 

7.8 

8 

8 

415-530 

43,917 

46,149 

1.4 

1 

1 

415-505 

5,553 

5,835 

1 

1 

1 

395-i80 

5,100 

5,352 

16.6 

54.6 

54.6 

(90,455) 

374,119 

374,119 

16.1 

13.7 

13.7 

(50,410) 
$384,313 

51,032 

51,032 

66.8 

103.3 

103.3 

$687,501 

$694,629 

1.6 

1 

1 

$923-1.120 

$13,440 

$13,440 

5.1 

7 

7 

759-069 

78,690 

80,298 

11.6 

12.5 

12.5 

661-886 

116,662 

120,382 

1.2 

2 

2 

600-661 

15,079 

15,694 

2 

2.5 

2.5 

571-692 

20,034 

20,202 

2 

2.5 

2.5 

492-599 

16,852 

17,394 

2 

2 

2 

492-599 

14,152 

14,376 

6.3 

6 

6 

415-530 

33,311 

34,592 

2.4 

3 

3 

415-505 

16,236 

17,058 

0.9 

2.4 

2.4 

(5,0.36) 

16,445 

16,445 

18 

13.9 

13.9 

(56,445) 
$326,7.50 

51,778 

51,778 

53.1 

54.8 

54.8 

$392,679 

$401,659 

126.4 

164.1 

164.1 

$770,793 

$1,148,818 

$1,166,510 

1 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

— 

1 

1 

11,904 

12,504 

1 

1 

1 

783-950 

9,814 

10,314 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

446-543 

6,516 

6,516 

_ 

1 

1 

415-530 

5,100 

5,3.52 

- 

0.1 

0.1 

(-) 
$43,543 

373 

373 

4 

6.1 

6.1 

$63,551 

$64,903 

0.9 

1 

1 

$1,206-1.467 

$14,838 

$15,588 

1 

1 

1 

821-998 

11,310 

11,880 

1 

1 

1 

821-998 

10,020 

10,524 

1 

1 

1 

644-783 

9,396 

9,396 

3 

3 

3 

584-710 

24.360 

25,152 

0.9 

1 

1 

571-692 

8,304 

8,304 

0.7 

_ 

530-644 

— 

— 

1 

1 

1 

505-614 

6,.360 

6,672 

18 

21.2 

21.2 

492-599 

137,350 

142,543 

0.8 

_ 

480-584 

— 

— 

3.8 

4 

4 

446-543 

23,202 

24,.366 

2.3 

425-517 

- 

- 

15.5 

13.5 

18.5 

415-530 

72,441 

75,948 

6.8 

8 

8 

415-505 

42,017 

44,129 

1.3 

(3.095) 

— 

— 

3.5 

3.1 

3.1 

(11,225) 

11,548 

11,548 

61.5        58.8        58.8  $352,117  $371,146 

experience,   and  academic  rank  in   accordance  with   " 


$386,050 
lalary   Schedule  for   Instructional 
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State  Colleges 


HIGHER  EDUCATION 


SAN  DIEGO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fiilsd)       (Auth.)       (Auth ) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2     STUDENT  SERVICES— Continued 


3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
68 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Counseling  and  Testing : 

Assoc  dean 

Counselor  (AT)    

Counselor    

Test  officer  (AY)   

Psychometrist 

Sr  sleno 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Inter  clerk   

Temporary  help 

Student  asst  

Totals,  Counseling  and  Testing. 

Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities   adviser 

Sr  steno 

Inter  steno 

Student  asst 

Totals,  Activities  and  Housing- 
Placement  : 

Placement  officer 

Placement  supvr  II 

Placement  supvr  I 

Placement  interviewer 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Temporary  help 

Student  asst  

Totals,  Placement 

Foreign  Student  Program : 

Counselor  (AY) 

Counselor    

Inter  steno 


1 
9.9 

2 

1 

1.5 

1 

2 

1 

3.2 


1.9 

24.5 


1 

1 

3 

2 

2.3 

0.9 


10.2 


1 

1 

1 

2.8 

1 

2.8 

2 

1.4 


13 


1.2 
0.8 
1 


1 

13.8 

2 

1 

1.5 
1 
2 
1 
2 
1 

0.4 
2.5 

29.2 


1 

1 

3.5 

2 

2.5 

0.9 


10.9 


1 

1 

1 

3 

1 

3 

2 

0.4 

0.9 


13.3 


1.5 
0.5 
1 


1 

13.8 

2 

1 

1.5 
1 
2 

1 

2 

1 

0.4 

2.5 

29.2 


1 
1 

3.5 
o 

2.5 
0.9 


10.9 


1 

1 
1 
3 
1 
3 
2 

0.4 
0.9 


13.3 


1.5 
0.5 

1 


Totals,  Foreign  Student  Program  3  3 

Health  Services : 

Medical  officer  III 1  1 

Medical  officer  I— 10  month 5.2  7.2 

Medical  officer  I 1  1 

Administrative  asst  I 1  1 

Sr  clinical  lab  technologist 1  1 

Supvng  nurse  I 1  1 

Clinical  lab  technologist 1.8  2 

Graduate  nurse — 10  month 5  7.2 

Graduate  nurse 1  1 

Phys  therapist  I 1  1 

X-ray  technician 0.8  1 

Sr  steno 1  1 

Sr  clerk 1  1 

Inter  steno 2.7  3 

Inter  typist-clerk 0.8  3 

Temporary  help 0.8  1.2 

Student  asst 1.3  2.3 

Totals,  Health  Services 27.4  35.9 

Totals,   Authorized   Positions—  143.6  157.2 

AY  indicates  Academic  Year  as  defined  by  the  institution, 

t  Salary  range  determined   by  education,  experience,   and 
Positions — State  Colleges." 


1 

7.2 

1 

1 

1 

1 

2 

7.2 

1 

1 

1 

1 

1 

3 

3 

1.2 

2.3 


35.9 


SALABY  KANGE 
$1,206-1,467 

t 
t 

644-783 
505-614 
492-599 
446-543 
415-530 
415-505 
(-) 
(5,897) 

$223,435 


$1,206-1,467^ 

64^783' 
505-614 
446-543 
(2,958) 


$89,521 


$710-863 
644-783 
556-676 
492-599 
446-543 
415-530 
(-) 
(4,392) 


$91,680 


157.2 


$446-543 
$17,391 


$1,626-1,976 

1,475-1,708 

1,475-1,708 

783-950 

746-905 

746-905 

710-821 

660-764 

660-764 

644-783 

556-676 

505-614 

492-599 

446-543 

415-530 

(3,095) 

(4,409) 

$293,775 

$1,111,462 


$17,604 

164,112 

26,028 

12,046 

13,344 

6,980 

14,376 

6,230 

11,412 

5,100 

2.362 

9,313 

$288,907 


$17,604 
19,068 
31,497 
14,736 
14,379 
3,353 

$100,637 


$21,180 

9,738 

8,486 

22,278 

7,188 

17,828 

11,143 

2,362 

3,353 

$103,556 


$15,426 
6,558 
6,516 

$28,500 


$23,712 

119,943 

20,496 

11,400 

10,860 

10,356 

17,758 

53,194 

9,168 

9,396 

6,760 

7,368 

7,188 

16,889 

14,862 

7,085 

7,568 

$354,003 

$1,310,300 


$17,604 

172,588 

26,232 

12,066 

13,798 

7,338 

14,376 

6,516 

11,682 

5.352 

2,362 

9,313 

$299,227 


$17,604 
20,004 
32,244 
14,736 
15,102 
3,353 

$103,043 


$21,180 
10,230 

8,916 
22.998 

7,188 
18,724 
11,636 

2,362 

3,353 

$106,587 


$15,426 
6,55S 
6,516 

$28,500 


$23,712 

121,456 

20,496 

11.400 

10,860 

10,860 

18,062 

53,957 

9,168 

9,396 

6,760 

7,308 

7,188 

17,194 

15,604 

7,085 

8,568 

$359,134 

$1,347,444 


academic   rank   in   accordance  with   "Salary   Schedule  for  Instructional 


HIGHER  EDUCATION 


State  Colleges 
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SAN   DIEGO   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Julh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2      PLANT  OPERATION 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Administration  : 

Chief  IV 0.5 

Chief   III    0.5 

Supervisor 1 

Chief  engineer  II 0.5 

Chief  engineer  I 0.5 

Sr  t.vpLst-clerk 1 

Stock  clerk 1 

Inter  steno 1 

Drafting  aide  I 1 

Student  asst 1.2 

Totals,  Administration 

Maintenance  of  Structures : 

Electrician   II    

Plumber  II 

Carpenter  II 

Painter  II 

Electrician  I 

Plumber  I 

Sheet  metal  worker 

Carpenter  I   

Painter  I 

Locksmith 

Stationary   engineer   

Chief,  custodial  services  III 

Stationary   fireman 

Building  maint  man 

Supvng  custodian   II    

Mechanics  helper 

Supvng  custodian  I 

Laborer    

Stock  clerk 

Custodian    

Student  asst  

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Tractor  operator-laborer 

Auto  equipt  operator  I 

Skilled  laborer 

Lead   groundsman 

Groundsman 

Laborer   

Temporary  help 

Student  asst 

Totals,  Maintenance  of  Grounds 

Plant  Security : 

Supvng  campus  security  off  I 

Campus  security  off 

Watchman 

Student  asst 

Totals,  Plant  Security 

Motor  Vehicle  Operation : 

Auto  mechanic 

Mechanics  helper 

Student  asst 

Totals,   Motor  Vehicle   Operation 

Special  Projects : 

Temporary  help 

Temporary  help-recurring  maint 


Totals,  Special  Projects 

Totals,   Authorized   Positions- 


1 
1 

1 
1 
1 
1 
1.1 


1 
1 

1 
1 
1 
1 
1.1 


SALARY  HANGE 
,$1,155-1,405 

1,048-1,273 
801-927 
842-973 
801-927 
492-599 
480-584 
446-543 
435-530 
(3,887) 


$16,452 

11,124 
11,676 

7,188 
7,008 
6,516 
6,030 
4,098 


211.5       221 


221 


$1,340,174 


$1,500,457 


$16,860 

11,124 
11,676 

7,18i 
7,008 
6,516 
6,310 
4,098 


8.2 

8.1 

8.1 

$63,411 

$70,072 

$70,780 

1 

1 

1 

$764-842 

$10,104 

$10,104 

1 

1 

1 

764-842 

10.104 

10,104 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

3 

3 

3 

728-801 

28,836 

28,836 

2 

728-801 

19,224 

19,224 

1 

i 

i 

728-801 

9,612 

9,612 

692-764 

18.3.36 

18,336 

3 

3 

3 

692-764 

26,784 

27,216 

1 

1 

1 

692-764 

9,168 

9,168 

5 

5 

5 

692-801 

48.060 

48,060 

0.5 

1 

1 

676-821 

9.852 

9,852 

6 

6 

6 

628-692 

49,440 

49,824 

5 

6 

6 

599-660 

46,404 

47,136 

0.5 

1 

1 

556-676 

7,920 

8,112 

1 

L 

1 

556-614 

7.368 

7.368 

0.5 

5 

5 

505-614 

34.984 

35,040 

1 

1 

1 

505-556 

6,438     • 

6,672 

— 

1 

1 

480-584 

5.910 

6,210 

116.3 

11S.3 

118.3 

435-530 

706.176 

724,873 

.2.4 

2.3 

2.3 

(7,793) 
$966,612 

8,568 

8,568 

154.2 

163.6 

163.6 

$1,082,512 

$1,103,539 

1 

1 

1 

$676-821 

$9,852 

$9,852 

1 

1 

1 

614^676 

8.112 

8.112 

1 

1 

1 

584-644 

7,728 

7,728 

8 

3 

3 

584^644 

23,184 

23.184 

4 

4 

4 

530-644 

30,912 

30,912 

17 

17 

17 

50.5-584 

118,282 

118,940 

4 

4 

4 

505-556 

26,688 

26,688 

1.9 

2 

o 

(9,499) 

14,376 

14,376 

1.1 

1.1 

1.1 

(3,740) 
$221,135 

4,098 

4,098 

34 

,34.1 

34.1 

$243,232 

$243,890 

0.5 

0.5 

0.5 

$710-863 

$4,888 

$5,136 

2 

2 

2 

644-783 

17,376 

18.168 

6 

6 

6 

435-530 

38,160 

38,160 

0.4 

0.4 

0.4 

(1,366) 
$57,146 

1,490 
$61,914 

1,490 

8.9 

8.9 

8.9 

$62,954 

1 

1 

1 

$676-746 

$8,952 

$8,952 

1 

1 

1 

556-614 

7,368 

7,368 

1.4 

1.3 

1.3 

(4,456) 
$19,928 

4,843 
$21,163 

4,843 

3.4 

3.3 

3.3 

,$21,163 

O.S 

1 

1 

$4,017 

$7,188 

$7,188 

2 

2 

2 

7,925 
$11,942 

14,376 

$21,564 

14,376 

2.8 

3 

3 

$21,564 

$1,523,890 
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SAN   DliGO  STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 
54 

55 
56 

57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT   FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Totals,  Business  Blanagement, 

Student  Services : 

Counselor    

Student  personnel  techn 

Inter  steno 

Inter  clerk   

Temporary  help 

Totals,  Student  Services 

Oif -Campus  Work-Study : 

Temporary  help 

Totals,    Authorized  Positions. 


0.5 

1.8 
1.2 

0.5 

2 

1.5 

0.5 

2 

1.5 

SALARY  RANGE 

$492-599 
446-543 
415-530 

$3,594 

;. 1,907 

7,836 

$23,337 

$3,594 

12,345 

8,229 

3.5 

4 

4 

$18,399 

$24,168 

1.5 
0.5 
0.7 
0.4 
1.9 

2 

0.5 

1 

0.5 

1 

2 
0.5 

1 
0.5 

1 

$584-710 
446-543 
415-505 

$26,718 
3,504 
5,513 

2,777 
5,904 

$44,416 

$27,422 
3,684 
5,789 
2,918 
5,904 

5 

5 

5 

$45,418 

$45,717 

- 

0.3 

0.3 

- 

$1,771 

$1,771 

8.5 


9.3 


9.3 


$63,817 


$69,524 


$71,656 


REIMBURSED  ACTIVITIES 

Research  Projects : 

Temporary  help 0.7  -  -                     $4,203 

Summer  Session : 

Dean    0.5  0.5  0.5       $1,540-1,873                $11,238                $11,238 

Instructional  faculty  (AY) 0.3  0.3  0.3                             t                  4,536                    4,572 

Instructional  faculty 49.7  55.1  55.1                             t              617,081                617,081 

Clerical  asst  IV 0.2  1  1                  556-676                    7,824                    8,112 

Sr  steno O.S  -  -                  505-614 

Inter  steno 1.5  2  2                  446-543                  12,006                  12,282 

Temporary  help 1.2  3  3                      (5,949)                17,712                  17,712 

Student  asst 16.3  16.5  16.5                 (43,824)                61,463                  61,463 

Totals,   Summer  Session 70.5  78.4  78.4              $633,735              $731,860              $732,460 

Auxiliary  Organizations : 

Research  foundation  manager 111  $1,273-1,548  $18,576                $18,576 

Property  clerk  I 0.9  1  1                   530-644                    7,338                    7,698 

Temporary  help 0.3  1.5  1.5                   (6,005)                  8,856                    8,856 

Temporary   help — rentals    -  1  1                              -                    5,904                    5,904 

Totals,    Auxiliary    Organizations  2.2  4.5  4.5                 $25,355                $40,674                $41,034 

Special  Projects : 

Instructional  faculty,  overseas  eon- 
tract  assignment   2.1  3  3           $l,194r-l,452                $73,686                $74,680 

Instructional  faculty    (AY)   17.1  20.8  20.8                              t              209,622                213,907 

Instructional  faculty    (12-Mo.)    ___  11  11  11                                 t              153,936                157,684 

Music  studio  faculty 2.2  2.4  2.4                              f                20,000                  20,000 

Totals,   Special  Projects 32.4  37.2  37.2         '     $413,148              $457,244              $466,271 

Extension  :  a 

Instructional  faculty   9.4  -  -               ($122,038) 

Clerical  asst  IV 1  -  _                  556-676 

Temporary  help 5.8  -  -                   (26,422) 

Student  asst 2.9  -  -                     (8,923) 

Totals,   Extension 19.1  -  -                 $164,414 

Totals,   Authorized   Positions—  124.9  120.1  120.1            $1,240,855           $1,220,778           $1,239,765 

TOTALS,  AUTHORIZED  POSITIONS    ' 

(General   Fund)    1,934.9  2,193.9   2,193.9         $17,974,646         $21,950,371         $22,793,404 

a  Effective  July  1,  1968,  21.6  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension Program  Revenue  Fund. 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      («ulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

EXTENSION 

3 

SALARY  RANGE 

4 

Instructional    faculty    

— 

11.9 

11.9 

(-) 

$127,437 

$127,437 

5 

Clerical  asst  IV 

— 

1 

1_ 

?556-676 

7,824 

8,112 

6 

Temporary  help 

_ 

5.3 

Ti.S 

(-) 
(-) 

32  472 

32,472 
11,920 

7 

Student  asst  A   

- 

3.2 

3.2 

11,920 

8 
9 

Totals,  Authorized  Positions  (Exten- 

10 
11 

12 

sion    Program    Revenue 

Fund) 

- 

21.6 

21.6 

- 

$179,653 

$179,941 

13 

HOUSING   FACILITIES 

14 

15 

Housing  manager  II 

1 

1 

1 

$783-1,048 

$11,400 

$11,400 

16 

JIaint  mechanic 

1 

1 

1 

728-801 

9,612 

9,612 

17 

Building  maiut  man 

1 

1 

1 

599-660 

7,920 

7,920 

18 

Head  resident  II 

1 
3.9 

1 
4 

1 

4 

556-676 
.50.5-614 

7,188 
26,388 

7,548 
27,708 

19 

Head   resident  I 

20 

Sr  account  clerk 

1 

1 

1 

492-599 

7,076 

7,188 

21 

Supvng  custodian  I 

0.8 

1 

1 

480-584 

6,952 

7,008 

22 

Inter  steno  

1 
4.2 

1 

4 

1 
4 

446-543 
435-530 

6,129 
25,440 
14,197 

6,438 
25,440 

23 

Custodian      

24 

Housekeeper     

2.5 

2.5 

2.5 

415-505 

14,635 
5,835 

25 

Inter  clerk 

1 
0.9 

1 
1.3 

1 

415-505 
(4,848) 

5,553 
7,675 

26 

Temporar.y  help 

7,675 

27 

Student  asst  A 

7.1 

9.2 

9.2 

1.50-2.73  hr 

34,270 

34,270 

28 
29 

Student  asst  B  



24.9 

23 

23 

0-1,184  yr 

23,300 

23,300 

30 

Totals,   Authorized   Positions 

(Dor- 

31 

mitory  Revenue  Fund)  _ 

51.3 

52 

52 

$170,061 

$193,100 

$195,977 

32 

33 

34 

PARKING  FACILITIES 

35 
36 

Supvng  campus   security  off  I 

0.5 

0.5 

0.5 

$710-863 

$4,888 

$5,136 

37 

Campus  security  off 

5 

5 

5 

644-783 

46,980 

46.980 

38 

Skilled  laborer 

1 

1 

1 

584-644 

7,728 

7,728 

39 

Laborer      

1 

1 

1 

505-556 

6,672 
2,952 

6,672 

40 

Asst  cashier-clerk       

0,2 
0.3 

0.5 

0.5 

415-505 
(1,740) 

41 

Temporary  help 

2,952 

42 

Student  asst  A 

2.7 

4 

4 

(10,402) 

14,900 

14,900 

43 

44 

Totals,  Authorized  Positions 

(Park- 

45 
46 

47 

ing  Revenue  Fund)   

GRAND      TOTALS,      AUTHORIZED 

10.7 

12 

12 

$80,078 

$84,120 

$84,368 

48 
49 

POSITIONS  (All  funds)  -_ 

1,996.9 

2,279.5 

2,279.5 

$18,224,785 

$22,407,244 

$23,253,690 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 
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HIGHER  EDUCATION 


SAN   FERNANDO   VALLEY   STATE   COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Anth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive : 

President     

Vice   president 

Executive  dean 

Voe  instructor 

Publications    manager    

Administrative  asst  II 

Administrative  asst  I 

Secretary  I  

Sr  steno   

Inter  steno 

Inter  typist-clerk 

Totals,   Executive   16.5 

Business  Management : 
Business  Manager's  Office : 

Business  manager 

Administrative  asst  I 

Asst  budget  analyst 

Sr  steno   

Sr  clerk 

Inter   typist-clerk   

Totals,  Business  Manager's  Of- 
fice       6 

Accounting  Office : 

Accounting  officer 1 

Accounting  technician  III 1 

Sr  account  clerk 1 

Accounting  technician  II 1 

Bookkeeping     mach     operator    II  0.9 

Keypunch    operator    - 

Inter  typist-clerk 3.2 

Inter   clerk 0.3 

Asst  cashier  clerk 2.4 

Inter  account  clerk 1.6 

Totals,  Accounting 12.4 

Payroll : 

Supvng  clerk  I 0.8 

Senior  clerk 0.2 

Payroll  and  personnel  transaction 

clerk     2.2 

Inter   typist-clerk    0.8 

Totals,   Payroll   4 

Personnel : 

Assoc  personnel  analyst 1 

Asst  personnel  analyst 1 

Sr  clerk 1 

Inter  steno 1 

Inter   typist-clerk    0.4 

Inter  clerk 0.1 

Totals,   Personnel 4.5 

Purchasing : 

Business  service  officer  I 1 

Sr  clerk 1 

Inter  steno 1 

Inter  typist-clerk 2 

Totals,  Purchasing 5 

General  Institutional  Services : 

Property  clerk  II 1 

Duplicating  mach  supvr  I 1 

Storekeeper  I 1 

Varitypist 0.9 

Stock  clerk 5 

t  Salary  range  determined  by  education,   experience 
Positions — State  Colleges." 


SALARY  KANGE 

1 

1 

1 

$2,274-2.765 

$31,596 

$31,596 

2 

2 

2 

1,699-2,066 

49,584 

49,584 

1 

1 

1 

1,540-1,873 

22,476 

22,476 

1 

1 

1 

t 

17,424 

18,288 

1 

1 

1 

t 

21,095 

21,180 

1 

1 

1 

950-1,155 

12,526 

13,148 

1.6 

2 

2 

783-950 

19,804 

20,796 

1 

1 

1 

584-710 

7,728 

8,112 

3 

3 

3 

505-614 

22.104 

22,104 

2.9 

3 

3 

446-543 

17,419 

18,290 

1 

1 

1 

415-530 

5,670 

5,935 

17 


17 


$203,333 


1 

1 

1 

1 

1 

1 

1 

0.5 

3 

5 


15.5 
1 
3 


1 

1 

1 

1 

1 

1 

1 

0.5 

3 

5 


15.5 
1 
3 


$55,687 


$863-1,048 
614-746 
492-599 
492-599 
457-556 
425-517 
415-530 
415-505 
415-505 
415-505 

$77,092 


$571-692 
492-599 

492-599 
415-530 

$23,574 


$950-1,155 
783-950 
492-599 
446-543 
415-530 
415-505 

$37,714 


$783-950 
492-599 
446-543 
415-530 

$35,915 


$614-746 
530-644 
530-644 
4S0-5S4 
4S0-5S4 


$227,426 


$60,438 


$11,880 
8,952 
7,188 
7,188 
6,672 
5,226 
5,100 
2,632 
16,466 
26,901 

$98,205 


$7,824 
20,101 

$27,925 


$12,476 
11,400 

7,188 
11,694 

5,622 


$48,380 


$11,040 

7,188 

6,516 

11,590 

$36,334 


$8,880 

7,728 

7,728 

12,556 

34,542 


$231,509 


1 

1 

1 

$1,273-1.548 

$18,576 

$18,.576 

1 

1 

1 

783-950 

11,810 

11,400 

1 

1 

1 

783-950 

10,146 

10,650 

1 

1 

1 

505-614 

7.308 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

415-530 

5,910 

6,080 

$61,242 


$12,476 
8,952 
7.188 
7,188 
6.672 
5,490 
5.352 
2.765 
17,146 
28,170 

$101,399 


$8,208 


21,100 


$29,308 


$13,096 
11,400 

7,188 

12.282 

5,910 


$49,876 


$11,400 

7,188 

6,516 

11,870 

$36,974 


$8,952 

7,728 

7,728 

13,190 

34,956 


and  academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.l        (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— 
Continued 

Business  ManaRemeiit — Continued 
General  Institutional 

Services — Continued 

Duplicating  mach  operator  II 

Supvns  telephone  operator  I 

Inter  typist-clerk 

Inter  clerk   

Telephone  operator 

Student  asst  

Nonfnculty   reclassification 

Premium  overtime  pay 

Totals.     General     Institutional 
Services     

Totals,  Business  Manage- 
ment               54.2 

Automatic  Data  Processing  Services : 

Director     1 

Computer  programer  II — 

EDP  supvr  II 1 

Computer  programer  I O.S 

Sr  tabulating  mach  operator 1 

Tabulating   mach   operator 2 

Keypunch    operator    1 

Inter    typist-clerk    4 

Inter  clerk   0.7 

Totals,  Automatic  Data  Process- 
ing Services 11.5 

Totals,   Authorized   Positions..         82.2 


INSTRUCTION 


SALARY  EANGE 

2.7 

3 

3 

457-556 

18,392 

IS  992 

1 

1 

1 

457-556 

6,672 

6,672 

1 

2.2 

2.2 

415-530 

11,700 

12,128 

2.1 

2 

o 

415-505 

11,486 

11,920 

4.8 

5 

5 

415-505 

2S.6S3 

29.691 

1.6 

2.3 

2.3 

(5,632) 

8,568 

8,568 

— 

- 

_ 

_ 

8,261 

18,763 

0.2 

- 

- 

(2.480) 
$129,136 

- 

- 

22.3 

25.5 

25.5 

$165,196 

$179,288 

62 


62 


$359,118 


$436,478 


$458,087 


1 

1 

t 

$20,160 

$20,160 

1 

1 

$801-973 

11,676 

11,676 

1 

1 

783-950 

11.310 

11.400 

<> 

2 

660-801 

15,840 

16.608 

1 

1 

530-644 

7.728 

7,728 

2 

o 

480-584 

13.293 

13.602 

1 

1 

425-517 

5.513 

5.789 

4 

4 

415-530 

22,021 

23,144 

1 

1 

415-505 

5,264 

5,530 

14 


14 


93 


$78,860 
$641,311 


$112,805 
$776,709 


$115,637 
$805,233 


Instructional : 
Administration : 

College : 

Dean      1.5  1.5  1.5       $1,540-1,873                $33,714                $33,714 

Coordinator,   evening  session 

(AT)     111  t  10,800                  10,800 

School : 

Dean      5  5  5            1,540-1,873                112,380               112,380 

Division   chairman   2.6  3  3                                 t               45,678                  46,898 

Associate  dean 5  5  5                                t                91,152                  93,000 

Coordinator,    elem    educ    (AT)  0.5  0.5  0.5                             t                  7,838                    8,237 

Coordinator,  second  educ  (AY)  0.5  0.5  0.5                             t                  7,164                    7,164 

Administrative  assistant  I  ___  2.3  3  3                                t                29,794                 31,278 

Department : 

Department   chairman    (AT)._  13.8  17.6  17.6                             t              259,298                271,193 

Clerical : 

Senior  steno 13  13  13                  505-614                 93,120                  94.416 

Inter  steno -  0.2  0.2               446-543                    1,098                    1.153 

Totals,  Administration 45.2  50.3  50.3              $595,846              $692,036              $710,233 

Instructional  Faculty : 

Professor  (AT) 89  107  107          $1,194-1.524           $1,944,695           $2,017,116 

Assoc  professor   (AT) 102.2  123  12.^               937-1,194             1,814.610             1,884.774 

Asst  professor   (AT) 266,4  438.7  438.7               741-945             4.180.991             4,420.629 

Instructor  (AT)   24  24  24                  671-857                270,042                278.064 

Asst  (AT)   5  5  5                 581-640                 39,180                 39,180 

Lecturer   (AT)    41.2  30  30                                t              326,599                335,069 

Graduate   asst 14  _  _                 (142.987) 

Sabbatical  leave — difference  in  pay  9.3  -  -                   (81,835) 

Sabbatical  leave  replacement -  11  11                             (-)              109,696                113,124 

Special  leaves  research  or  creative 

act   2.1  3.4  3.4                (15,928)                30,252                  34,966 

Part-time  f.acultv 74.2  -  -                 (713,930) 

Substitute  faculty 0.2  0.7  0.7                  (1,189)                  7,199                    7,199 

Class  and  rank  reclassifications..  _  _  _                            ?-)                49,730                129.330 

Distinguished   teaching   award _  _  _                            (-)                  2,500                    2,500 

Totals,  Instructional  Faculty..  627.6  742.8  742.8           $6,971,768           $8,775,494           $9,261,951 

AT  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary   range  determined  by  education^  experience,   and  academic  rank   in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


SAN   FERNANDO   VALLEY  STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillgd)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
88 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 
Technical  and  Clerical : 

Equipment  technician  III 0.8  1  1 

Stage  technician  II 111 

Equipment  technician  II 5.1  7  7 

Stage  technician  I 111 

Equipment  technician  I 14.3  16  16 

Accompanist  II 0.1  1  1 

Athletic  equipt  attendant  II 2.8  3  3 

Technical  asst  II 6.9  6.5  6.5 

Sr  steno 13  3 

Sr  clerk 1  7.4  7.4 

Stock  clerk 2.7  3  3 

Accompanist  I 1.4  0.5  0.5 

Inter  steno 38  41.7  41.7 

Duplicating  maeh  operator  II 0.1  0.5  0.5 

Athletic  equipt  attendant  I 2.2  2  2 

Technical  asst  I 15.2  22.5  22.5 

Inter  typist-clerk 14  18  IS 

Temporary  help 1.6  1.6  1.6 

Student  asst 15.9  23.9  23.9 


Totals,   Technical  and  Clerical       125.1       160.6       160.6 


S.4LARY  RANGE 

$783-950 
710-863 
710-863 
644-783 
644-783 
584-710 
505-614 
505-614 
505-614 
492-599 
480-584 
457-556 
446-543 
435-530 
435-530 
435-530 
415-530 
(9,204) 
(56.136) 

$744,747 


$11,310 

10,356 

66,630 

8,631 

143,851 

7,008 

22,104 

45,353 

20,370 

44,414 

19,852 

3,336 

254,619 

3,219 

12,720 

122,347 

92,366 

9,446 

89,028 

$986,960 


Totals,   Instructional 

Instructional  Services : 
Audio-visual : 

Audio-visual  coordinator    (AT) 

Asst  audio-visual  coordinator 

(AY)      

Equipment   technician    III    

Equipment  technician  II 

Photographer  II   

Equipment   technician    I    

Photographer   I 

Graphic   artist 

Technical  asst  II 

Sr  steno   

Inter  steno 

Technical  asst  I 

Inter    typist-clerk    

Temporary    help    

Student  asst  

Totals,  Audio-visual 

Totals,   Authorized   Positions 

LIBRARY 

Administration : 

College  librarian 

Librarian  V 

Library  asst  II  

Sr   steno   

Student  asst  

Totals,    Administration    

Processing  Services : 

Librarian    V    

Librarian   IV 

Librarian  III 

Librarian   II   

Librarian  I 

Library  asst  II  

Library  asst  I  

Sr  typist-clerk 

Inter  typist-clerk   

Inter  clerk 

Temporary  help 

Student   asst    

Totals,   Processing   Services 


797.9      953.7      953.7 


$10,800 


$11,400 

10,356 

69,577 

9,065 

146,936 

7,368 

22.104 

46,520 

21.088 

46,670 

20,526 

3,336 

260,629 

3,336 

12,720 

131,701 

101,113 

9,446 

89,028 

$1,022,919 


$8,312,361        $10,454,490        $10,995,103 


$10,800 


2.4 

2.5 

2.5 

t 

26,616 

26.957 

0.9 

1 

1 

$783-950 

11,400 

11,400 

1 

1 

i 

710-863 

10,356 

10,356 

_ 

0.5 

0.5 

692-842 

8.304 

8,736 

2 

2 

2 

644-783 

17,669 

18,204 

1 

1 

1 

599-728 

8,736 

8,736 

1 

1 

1 

584-710 

8,520 

8,520 

2.3 

2.5 

2.5 

505-614 

17,750 

18,184 

0.9 

1 

1 

505-614 

6,924 

7,278 

0.5 

0.5 

0.5 

446-543 

2,872 

3,015 

0.9 

1 

1 

435-530 

5,352 

5,622 

1.4 

1.5 

1.5 

415-530 

8,313 

8,607 

_ 

0.4 

0.4 

(-) 

2,362 

2,362 

0.4 

0.5 

0.5 

(1,692) 

$121,856 

1,863 

$147,837 

$10,602,327 

1,863 

15.7 

17.4 

17.4 

$150,640 

813.6 

971.1 

971.1 

$8,434,217 

$11,145,743 

1 

1 

1 

$1,467-1,783 

$17,604 

$18,480 

— 

1 

1 

1,016-1,234 

12,192 

12,804 

- 

1 

1 

571-692 

8,304 

8,304 

0.8 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

(3,550) 
$46,840 

3,725 
$49,193 

3,725 

2.8 

5 

5 

$50,681 

1 

1 

$1,016-1,234 

$14,170 

$14,808 

1.9 

1 

1 

923-1,120 

11,536 

12,098 

4.8 

5 

5 

759-969 

55,160 

56.464 

5.9 

9 

9 

661-886 

82,158 

85,202 

1.1 

1 

1 

600-661 

7,746 

7,932 

3 

3 

3 

571-692 

24,624 

24,912 

10.3 

10.8 

10.8 

492-599 

69,728 

72,932 

1 

1 

1 

492-599 

7,188 

7,188 

12.2 

12.5 

12.5 

415-530 

69,476 

72,408 

0.8 

1 

1 

415-505 

5,530 

5.810 

6.4 

22.7 

22.7 

(35,418) 

155,541 

155,541 

14.1 

14.2 

14.2 

(50,055) 

52,895 

52,895 

61.5 


82.2 


82.2 


$374,254 


$555,752 


$568,190 


AY  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and   academic  rank   in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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SAN   FERNANDO   VALLEY  STATE   COLLEGE- 

—Continued 

UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 

_] 

67-68  68-69  69-70 
(Flllxl)       (Aulh.)        (Aotli.l 

1969-70 

S.\LARY  nANflE 

6 

8 

8 

,$759-969 

$88,772 

$90,592 

3 

3 

3 

661-886 

25,712 

26,994 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

492-599 

7,132 

7.188 

2 

4 

4 

41.5-5.30 

20.6.30 

21.655 

7 

7 

7 

415-505 

40.255 

41,248 

5.2 

5.3 

5.3 

(28.516) 

36,316 

36..316 

13.2 

13.7 

13.7 

(46,815) 
$221,128 

51,033 

$278,154 

51,033 

38.4 

43 

43 

$283,330 

130.2       130.2 


$642,222 


$883,099 


$902,201 


Public  Sorvices  : 

Lihr.irian  III 

Librarian  II 

Library  asst  II  

Librar.v  asst  I 

Inter  typist-clejk 

Inter  clerk 

Temporary  help 

Student  asst  

Totals,  Public  Services 

Totals,  Authorized  Positions—       102.7 

STUDENT  SERVICES 

Dean's  Office ; 

Dean    

Counselor    

Administrative  asst  I   

Sr  Kteno 

Inter  steno 

Inter  typist-clerk 

Totals,  Dean's  OfBce 

Admissions  and  Records : 

Assoc  dean 

Admissions  oiBcer 

Registrar  II 

Evaluation    technician    II 

Evaluation  technician  I 

Supvng  clerk  I 

Sr    steno   

Sr    clerk    

Inter  steno 

Inter    typist-clerk    

Inter   clerk   

Student  asst  

Totals,  Admissions  and  Records 

Counseling  and  Testing : 

Assoc  dean 

Counselor    (AY)    

Counselor      

(!;ounselor  &   test   officer   (AX) 

Test  officer  (AT)   

Psychometrist     

Sr   steno    

Inter  steno 

Inter    typist-clerk    

Temporary  help 

Student  asst  

Totals,  Counseling  and  Testing__         19.4         21.9         21.9  $196,605  $230,966  .$240,982 

Activities  and  Housing : 

Assoc  dean 0.9  1  1           $1,200-1,467  $17,397  $17,604 

Housing  coordinator 0.8  1  1  t  11,810  12,404 

Activities   adviser   3  3.5  3.5  044-783  28,680  30,124 

Sr   steno   111  .50.5-614  7,368  7,368 

Inter  steno 1.6  1.5  1.5  446-543  8,735  9,171 

Student   asst   1  0.1  0.1  (3,120)  373  373 

Totals,  Activities  and  Housing__  8.3  8.1  8.1  $63,659  $74,363  $77,044 

Placement : 

Placement  officer 1  1  1           $1,452-1,765  $21,180  $21,180 

Placement  supvr  I 2  2  2  644-783  18,792  18,792 

Placement  interviewer 2.7  3  3  556-676  23,096  23.712 

Sr   steno    111  .505-614  6.285  6..594 

Inter  steno 1  1  1  446-543  5,862  6,156 

Inter    typist-clerk    2  2.5  2.5  41.5-5.30  13.442  14.070 

Temporarv  help -  0.1  0.1  (-)  590  590 

Student  asst 1  1  1  (3,120)  3,725  3.725 

Totals,  Placement 10.7         11.6         11.6  $80,947  $92,972  $94,819 

AY  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and  academic  rank  in   accordance  with   "Salary   Schedule  for   Instructional 
Positions — State  Colleges." 


1 

1 

1 

$1,540-1,873 

$19,814 

$20,808 

— 

1 

1 

t 

11,904 

12,504 

1 

1 

1 

7S3-950 

10,272 

10.776 

1 

1 

1 

50.5-614 

7,368 

7..368 

1 

1 

1 

446-543 

6,516 

6.516 

- 

1 

1 

415-530 

5,100 

5,352 

4 

6 

6 

$39,929 

$60,974 

$63,324 

1 

1 

1 

$1,206-1,467 

$15,844 

$16,642 

1 

1 

1 

821-998 

11.976 

11.976 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

644-783 

9,396 

9,.396 

3 

3 

3 

584-710 

24,928 

25,322 

1 

1 

1 

571-692 

8,272 

8.304 

1 

1 

1 

50.5-614 

7,368 

7,368 

12 

13.7 

13.7 

492-599 

92,037 

94,339 

2.7 

3.5 

3.5 

446-543 

22,050 

22,533 

9.2 

10.5 

10.5 

41.5-530 

57,880 

60,198 

10.7 

11 

11 

415-505 

60,077 

62,849 

0.2 

0.3 

0.3 

(-) 
$282,016 

1,118 
$322,922 

1,118 

43.8 

48 

48 

$332,021 

1 

1 

1 

Sl,206-1,467 

$17,604 

$17,604 

7.6 

0.3 

9.3 

■^ 

108,,54S 

116,123 

1.8 

2.5 

2.5 

■'■ 

38,517 

39,429 

1 

1 

1 

f 

10,204 

10,714 

0.9 

1 

1 

t 

10,757 

11.025 

1 

1 

1 

644-783 

9,138 

9,3.59 

1 

1 

1 

505-614 

7,368 

7,368 

3.6 

3.5 

3.5 

446-543 

21,945 

22,347 

0.5 

0.5 

0.5 

415-530 

2,570 

2,698 

— 

0.1 

0.1 

(-) 

590 

590 

1 

1 

1 

(3,120) 

3,725 

3,725 

382 


State  Cslleges 


HIGHER  EDUCATION 


SAN   FERNANDO  VALLEY  STATE   COLLIGE- 

-— Centinued 

UJ 

SALAKIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_1 

67-68  68-69  69-70 
(Filleil)      (Joth.)       (Hulh.) 

-     STUDENT  SERViCES— Continued 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Foreign  Student  Program : 

Counselor    

Inter  steno 


Totals,  Foreign  Student  Program 

Health  Services: 

Medical  officer  III 

Medical  officer  I — 10  month 

Medical  officer  I 

Supvng  nurse  I 

Clinical  lab  technologist 

Graduate  nurse — 10  month 

Graduate  nurse 

Phys  therapist  I 

Supvng  clerk  I 

X-ray  technician 

X-ray  technician — 10  mouth 

Sr   steno 

Sr  clerk 

Inter  typist-clerk 

Temporary   help    

Student  asst  

Totals,  Health  Services 

Totals,  Authorized  Positions 


PLANT  OPERATION 

Administration : 

Chief  III   

Supervisor    

Chief  engineer  I 

Sr  steno 

Stock  clerk  

Inter  steno 

Inter   typist-clerk   

Totals,   Administration   

Maintenance  of  Structures : 

Materials  specialist 

Electrician   11   

Plumber  II 

Carpenter  II 

Painter  II 

Electrician   I    

Plumber  I 

Sheet  metal  worker 

Carpenter  I 

Painter   I   

Locksmith 

Stationary  engineer 

Fusion  welder 

Supvng  custodian  III 

Building  maint  man 

Skilled  laborer 

Supvng  custodian  II 

Supvng  custodian  I 

Laborer 

Supvng  custodian  I 

Custodian    

Temporary  help 

Student  asst  

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman   II 

Tractor    operator — laborer    

Tree    trimmer    

Lead   groundsman 

Groundsman     

Totals.   Maintenance   of   Grounds 

I  Salary   range   determined   by   education, 
Positions — State  Colleges." 


SAL.\EY  K.\NGE 

1 

1 

1 

t 

$13,876 

$14,566 

0.5 

0.5 

0.5 

$446-543 
$12,603 

2,814 

2,952 

1.0 

1.5 

1.5 

$16,690 

$17,518 

1 

1 

1 

$1,626-1,976 

$23,712 

$23,712 

8.4 

5.2 

5.2 

1,475-1.708 

85,446 

86,639 

1 

1 

1 

1,475-1,708 

20,496 

20,496 

1 

1 

1 

746-905 

10,020 

10,524 

0.9 

1 

1 

710-821 

9,472 

9,852 

3.3 

5.2 

5.2 

660-764 

38,634 

39.037 

- 

1 

1 

660-764 

9,168 

9,168 

0.4 

0.5 

0.5 

644-783 

4,124 

4,332 

1 

1 

1 

571-692 

8,048 

8,304 

1.3 

1 

1 

556-676 

8,112 

8,112 

- 

0.5 

0.5 

556-676 

2,836 

2,980 

1 

1 

1 

505-614 

6,594 

6,924 

1 

1 

1 

492-599 

7,188 

7,188 

4.3 

4.5 

4.5 

415-530 

24,426 

25,669 

0.3 

0.2 

0.2 

(3,624) 

1,181 

1,181 

- 

2.1 

2.1 

(-) 
$216,137 

7,823 
$267,280 

7,823 

19.9 

27.2 

27.2 

$271,941 

107.6 

124.3 

124.3 

$891,896 

$1,066,167 

$1,097,649 

1 

1 

$1,048-1,273 

$15,276 

$15,276 

1 

1 

801-927 

11,124 

11,124 

1 

1 

801-927 

11,124 

11.124 

1 

1 

505-614 

7.368 

7,368 

1 

1 

480-584 

7,008 

7,008 

1 

1 

446-543 

6,516 

6,516 

- 

1 

1 

415-530 

5,100 
$63,516 

5,352 

6 

7 

7 

$56,062 

$63,768 

1 

1 

1 

$764-842 

$10,104 

$10,104 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

2 

2 

2 

728-801 

19,224 

19,224 

2 

2 

2 

72,S-801 

19,224 

19,224 

1 

1 

1 

728-801 

9,612 

9,612 

2 

O 

o 

692-764 

18,336 

18,336 

o 

o 

3 

692-764 

26,640 

27,072 

i 

1 

1 

692-764 

9.168 

9,168 

9.7 

11 

11 

692-801 

102,111 

104,190 

1 

1 

1 

692-764 

8,412 

8,790 

1 

1 

1 

614-746 

8,952 

8,952 

9 

2 

2 

599-660 

15,840 

15.840 

2.6 

4 

4 

584-644 

29,682 

30,732 

1 

1 

1 

556-676 

8,112 

8,112 

— 

5 

5 

505-614 

36,570 

36,840 

0.4 

- 

_ 

505-556 

_ 

_ 

4.9 

_ 

_ 

480-584 

_ 

— 

102.1 

108.8 

108.8 

435-530 

652,859 

669,659 

0 

2.5 

2.5 

(1.5.999) 

17,970 

17,970 

3.1 

3.7 

3.7 

(12.720) 

13,783 

13,783 

144.8 

156 

150 

$908,508 

$1,046,031 

$1,067,040 

1 

1 

1 

$676-821 

$9,852 

$9,852 

2 

o 

•> 

614-676 

16,160 

16,224 

1 

1 

1 

556-676 

8,112 

8,112 

o 

o 

•> 

530-644 

15,456 

15,456 

30.5 

31 

31 

505-584 

211,792 

215,064 

36.5         37  37  $236,325  $261,372  $264,708 

experience,   and  academic  rank   in   accordance  with   "Salary   Schedule   for  Instructional 


HIGHER  EDUCATION 


State  Colleges 


383 


SAN    FERNANDO   VALLEY  STATE   COLLEGE- 

—Continued 

UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

67-68  68-69  69-70 
(Filled)       (Aalh.)       (Aalh.) 

1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


0.5 
6 

0.5 

7 

0.5 

7 

SALARY  EANGE 
$710-863 
644^-783 

$5,178 
63,449 

$68,627 

$8,952 
15,456 

7,728 
7,188 

$5,178 
64,544 

6.5 

1 

9 

i 

7.0 

1 
"> 

1 

1 

7.5 

1 

2 

i 

1 

$56,892 

$676-746 
584-644 
584-644 
58't-644 

$69,722 

$9,398 
15,456 

7,728 
7,548 

4 

5 

5 

$30,369 

$39,324 

$40,128 

197.8 

212.0 

212.0 

$1,288,156 

$1,478,870 

$1,505,366 

PLANT  OPERATION— Continued 

Plant  Security  : 

Supvng  campus  security  off  I 

Campus  security  off 

Totals,  Plant  Security 

Motor  Vehicle  Operation : 

Auto    mechanic    

Auto  equipt  operator  I 

Skilled    laborer    

Truck   driver   

Totals,   Slotor  Vehicle   Operation 

Totals,   Authorized   Positions 

STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr   clerk    0.2  1.5  1.5  $492-599  $8,742  $9,436 

Inter    steno    111  446-543  6,248  6,399 

Totals,  Business  Management—  1.2  2.5  2.5  $7,482  $14,990  $15,835 

Student  Services : 

Counselor      1              1.5           1.5  t  $16,646  $17,486 

Student  personnel  technician -              1              1  $584-710  7,248  7,608 

Inter  steno 111  446-543  5,954  6,2.56 

Inter   typist-clerk   -              1              1  415-530  5,100  5,352 

Totals,  Student  Services 2  4.5  4.5  $14,352  $34,948  $36,702 

Off-Campus  Work-Study : 

Temporary  help 1.9  1.8  1.8  $10,445  $10,627  $10,627 

Totals,   Authorized   Posittons__  '        51  sls  8^  $32,229  $60,565  $63,164 

REIMBURSED  ACTIVITIES 

Instructional  faculty 1.9         80  30  t  $286,920  $321,420 

Totals,  Research  Projects 1.9         30  30  $17,146  $286,920  $321,420 

Summer  Sessions : 

Dean    0.5           0.5           0.5       $1,540-1,873  $11,238  $11,238 

Coordinator -               1               1  t  11,904  12,504 

Instructional  faculty 57.2  67.3  67.3  (543,771)  t  662,555  662,555 

Music  studio  faculty 1.5  2              2  (1,512)  2,700  2,700 

Sr  steno   111  505-614  7,368  7,368 

Inter  clerk-typist 3.4  4              4  415-530  22,317  23,226 

Temporary  help 6.1  10.9  10.9  (32,660)  64,3-54  64,854 

Student  asst 8.6  10.6  10.6  (28,596)  39,485  39,485 

Totals,  Summer  Session 78.3         97.3         97.3  $642,016  $821,921  $823,430 

AuxOiary  Organizations : 

Instructional    faculty — overseas    as- 
signment     1.9  6  6  t  $90,720  $95,256 

Custodian   _^^ 2.1  3  3  $435-530  18,094  18,365 

Temporary  help 2.8         17.4         17.4  (15,373)  102,729  102,729 

Totals,  Auxiliary  Organizations—  6.8         26.4         26.4  $62,371  $211,543  $216,350 

t  Salary  range  determined  by  education,   experience,   and  academic  rank  in   accordance  vrith   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


SAN   FERNANDO   VALLEY  STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
{Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


REIMBURSED  ACTIVITIES— 
Continued 

Special  Projects : 

Music  studio  faculty 1.9  2.1  2.1 

Administrative  asst  II 0.8  1  1 

Supervisor 0.6  1  1 

Skilled  laborer 1.6  2  2 

Inter  clerk-typist 0.8  1  1 

Temporary  help 1.1  1.6  1.6 

Totals,  Special  Projects 6.8  8.7  8.7 

Extension  :  a 

Inter   clerk-typist   0.9  -  - 

Instructional  faculty   7.6  -  - 

Totals,  Authorized  Positions 8.5  -  - 

Totals,  Authorized  Positions  __  102.3  162.4  162.4 

TOTALS,  AUTHORIZED  POSITIONS    '^^""^^ 

(General  Fund)    1,411.3    1,702.3    1,702.3 

EXTENSION* 

Inter   typist-clerk   —  1  1 

Instructional  faculty —  9.2  9.2 

Student  asst  A -  6.5  6.5 

Totals,    Authorized   Positions    (Ex- 
tension Program  Revenue 

Fund)     -  16.7  16.7 


HOUSING   FACILITIES 

Dormitory  Revenue  Fund : 

Housing  manager  I 

Building    maiut   man    

Head  resident  I 

Inter  steno 

Custodian    

Student  asst  A 

Student  asst  B 

Totals,  Authorized  Positions 

(Dormitory    Revenue    Fund) 


SALARY  KANGE 
($17,690) 
950-1,155 
SOl-927 
584-644 
415-530 
(6,252) 


$15,000 

13,750 

10,909 

14,496 

5,220 

9,446 


$15,000 

13,860 

11,124 

15,216 

5,484 

9,446 


$54,692 

$68,821 

$70,130 

$415-530 
(69,709) 

- 

- 

$74,434 

- 

- 

$850,659 

$1,389,205 
$16,256,942 

$1,431,330 

$12,780,690 

$16,950,686 

$415-530^ 
1.50-2.73  hr' 

$5,668 
67,750 
24,212 

$5,960 
67,750 
24,212 

$97,630 


$97,922 


0.9 

1 

1 

$710-950 

$8,844 

$9,285 

0.5 

0.5 

0.5 

599-660 

3,739 

3,928 

0.9 

1 

1 

505-614 

6,335 

6,646 

0.5 

0.5 

0.5 

446-543 

3,015 

3,167 

1.7 

•> 

o 

435-530 

12,720 

12,720 

1 

1.1 

1.1 

1.50-2.73  hr 

4,098 

4,098 

4.1 

5.1 

5.1 

0-1,184  yr 

0,038 

6,038 

9.6 


11.2 


11.2 


$36,769 


$44,789 


$45,882 


PARKING   FACILITIES 

Parking  Revenue  Fund : 

Supvng  campus  security  ofE  I 0.3           0.5           0.5  $710-863  $5,178  $5,178 

Electrician  I -              1              1  728-801  8,736  9,168 

Campus  security  off 2              3              3  644-783  26,688  27,559 

Watchman    0.5           1              1  435-530  6,210  6,360 

Inter  account  clerk 0.3           1              1  415-505  5,308  5,576 

Inter   typist-clerk   111  415-530  5,530  5,810 

Asst  cashier-clerk   0.3           0.5           0.5  415-505  3,030  3,030 

Temporary    help    1.9           2              2  (10,434)  11,808  11,808 

Student  asst  A 3.2           3.5           3.5  (11,139)  13,038  13,038 

Totals,  Authorized  Positions 

(Parking  Revenue  Fund)...           9.5         13.5         13.5  $66,594  $85,526  $87,527 

GRAND  TOTALS,  AUTHORIZED  "^"^^ 

POSITIONS  (All  funds) 1,430.4   1,743.7   1,743.7  $12,884,053  $16,484,887  $17,182,017 

a  Effective  July  1,  1968,  16.7  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension  Program  Revenue   Fund. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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SAN   FRANCISCO   STATE  COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(niltd)      (tulh.)      (Anlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive: 

President 

Vice  president — academic  affairs 

Vice    president — adm  &  bus  a£Eairs 

Dean    

Executive  dean    

Voc  instructor 

Publications  manager 

Administrative  asst  II 

Administrative  asst  I 

Administrative  secretary 

Secretary    I    

Sr  secretary  

Sr   steno 

Secretary     

Inter  steno 

Temporary  help 

Student  asst  

Totals,  Executive    


SALARY  RANGE 

1 

1 

1 

$2,274-2,765 

$30,084 

$31,860 

1 

1 

1 

1,699-2,066 

24,792 

24,792 

1 

1 

1 

1,699-2,066 

23,703 

24,792 

1 

1 

1 

1,617-1,967 

23,604 

23,604 

0.8 

- 

- 

1,540-1,873 

- 

_ 

1 

1 

1 

■^ 

19,068 

20.004 

0.7 

1 

1 

■■ 

18,990 

19,926 

0.8 

1 

1 

950-1,155 

13,860 

13,860 

2 

2 

o 

783-950 

22,134 

22,665 

0.2 

1 

1 

599-728 

8,736 

8,736 

0.8 

— 

— 

584-710 

_ 

_ 

0.2 

1 

1 

556-676 

7,824 

8,112 

4.4 

4 

4 

505-614 

28,044 

28,464 

0.2 

1 

1 

492-599 

6,310 

6,620 

1 

2 

2 

446-543 

11,850 

12,282 

0.6 

— 

— 

(3,440) 

— 

— 

0.5 

- 

- 

(1,740) 

- 

- 

17.2 


18 


IS 


$22,513 


$238,999 


Business  Management : 

Business  Manager's  OiEce : 

College  business  manager  II 1  1 

Administrative  asst  I 0.9  1 

Asst  budget  analyst 1  1 

Sr  secty 0.3  1 

Sr  steno 0.8 

Inter  steno 0.2  - 

Inter  typist-clerk 0.8  1 

Temporary    help    1.4  1 

Student  asst 0.6  1.1 

Totals,  Business  Manager's 

Office   7  7.1 

Accounting  Office : 

Accounting   officer  III 1  1 

Supvng  clerk    II -  1 

Accounting  technician  III 1  1 

Supvng  clerk  I 0.5  1 

Sr  clerk 1  1 

Sr  cashier-clerk 0.6  0.2 

Accounting   technician   II 2  2 

Bookkeeping  mach  operator  II 2  2 

Inter  steno -  1 

Inter  typist-clerk 1.9  2 

Asst  cashier-clerk 2.4  2.5 

Inter  account  clerk 4.8  5 

Totals,  Accounting 17.2  19.7 

Personnel : 

Personnel   officer —  1 

Assoc  personnel  analyst 1  - 

Asst  personnel  analyst 1  1 

Placement  interviewer 0.3  - 

Sr   steno 1  1 

Payroll  &  personnel  trans  elk  II  2  2 

Inter  steno 0.4  1.5 

Inter    typist-clerk    0.1  — 

Clerical  asst  II  A -  1 

Totals,  Personnel 5.8  7.5 

Payroll : 

Supvng  clerk  I 2  2 

PayroU  &  personnel  trans  elk  II  1.8  2 

Inter   typist-clerk   1  1 

Totals,   PayroU   4.8  5 

t  Salary  range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


7.1 


1 

1 

1 

1 

1 

0.2 

2 

2 

1 

2 

2.5 

5 


19.7 

1 
1 

1 

2 
1.5 

1 

7.5 


$55,706 


$950-1,155 
660-801 
614-746 
571-692 
492-599 
492-599 
492-599 
457-556 
446-543 
415-530 
415-505 
415-505 

$101,382 


$950-1,155 
950-1,155 
783-950 
556-676 
505-614 
492-599 
446-543 
415-530 
415-505 

$53,778 


$571-692 
492-599 
415-530 


$65,980 


$13,200 

7,920 

7,398 

7,728 

7,188 

1,181 

14,348 

12,432 

5,490 

10,260 

13,343 

27,248 


$127,736 

$13,200 

11,400 

6,520 

13,592 

8,235 

5,100 

$58,047 


$15,840 

12,538 

5,100 


$245,717 


1 

$1,405-1,708 

$20,496 

$20,496 

1 

783-950 

10,950 

11,400 

1 

783-950 

11,400 

11,400 

1 

556-676 

7,824 

8,112 

— 

505-614 

— 

— 

- 

446-543 

- 

_ 

1 

415-530 

5,308 

5,576 

1 

(7,848) 

5,904 

5,904 

1.1 

(2,128) 

4,098 

4,098 

$66,986 


$13,860 

8,304 

7,760 

8,112 

7,188 

1.241 

14,376 

12,732 

5,766 

10,770 

14,014 

28,318 


$132,441 

$13,860 

11,400 

6,849 

14,208 

8,649 


5,352 


$60,318 


$16,224 

13,172 

5,352 


5  $25,302  $33,478  $34,748 

academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
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State  Colleges 


HIGHER  EDUCATION 


SAN   FRANCISCO   STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillaJ)       (tulh.)       (Anlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— Continued 


1 
0.2 

1 

0.8 
1 
1.8 


Business  Management — Continued 
Purcliasing : 

Business  service  oiiicer  I 

Secretary     

Sr  clerk 

Inter  steno 

Inter   typist-clerk   

Inter  account  clerk 

Totals,  Purchasing 

General  Institutional  Services : 

Duplicating  mach  supvr  II 

Property  clerk  II 

Auto  equipt  operator  I 

Supvng  clerk  I 

Storekeeper  I  

Stock    clerk    

Duplicating  mach  opr  II   (offset) 

Supvng  telephone  operator  I 

Duplicating  mach  opr  II  (direct) 

Inter   typist-clerk   

Inter  clerk 

Telephone  operator 

Nonfaculty   reclassification 

Terminal  pay 

Premium  overtime  pay 

Totals,     General     Institutional 
Services 

Totals,  Business  Management 

Automatic  Data  Processing  Services: 

Director  of  institutional  studies 

Coordinator    

ADP  manager    

Computer  programmer  II 

EDP  supvr  II 

Computer  operator 

Computer  programmer  I 

EDP  supvr  I 

Sr  tabulating  mach  operator 

Tabulating  mach  operator 

Keypunch  operator 

Temporary  help 

Totals,  Automatic  Data  Process- 
ing Services 


Totals,  Authorized  Positions 86.1 


INSTRUCTION 

Instructional : 
Administration : 
College : 

Dean    1.3 

Assoc  dean,  graduate  studies 1 

Academic  planner 1.5 

Coordinator,      evening     session 

(AY)     1 

School : 

Dean    6.2 

Director 1 

Associate  dean 3.5 

Coordinator,  elem  educ   (AY)  _  0.5 

Coordinator,  second  educ  (AY)  0.5 

Administrative  asst  I 1.6 

Department : 

Department  chairman 0.4 

Department  chairman   (AY) 22.5 

Clerical : 

Sr  secretary 0.1 

Sr  steno   15 


SALARY  RANGE 
$783-950 
492-599 
492-599 
446-543 
415-530 
415-505 


$10,356 
6,924 

7,188 

5.100 
10,815 


93.3 


93.3 


$706,012 


$804,636 


$10,860 
7,278 
7,188 

5,352 
11,361 


5.8 

6 

6 

§36,241 

$40,383 

$42,039 

1 

1 

1 

$614-746 

$8,952 

$8,952 

1 

1 

1 

614-746 

8,952 

8,952 

2 

— 

— 

584r-644 

. 

_ 

0.2 

_ 

_ 

571-692 

_ 

_ 

0.8 

1 

1 

530-644 

7,728 

7,728 

5.8 

6 

6 

480-584 

40,452 

41.064 

2.7 

3 

3 

457-556 

18,629 

19,228 

1.1 

1 

1 

457-556 

6.464 

6,672 

1 

1 

1 

435-530 

6,360 

6,360 

1 

1 

1 

415-530 

6,060 

6,060 

1.8 

2 

2 

415-505 

10,400 

10,924 

2 

3 

3 

415-505 

17,220 

17,472 

- 

— 

— 

(-) 

15,000 

34,070 

— 

— 

— 

(9,319) 

— 

— 

- 

- 

- 

(5,455) 
$146,864 

- 

- 

20.4 

20 

20 

$146,217 

$167,482 

61 

65.3 

65.3 

$419,273 

$471,841 

$504,014 

1 
1 

1 

1 

$1,540-1,873 
1,155-1,405 

$20,224 

$21,228 

1 

1 

15,660 

16,452 

_ 

1 

1 

801-973 

9,612 

10,104 

1 

1 

1 

783-950 

9,894 

10,398 

2 

2 

556-676 

13,680 

14,376 

_ 

1 

1 

600-801 

7,920 

8,304 

0.4 

_ 

_ 

644-783 

_ 

_ 

0.6 

_ 

_ 

530-644 

_ 

_ 

0.8 

_ 

_ 

480-584 

_ 

_ 

2.9 

3 

3 

425-517 

16,806 

17,506 

0.2 

(964) 

$64,226 

- 

7.9 

10 

10 

$93,796 

$98,368 

$848,099 


1.3 

1 

1.5 

1.3 

1 

1.5 

$1,540-1,873 
t 

$28,095 
20,004 
30,082 

$28,095 
21,010 
30,714 

1 

1 

t 

10,049 

10,882 

6 

1 

3.5 

0.5 

0.5 

2 

6 

1 

3.5 

0.5 

0.5 

2 

1,540-1,873^ 

{ 
t 
t 

133,068 

21,180 

68,154 

5,025 

5,025 

21,048 

134,676 
21,180 

70,488 
5,441 
5,441 

22,086 

0.4 
23 

0.4 
23 

t 
t 

6,459 
293,321 

6,570 
304,330 

3 
15 

3 
15 

556-676 
505-614 

21,224 
104,060 

22,188 
105,844 

Totals,    Administration 


56.1         59.7         59.7  $606,471  $766,794  $788,945 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


387 


SAN   FRANCISCO   STATE 

COLLEGE— Continued 

QJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_l 

67-68  68-69  69-70 
(Fillid)       («ulh.)        (Aulh.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 

Instnictional  Faculty  :  SALAEY  RANGE 

Professor    (AY)    212.5  248.2  24S.2       ?1,194-1,524  $4,282,674  $4,414,716 

Assoc  professor   (AT)    170.4  213  213  937-1,194  2,807,948  2.90S..502 

Asst  professor  (AY) 160.7  291.3  291.3  741-945  3,078,091  3,160,506 

Instructor  (AY)   35  53.6  53,6  671-857  508,680  517,116 

Asst   (AY)    -  3.5  3.5  581-640  26,222  27,134 

Lecturer    (AY)    70.1  68  68  t  768,039  792,298 

Graduate   asst    17.2  -  -  (173,497) 

Sabbatical  Ive — difference  in  pay  10.1  -  -  (77,777) 

Sabbatical  leave  replacement  ___  17.3  19  19  (159,743)  195,396  195,396 

Spec  Ivs  research  or  creative  act  4.1  4.5  4.5  f 37,854)  45,250  46.278 

Part-time    faculty    185.8  -  -  (2,004.3.30) 

Substitute  faculty 0.6  1.9  1.9  (11,802)  17,254  17,254 

Class  and  rank  reclassifications—  _  _  _  (47,074)  49,470  169,340 

Distinguished  teaching  award  __  -  -  -  (3,000)  3,000  3,000 

Totals,  Instructional  Faculty—  883.8  903  903  $10,370,287         $11,782,024         $12,251,540 

Technical  and  Clerical : 

Eriuipment  technician  III 3.7  4  4  $78.3-950  $44,9-34  $4.5,465 

Stage  technician  II 111  710-863  8,808  9,248 

Equipment   technician  II 8.6  9  9  710-863  88,255  90,394 

Computer  programmer  I 0.6  —  —  660-801  —  — 

Stage  technician  I 2  2  2  644-783  16,904  17,760 

Eriuipment   technician  I 10.1  12  12  644-783  100,367  104,649 

Supvng  clerk  I 3.6  3.2  3.2  571-692  26.317  26,-573 

Clerical  asst  IV -  1  1  556-676  7,458  7.824 

Editorial   aid   0.9  1  1  530-644  6.490  6,812 

Athletic   equipt  attendant  II  ___  2  2  2  50.T-614  14,586  14.736 

Technical  asst  II 14-7  16.5  16.5  505-614  111.456  115.687 

Sr  stenn   4.6  1  1  505-614  7,368  7,368 

Sr  typist-clerk 0.5  2  2  492-599  12,809  13,423 

Sr  clerk    2  5.5  5.5  492-599  34,312  36.006 

Stock    clerk    111  480-584  7,008  7,008 

Accompanist  I 0.9  1  1  4-57-556  5,622  5,910 

Inter    steno    53.3  56.7  56.7  446-.543  339.943  351.482 

Duplicating  mach  operator  II  __  0.6  1  1  435-530  5,374  5.645 

Athletic  equipt  attendant  I 1.9  2  2  435-530  11,500  11,921 

Technical  asst  I 15.8  16  16  435-.530  89,372  95,579 

Inter  typist-clerk 19.9  18.1  18.1  41-5-530  102,896  106,074 

Temporary   help    5-2  -  -  (28,285) 

Student   asst   16.7  35.3  35.3  (-59,408)  131,492  131,492 

Totals,   Technical  and  Clerical  169.6  191.3  191.3  $1,107,754  $1,173,271  $1,211,056 

Totals,   Instructional 1,109.5  1,154       1,154  $12,084,512         $13,722,089         $14,251,541 

Special  Programs : 
Laboratory  School : 

Principal 111  t  $18,288  $18,288 

Asst  principal 111  t  13,538  13,644 

Teacher   19  19  19  $764-1,128  236,081  238,572 

Substitute  faculty 0.2  0.5  0.5  (4,463)  4,484  4,484 

Librarian  III 0.6  1  1  759-969  9,108  9,564 

Librarian   II    0.2  -  -  661-886 

Graduate  nurse — 10  month 0.4  0.5  0.5  660-764  4,368  4,368 

Sr  clerk 111  492-599  7,160  7,188 

Inter  steno 1.5  1.5  1.5  446-543  8,920  9,372 

Student  asst 0.7  0.7  0.7  (2,480)  2,608  2,608 

Totals,  Laboratory  Schools  ___  25.6  26.2  26.2  $278,157  $304,555  $303,088 

Nursery  School : 

Teacher 3  3  3  $31,383  $35,490  $36,678 

Joint  Doctoral : 

Professor    (AY)    -  1.5  1.5  t  27,000  27,000 

Assoc  professor  (AY) -  0.5  0.5  f  7,164  7,164 

Instructional    faculty — part-time.  1.9  -  -  ($29,241) 

Inter  steno 0.4  0.5  0.5  446-543  2,849  2,990 

Student   asst    0.4  0.5  0.5  (1,312)  1,863  1,863 

Totals,  Joint  Doctoral 2.7  3  3  $32,564  $38,876  $39,017 

AY  Indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,   experience,   and  academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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SAN  FRANCISCO  STATE  COLLEGE— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.l      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 


1 
1 

0.7 

0.6 

13.4 

0.3 

1 
2 
1 


INSTRUCTION— Continued 

Special  Programs — Continued 
Master  of  Social  Work  : 

Coordinator     1  1 

Professor 0.9  1 

Professor    (AY)    -  0.7 

Assoc  professor   (AY)   -  0.6 

Asst  professor  (AY) 4.8  13.4 

Instructional  faculty — part-time 1.3  - 

Lecturer  (AY) 0.2  0.3 

Sr  steno   1  1 

Inter  steno 1.6  2 

Student  asst 0.9  1 

Totals,  Master  of  Social  Work         11.7         21  21 

Center  for  Technological 

Education : 

Director ., 

Associate  director 

Instructional  faculty  (AY) 

Administrative  asst  I 

Secretary  

Clerical    asst  II    

Student  asst  

Totals,  Center  for  Technological 
Education   

Totals,   Special  Programs 43  59  59 

Instructional  Services : 
Audio- Visual : 

Audio-visual  coordinator   (AY)_ 
Asst  audio-visual  coordinator 

(AY)     

Instructional  faculty— part-time 

Equipment  technician  III 

Equipment  technician  II 

Photographer  II   

Equipment  technician  I 

Photographer  I 

Graphic  artist 

Technical  asst  II 

Sr  steno   

Inter  typist-clerk 

Temporary  help 

Student  asst 

Totals,  Audio-Visual 

Television : 

Coordinator    (AY)    

Television  engineer 

Inter  steno 

Student  asst 

Totals,  Television 3.5  3.5  3.5 

Totals,  Instructional  Services         22.1         22.4         22.4 


SALARY  RANGE 
t 
t 
t 

t 

($17,899) 
(3,225) 
505-614 
446-543 
(3,550) 

$140,343 


$20,160 

15,804 

13,068 

8,864 

147,939 

3,795 

7,368 

11,164 

3,725 


$231,887 


$482,447 


$661,866 


$36,281 

$172,757 


$39,409 


$194,041 


LIBRARY 


$21,180 

15,804 

13,068 

8,864 

166,637 

3,985 

7,.368 

11,716 

3,725 


$252,347 


- 

1 

1 

•■ 

$14,520 

$18,144 

- 

1 

1 

■• 

12,530 

15,676 

— 

0.3 

0.3 

•^ 

2,985 

3,582 

- 

1 

1 

$783-950 

7,830 

9,776 

- 

1 

1 

492-614 

6,760 

8,112 

— 

1 

1 

415-543 

4,570 

5,760 

- 

0.5 

0.5 

1.50-2.73  hr 

1,863 

$51,058 

1,863 

- 

5.8 

5.8 

$62,913 

$699,043 


- 

1 

1 

t 

$11,070 

$11,904 

2.5 

3 

3 

t 

31,288 

32,228 

1 

_ 

_ 

($9,291) 

_ 

_ 

1 

1 

1 

783-950 

11,400 

11,400 

1.8 

2.5 

2.5 

710-863 

23,460 

24,117 

1 

1 

1 

692-842 

10,104 

10,104 

0.8 

1 

1 

644-783 

7,728 

8,112 

0.4 

0.5 

0.5 

599-728 

3,864 

4,056 

1 

1.3 

1.3 

584-710 

9,110 

9,578 

3.2 

3.7 

3.7 

505-614 

24,523 

25,369 

1 

1 

1 

505-614 

7,368 

7,368 

1.8 

2.4 

2.4 

415-530 

12,854 

13,503 

1.1 

_ 

— 

(5,928) 

— 

— 

2 

0.5 

0.5 

(6,994) 

$136,476 

1,863 
$154,632 

1,863 

18.6 

18.9 

18.9 

$159,602 

1 

1 

1 

t 

$16,474 

$17,288 

1 

1 

1 

$998-1,213 

14,556 

14,556 

1 

1 

1 

446-543 

6,516 

6,516 

0.5 

0.5 

0.5 

(1,690) 

1,863 

1,863 

$40,223 
$199,825 


Totals,  Authorized  Positions   1,174.6   1,235.4    1,235.4         $12,739,716        $14,577,996        $15,150,409 


Administration : 

College  librarian 1  1 

Librarian  V 0.7 

Librarian  IV 0.3  1 

Library  asst  II 1  — 

Storekeeper  I 1  1 

Sr  secretary -  1 

Sr   steno   1  - 

Clerical  asst  II  B 1  1 

Totals,  Administration 6  5 

AY  indicates  Academic  Year  as  defined  by  the  institution. 
t  Salary  range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


1          $1,467-1.783 

$21,396 

$21,396 

1,016-1.234 

- 

- 

1                923-1,120 

13,440 

13,440 

571-692 

— 

— 

1                   530-644 

7,728 

7,728 

1                   556-676 

7,824 

8,112 

505-614 

_ 

— 

1                   415-543 

5,513 
$55,901 

5,789 

5                   $60,064 

$56,465 

academic  rank   in  accordance  with   "Sal 

ary   Schedule  for  Instructional 

86 
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SAN  FRANCISCO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
{Fllltill      (Anth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 

83 

84 

85 


LIBRARY— Continued 

Processing  Services : 

Librarian  IV 

Librarian  III 

Librarian  II 

Librarian  I 

Library  asst  II  

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Inter  clerk    

Book   repairer   

Temporary  help 

Student  asst  

Totals,  Processing  Services 

Public  Services : 

Librarian   IV 

Librarian   III    

Librarian  II 

Librarian  I 

Library  asst  II  

Library  asst  I  

Inter    typist-clerk    

Student   asst    

Totals,  Public  Services 

Totals.  Authorized  Positions 110.5 


STUDENT  SERVICES 


SALARY  RANGE 

1.3 

1 

1 

$923-1,120 

$13,440 

$13,440 

3.5 

4 

4 

75»-969 

38,764 

40,710 

4.4 

5 

5 

661-886 

48.506 

49,332 

1.3 

1 

1 

600-661 

7,932 

7,932 

1.8 

9 

9 

571-692 

16,320 

16,608 

1 

1 

1 

492-599 

6,852 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

5.8 

6 

6 

415-530 

34,318 

35,453 

1 

1 

1 

415-505 

6,060 

6,060 

2.7 

3 

3 

395-480 

15,884 

16,390 

29.2 

20.6 

20.6 

(112,032) 

141,151 

141,151 

8.3 

8.6 

8.6 

(27,627) 
$318,276 

32,035 

$367,778 

32,035 

61.3 

54.2 

54.2 

$372,815 

0.9 

1 

1 

$923-1,120 

$12,294 

$12,910 

7.1 

7 

7 

759-969 

79,352 

80,316 

9.4 

12 

12 

661-886 

107,859 

112,707 

2 

1 

1 

600-661 

7,932 

7,932 

1.5 

2.6 

2.6 

571-692 

19,628 

20,185 

0.8 

3 

3 

492-599 

19,210 

20,184 

14.7 

14.7 

14.7 

415-530 

78,027 

81,638 

6.8 

3.7 

3.7 

(22,725) 
$295,527 

13,783 

$338,085 

13,783 

43.2 

45 

45 

$349,655 

104.2       104.2 


$673,867 


$761,764 


$778,935 


Dean's  Office : 

Dean    111          $1,540-1,873  $22,476 

Counselor    -              1              1  t  11,904 

Administrative  asst  I 111  783-950  10,776 

Sr  secretary -              1              1  556-676  7,398 

Sr  steno   1              -             -  505-614 

Inter    steno    111  446-543  6,029 

Inter  typist-clerk -              1              1  415-530  5,100 

Student  asst 0.1           0.1           0.1  (414)  373 

Totals,  Dean's  Office 4.1          6.1          6.1  $43,030  $64,056 

Admissions  and  Records : 

Assoc  dean 0.9           1              1          $1,206-1,467  $14,838 

Admissions  officer 111  821-998  11,976 

Registrar  II 111  821-998  11,976 

Evaluation  technician  II 111  644-783  8,664 

Evaluation  technician  I 3              3              3  584-710  23,226 

Supvng  clerk  I 111  571-692  8,304 

Sr  steno 0.8           1              1  505-614  6,185 

Sr  typist-clerk 3.8           4              4  492-599  27,379 

Sr  clerk 15.8         16            16  492-599  108,794 

Inter  steno 2.4           3              3  446-543  16,861 

Inter   typist-clerk    12.6         13            13  415-530  72,862 

Inter  clerk   1.9           2              2  415-505  10,928 

Inter  file  clerk 3.8           4              4  415-505  21,526 

Special    consultant     attorney — resi- 
dence  matters   -              0.1           0.1  (-)  2,012 

Student  asst— residence  matters  __  0.3           0.3           0.3  (1,066)  1,118 

Student  asst 2.4           3              3  (8,585)  11,175 

Totals,  Admissions  and  Records__  51.7         54.4         54.4  $318,115  $357,824 

Counseling  and  Testing : 

Assoc  dean— counseling  &  testing—  111          $1,206-1,467  $17,604 

Counselor    (AT)    11            11             11  (124,323)  1.31,565 

Counselor  &  test  officer 2              2              2  t  34,618 

Test  officer   (AY) 1.4           1.5           1.5  t  14,704 

Psychometrist    111  644-783  9,396 

Sr   steno   1.8           2              2  505-614  14,736 

Sr  typist-clerk 111  492-599  7,188 

Inter  steno 1.4           1.5           1.5  446-543  8,775 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank  in  accordance  vi'ith   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


$22,476 

12,504 

11,310 

7,760 

6,334 

5,352 

373 

$66,109 


$15,588 

11,976 

11.976 

9,100 

23,968 

8,304 

6,490 

28,026 

111,128 

17,699 

75,326 

11,482 

22,619 

2,012 

1,118 

11,175 

$367,987 


$17,604 

136,209 

35,676 

15.436 

9,396 

14,736 

7,188 

9,116 
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State  Colleges 


HIGHER  EDUCATION 


SAN  FRANCISCO  STATE  COLLEGE— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillEd)      (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
58 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Counseling  and  Testing — Continued 

Inter  typist-clerk 

Inter  clerk   

Student  asst  

Totals,  Counseling  and  Testing 

Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities  adviser 

Sr  steno   

Inter  steno 

Inter  typist-clerk 

Inter  clerk   

Temporary  help 

Student  asst  

Totals,  Activities  and  Housing 

Placement : 

Placement  officer 

Placement  supvr  I 

Placement  interviewer 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Student   asst    

Totals,  Placement 

Foreign  Student  Program : 

Counselor    (AY)    

Counselor    

Inter  steno 

Totals,  Foreign  Student  Program 

Health  Services : 

Medical  ofEcer  III 

Medical  officer  I — 10-month 

Medical  officer  I 

Sr  clinical  lab  technologist 

Supvng  nurse  I 

Clinical  lab  technologist 

Graduate  nurse — 10-month 

Graduate  nurse 

Phys  therapist  I — 10-month 

Supvng  clerk  I 

X-ray  technician — 10-month 

Sr  steno 

Inter  steno 

Inter  typist-clerk 

Temporary  help 

Student  asst 

Totals,  Health  Services 

Totals,  Authorized  Positions 


PLANT  OPERATION 


1.6 

2 

0.6 


1.5 

2 

0.1 


1.5 

2 

0.1 


SALABT  K.4NGE 
415-530 

415-505 

(2,172) 


9,014 

10,486 

373 


131.1       141.4       141.4 


$1,069,635  $1,209,548 


Administration : 

Chief  IV 0.5  1 

Chief  III 0.5 

Chief  engineer  II 0.8  1 

Supervisor  of  building  trades 1  1 

Chief  engineer  I 0.3  — 

Drafting  aid  II 1  1 

Sr  steno   1  1 

Sr  clerk 1  1 

Stock  clerk 1  1 

Inter  typist-clerk 1  1 

Inter  account  clerk 1  1 

Student  asst 2.8  3.2 

Totals,  Administration 11.9  12.2 

AY  indicates  Academic  Year  as  defined  by  the  institution, 

t  Salary  range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


12.2 


$82,945 


$91,439 


9,148 

11,015 

373 


24.8 

24.6 

24.6 

$239,348 

$258,459 

$265,897 

1.2 

1 

1 

$1,206-1,467 

$14,472 

$15,204 

1 

1 

1 

t 

15,036 

15,804 

3 

3 

3 

644-783 

28,188 

28,188 

1 

1 

1 

505-614 

7,368 

7,368 

1 

2 

2 

446-543 

10,980 

11,532 

1 

1 

1 

415-530 

5,860 

6,160 

0.9 

1 

1 

415-505 

5,264 

5,530 

0.3 

(1,486) 

- 

- 

0.4 

0.7 

0.7 

(1,593) 
$82,959 

2,608 

2,608 

9.8 

10.7 

10.7 

$89,776 

$92,394 

1 

1 

1 

t 

$21,180 

$21,180 

2 

2 

2 

$644-783 

18,240 

18,681 

2.4 

3 

3 

556-676 

21,870 

22,938 

1 

1 

1 

492-599 

7.188 

7,188 

1.7 

3 

3 

446-543 

17,611 

18,163 

2.7 

9 

2 

415-530 

11,346 

11,613 

0.3 

0.6 

0.6 

(1,108) 

$84,875 

2,235 

2,235 

11.1 

12.6 

12.6 

$99,670 

$101,998 

1.8 

2 

2 

($20,461) 

$23,599 

$24,071 

0.5 

1 

1 

t 

19,692 

20,670 

0.9 

1 

1 

446-543 

6,490 
$49,781 

6,516 

3.2 

4 

4 

$35,084 

$51,257 

1 

1 

1 

$1,626-1,976 

$23,712 

$23,712 

3.9 

5.6 

5.6 

1,475-1.708 

93,186 

97,187 

1 

1 

1 

1,475-1,708 

20,496 

20,496 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

746-905 

10,860 

10,R60 

0.4 

1 

1 

710-821 

8,020 

8,210 

4.9 

5.6 

5.6 

660-764 

42,763 

42.986 

1 

1 

1 

660-764 

9.168 

9,168 

0.1 

0.5 

0.5 

644-783 

3,316 

3,482 

1 

1 

1 

571-692 

8,304 

8,304 

0.8 

1 

1 

556-676 

6,760 

6.760 

1 

1 

1 

550-614 

7.368 

7,368 

1.4 

1.9 

1.9 

446-543 

11,866 

12,080 

4 

5 

5 

415-530 

28,088 

28,894 

2.6 

(20.474) 

- 

- 

1.3 

1.4 

1.4 

(4,547) 
$266,224 

5,215 

$289,982 

5,215 

26.4 

29 

29 

$295,582 

$1,241,224 


1 

$1,155-1,405 

$16,860 

$16,860 

_ 

1,048-1,273 

— 

— 

1 

842-973 

10,737 

11,262 

1 

801-927 

11,124 

11,124 

_ 

801-927 

— 

— 

1 

556-676 

8,112 

8,112 

1 

505-614 

7,368 

7,368 

1 

492-599 

7,188 

7,188 

1 

480-584 

6,285 

6,594 

1 

415-530 

5,785 

6,060 

1 

415-505 

6,060 

6,060 

3.2 

(9,630) 

11,920 

11,920 

$92,548 


academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 


HIGHER  EDUCATION 


State  Colleges 
SAN   FRANCISCO   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (lulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 
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1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

Maintenance  of  Structures : 

Electrician    II    

Plumber  II 

Carpenter  II 

Painter   II    

Electrician  I 

Plumber  I 

Maint  mechanic 

Carpenter   I   

Painter  I 

Locksmith 

Stationary  engineer 

Machinist    

Chief  custodian  III 

Stationary   fireman 

Supvng   custodian   III 

Building  maint  man 

Skilled    laborer    

Supvng  custodian  II 

Supvng  custodian  I 

Laborer 

Custodian    

Temporary  help 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Skilled  laborer 

Groundsman 

Totals,   Maintenance  of  Grounds 

Plant  Security : 

Supvng  campus  security  off  I 

Campus  security  off 

Watchman    

Totals,  Plant  Security 

Motor  Vehicle  Operation : 

Auto  equipt  operator  I 

Truck   driver   

Totals,   Motor  Vehicle  Operation 

Totals,  Authorized  Positions 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Administrative   asst   I 

Accounting   technician   II 

Inter  typist-clerk 

Inter  clerk 

Totals,  Business  Management 

Student  Services : 

Counselor    

Student  personnel  technician 

Inter  typist-clerk 

Temporary  help 

Totals,  Student  Services 

Off-Campus  Work-Study: 

Temporary  help 

Totals,   Authorized  Positions 

t  Salary  range  determined  by  education, 
Positions — State  Colleges." 


SALARY  RANGE 

1 

1 

1 

$764-842 

$10,104 

$10,104 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

728-801 

9.C12 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

1 

2 

728-801 

18,348 

18,780 

1 

1 

i 

728-801 

9,612 

9,612 

- 

1 

1 

728-801 

9.612 

9,612 

2.7 

3 

3 

692-764 

26,712 

27,288 

2.7 

3 

3 

692-764 

26,892 

27.324 

1 

1 

1 

692-764 

9,168 

9,168 

2 

3 

3 

692-801 

27,195 

27,960 

1 

1 

1 

692-764 

9,168 

9,168 

0.3 

— 

_ 

676-821 

5 

5 

5 

628-692 

40,976 

41.360 

0.7 

1 

1 

614-746 

8,048 

8,452 

5.7 

6 

6 

599-660 

47,078 

47,456 

3 

3 

3 

584-644 

23,184 

23.184 

1 

1 

1 

556-676 

8,112 

8.112 

4 

4 

4 

505-614 

29,472 

29,472 

3 

3 

3 

505-556 

19,782 

20,016 

94.5 

100.4 

100.4 

435-530 

612,157 

623,788 

2 

3.5 

3.5 

(21,169) 

$872,885 

25,158 

25,158 

134.6 

145.9 

145.9 

$990,106 

$1,005,342 

1 

1 

1 

$614-746 

$8,808 

$8,952 

1 

1 

1 

584-644 

7,728 

7,728 

11 

11 

11 

505-584 

77,088 
$93,624 

77,088 

13 

13 

13 

$84,812 

$93,768 

0.5 

0.5 

0.5 

$710-863 

$5,178 

$5,178 

7 

8 

8 

644-783 

68,107 

70,632 

1.6 

- 

- 

435-530 

- 

- 

9.1 

8.5 

8.5 

$68,236 

$73,285 

$75,810 

_ 

2 

2 

$584-644 

$14,916 

$15,456 

1 

1 

i 

584-644 

7,728 

$22,644 

$1,271,098 

7,728 

1 

3 

3 

$7,038 

$23,184 

169.6 

182.6 

182.6 

$1,115,916 

$1,290,652 

0.6 
0.6 

0.8 


1 
1 
0.5 

1 


1 
1 
0.5 

1 


$783-950 
492-599 
415-530 
415-505 


$10,356 
6,179 
2,550 
5,374 


$10,860 
6,490 
2,676 
5,645 


2 

3.5 

3.5 

$16,389 

$24,459 

$25,671 

0.8 
0.4 
0.8 
0.6 

1 
0.5 

2 

1 

1 

0.5 

2 

1 

$584-710 

415-530 

(3,943) 

$27,191 

$16,608 

3,896 

10,359 

5,904 

$16,608 

4,090 

10,874 

5,904 

2.6 

4.5 

4.5 

$36,767 

$37,476 

1.5 

3.6 

3.6 

$7,974 

$21,255 

$21,255 

6.1         11.6        11.6  $51,554  $82,481  $84,402 

experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
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State  Colleges 


HIGHER  EDUCATION 


SAN   FRANCISCO  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION 

Instruction  : 
Instructional : 
Administration : 

Coordinator  (AY) 

Instructional  faculty    (AY) 

Instructional  faculty — part-time 

Research  technician  I 

Sr   steno   

Inter  steno 

Temporary  help 

Student  asst 

Totals,   Authorized   Positions 


SALARY  RANGE 

2 

2 

2 

t 

$35,337 

$36,039 

- 

3 

3 

.n.     .   T 

54,051 

54,398 

7 

— 

— 

($94,467) 

— 

_ 

0.4 

— 

— 

644-783 

_ 

„ 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1.5 

1.5 

446-543 

8,366 

8,719 

1.3 

- 

- 

(6,946) 
(3,063) 

0.7 

- 

- 

- 

- 

13.4 


7.5 


7.5 


$151,116 


$105,122 


REIMBURSED  ACTIVITIES 

Summer  Sessions : 

Dean    

Instructional  faculty   (AY)    

Music  studio  faculty   

Administrative  asst  I 

Librarian  I 

Clerical  asst  IV 

Sr  steno 

Sr  clerk 

Inter  steno 

Temporary  help 

Student  asst 

Premium   overtime   

Totals,   Summer  Session 

Auxiliary  Organizations : 

Business  service  officer  I 

Housing  manager  II — range  B 

Payroll  &  personnel  trans  elk  II 

Sr  typist-clerii 

Custodian   

Inter   typist-clerk    

Inter  account  clerk   

Temporary    help    

Student   asst   

Overtime 

Totals,  Auxiliary  Organizations 

Special  Projects : 

Director  of  overseas  projects  

Research   assoc   III   

Research    assoc   II    

Instructional  faculty — overseas 

Assoc   dean — faculty   research 

Librarian    III    

Administrative   asst   I 

Administrative  aide 

Sr  steno 

Secretary    

Payroll  &  personnel  trans  elk  II 

Account  technician  II 

Inter  steno 

Inter  typist-clerk 

Teacher  consultant 

Temporary    help    

Student    asst    

Music  studio  faculty 

Totals,   Special  Projects 

Extension :  n 

Dean    

Counselor  and  test  officer 

Instructional   faculty    

Music   studio   faculty 

Administrative   asst   I   

Supvng  clerk  I 

Sr   clerk    

a  Effective  July  1,  1968,  42.3  positions  in  the  Extension 

Extension  Program  Revenue  Fund. 
t  Salary  range  determined  by  education,  experience,   and 

Positions — State  Colleges." 


$106,524 


0.5 

0.5 

0.5 

$1,540-1,873 

$11,238 

$11,238 

57.6 

58.6 

58.6 

t 

655,600 

655,600 

0.3 

0.4 

0.4 

(2,700) 

3,933 

3,933 

0.5 

0.5 

0.5 

783-950 

4,850 

5,094 

0.3 

0.2 

0.2 

600-661 

1,476 

1,549 

- 

1 

1 

556-676 

7,760 

8,112 

1.5 

1 

1 

505-614 

6,896 

7,248 

0.7 

— 

— 

492-599 

_ 

_ 

1.9 

o 

o 

446-543 

12,213 

12,495 

5.7 

5 

5 

(31,052) 

29,520 

29,520 

25.7 

15.4 

15.4 

(91,297) 

57,365 

57,365 

- 

- 

- 

(820) 
$739,272 

- 

- 

94.7 

84.6 

S4.6 

$790,851 

$792,154 

0.4 

_ 

_ 

$783-950 

_ 

0.2 

0.5 

0.5 

783-1,048 

!;o,334 
:  2,532 

$5,470 

1 

2 

2 

492-599 

13,168 

— 

2 

2 

492-599 

11,808 

12,408 

_ 

1 

1 

435-530 

6,360 

6,360 

0.4 

- 

_ 

41.5-530 

_ 

_ 

0.8 

1 

1 

415-505 

5,120 

5,374 

3.5 

2 

2 

(19,021) 

11,808 

11,808 

2.6 

1 

1 

(9,184) 

3,725 

3,725 

- 

0.6 

0.6 

(41) 
$51,439 

1,544 
$58,231 

1,544 

8.9 

10.1 

10.1 

$59,857 

1 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

— 

1 

1 

1,524-1,853 

18.288 

19,224 

0.9 

1 

1 

1,194-1,452 

17,424 

17.424 

13.4 

28 

28 

(233,325) 

448,664 

503,930 

— 

1 

1 

t 

20,004 

21,010 

0.9 

1 

1 

759-969 

11,628 

11,628 

2.1 

3 

3 

783-950 

30,024 

31,494 

_ 

1 

1 

556-676 

6,672 

7,008 

9  9 

8.5 

3.5 

505-614 

22,518 

23,268 

- 

1 

1 

492-614 

7,368 

7,368 

- 

1 

1 

492-599 

5,904 

6,204 

1 

1 

1 

492-599 

7,188 

7,188 

3.2 

7.9 

7.9 

446-543 

45,573 

47,205 

2.5 

3 

3 

415-530 

16.100 

16,915 

40.4 

53 

53 

t 

620,546 

671,666 

1.5 

3.6 

3.6 

(8,196) 

20,665 

20,665 

0.4 

3.3 

3.3 

(1,604) 

12,293 

12,293 

- 

2.1 

2.1 

(-) 
$885,583 

22,1.50 

22,150 

69.5 

116.4 

116.4 

$1,355,485 

$1,469,116 

0.3 

_ 

_ 

$1,540-1,873 

_ 

_ 

1.6 

— 

_ 

t 

— 

— 

33 

- 

— 

(323,275) 

- 

- 

1 

— 

— 

(12,525) 

— 

— 

0.5 

_ 

_ 

783-950 

_ 

— 

0.8 

_ 

_ 

571-692 

_ 

_ 

0.7 

- 

- 

492-599 

- 

- 

Program,  Reimbursed  Activities,  were  transferred  to  the   State  College 
academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 


HIGHER  EDUCATION 


State  Colleges 
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SAN   FRANCISCO   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filliil)      (Aoih.)       |*Dik.| 


ACTUAL 

1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


REIMBURSED  ACTIVITIES— Continued 


Extension — Continued 

Sr  cashier-clerk 

Inter    steuo    

Asst  cashier-clerk  _. 

Temporary  help 

Student   asst   

Total,  Extension  . 


0.6 

2.9 

1 

2.1 

5.3 


49.8 


Totals,  Authorized  Positions  __       222.9       211.1       211.1 


SALARY  RANGE 
492-599 
446-.543 
41.5-505 
(11.253) 
(19.373) 

$446,943 

$2,123,237 


$2,204,567 


$2,321,127 


1,914.3 

1,987.1 

1,987.1 

$18,631,053 

$21,017,212 

$21,821,372 

0.2 

0.2 

$1,540-1,873 

$5,619 

$5,619 

_ 

1.6 

1.6 

t 

25,836 

26.279 

— 

1 

1 

1,084-1.317 

13,644 

13.644 

— 

0.5 

0.5 

783-950 

4,850 

5,094 

— 

23.9 

23.9 

1 

246,264 

246,264 

_ 

0.8 

1 

0.8 

1 

571-692 

505-614 

6,643 
6,060 

6,643 

_ 

6,360 

_ 

1 

1 

492-599 

6,256 

6.572 

_ 

0.8 

0.8 

492-599 

4,723 

4,963 

_ 

2.8 

2.8 

446-543 

15,556 

16,331 

_ 

1 

1 

415-530 

5,100 

5,352 

_ 

1 

1 

415-505 

5,140 

5,396 

— 

4.7 

4.7 

1.50-2.72  hr 

17,508 

17,.WS 

- 

2 

2 

- 

11,808 

11,808 

42.3 


42.3 


$375,007 


$377,833 


TOTALS,  AUTHORIZED 

POSITIONS   (General  Fund) 

EXTENSION  a 

Dean 

Counselor  and  test  officer 

Assoc  professor  I 

Administrative  asst  I 

Instructional   faculty   

Supvng  clerk  I  

Sr   steno   

Sr  clerk 

Sr  cashier-clerk 

Inter  steno 

Inter  typist-clerk 

Asst  cashier-clerk   

Student  a.sst  A 

Temporary  help 

Totals,    Authorized    Positions    (Ex- 
tension Revenue  Fund) 

HOUSING  FACILITIES 

Dormitory  Rerenue  Fund : 

Housing  manager  II 

Building  maint  man 

Head  resident  II 

Head  resident  I 

Accounting  tech  II 

Parking  garage  supvr 

Custodian    

Inter   typist-clerk    

Student  asst  A 

Student  asst  B 

Temporary  help 

Totals,  Authorized  Positions  (Dor- 
mitory  Revenue  Fund) 

Auxiliary  Enterprise  Fund : 

Housing  manager  II 

Building  maint  man 

Groundsman   

Inter  account  clerk 

Student  asst  A 

Totals,  Authorized  Positions  (Aux- 
iliary Enterprise  Fund) 3.7  4.1  4.1  $24,493  $28,809  $29.238 

Totals,  Authorized  Positions—         40.5         39^2         39.2  $170,490  $178,914  $180,443 

PARKING  FACILITIES 

Supvng  campus  security  off  I 0.5           0.5           0.5  $710-863  $5,178  $5,178 

Campus  security  off 111  644-783  9,396  9.396 

Parking  garage  supvr 111  480-584  7,008  7,008 

Custodian      0.5           -             -  435-530  -  - 

Temporary  help — maintenance 0.9           1              1  (6,663)  7,188  "'1°2 

Student  asst  A 1.9           2.9           2.9  (6,168)  10,803  10,803 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund) 5.8  6.4  6.4  $38,613  $39,573  $39,573 

GRAND      TOTALS,      AUTHORIZED 

POSITIONS  (All  funds)  1,960.6   2,075      2,075  $18,840,156         $21,610,706         $22,419,221 

a  Effective  July  1,  1968,  42.3  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension Program  Revenue  Fund.  ,      .       t              •       i 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 


0.4 

0.5 

0.5 

$783-1.048 

$5,970 

$6,015 

1.7 

2 

o 

599-660 

15,840 

15,840 

2 

2 

2 

556-676 

16,224 

16.224 

2 

2 

2 

505-614 

13,465 

14,018 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

480-584 

7,008 

7,008 

6 

6 

6 

435-530 

37,910 

38,160 

0.9 

1 

1 

415-530 

5.100 

5,352 

9.6 

7.1 

7.1 

1.50-2.73  hr 

26,448 

26,448 

12 

12 

12 

0-1,184  yr 

12,000 

12.000 

0.2 

0.5 

0.5 

(1,813) 

2,952 

2,952 

36.8 


35.1 


35.1 


$145,997 


$150,105 


$151,205 


0.4 

0.5 

0.5 

$78.3-1,048 

$5,970 

$6,015 

0.9 

1 

1 

599-660 

7,536 

7,920 

1 

1 

1 

50.5-5S4 

7,008 

7,008 

1 

1 

1 

415-505 

6,060 

6,060 

0.4 

0.6 

0.6 

(1,401) 

2,235 

2,235 
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HIGHER  EDUCATION 


State  Colleges 
SAN   JOSE  STATE  COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleil)      (Auth.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive :  SALABY  RANGE 

President    111           $2,274-2,765  $33,180  $33,180 

Vice  president— academic  affairs 111  1,699-2,066  24,792  24,792 

Vice  president— general  adm 111  1,699-2,066  24,792  24,792 

Exeeutire  dean    111  1,540-1,873  22,476  22,476 

Voc  instructor— building  coordinator  111  f  20,160  20,160 

Publications  manager 111  t  17,424  18,288 

Administrative  asst  II 0.9           1              1  950-1,155  13,860  13,860 

Administrative  asst  I 1.4           2              2  783-950  18,982  19,914 

Secretary  I 111  584-710  8,520  8.520 

Sr  steno    3             3             3  505-614  20,796  21,096 

Sr  tvpist-clerk 111  492-599  6,684  7,020 

Sr  clerk 0.5           1              1  492-599  6,334  6,656 

Inter  steno 2.3           2              2  446-543  11,766  12,360 

Inter  typist-clerk 1.1           1              1  415-530  5,220  5,484 

Student  asst 1.5           1.5           1.5  (1,231)  5,588  5,588 

Totals,  Executive 18.7         19.5         19.5  $202,303  $240,574  $244,186 

Business  Management : 
Business  Manager's  Office : 

College  business  manager  III 111          $1,540-1,873  $22,476  $22,476 

Administrative  asst  I 0.4           1              1  783-950  9,396  9,852 

Asst  budget  analyst 111  783-950  10,860  11,400 

Sr  steno    0.7           1              1  505-614  6,060  6,360 

Inter  steno 111  446-543  6.516  6,516 

Student  asst    1.3           1.3           1.3  (3,913)  4,843  4,843 

Totals,  Business  Manager's 

Office  5.4          6.3          6.3  $39,372  $60,151  $61,447 

Accounting  Office : 

Accounting  officer  III 111  $950-1,155  $13,860  $13,860 

Accounting  tedmician  III 111  614-746  8,952  8,952 

Sr  clerk 111  492-599  7,188  7,188 

Sr  cashier-clerk 111  492-599  7,076  7,188 

Accounting  technician  II 2              2              2  492-599  14,376  14,376 

Bookkeeping  maeh  operator  II__  1.2           2              2  457-556  12,202  12,482 

Inter  typist-clerk 4.9           5              5  41.5-530  26,897  28,232 

Asst  cashier-clerk   1.3           2              2  415-505  10,536  11,064 

Inter  account  clerk 1.3           1              1  415-505  6,060  6,060 

Totals,  Accounting 14.7        16           16  $80,241  $107,147  $109,402 

Personnel : 

Assoc  personnel   analyst 111  $950-1,155  $12,940  $13,585 

Asst  personnel  analyst 111  783-950  9,396  9,852 

Jr  staff  analyst -              1              1  644-7S3  7,728  8,112 

Supvng  clerk   I 111  571-692  7,188  7,536 

Sr  clerk 0.8           1              1  492-599  6,464  6,796 

Inter  typist-clerk 12             2  415-530  10,745  11,287 

Inter  clerk   0.8           1              1  41.5-505  5,286  5,553 

Totals,  Personnel 5.6           8              8  $33,118  $59,747  $62,721 

Payroll : 

Supervising   clerk   I 111  $571-692  $7,478  $7,856 

Payroll  &  personnel  trans  elk  II  5              6              6  492-599  38,431  40,238 

Payroll  &  personnel  trans  elk  I 0.4           —             —  415-505  -  - 

Totals,   PayroU   6.4           7              7  $29,657  $45,909  $48,094 

Purchasing : 

Business  service  officer  I 111  $783-9-50  $10,860  $11,400 

Equipt  &  materials  coordinator..  -              1              1  710-863  8,520  8,952 

Sr  clerk 111  492-.599  7,188  7,188 

Inter  typist-clerk 2.7           3              3  41.5-530  15,528  16,302 

Inter  clerk 0.2           1              1  415-505  5,576  5,860 

Inter   account   clerk 2              2              2  41o-.505  12,120  12.120 

Totals.  Purchasing 6.9           9              9  $36,613  $59,792  $61,822 

General  Institutional  Services : 

Propertv  clerk  II 111  $614-746  $8,486  $8,916 

Supvng  clerk  I 111  571-692  8,304  8,304 

Duplicating  mach  supr  I 111  530-644  7,728  7,728 

Storekeeper  I 111  530-644  7,728  7,728 

Stock  clerk 5.9           6.5           6.5  480-584  41,236  42,597 

Duplicating  maeh  operator  II 

(offset)    111  457-556  6,568  6,672 

t  Salary   range  determined  by  education,  experience,   and   academic  rank  in   accordance  with   "Salary   Schedule  for   Instructional 
Positions — State  Colleges." 
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SAN   JOSE   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fillid)       (Anlli.)       Italli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
83 
34 
85 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION— 
Continued 

Business  Management — Continued 
General  Institutional  Services — 
Continued 

Supvng  telephone  operator  I 

Duplicating  mach  operator  II 

(direct  impression) 

Inter  typist-clerk 

Inter  clerk    

Telephone  opr — multiple  board 

Non-faculty  reclassification 

Temporary  help 

Totals,  General  Institutional 

Services    

Totals,  Business  Management 

Automatic  Data  Processing  Services : 

Director    

Computer  programmer  II 

EDP  supvr  II 

Equipment  technician  II 

Computer  programmer  I 

Sr  tabulating  mach  operator 

Tabulating  mach  operator 

Key  punch  operator 

Inter  typist-clerk 

Totals,  Automatic  Data  Process- 
ing Services   

Totals,  Authorized  Positions 


INSTRUCTION 

Instructional : 
Administration : 
College : 

Dean    

Assoc  dean,  graduate  studies 

Academic  planner 

Coordinator,  evening  session 

(AY) 

Coordinator,  grad  program 

School : 

Dean    

Coordinator,  elem  educ  (AY) 

Coordinator,  second  educ  (AY) 
Department : 

Department  chairman    (AY) 

Clerical : 

Sr  steno   

Sr   clerk    

Inter  steno 

Inter  typist-clerk 

Totals,   Administration    


SALARY  BANGE 

1 

1 

1 

457-556 

6,672 

6,672 

o 

2 

2 

435-530 

11,936 

12.220 

0.2 

1 

1 

415-530 

5,341 

5,611 

0.9 

1 

1 

415-505 

5,200 

5,462 

3.8 

4.5 

4.5 

415-505 

26,640 

26,916 

- 

— 

— 

(11,439) 

23,752 

53,948 

2.1 

3 

3 

(11,173) 
$139,998 

17,712 

$177,303 
$510,049 

17,712 

20.9 

24 

24 

$210,486 

50.9 

70.3 

70.3 

$358,999 

$553,972 

1 

1 

1 

t 

$15,676 

$15,804 

_ 

o 

<> 

$801-973 

19.224 

20,208 

1 

1 

1 

783-950 

10,950 

11,400 

0.5 

_ 

_ 

710-863 

— 

— 

_ 

2 

2 

660-801 

17,844 

18,912 

1 

1 

1 

530-644 

7,728 

7,728 

2 

2 

2 

480-584 

13,472 

13,792 

2.5 

3 

3 

425-517 

16,502 

17,207 

0.8 

3.5 

3.5 

415-530 

18,286 
$119,682 

19,202 

8.8 

15.5 

15.5 

$65,628 

$124,253 

87.4      105.3      105.3 


0.3 

1 
2 

1 
1 


2.5 
1.3 

41.9 


0.5 


$626,930 


0.3 

1 
2 

1 
1 

6 

2.5 

1.3 

44.1 

10.5 
1 
7 
2.5 


57.5 


80.2 


0.3 

1 

2 

1 

1 

6 

2.5 

1.3 

44.1 

10.5 
1 
7 
2.5 

80.2 


$1,540-1,873 


1,540-1,873 

t 
t 

t 

505-614 
492-599 
446-543 
415-530 

$956,235 


$870,305 


$5,619 
21,180 
23,808 

18,288 
12,050 

134,856 
45,021 
23,635 

785,963 

75,421 

7,188 

44,066 

12,066 

$1,209,161 


286.4 
222.5 
475.8 

27 
1 

41.5 

31 

4.8 
1.9 


$1,194-1,524 
937-1,194 

741-945 
671-857 
581-640 

t 
(252,382) 

(45,539) 

(1,042,069) 

(23.473) 

(31,030) 

(4,000) 


$4,999,393 
2,973,963 

4,994,889 

247,728 

7,620 

426,786 

340,229 

49,363 

19,539 

44,070 

4,500 


$922,411 


$5,619 
21,180 
25,008 

18,288 
10,800 

134,856 
45,231 
23,677 

792,128 

75,877 

7,188 

44,638 

13,669 

$1,218,159 


Instructional  Faculty : 

Professor  (AY) 273.8  286.4 

Assoc  professor   (AY) 225.1  222.5 

Asst  professor   (AY) 311,8  475.8 

Instructor  (AY)   30  27 

Asst   (AY)   1  1 

Lecturer  (AY) 37.3  41.5 

Sabbatical  leave  replacement 27.5  31 

Special  leaves  research  or  creative 

act    5.2  4.8 

Part-time  faculty 9S.3  — 

Substitute  faculty 1.1  1.9 

Class  and  rank  reclassifications —  — 

Distinguished  teaching  award -  - 

Totals,  Instructional  Faculty^^    1,011.1  1,091.9    1,091.9         $12,506,500         $14,108,080         $14,597,849 

AY  indicates  Academic  Year  as  defined  by  the  institution. 
t  Salar.v   range  determined  by  education,   experience,   and 
Positions — State  Colleges." 


$5,088,461 

3,052,157 

5,166,671 

255,772 

7,680 

426,786 

349,656 

49,363 

19,539 
177,264 

4,500 


academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
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SAN  JOSE  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
68 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 
Technical  and  Clerical : 

Supvng  equipment  technician 111 

Equipment  technician  III 3.2           4              4 

Stage  technician   II   111 

Equipment  technician  II 25.3         28.5         28.5 

Clinical  laboratory  technologist 111 

Equipment  technician  I 15.2         17             17 

Property  clerk  I 0.5           0.5           0.5 

Athletic  equipt  attendant  II 2              2              2 

Technical  asst  II 15.4         19.3         19.3 

Sr  steno 23.4         14.5         14.5 

Sr  clerk 14              4 

Vari-typist    111 

Stock  clerk 2.5           2.6           2.6 

Accompanist  I 111 

Inter  steno 58.2         51.5         51.5 

Athletic  equipt  attendant  I 4              4.5           4.5 

Technical  asst  I 8.9         13.1         13.1 

Inter   typist-clerk   17            18            18 

Laboratory  asst  I 0.3           0.3           0.3 

Student   asst    37.9         45            45 

Totals,   Technical  and   Clerical  219.8       229.8       229.8 

Totals,    Instructional 1,288.4    1,401.9    1,401.9 

Special  Programs : 
Moss  Landing : 

Director  (AY) 0.7           0.7           0.7 

Equipment  technician  II 111 

Equipment  technician  I -              0.5           0.5 

Intermediate   stenographer -              0.5           0.5 

Custodian   111 


SALARY  RANGE 

$821-998 

$11,976 

$11,976 

783-950 

43,596 

44,052 

710-863 

10,356 

10,356 

710-863 

277,743 

285,631 

710-821 

9,852 

9,852 

644-783 

147,669 

152,963 

530-644 

3,323 

3,490 

505-614 

14,616 

14,736 

505-614 

129,937 

134,836 

505-614 

105,771 

106,811 

492-599 

19,682 

24,616 

480-584 

7,188 

7,188 

480-584 

16,873 

17,248 

457-556 

6,568 

6,672 

446-543 

313,474 

323,428 

435-530 

27,566 

28,001 

43.5-530 

73,932 

76,410 

415-530 

97,383 

102,754 

395-^80 

1,240 

1,300 

(146,719) 

167,625 

$1,486,370 

$16,803,611 

167,625 

$1,376,980 

$1,529,945 

$14,839,715 

$17,345,953 

t 

$12,802 

$12,802 

$710-863 

10,356 

10,356 

644-783 

3,864 

4,056 

- 

2.745 

2,814 

435-530 

5,440 

5,714 

Totals,  Moss  Landing 2.7           3.7           3.7  $27,698  $35,207  $35,742 

Center  for  Economic  Education : 

Instructional  faculty  (AY) 0.5           0.5           0.5  t  $7,107  $7,164 

Inter  steno 0.5           0.5           0.5  $446-543  2,895  3,040 

Totals,  Center  for  Economic 

Education 111  $7,846  $10,002  $10,204 

Totals,  Special  Programs 3.7           It           U'  $35,544  $45,209         '       $45,946 

Instructional  Services: 
Audio-Visual : 

Audio-visual  coordinator 111  f  $21,180  $21,180 

Asst  audio-visual  coordinator 

(AY) 1.2           2              2  t  24,945  27,464 

Equipment  technician  III 111  $783-950  11,400  11,400 

Equipment  technician  II 111  710-863  10,356  10,356 

Photographer  II    111  692-842  10,104  10,104 

Equipment  technician  I 5.4           5.6           5.6  644-783  50,307  51,496 

Photographer  I    111  599-728  8,736  8,736 

Graphic  artist   1.4           1.5           1.5  584-710  12.174  12,354 

Technicial  asst  II 111  505-614  7,308  7,368 

Sr  steno   111  50-5-614  7,368  7.368 

Inter  steno 111  446-543  5,929  6.230 

Technical  asst  I 111  435-530  5,462  5,737 

Inter  typist-clerk 2              2              2  415-530  11,260  11.522 

Student  asst 3.3           3.5           3.5  (12,575)  13,038  13,038 

Totals,  Audio-Visual    22.3        23.6        23.6  $177,726  $199,567  $204,353 

Television : 

Coordinator    -              1              1  f  $12,504  $12,504 

Equipment  technician  II -              3              3  $710-863  31,068  31,068 

Equipment  technician  I -              0.5           0.5  644-783  4,314  4.5.32 

Graphic  artist   -              1              1  584-710  7,368  7,728 

Inter  steno -              1              1  446-543  5,697  5,979 

Inter  typist-clerk    -              0.5           0.5  415-530  2,621  2,754 

Totals,   Television -              7              7  $59,384  $63,572  $64,565 

Totals,     Instructional     Serv- 
ices        22.3        30.6        30.6  $237,110  $263,139  $268,918 

Totals.  Authorized  Posi- 
tions 1,314.4    1,437.2    1,437.2  $15,112,369         $17,111,959         $17,660,817 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
Positions — State  Colleges." 
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SAN  JOSE  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flll.dl      (Auth.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SALARY  BANGB 

1 

1 

1 

$1,467-1,783 

$21,396 

$21,396 

2.8 

3 

3 

923-1,120 

37,956 

38,508 

0.7 

— 

_ 

661-886 

_ 

_ 

0.3 

_ 

_ 

600-661 

_ 

_ 

1 

1 

1 

(3,338) 
$69,535 

3,725 

$63,077 

3,725 

5.8 

5 

5 

$63,629 

2.9 

3 

3 

$759-969 

$34,884 

$34,884 

7.8 

8.3 

8.3 

661-886 

75,771 

79,429 

1.3 

3 

3 

600-661 

23,796 

23,796 

1 

2 

2 

571-692 

14,069 

14,756 

2 

2 

2 

492-599 

14,320 

14,376 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

446-543 

6,516 

6,516 

17.3 

18.5 

18.5 

415-530 

101,344 

105,065 

2 

2 

2 

415-505 

10,468 

10,994 

2 

2 

2 

395-480 

11,520 

11,520 

8.6 

4 

4 

(58,657) 

27,408 

27,408 

— 

0.4 

0.4 

— 

2,741 

2.741 

5.3 

5.3 

5.3 

(17,691) 
$327,655 

19,743 

$349,588 

19,743 

52.2 

52.5 

52.5 

$358,236 

7.9 

8 

8 

$759-969 

$90,562 

$92,518 

10.1 

11.5 

11.5 

661-886 

117,279 

119.004 

3.6 

5.5 

5.5 

600-661 

41.418 

42,882 

1.6 

2 

2 

571-692 

16.608 

16,608 

0 

2 

2 

492-599 

13,317 

13.626 

15.4 

15 

15 

415-530 

86.024 

88,370 

20.6 

20.6 

20.6 

(68,711) 
$380,051 

76,735 

76,735 

61.2 

64.6 

64.6 

$441,943 

$449,743 

119.2       122.1       122.1 


$777,241 


$854,608 


$871,608 


LIBRARY 

Administration  : 

College  librarian   

Librarian   IV 

Lilirarian  II 

Librarian  I 

Student  asst  

Totals,  Administration 

Processing  Services : 

Librarian  III 

Librarian  II 

Librarian  I 

Library  asst  II 

Sr  clerk 

Stock  clerk 

Inter  steno 

Inter   t.vpist-clerk   

Inter   clerk    

Book  repairer 

Temporary  help — book  processing- 
Temporary  help 

Student  asst  

Totals,   Processing   Services 

Public  Services : 

Librarian  III 

Librarian  II 

Librarian  I 

Library  asst  II 

Library  asst  I 

Inter  typist-clerk 

Student  asst 

Totals,  Public   Services 

Totals,  Authorized  Positions 

STUDENT  SERVICES 

Dean's  OfBce : 

Dean    

Counselor    

Administrative   asst   I 

Sr   steno   

Inter   typist-clerk    

Student  asst  

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean 

Admissions  officer 

Registrar  II 

Supervising  clerk  II 

Evaluation  technician  II 

Evaluation  Technician  I 

Supvng  clerk  I 

Sr  steno   

Sr  clerk 

Inter  steno 

Keypunch  operator 

Inter  typist-clerk 

Inter   clerk   

Student  asst  

Totals,  Admissions  and  Records- 
Counseling  and  Testing : 

Assoc  dean 111           $1,206-1,467  $15,908  $16,709 

Counselor   (AT)    13.9         14.5         14.5                              t  205,028  210.987 

Counselor    2              2              2                                 t  41.340  41,340 

Test  officer   (AY) 1.3           1.5           1.5                             t  21,921  22,128 

Psychometrist    111  644-783  8,048  8,452 

Sr  steno   111  505-614  7,368  7,368 

AT  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and  academic  rank  in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


1 

1 

1 

$1,5-10-1,873 

$22,476 

$22,476 

_ 

1 

1 

t 

11,904 

12,504 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

2 

9 

415-530 

11,160 

11,412 

0.7 

0.7 

0.7 

(1,837) 
$55,919 

2,608 
$66,916 

2,608 

4.7 

6.7 

6.7 

$67,768 

1 

1 

1 

$1,206-1,467 

$15,082 

$15,844 

1 

1 

1 

821-998 

11,976 

11,976 

0.2 

1 

1 

821-998 

9,852 

10,356 

1 

1 

1 

660-801 

9,390 

9,612 

1 

1 

1 

644-783 

9,396 

9.396 

1 

1 

1 

584-710 

8,520 

8,520 

0.6 

_ 

— 

571-692 

— 

— 

1 

1 

1 

505-614 

6,952 

7,308 

14 

20 

20 

492-599 

128,496 

132.784 

3 

3 

3 

446-.543 

17,657 

18,544 

2.4 

2 

2 

425-517 

10,452 

10,980 

28.5 

25 

25 

415-530 

133,034 

138,610 

3.2 

4.5 

4.5 

415-505 

24,162 

25.062 

4 

4 

4 

(9,629) 
$372,714 

14,900 

14.900 

61.9 

65.5 

65.5 

$399,869 

$413,892 
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State  Colleges 
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SAN  JOSE  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Counseliug  and  Testing — Continued 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Inter  clerk   

Student  asst 

Totals,  Counseling  and  Testing — 

Activities  and  Housing: 

Assoc  dean 

Housing  coordinator 

Activities  adviser    

Sr  typist-clerk 

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Totals,  Activities  and  Housing 

Placement : 

Placement  officer 

Placement  supvr  II 

Placement  supvr  I 

Placement  interviewer   

Sr  steno    

Sr  clerk 

Inter  steno 

Inter  typist-clerk 

Totals,  Placement 

Foreign  Student  Program: 

Counselor  (AT) 

Counselor    

Inter  steno   

Totals,  Foreign  Student  Program 

Health  Services : 

Medical  officer  III 

Medical  officer  I — 10  month 

Medical  officer  I 

Sr  clinical  lab  technologist 

Supvng  nurse  I 

Clinical  lab  technologist 

Graduate  nurse — 10  month 

Graduate  nurse   

Phys  therapist  I 

Supvng  clerk  I 

X-ray  technician 

Sr  steno   

Inter  steno 

Inter   typist-clerk   

Jr  typist-clerk 

Student  asst  

Totals,  Health  Services 

Totals,   Authorized   Positions 


PLANT  OPERATION 


1.4 

2 

5 

2.5 

2 


4.2 


1 
6.1 

1.8 

0.8 

0.6 

4.6 

3.1 

0.8 

0.2 

0.8 

1 

1 

2.5 

L7 

1.5 


27.5 


2 
2 
5 
2.5 

2 


2 

2 

5 

2.5 

2 


SALARY  RANGE 
492-599 
446-543 
41.5-530 
415-505 
(2,282) 


14,208 
13,032 
27,121 
14,549 
7,450 


1 

7.5 

1 

2 

1 

1 

5.5 

3 

1 

1 

1 

1 

1 

3.5 

3.5 

2.2 


1 
7.5 

1 

2 

1 

1 

5.5 

3 

1 

1 

1 

1 

1 

3.5 

3.5 

2.2 


36.2 


36.2 


154.6       172.9       172.9 


$39,376 


$1,626-1,976 
1,475-1,708 
1,475-1,708 
746-905 
746-905 
710-821 
660-764 
660-764 
644-783 
571-692 
556-676 
505-614 
446-543 
415-530 
377^57 
(4,519) 

$329,023 

$1,317,851 


$47,513 


$23,712 

149,782 

17,700 

21,720 

10,860 

8,736 

50,424 

27,504 

9,396 

6,852 

8,112 

7,368 

6,308 

19,526 

17,270 

8,195 

$393,465 

$1,495,303 


14,376 
13,032 
28,337 
14,908 
7,450 


33.1 

34.5 

34.5 

$333,229 

$375,973 

$385,087 

1 

1 

3.9 

1 

1 

2 

1 

1 

1 
4 
1 
1 
2 

1 

1 
1 
4 
1 
1 
2 
1 

$1,206-1,467 

644-783 
492-599 
492-599 
446-543 
415-530 

$17,604 

15,804 

36,603 

6,684 

7,188 

11,928 

6,060 

$101,871 

$17,604 

15,804 

37,068 

7,020 

7,188 

12,282 

6,060 

10.9 

11 

11 

$93,988 

$103,026 

1 
1 
o 

1.9 
0.7 
0.9 
1.8 
3 

1 
1 

3 

1 
1 

3 

1 

1 
2 

3 
1 

1 
•> 

3 

$710-863 
644-783 
556-676 
505-614 
492-599 
446-543 
415-530 

$21,180 
10,104 
17,316 
21,736 
6,060 
6,054 
11,141 
16,105 

$109,696 

$21,180 
10,356 
17,712 
22,668 
6,360 
6,360 
11,695 
16,786 

12.3 

14 

14 

$93,602 

$113,117 

1.5 
0.9 

1.8 

2 
1 
2 

2 
1 

2 

$446-543 

$23,726 
11,949 
11,838 

$26,193 
12,078 
12,269 

$50,540 


$23,712 

151,113 

18,576 

21,720 

10,860 

9,174 

50,424 

27,504 

9,396 

7,188 

8,112 

7,368 

6,516 

20,188 

17,854 

8,195 

$397,900 

$1,531,330 


Administration : 

Chief   III   111           $1,048-1,273  $12,576  $13,200 

Chief  I   0.4           1              1  863-1,048  10,356  10,860 

Supervisor 111  801-927  11,124  11,124 

Chief  engineer  I 111  801-927  11,124  11,124 

Drafting  aide  II 111  556-676  8,112  8,112 

Sr  steno   111  505-614  7,368  7,368 

Inter   clerk-typist   2.4           2              2  415-530  11,390  11,659 

Totals,  Administration 7.8           8              8  $65,161  $72,050  $73,447 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,  and  academic  rank   in   accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FIIIbiI)      (Auth.l      (tulb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


PLANT  OPERATION— Continued 

Maintenance  of  Structures: 

Electrician   II   111 

Plumber  II 111 

Carpenter   II   111 

Painter  II 111 

Electrician  I 2              3              3 

Plumber  I 2              2              2 

Sheet  metal  worker 111 

Carpenter  I 3              3              3 

Painter  I 2.5           3              3 

Locksmith 111 

Stationar.v  engineer 4              4              4 

Stationary   fireman    3.9           4              4 

Supvng  custodian  III 111 

Building  maint  man 4.6           5              5 

Skilled  laborer 3              3              3 

Supvng  custodian  II 111 

Supvng  custodian  I 6.3           7.3           7.3 

Laborer   3.4           3              3 

"     Stock  clerk 1.5           2              2 

Custodian    128.6       147.9      147.9 

Temporary  help 5              5              5 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Lead  groundsman 

Groundsman 

Totals,   Maintenance  of   Grounds 

Plant  Security : 

Supvng  campus  security  off  I 

Campus  security  off 

Watchman 

Student   asst    

Totals,  Plant  Security 

Motor  Vehicle  Operation : 

Auto    mechanic    

Auto  equipt  operator  I 

Temporary    help    

Totals,   Motor  Vehicle   Operation 

Special  Projects : 

Temporary  help — recurring  maint 

Temporary   help — moving   

Totals,  Special  Projects 3.6  3.7 

Totals,  Authorized  Positions. 


SALARY  EANGE 
$76-1-842 
764-842 
728-801 
728-801 
72.8-801 
728-801 
728-801 
C02-764 
692-764 
692-764 
602-801 
628-692 
614-746 
599-660 
584-644 
556-676 
505-614 
505-556 
480-584 
435-530 
(29,778) 


$10,104 
10,104 

9,612 

9,612 
27.960 
19,224 

9,612 
26,892 
27,216 

9,060 
38,448 
32,832 

8,952 
38,777 
22,944 

8.112 
47,689 
20,016 
12.918 
886,631 
35,940 


4.2 


3.3 
0.3 


4.4 


3.5 
0.2 


4.4 


3.5 
0.2 


3.7 


222.2       244.8       244.8 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Administrative  asst  I 111 

Sr  clerk 0.4  0.5  0.5 

Inter    typist-clerk    1.7  2  2 

Inter   clerk 0.8  1  1 

Totals,  Business  Management 3.9  4.5  4.5 


$31,231 


$26,934 
1,269 

$28,203 

$1,447,866 


$783-950 
492-599 
415-530 
415-505 

$24,143 


$34,951 


$25,158 
1,438 


$10,062 

3,384 

10,240 

5,220 


$28,906 


$10,104 
10,104 

9,612 

9.612 
28,392 
19,224 

9.612 
27.360 
27,504 

9.168 
38.448 
33,216 

8.952 
39,504 
23,184 

8,112 
50,697 
20,016 
13.218 
909,202 
35,940 


177.8 

200.2 

200.2 

$1,129,823 

$1,312,655 

$1,341,181 

1 

1 

18 

1 

1 

18 

1 

1 
18 

$676-821 
530-644 

505-584 

$9,852 

7,728 

119,322 

$9,852 

7,728 

125,316 

20 

20 

20 

$130,464 

$136,902 

$142,896 

0.8 
3.5 
4.3 
0.2 

1 
3 
3 
1.5 

1 
3 
3 

1.5 

$710-863 
644-783 
435-530 
(1,086) 

$62,984 

$9,662 

28,077 
18,505 

5,588 

$61,832 

$10,146 
28,188 
19,055 

5,588 

8.8 

8.5 

8.5 

$62,977 

1 
3 
0.2 

1 
3 
0.4 

1 
3 
0.4 

$676-746 
584-644 
(907) 

$S,952 
23,124 

2,875 

$8.9.52 
23.184 

2.S75 

$35,011 


$25,158 
1,438 


$26,.596  $26,596 

$1,644,986  $1,682,108 


$10,566 
3,552 

10,748 
5,484 


$30,350 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (ADth.)       (Aulh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


STUDENT  FINANCIAL  AIDS— Continued 

Administration — Continued 
Student  Services : 

Counselor    

Placement  interviewer 

Sr  steno   

Inter  steno 

Inter  typist-clerk 

Temporary  help 

Totals,  Student  Services  — 

OfE-Campus  Work-Study : 

Temporary  Iielp 

Totals,  Authorized  Positions  —         15.2 


SALARY  KANGE 

2 

0.5 

1 

1.1 

0.5 

1 

2 
0.5 

1 
1 
1 
1 

2 

0.5 

1 

1 
1 
1 

$556-676 

505-614 

446-543 

415-530 

(5,202) 

$44,687 

$26,350 
3,684 
6,335 
5,929 
5,130 
5,904 

$27,614 
3,864 
6,646 
6,230 
5,385 
5,904 

6.1 

6.5 

6.5 

$53,332 

$55,643 

5.2 

11.4 

11.4 

$35,697 

$60,000 

$60,000 

22.4 


22.4 


$104,527 


$142,238 


$145,993 


REIMBURSED  ACTIVITIES 

Research  Projects: 

Temporary  help 1.4  6.9  6.9  $58,330  $83,000                $83,000 

Summer  Sessions : 

Dean    0.5  0.5  0.5  $1,540-1,873  $11,238                $11,238 

Instructional  faculty 68.5  84.9  84.9  f  819.501                819,501 

Music  studio  faculty   0.7  0.7  0.7  (4,003)  6,000                    6,000 

Sr  steno 111  505-614  7,368  7.368 

Inter  steno 111  446-543  6,516  6,516 

Inter   typist-clerk   2.1  2  2  415-530  10,628                  11,164 

Special   consultant   0.2  0.2  0.2  (550)  1,200                    1,200 

Temporary  help 3  2.2  2.2  (15,551)  11,430                  11,430 

Student  asst 8.8  8.7  8.7  (35,373)  30,843                  30,843 

Totals,  Summer  Session 85.8  101.2  101.2  $859,600  $904,724              $905,260 

Auxiliary  Organizations : 

College  union  director 1.1  1  1  $1,206-1,467  $14,472                $15,204 

Adm  service  officer  I 111  1,048-1,273  14,676  15.276 

Administrative  asst  I 111  783-950  11.400  11,400 

Inter  steno 111  446-543  5,490  5,766 

Custodian   -  3  3  435-530  16,342                  17,165 

Temporary  help 11.3  13.1  13.1  (61,288)  71,054                  71,054 

Totals,  Auxiliary  Organizations—  15.4  20.1  20.1  $109,066  $133,434              $135,865 

Special  Projects : 

Temporary  help — plant  operation -  0.1  0.1  -  $416                     $416 

Overtime — plant  operation   0.1  0.1  0.1  $103  416                       416 

Photoduplicating— library   _  _  _  6,998  3,900                    3,900 

Temporary  help— special  studies  -_  13.9  32.7  32.7  137,414  246,751                246,751 

Totals,  Special  Projects 14  32.9  32.9  $144,515  $251,483              $251,483 

Extension :  a 

Dean    of    educational    services    and 

summer  session   0.3  —  —  $1,540—1,873  —                          — 

Counselor  and  test  officer 1  -  -  t  —                          — 

Secretary  I 1  -  -  584-710 

Intermediate  stenographer 0.9  -  -  446-543  —                          — 

Intermediate  typist-clerk 0.1  —  —  41.5-530  —                          — 

Intermediate   clerk    0.9  -  -  415-505  -                          - 

Instructional   faculty   24.1  -  -  (202,680) 

Temporary   help    2.3  -  -  (6,849) 

Student  assistant   2.9  -  -  (11,745) 

Totals,  Extension 33.5  -  -  $240,978 

Totals,   Authorized   Positions-,  150.1  161.1  161.1  $1,412,489  $1,372,641           $1,375,608 

TOTALS,  AUTHORIZED  POSITIONS  ' 

(General  Fund) 2,063.1  2,265.8  2,265.8  $20,799,273         $23,492,040         $24,189,875 

a  Effective  July  1,  1968,  36.3  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension Program  Revenue  Fund. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllidd)       (tglh.)       (tnlb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

48 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


EXTENSION  a 

Dean    

Counselor  and  test  officer 

Administrative  asst  I 

Secretary    I    

Inter  steno 

Inter  clerk    

Instructional   faculty   

Temporary  help 

Student  asst  A  

Totals,    Authorized    Positions    (Ex- 
tension Program  Revenue  Fund) 


HOUSING   FACILITIES 

Dormitory  Revenue  Fund : 

Housing  manager  II 

Painter   I    

Building  maint  man 

Head   resident   I   

Supvng   custodian  I 

Groundsman     

Custodian    

Inter   typist-clerk   

Student  asst  A 

Student  asst  B 

Overtime   

Totals,  Authorized  Positions 

(Dormitory    Revenue    Fund) 

Auxiliary  Enterprise  Fund : 

Housing  manager  II — B 

Maint  mechanic 

Building  maint  man 

Groundsman 

Inter  typist-clerk  B 

Student  asst  A 

Totals,  Authorized  Positions 

(Auxiliary  Enterprise  Fund) 

Totals,  Authorized  Positions 


PARKING  FACILITIES 


SALARY  RANGE 

0.3 

0.3 

$1,540-1,873 

$5,619 

$5,619 

1 

1 

t 

21,180 

21,180 

1 

1 

783-950 

9,396 

9,852 

1 

1 

584-710 

8.520 

8,520 

1 

1 

446-543 

5.651 

5,929 

1 

1 

415-505 

5,180 

5.440 

25.3 

25.3 

t 

247,454 

247.454 

2.5 

2.5 

14,760 

14,760 

3.2 

3.2 

1.50-2.73  hr 

11,920 

11.920 

36.3 


36.3 


$329,680 


$830,674 


0.8 

0.8 

0.8 

$783-1,048 

$9,432 

$9,432 

1 

1 

1 

692-764 

9,168 

9.168 

2 

2 

2 

599-660 

15,840 

15.840 

5.7 

6 

6 

505-614 

43,384 

48,968 

1 

1 

1 

505-614 

7,368 

7.368 

1 

1 

1 

50.5-584 

6,672 

7,008 

11.9 

12 

12 

435-530 

72.012 

73.732 

2.7 

2.8 

2.8 

415-530 

14,693 

15.428 

5.6 

5.6 

5.6 

1.50-2.73  hr 

20,860 

20.860 

18 

23.2 

23.2 

1-1,184  yr 

23,659 

23,659 

- 

- 

— 

(227) 

- 

- 

49.7 


55.4 


55.4 


$202,112 


$223,088 


$226,463 


0.3 

0.3 

0.3 

$783-1.048 

$3,144 

$3,144 

1 

1 

1 

728-801 

9.612 

9,612 

1 

1 

1 

599-660 

7.920 

7.920 

2 

2 

2 

505-584 

13,344 

14,016 

0.2 

0.2 

0.2 

435-530 

1,478 

1.553 

2.5 

2.5 

2.5 

1.50-2.73  hr 

9,312 

9,312 

56.7 


62.4 


62.4 


$40,507 
$242,619 


$44,810 
$267,898 


$45,557 
$272,020 


Parking  Revenue  Fund : 

Parking  garage  supvr 4              4              4  $480-584  $28,032  $28,032 

Custodian    111  435-530  6,360  6,360 

Temporary  help 0.7           1              1  (3,217)  5,904  5,904 

Totals,  Authorized  Positions 

(Parking  Revenue  Fund) 5.7  6  6  $35,859  $40,296  $40,296 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS  (All  funds) 2,125.5    2,370.5    2,370.5         $21,077,751         $24,129,914         $24,832,865 

a  Effective  .luly  1,  1968,  36.3  positions  In  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Ex- 
tension Program  Revenue  Fund. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


SONOMA  STATE   COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tuth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive : 

President    

Dean    

Executive  dean 

Voe    instructor    

Publications   manager   

Administrative  asst  II   

Administrative  asst  I   

Secretary   I   

Sr  steno  

Inter  steno 

Clerical  asst  II  B  

Inter  typist-clerk 

Totals,   Executive  

Business  Management : 
Business  Manager's  OfiBce : 

College  business  manager  III 

Administrative  asst  I 

Sr  steno 

Inter    steno    

Totals.  Business  Manager's 
Office   

Accounting  Office : 

Accounting  officer 

Supvng  account  clerk  II 

Accounting  technician  II  

Bookkeeping  mach  operator  II  _ 

Inter  clerk  

Asst  cashier-clerk  

Inter  account  clerk 

Totals,    Accounting    

Personnel : 

Assoc  personnel  analyst 

Sr  clerk    

Inter   typist-clerk   

Totals,  Personnel  

Payroll : 

Sr  clerk   

Purchasing  : 

Business  service  officer  I 

Sr  steno    

Clerical  asst  III  A 

Inter  typist-clerk 

Totals,   Purchasing 

General  Institutional  Services : 

Auto  equipt  operator  I 

Duplicating  mach  supvr  I  

Property  clerk  I   

Laborer      

Stock  clerk 

Duplicating  mach  operator  II__. 

Inter   clerk   

Telephone  operator 

Nonfaculty  reclassification 

Temporary  help 

Student  asst  

Premium  overtime  pay 

Totals,   General  Institutional 
Services 


1 

1 
1 
1 
0.4 

1 

1 
1 
2.1 

0.2 


1 
1.9 


5.9 


1 

0.8 

1.7 


3.5 


1 

0.6 
0.7 
0.8 


3.1 


0.1 

1 
1 

1.8 
1.4 


0.5 
1.3 


8.1 


1 
1 

1 

1 

1 

1 

1 

1 

3 

1.5 

1 


9.7        13.5 


1 

1 

1 

1 

0.7 

1 

2 

7.7 


1 
1 
1 
0.5 


3.5 


1 
1 
1.5 


1.4 


10.9 


1 

1 

1 

1 

1 

1 

1 

1 

3 

1.5 

1 


13.5 


1 

1 

1 

1 

0.7 

1 


1 
1 
1 
0.5 


1 
1 
2 

2 

i 
1 

1.5 


1.4 


10.9 


SALARY  RANGE 
$2,274-2,765 
1,617-1,967 
1,540-1,873 
t 
t 
950-1,153 
783-950 
584-710 
505-614 
446-543 
446-543 
415-530 

$125,659 


$1,540-1,873 
783-950 
505-614 
446-543 


$32,247 


$863-1,048 
660-801 
492-599 
457-556 
415-505 
415-505 
415-505 

$40,710 


$950-1,155 
492-599 
415-530 

$26,791 
$492-599 


$783-950 
505-614 
492-599 
415-530 

$22,052 


$584-644 
530-644 
530-644 
505-556 
480-584 
457-556 
415-505 
415-505 

(2,783) 

(4,806) 

(419) 


$47,909 


$31,596 

23,604 

22,476 

14,623 

11,857 

13,148 

9,396 

7.398 

18.506 

8,480 

5,490 


$166,574 


$22,476 
11,130 

6,542 
5,490 


$45,638 


$12,576 
9.501 
5,904 
5.668 
3,570 
5,553 
12,120 

$54,892 


$13,860 
6,004 
5,100 

$24,964 
$5,904 


$11,400 
6,060 
6,572 

2,788 

$26,820 


$7,188 

6,386 

13,668 

12,070 
5,760 
5,100 
8,610 
2,658 

5,216 


$66,656 


$33,180 

23,604 

22,476 

15,356 

12,454 

13,805 

9,852 

7,760 

19,420 

8,907 

5,766 


$172,580 


$22,476 

11,400 

6,868 

5,766 


$46,510 


$12,576 
9,612 
6,204 
5,960 
3,746 
5,835 
12,120 

$56,053 


$13,860 
6,306 
5,354 

$25,520 

$6,204 


$11,400 
6,860 
6,908 
2,930 

$27,598 


$7,548 

6,700 

14,340 

12,674 
6,060 
5,.352 
8,736 
6,037 

5,216 


$72,663 


Totals,  Business  Management         23.6         30.1         30.1 


t  Salary  range  determined  by  education,  experience,  and  academic 
Positions — State  Colleges." 


$169,709  $224,874  $284,548 

rank   in   accordance  with   "Salary   Schedule   for   Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Aulh.l       (ADtli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GENERAL  ADMINISTRATION— 

Continued 

Automatic  Data  Processing  Services : 

Director     

Computer   projjrammer  II 

Computer  programmer  I 

Inter  steno 

Totals,  Automatic  Data   Process- 
ing Services 

Totals,   Authorized   Positions 

INSTRUCTION 

Instructional : 
Administration : 

College : 

Dean    

School : 

Division   chairman   

Coordinator,  elem  educ  (AY) 

Coordinator,  second  educ  (AY) 

Department : 

Department  chairman    (AT) 

Clerical : 

Sr  steno 

Inter  steno 

Totals,  Administration 

Instructional  Faculty  : 

Professor    (AY)    

Assoc  professor  (AY)    

Asst  professor   (AY)    

Instructor   (AY) 

Lecturer    (AY)    

Sabbatical  leave — difference 

in  pay 

Sabbatical  leave  replacement 

Special  leaves  research  or 

creative   act   

Part-time  faculty   

Substitute    faculty    

Class  and  rank  reclassifications 

Distinguished   teaching   award — 

Totals,  Instructional  Faculty — 

Technical  and  Clerical : 

Stage  technician  II   

Equipment  technician  II 

Equipment  technician  I 

Accompanist  II 

Athletic  equipt  attendant  II 

Technical  asst  II 

Sr   steno   

Sr  clerk 

Stock  clerk - 

Inter  steno 

Athletic  equipt  attendant  I 

Technical  asst  I 

Temporary  help 

Student   asst   

Totals,  Technical  and  Clerical 

Totals,   Instructional 


0.1 
0.4 


0.5 


33.8 


0.5 

1 
1 


SALARY  RANGE 

1 

$9,222 

$9,762 

$801-973 

- 

- 

660-801 

8,080 

8,484 

446-543 

5,490 

5,766 

2.5 


2.5 


$4,321 


46.1 


46.1 


$299,689 


$22,792 
$414,240 


$24,012 
$431,140 


1.2 

1.5 

1.5 

$1,540-1,873 

$31,870 

$32,342 

2.2 

2 

2 

t 

36,098 

36.856 

0.5 

0.5 

0.5 

t 

8,237 

8.644 

0.5 

0.5 

0.5 

t 

9,144 

9,144 

2 

3.7 

3.7 

t 

44,459 

49,016 

2 

9 

2 

505-614 

14,736 

14,736 

- 

4.1 

4.1 

446-543 

18,663 

23,4.52 

8.4 

14.3 

14.3 

$114,797 

$163,207 

$174,190 

12.4 

15 

15 

$1,19-1-1,524 

$263,173 

$271,430 

26 

28 

28 

987-1,194 

362,925 

377,897 

53 

89.6 

89.6 

741-945 

869,990 

966,609 

2 

4 

4 

671-857 

37,092 

38,1.52 

3.5 

2 

2 

t 

18,374 

20,568 

_ 

_ 

_ 

(6,864) 

_ 

„ 

1 

1 

1 

(9,419) 

10,284 

10,284 

0.5 

0.5 

0.5 

(4,239) 

5,142 

5,142 

-      2.7 

_ 

- 

(19,151) 

- 

- 

0.4 

0.2 

0.2 

(2,663) 

1,224 

1,224 

_ 

— 

(-) 

10,804 

36,248 

- 

- 

- 

(500) 
$1,086,446 

500 

500 

101.5 

140.3 

140.3 

$1,579,508 

$1,728,054 

1 

1 

$710-863 

$7,100 

$8,880 

1 

2 

.     9 

710-863 

16,422 

18,656 

1.3 

2 

2 

644^783 

17,2.52 

17,644 

1 

1 

584-710 

5,840 

7,308 

1 

1 

1 

505-614 

6,952 

7,308 

0.7 

1 

1 

505-614 

5,150 

6.464 

3 

3 

3 

505-614 

21,252 

21,576 

3.2 

3.2 

492-599 

15,744 

19,693 

_ 

1 

1 

480-584 

5,910 

6,210 

9.9 

11 

11 

446-543 

63,568 

67,405 

1 

1 

1 

435-530 

5,960 

6,260 

1 

1 

1 

435-530 

5.588 

5,874 

0.1 

(576) 

- 

- 

1 

2 

9 

(10,981) 
$128,642 

7,450 
$184,188 

7,450 

20 

30.2 

30.2 

$200,728 

129.9 

184.8 

184.8 

$1,329,885 

$1,926,903 

$2,102,972 

Instructional  Services : 

Audio- Visual :  »iaii«  eiQii« 

Audio-visual  coordinator 1              1  1  „„ , , „T  *-^„'ilx  *  „'lliJ 

Equipment  technician  I 111  $644-783  9,396  9,396 

Photographer  I 0.6           0.5  0.5  599-728  3,832  4,024 

TecSl  ait  II 0.2           1  1  505-614  5,833  6,652 

Inter   steno    0.8           1  1  446-543  5.490  5,766 

Temporary  help -             0.2  0.2  -  984  1.231 

Totals,  Audio-Visual   3.6          4.7  4.7  $30.504  $38,651  $40,185 

Totals.  Authorized  Positions  133.5      189.5  189.5  $1,360,389          $1,965,554          $2,143,157 

AY  indicates  Academic  Year  as  defined  by  the  institution.  ..,.ci  oi.ji.tTi        ., 

t  Salary   range  determined  by  education,  experience,   and  academic  rank  in  accordance  with     balary   bcnedule  for  Instructional 
Positions — State  Colleges." 
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State  Colleges 


HIGHER  EDUCATION 


SONOMA  STATE  COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      Uulh.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1     LIBRARY 


3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Administration : 

College    librarian    

Librarian   II   

Sr  steno 

Totals,   Administration 

Processing  Services :' 

Librarian   III   

Librarian  II 

Inter    steno    

Inter  typist-clerk 

Temporary  help 

Student   asst   

Totals,  Processing   Services 

Public  Services: 

Librarian   III   

Librarian   II   

Library   asst   I   

Inter   typist-clerk   

Student   asst   

Totals,  Public  Services 

Totals,  Authorized  Positions 


SALARY  KANGE 

1 

1 

1 
1 
1 

1 
1 

1 

$1,467-1,783 
661-886 
505-614 

$21,396 
7,932 
7,368 

$21,396 

8,328 
7,368 

2 

3 

3 

$26,536 

$36,696 

$37,092 

2 

1 
1 
2 

1.4 

2 

2 

1 

3 

9.1 

2 

2 

2 

1 

3 

9.1 

2 

$759-969 
661-886 
446-543 
415-530 

(5,220) 

$51,455 

$22,704 

17,980 

6,004 

16,183 

62,353 

7,450 

$132,674 

$23,256 
18,876 

6.308 
16,997 
62,353 

7,450 

7.4 

19.1 

19.1 

$135,240 

2 

1 
1 
2 

2 
1 
1 
2 
0.5 

2 
1 
1 
2 
0.5 

$759-969 
661-886 
492-599 
415-580 

$23,164 

10,548 

7,188 

11,590 

1,863 

$23,256 

10,632 

7,188 

11,870 

1,863 

6.5 


6.5 


$47,153 


15.4 


28.6 


28.6 


$125,144 


$54,353 
$223,723 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor  and  test  officer 

Sr  steno   

Inter  typist-clerk 

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean 

Registrar  I 

Evaluation   technician   II 

Evaluation  technician  I 

Sr  tabulating  mach  operator 

Sr  steno 

Sr  clerk 

Inter  steno   

Inter   typist-clerk   

Temporary  help 

Student  asst  

Totals,  Admissions  and  Records 

Counseling  and  Testing : 

Assoc  dean 

Counselor    (AY)    

Counselor    

Psychometrist 

Sr  steno   

Inter  steno 

Temporary  help 

Totals,  Counseling  and  Testing 

Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities  adviser 

Sr   steno 

Inter   typist-clerk   

Totals,  Activities  and  Housing—  3.4  4  4  $31,854  $40,996 

AT  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   " 
Positions — State  Colleges." 


$54,809 


$227,141 


1 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

1 

1 

1 

I 

11,575 

12,154 

0.9 

1 

1 

505-614 

6,386 

6.700 

0.5 

1 

1 

415-530 

5,100 
$45,537 

5,352 

3.4 

4 

4 

$39,300 

$46,682 

1 

1 

1 

$1,206-1,467 

$15,844 

$16,642 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

644-783 

8,952 

9,396 

1 

1 

1 

584-710 

7,008 

7,368 

0.6 

_ 

_ 

530-644 

1 

1 

1 

505-614 

7,368 

7,368 

_ 

1.4 

1.4 

492-599 

8,266 

8,686 

2 

9 

*> 

446-543 

13,032 

13,032 

2.4 

2.5 

2.5 

415-530 

13,860 

14,253 

1 

_ 

_ 

(6,525) 

- 

- 

2 

0.5 

0.5 

(7,126) 
$98,932 

1,862 

1,862 

13 

11.4 

11.4 

$87,052 

$89,467 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

- 

0.2 

0.2 

t 

1,714 

2,143 

— 

1 

1 

t 

11.904 

12,504 

— 

1 

1 

644-783 

7,728 

8,112 

1 

1 

1 

505-614 

7,368 

7,368 

0.4 

0.5 

0.5 

446-543 

2,745 

2,883 

- 

0.1 

0.1 

- 

590 

590 

2.4 

4.8 

4.8 

$25,392 

$49,653 

$51,204 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

— 

0.5 

0.5 

t 

5,982 

6,252 

0.9 

1 

1 

644-783 

8,080 

8,486 

1 

1 

1 

505-614 

6,542 

6,868 

0.5 

0.5 

0.5 

415-530 

2,788 

2,930 

$42,140 
Salary   Schedule  for  Instructional 
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SONOMA   STATE   COLLEGE — Continued 

u 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-J 

67-68  68-69  69-70 
(Filled)      (Aoih.)      (Aulh.l 

1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  SERVICES— Continued 

Placement : 

Placement  officer 

Placement  interviewer 

Inter  steno   

Temporary  help 

Totals,  Placement 

Foreign  Student  Program : 

Counselor    

Health  Services : 

Medical  officer  II — 10  month 

Medical  officer  II 

Graduate  nurse — 10-month 

Graduate   nurse   

Inter  steno   

Temporary  help 

Student  asst  

Totals,  Health  Services 

Totals,   Authorized  Positlons. 


PLANT  OPERATION 


SALAKY  RANGE 

1 

1 

1 

t 

$15,676 

$16,474 

0.5 

1 

1 

$556-676 

7,068 

7,428 

1.5 

1.5 

1.5 

446-543 

9,287 

9,506 

- 

0.1 

0.1 

- 

590 

590 

3 

3.6 

3.6 

$24,734 

$32,621 

$33,998 

0.5 

0.5 

0.5 

$0,814 

$6,252 

$6,252 

_ 

0.1 

0.1 

$1,548-1,882 

$1,548 

$1,626 

1 

1 

1 

1,548-1,882 

20,250 

21,261 

— 

0.1 

0.1 

660-764 

660 

692 

1 

1 

1 

660-764 

9,168 

9,168 

0.8 

1 

1 

446-543 

5,697 

5,979 

_ 

0.1 

0.1 

_ 

590 

590 

- 

0.3 

0.3 

- 

1,118 
$39,031 

1,118 

2.8 

3.6 

3.6 

$30,648 

$40,434 

28.5 


31.9 


31.9 


$256,674 


$301,142 


$310,177 


Administration : 
Chief  I 

Chief  engineer  I 
Drafting  aid  II                               _     _ 

1 
1 

0.5 
0.9 

1 
1 
1 
1 
0.5 

1 
1 
1 
1 
0.5 

$863-1,048 
801-927 
556-676 
50.5-614 
480-584 

$12,576 

11,124 

7,239 

6,260 

2,955 

$12,576 

11,124 

7,602 

Sr  steno   

Stock  clerk 

6,.568 
3,105 

Totals,  Administration 

Maintenance  of  Structures : 

Electrician  I   

Plumber  I 

3.4 

1 

0.5 

1 

5 
2 
1 
1 

1.8 

26 
1 
2 

4.5 

1 
1 
1 
1 

0.5 
6 
3 
1 
1 
2 
1 
38.3 

4.5 

1 
1 
1 
1 

0.5 
6 
3 
1 
1 
2 
1 
38.3 

$30,982 

$728-801 
728-801 
692-764 
692-764 
692-764 
692-801 
599-660 
584-644 
556-676 
50.5-614 
505-556 
435-530 
415-505 
(12,799) 

$257,838 

$614-746 
5.30-644 
50.5-584 

$40,154 

$9,575 
8,952 
9,168 
8,304 
4,152 

56,105 

22,923 
7,728 
7,368 

13,068 

6,210 

194,783 

$40,975 

$9,612 
9,390 

Carpenter   I 

Painter   I   

Locksmith 

Stationary   engineer 
Building  maint  man 
Skilled  laborer 

Supvng  custodian  II 

Supvng  custodian  I 

Laborer 

Custodian   

Janitor    

Temporary  help 

9,168 

8,736 

4.868 

56,796 

23,472 

7,728 

7,728 

13,368 

6.516 

225,583 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Lead   groundsman 

Groundsman 

42.3 

1 

0.8 
10.5 

56.8 

1 
15.5 

56.8 

1 
15.5 

$348,336 

$8,952 

101,510 

$110,462 

$4,698 
16.032 
11,633 

$382,965 

$8,952 
105,604 

Totals,   Maintenance   of   Grounds 

Plant  Security : 

Supvng  campus  security  off  I 

Campus  security  ofE 

12.3 

0.5 
1.4 
3 

16.5 

0.5 

2 

2 

16.5 

0.5 

•> 

2 

$78,050 

$710-863 
644-783 
435-530 

$114,556 

$4,926 
16.846 
12,223 

Totals,  Plant  Security 

4.9 

4.5 
1 

4.5 

1 

$30,708 

$584-644 
$397,578 

$32,363 

$7,188 
$538,503 

$33,995 

Motor  Vehicle  Operation : 

$7,188 

Totals,  Authorized  Positions 

62.9 

83.3 

83.3 

$579,679 

t  Salary  range  determined  by  education,  experience,   and  academic  rank  in  accordance  with 
Positions — State  Colleges." 
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SONOMA   STATE   COLLEGE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FIIIbJ)      (Auth.)      (Anlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 
4 
5 

6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr  clerk 

Inter   typist-elerk   


Totals,    Business    Management 

Student  Services : 

Counselor    

Inter  steno 

Inter  typist-clerk 


Totals,  Student  Services 

OfE-Campus  Work-Study : 
Temporary  help 


Totals,  Authorized  Positions 

REIMBURSED  ACTIVITIES 


Summer  Sessions : 
Instructional  faculty 

Sr   steno   

Inter  typist-clerk 

Temporary  help 

Student  asst 


Totals,  Summer  Session 

Auxiliary  Organizations : 
Accounting  technician  Ill- 
Laborer  

Asst  cashier-clerk 


Totals,  Auxiliary  Organizations- 
Special  Projects : 

Instructional  faculty  (AT) 


Extension :  a 

Dean    

Instructional  faculty 

Inter  steno 

Inter  typist-clerk 

Temporary  help 

Student  asst  


Totals,  Extension 

Totals,   Authorized   Positions — 

TOTALS,  AUTHORIZED  POSITIONS 

(General   Fund)    

EXTENSION 


Dean    

Instructional  faculty 

Clerical  asst  III  A 

Inter  typist-clerk 

Student  asst  A 


0.5 


0.5 


0.5 
0.5 

0.5 


1.5 


10.3 


0.1 

7.1 

0.8 

1 

3 

1 


13 


Totals,    Authorized   Positions    (Ex- 
tension Program  Revenue  Fund) 

PARKING   FACILITIES 


Supvng  campus  security  off  I_ 

Laborer  

Inter  typist-clerk 


Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund)   

GRAND  TOTIlS,  AUTHORIZED 

POSITIONS  (All  funds) 


0.5 
0.5 


1 

0.5 

1 


2.5 
0.5 


2.5 


28.3        20 


0.2 

7.1 

1 

1.4 


9.7 


0.5 
0.5 


1 

0.5 

1 


2.5 

0.5 
"4 


7.7  8.7  8.7 

0.8  1  1 

12  2 

0.2  0.3  0.3 

0.6  1.5  1.5 


13.5        13.5 


1  1 

1  1 

0.5  0.5 


2.5 


20 


304.4       403.4       403.4 


0.2 
7.1 

1 

1.4 


9.7 


SALARY  EANGE 
§492-599 
415-530 


t 


$2,293 

$446-543 
415-530 

$11,505 

$395 
$14,193 


($74,702) 

505-614 

415-530 

(1,120) 

(2,199) 

$75,310 


$614-746 
505-556 
415-505 

$17,760 


$19,329 

$1,540-1,873 
(74,013) 
446-543 
415-530 
(15,301) 
(3,119) 

$104,925 

$217,324 


$2,670,991 


$1,540-1,873 

492-599 
415-530 


306.2   415.1   415.1 


$6,790 


$2,677,781 


$2,952 
2,600 


$5,552 

$12,204 
3,002 
5,419 

$20,625 

$2,952 
$29,129 


$80,000 

7,308 

10,791 

1,771 

5,587 

$105,457 


$8,952 
6,464 

2,720 

$18,136 


$39,216 


$162,809 


$3,635,100 


$3,696 

75,000 

6,544 


5,215 


$90,455 


SAT.AEY  RANGE 

0.5 

0.5 

0.5 

$710-863 

$4,698 

o.s 

1 

1 

505-556 

6,464 

0.5 

0.5 

0.5 

415-530 

2,788 

$13,950 


$3,739,505 


$3,102 
2,731 


$5,833 

$12,504 
3,154 
5,694 

$21,352 

$2,952 
$30,137 


$80,000 

7,368 

11,337 

1,771 

5,587 

$106,063 


$8,952 
6,672 

2,857 

$18,481 


$39,216 


$163,760 


$3,885,191 


$3,881 
75,000 

6,880 

5,215 


$90,976 


$4,926 
6,672 
2,930 


$14,528 


$3,990,695 


a  Effective  July  1,  1968,  9.7  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Exten- 
sion Program  Revenue  Fund. 

AY  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience^  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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STANISLAUS  STATE  COLLEGE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllad)       (Anih.l       (Aulh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 
51 
52 
53 

54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive : 

President     

Dean  of  tlie  college 

Executive   dean   

Voc  instructor 

Publications  manager 

Administrative  asst  II 

Administrative  asst  I 

Secretary    I    

Sr  steno   

Inter  steno 

Temporary  help 

Totals,   Executive   

Business  Management : 
Business  Manager's  Office : 

College  business  manager  II 

Administrative  asst  I 

Sr   steno    

Inter  steno 

Totals.  Business  Manager's  Of- 
fice    

Accounting  Office : 

Accounting  officer  II 

Accounting  teclinician  III 

Inter  steno 

Asst  cashier  clerk 

Bookkeeping  mach  operator  I 

Inter  account  clerk 

Totals,  Accounting  Office 

Payroll  Office : 

Inter  account  clerk 

Personnel  : 

Asst  personnel  analyst 

Inter  typist-clerk 

Totals,  Personnel 

Purchasing : 

Business  service  officer  I 

Sr  typist-clerk 

Totals,  Purchasing 

General  Institutional  Services : 

Auto  equipt  operator  I 

Property  clerk  I 

Stock  clerk 

Duplicating  mach  operator  II 

Inter  typist-clerk 

Telephone  operator 

Nonfaculty   reclassification   

Premium   overtime   pay 

Totals,  General  Institutional 
Services 

Totals,  Business  Management 

Automatic  Data  Processing  Services : 

Director    

Tabulating   mach   operator 

Inter  steno 

Inter  typist-clerk 

Totals,  Automatic  Data  Processing 
Services 

Totals,  Authorized  Positions 

t  Salary   range  determined  by  education, 
Positions — State  Colleges." 


SALAKY  RANGE 

1 

1 

$2,274-2,765 

$31,596 

$33,180 

1 

1 

1,617-1 ,967 

23,604 

23,604 

1 

1 

1,540-1,873 

22,476 

22,476 

1 

1 

t 

12,504 

12,504 

_ 

1 

t 

10,284 

10,800 

- 

1 

950-1,155 

11,400 

11,976 

0.6 

1 

783-950 

9,396 

9,852 

1 

1 

584-710 

,S,520 

S,520 

1 

1 

505-614 

7,368 

7,.368 

1.8 

3.5 

3.5 

446-543 

21,085 

21,681 

1.4 

- 

- 

(7,033) 

- 

- 

9.8        12.5 


1 
1 
1 
0.5 


12.5 


1 
1 
1 
0.5 


3.5 


3.5 


$121,550 


$1,40.5-1,708 
783-950 
505-614 
446-543 


$23,985 


$158,233 


$20,004 
9,396 
6,620 
2,745 


$38,765 


$161,961 


$20,496 
9,852 
6.9.52 

2,883 


$40,183 


1 
1 

0.5 
0.9 

1 

1 
1 
1 
1 
1 
1 

1 
1 
1 

1 
1 
1 

$783-950 
614-746 
446-543 
41.5-505 
41,5-505 
415-505 

$10,020 
7,760 
5,490 
5,350 
5,200 
5,374 

$10,524 
8,146 
5,766 
5,619 
5,462 
5,654 

4.4 

6 

6 

$27,977 

$39,194 

$41,171 

- 

1 

1 

$415-505 

$5,100 

$5,352 

0.5 
1.3 

1 
1.5 

1 
1.5 

$783-950 
415-530 

$11,400 
8,335 

$19,735 

$11,400 
8,736 

1.8 

2.5 

2.5 

$11,033 

$20,136 

1 
1 

1 
1 

1 
1 

$78.3-950 
492-599 

$11,400 
6,516 

$11,400 
6,852 

2 

2 

2 

$16,541 

$17,916 

$18,252 

1 

1 
1 

0.8 
1.9 

0.5 

1 
1 
1 
1 
2 

0.5 

1 

1 

1 
1 
2 

$584,644 
530-644 
480-584 
435-530 
41.5-530 
415-505 
(4,312) 
(873) 

$31,225 

$3,594 
6,952 
7,008 
6,672 
5,100 

10,926 
2,832 

$3,774 
7,308 
7,008 
6,672 
5,352 

11,478 
6,432 

5.7 

6.5 

6.5 

$43,084 

$48,024 

15.9 

21.5 

21.5 

$110,761 

$163,794 

$173,118 

1 

1 

0.5 
1 

0.5 
1 

0.5 
1 

0.5 
1 

$480-584 
446-543 
415-530 

$6,012 
6,728 
2,745 
5,160 

$20,645 

$6,251 
7,008 
2,883 
5,418 

2 

3 

3 

$9,925 

$21,560 

27.7         37  37  $242,236  $342,672  $356,639 

experience,   and  academic  rank   in   accordance  with   "Salary   Schedule  for  Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aath.l       (Ailth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION 

Instructional : 
Administration : 
College : 

Coordinator,  educ  serv  and  sum- 
mer session 

School : 

Division  chairman 

Coordinator,    elem   educ    (AY) 

Coordinator,  second  educ  (AT) 
Department : 

Department  chairman    (AY) 

Clerical : 

Sr  secretary  

Sr  steno   

Inter  steno 

Totals,  Administration 

Instructional  Faculty : 

Professor  (AY) 

Assoc  professor   (AY) 

Asst  professor   (AY)   

Instructor   (AY)    

Sabbatical  leave  replacement 

Special  leaves — research  or  crea- 
tive act   

Part-time  faculty   

Class  and  rank  reclassifications 

Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  I 

Sr  typist-clerk   

Inter  steno 

Inter  typist-clerk 

Temporary  help 

Student  asst  

Totals,  Technical  and  Clerical- 
Totals,  Instructional    

Instructional  Services : 
Audio-Visual : 

Audio-visual  coordinator  (AY) 

Equipment  technician  I 

Stock  clerk 

Technical  asst  I 

Inter  typist-clerk 

Temporary  help 

Totals,  Audio-Visual    

Totals,  Authorized  Positions- 

LIBRARY 

Administration : 

College  librarian   111  $1,467-1,783                $21,396                $21,396 

Clerical  asst  III -              1              1  492-614                    5,904                    6,204 

Inter  typist-clerk 1              _              _  415-530 

Totals,  Administration 2  2  2  $25,594  $27,300  $27,600 

Processing  Services : 

Librarian  IV   111  $923-1,120  $13,440  $13,440 

Librarian  II 2.7           3              3  661-886  27,102  27,924 

Library  asst  I 2.5           3              3  492-599  20,752  21,396 

Jr  typist-clerk    2              2              2  377-^57  10,480  10,770 

Temporary  help -              0.6           0.6  (-)  3,542  3,542 

Student  asst 111  (3,550)  3,725  3,725 

Totals,  Processing  Services 9.2         10.6         10.6  $66,015  $79,041  $80,797 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and   academic  rank   in   accordance  with   "Salary   Schedule  for   Instructional 
Positions — State  Colleges." 


SALARY  RANGE 

0.5 

0.5 

0.5 

t 

$7,902 

$7,902 

1 

1 

0.3 

0.3 

1 

0.3 

0.3 

■ 

14,214 
2,571 
2,571 

14,918 
3,214 
3,214 

3 

3.7 

3.7 

t 

54,147 

56,590 

2 

1 
1 
2.5 

1 
1 
2.5 

$556-676 
505-614 
446-543 

6,672 

7,368 
11,380 

$106,825 

7,008 

7,368 

14,300 

6.5 

10.3 

10.3 

$76,985 

$114,514 

11 

17.7 

25.1 

1 

0.3 

11 
18 
51.1 

1 

1 

11 
18 
51.1 
1 

1 

$1,194-1,524 
937-1,194 

741-945 
671-857 
(2,410) 

$182,616 

231,173 

506,463 

9,724 

13,206 

$189,090 

239,437 

554,126 

9,804 

10,284 

0.3 
3.5 

0.5 

0.5 

(2,887) 
(30,043) 

$666,506 

5,142 

8,754 

5,142 
10,409 

58.9 

82.6 

82.6 

$957,078 

$1,018,292 

7.5 
0.9 
3.5 

1.4 

7 
0.5 

8 

1 

1.1 

7 

0.5 
8 
1 

1.1 

$644-783 

492-599 

446-543 

415-530 

(19,962) 

(4,885) 

$71,130 

$50,232 

2,952 

48,125 

5,530 

4,098 

$110,937 

$56,592 

3,102 

49,694 

5,810 

4,098 

13.3 

17.6 

17.6 

$119,296 

78.7 

110.5 

110.5 

$814,621 

$1,174,840 

$1,252,102 

1 
1 
1 

0.4 

1 
1 
1 
1 

1 

1 
1 
1 

1 
1 

$644-783 

480-584 

435-530 

415-530 

(2,060) 

$32,059 

$13,644 
9,396 
6,568 
5,352 
5,100 

$13,644 
9,396 
6,896 

5,622 
5,312 

3.4 

5 

5 

$40,060 

$40,870 

82.1 

115.5 

115.5 

$846,680 

$1,214,900 

$1,292,972 
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u 

z 
3 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Aulh.)      («ulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
60 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY— Continued 

Public  Services : 

Librarian  III 

Librarian  I 

Library  asst  I  

Inter  typist-clerk 

Student  asst  

Totals,  Public  Services 

Totals,  Authorized  Positions . 


STUDENT  SERVICES 

Dean's  OfBce : 

Dean    

Counselor    

Sr  steno   

Inter  steno 

Inter  typist-clerk 

Totals,   Dean's  Office 

Admissions  and  Records : 

Assoc  dean  

Registrar  II 

Evaluation  technician  I 

Sr  steno   

Inter  steno 

Inter  typist-clerk 

Inter  clerk   

Jr   typist-clerk 

Temporary  help 

Student  asst 

Totals,  Admissions  and  Records- 
Counseling  and  Testing : 

Assoc  dean 

Counselor  &  test  officer  (AY) 

Test  officer   (AY) 

Psychometrist    

Inter  steno 

Totals,  Counseling  and  Testing. 

Activities  and  Housing : 

Assoc  dean  

Activities  adviser   

Inter  steno 

Totals,  Activities  and  Housing. 

Foreign  Student  Program : 

Counselor    

Health  Services : 

Graduate  nurse 

Inter  typist-clerk 

Totals,  Health  Services 

Totals,   Authorized  Positions. 


SALARY  RANGE 

1 

1 

1 

$759-969 

$11,628 

$11,628 

0.3 

1 

1 

600-661 

7,932 

7,932 

1 

1 

1 

492-599 

6,824 

7,160 

1 

1 

1 

415-530 

6,035 

6,060 

0.8 

0.5 

0.5 

(1,773) 

1,863 

1,863 

4.1 


15.3 


17.8 


4.5 


4.5 


17.1 


17.1 


$31,018 

$122,627 


$34,282 
$140,623 


23.2 


23.2 


$155,685 


$210,615 


$34,643 
$143,040 


1 

0.9 

1 
1 
1 

1 

1 

1 
1 

1 

$1,540-1,873 

505-614 
446-543 
415-530 

$22,476 

11,904 

6,060 

5,100 

$22,476 

12,504 

6,360 

5,352 

1.9 

4 

4 

$25,497 

$45,540 

$46,692 

1 

1 

1 

1 

1 

1 

1 

0.5 

1.1 

1 
1 
1 
1 
1 
1 
1 
0.5 

1 

1 

1 
1 
1 
1 
1 
1 
0.5 

1 

$1,206-1,467 
821-998 
584-710 
505-614 
446-543 
41.5-530 
415-505 
377-^57 
(3,484) 

$62,668 

$17,604 
11,976 
8,316 
7,188 
5.651 
5,835 
5,330 
2,361 

3,725 

$67,986 

$17,604 
11,976 
8,520 
7,368 
5,929 
6,060 
5,599 
2,480 

3,725 

8.6 

8.5 

8.5 

$69,261 

1 
1 
0.4 

1 

1 

1 

0.5 

0.2 

2 

1 

1 

0.5 

0.2 

2 

$1,206-1,467 

644-783 
446-543 

$17,466 

10,800 

4,626 

1,546 

11,118 

$45,556 

$17,604 

10,800 

4,862 

1,622 

11,670 

3.4 

4.7 

4.7 

$30,759 

$46,558 

0.9 
1 

1 
1 
1.5 

1 
1 
1.5 

$1,206-1,467 
644-783 
446-543 

$15,082 

7,728 
8,724 

$31,534 

$15,844 
8,112 
9,165 

1.9 

3.5 

3.5 

$20,494 

$33,121 

0.4 

0.5 

0.5 

$4,432 

$5,648 

$5,929 

1 
0.6 

1 
1 

1 
1 

$660-764 
41.5-530 

$8,844 
5,507 

$14,351 

$9,168 
5,785 

1.6 

2 

2 

$11,835 

$14,953 

$216,514 


PLANT  OPERATION 

Administration : 

Chief  I 111             $863-1,048                $12,576 

Chief  engineer  I 111                  801-927                  10,524 

Clerical  asst  III -              1              1                  492-599                    5,904 

Inter  steno 1              -             -                  446-543 

Totals,  Administration 3^         3              3                   $26,212                $29,004 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education^  experience,   and  academic  rank  in   accordance  with   "Salary   Schedule   for   Instructional 
Positions — State  Colleges." 


$12,576 

11,038 

6,204 


$29,818 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-88 


ESTIMATED 
I  1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

Maintenance  of  Structures : 

Electrician  I 111 

Plumber  I -  1  1 

Carpenter   I   111 

Stationary  engineer 3  4  4 

Stationary  fireman 111 

Custodian    2  2  2 

Janitor    0.5  2.5  2.5 

Temporary   help    2  3  3 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Auto  equipt  operator  I 

Groundsman 

Totals,   Maintenance   of   Grounds 

Plant  Security : 

Campus  security  off 

Watchman 

Totals,  Plant  Security 

Totals,  Authorized  Positions 26.9 


SAl.\RT  RANGE 
$728-801 
728-801 
692-764 
692-801 
628-692 
435-530 
415-505 
(10,514) 


$9,612 

8,736 

9,168 

35,856 

7,792 

11,857 

12,750 

21,564 


35.5 


35.5 


0.5 
0.5 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr  clerk 

Inter  typist-clerk 0.4 

Totals,  Business  Management 

Student  Services : 

Counselor    

Inter  steno 

Inter  typist-clerk 

Totals,  Student  Services 

Off-Campus  Work-Study : 

Temporary  help 

Totalis,  Authorized  Positions  __  1.3  2.6 


0.5 
0.5 


$180,542 


$492-599 
415-530 


$262,725 


$2,952 
2,698 


2.6 


$S,473 


YEAR-ROUND   OPERATION 

Instruction  : 
Instructional : 
Administration : 

Department  chairman  (AY)  __  -  0.6  0.6  t  $5,268 

Technical  and  Clerical : 

Equipment  technician  I -  1  1  $644-783  $6,440 

Inter  steno -  1  1  446-^43  4,552 

Totals,   Technical   and   Clerical  -  2  2  -  $10,992 

Totals,  Instruction -  2.6  2.6  -  $16,260 

Student  Services : 
Admissions  and  Records : 

Sr  clerk -  0.5  0.5  $492-599  $2,952 

Totals,  Authorized  Positions  __  -  3.1  3.1  -  $19,212 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined   by  education,   experience,   and  academic  rank   in  accordaBCe  with   ' 
Positions — State  Colleges." 


$9,612 
9,168 
9,168 

37,165 

8,176 
12,270 
13.380 
21.564 


10.5 

15.5 

15.0 

$70,437 

$117,335 

$120,503 

1 
1 

7.7 

1 

1 

12 

1 

1 

12 

$614-746 
584-644 
505-584 

$8,146 

7,728 

77,572 

$93,446 

$8,556 

7,728 

81,440 

9.7 

14 

14 

$62,052 

$97,724 

0.9 

2.8 

2 

1 

2 

i 

$644-783 
435-530 

$16,800 
6,140 

$22,940 

$17,638 
6,448 

3.7 

3 

3 

$21,841 

$24,086 

$272,131 


$3,102 
2,834 


0.4 

1 

1 

$2,540 

$5,650 

$5,936 

0.4 
0.5 

0.5 
0.5 
0.5 

0.5 
0.5 
0.5 

$446-543 
415-530 

$5,648 
3,258 
2,550 

$5,929 
3,258 
2,676 

0.9 

1.5 

1.5 

$5,933 

$11,456 

$11,863 

- 

0.1 

0.1 

(-) 

$108 

$108 

,214  $17,907 


3,428 


$8,048 
5,720 

$13,768 

$20,196 


$3,102 
$23,298 

Salary   Schedule  for  Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(nlltJ)      l»uih.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


REIMBURSED  ACTIVITIES 

Summer  Session  :  SALARY  RANGE 

Instructional  faculty  (AY) 3.2  5  5  t              $40,685                $53,570 

Instructional  faculty 0.2  0.3  0.3  t                  4,741                    4,741 

Sr  steno    0.5  0.5  0.5  $505-614                    3,336                    3,504 

Temporary  help 0.8  0.5  0.5  (4,168)                  2,952                    2,952 

Student  asst 0.8  0.1  0.1  (2,681)                     425                       425 

Totals,  Summer  Session 5.5  6.4  6.4  $46,434               $52,139               $65,192 

Auxiliarv  Organizations : 

Temporary  help 1.5  1.6  1.6  $14,541                $15,034                $15,034 

Special  Projects : 

Temporary  help -  0.2  0.2  (-)                $1,000                  $1,000 

Music  studio  faculty 0.1  0.2  0.2  ($450)                     750                       750 

Totals,  Special  Projects 0.1  0.4  0.4  $450                  $1,750                  $1,750 

Extension :  a 

Coordinator  Educational  Service 

and  Summer  Session 0.2  -  -  t                         —                          - 

Sr  account  clerk 0.5  -  -  $492-599 

Sr  steno    0.5  -  -  505-614 

Instructional  faculty   4.5  —  -  t                         —                          ~ 

Temporary  help 0.5  -  -  (2,153) 

Student  asst 0.2  -  -  (673) 

Totals,  Extension   6.4  -  -  $57,413 

Totals,  Authorized  Positions  __  13.5  8.4  8.4  $118,838                $68,923                $81,976 

TOTALS,  AUTHORIZED  POSITIONS    "^"^^^ 

(General  Fund)    184.6  242.4  242.4  $1,675,081           $2,276,884           $2,404,477 

EXTENSION  a 

Coordinator    -  0.2  0.2  t                $3,161                  $3,161 

Sr  account  clerk -  0.5  0.5  $492-599                    3,167                    3,328 

Sr  steno    -  0.5  0.5  505-614                    3,350                    3,511 

Instructional  faculty -  4.1  4.1  f                36,498                  36,498 

Temporary  help -  0.5  0.5  -                   2,952                    2,952 

Student  asst  A -  0.2  0.2  1.50-2.73  hr                       745                       745 

Totals,  Authorized  Positions  (Ex- 
tension Program  Revenue 

Fund)    -  6  6  -               $49,873                $50,195 

PARKING  FACILITIES 

Campus  security  off 111  $644-783  $8,844  $9,285 

Temporary  help 0.2  0.4  0.4  (969)                  2,362                    2,362 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund) 1.2  1.4  1.4  $8,985                $11,206                $11,647 

GRAND  TOTALS,  AUTHORIZED         "^^^""^ 

POSITIONS  (All  funds) 185.8  249.8  249.8  $1,684,066          $2,337,963          $2,466,319 

a  Effective  July  1,  1968,  six  positions  in  the  Extension  Program,  Reimbursed  Activities,  were  transferred  to  the  State  College  Exten- 
sion Program  Revenue  Fund. 

AT  indicates  Academic  Tear  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,  and  academic  rank  in  accordance  with  "Salary  Schedule  for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filledl      (Auih.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATION 

Executive : 

President 

Vice  president — academic  affairs 

Vice  president  gen  administration 

Executive  dean 

Voc  instructor — bldg  program 

Publications  manager 

Administrative  asst  II 

Administrative  asst  I 

Secretary  I  

Sr  steno 

Inter  steno 

Student  asst  

Totals,   Executive   

Business  Management : 
Business  Manager's  Office : 

College  business  manager  III 

Administrative  asst  I 

Sr  steno 

Temporary  help 

Student  asst  

Totals.  Business  Manager's 

Office   

Accounting  Office : 

Accounting    off — state    institution 

Supvng  account  elk  II 

Accounting  technician  III 

Sr  cashier-clerk 

Sr  account  clerk 

Inter  steno 

Inter  typist-clerk 

Bookkeeping  mach  operator  I 

Inter  account  clerk 

Student  asst 

Totals,  Accounting 

Personnel : 

Assoc  personnel  analyst 

Asst  personnel  analyst 

Sr  clerk   

Inter  steno 

Inter  typist-clerk 

Student  asst 

Totals.   Personnel 

Payroll : 

Sr   clerk    

Inter   typist-clerk   

Inter  account  clerk 

Totals,  Payroll 

Purchasing : 

Business  service  officer  I 

Sr  account  clerk 

Inter  typist-clerk 

Inter  clerk 

Totals,  Purchasing 

General  Institutional  Services : 

Property  clerk  II 

Truck   driver 

Storekeeper  I  

Sr  account  clerk 

Stock    clerk    

Duplicating  mach  operator  II 

Supvng  telephone  operator  I 

Duplicating  mach  operator  II 

Inter  clerk 

t  Salary   range   determined   by   education. 
Positions — State  Colleges." 


SALARY  RANGE 

1 

$2,274-2,765 

$33,180 

$83,180 

1 

1,699-2,066 

24,792 

24,792 

0.8 

1,699-2.066 

24,792 

24,792 

1 

1,540-1,873 

20.142 

21,144 

1 

t 

21,180 

21.1S0 

0.5 

t 

16,608 

16,608 

- 

950-1.155 

11,400 

11.976 

0.2 

2 

2 

783-950 

18.792 

19,704 

0.5 

1 

1 

584-710 

7,920 

8,316 

3.5 

3 

3 

505-614 

21,576 

21,924 

2.4 

3.5 

8.5 

446-543 

20,747 

21,463 

0.4 

0.5 

0.5 

(1,520) 

1,863 

1,863 

12.3 


3.3 


17 


17 


$145,592 


$222,992 


3.8 


8.8 


$37,947 


$44,018 


3.5 


3.5 


$21,815 


$614-746 


$26,195 


$8,952 


$226,942 


1 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

1 

1 

1 

783-950 

10,104 

10,608 

1 

1 

1 

505-614 

7,368 

7,368 

_ 

0.5 

0.5 

(-) 

2,952 

2,952 

0.8 

0.3 

0.3 

(1,017) 

1,118 

1.118 

$44,522 


1 

1 

$863-1,048 

$12,576 

$12,576 

— 

1 

660-801 

7,920 

8.304 

1 

1 

614-746 

8,384 

8,808 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7,188 

0.4 

1 

446-543 

5,605 

5,881 

0.5 

0.5 

0.5 

4T 5-530 

2,955 

8,030 

1 

1 

1 

415-505 

5,935 

6,060 

3 

2.5 

2.5 

415-505 

14.453 

14,950 

0.4 

0.5 

0.5 

(1,420) 
$60,164 

1,863 

1,863 

9.3 

10.5 

10.5 

$74,067 

$75,848 

0.8 

1 

1 

$950-1.155 

$11,832 

$12,426 

1 

1 

1 

783-950 

11,400 

11,400 

1 

_ 

_ 

$492-599 

- 

- 

0.9 

1 

1 

446-543 

$5,536 

$5,812 

1.2 

0.5 

0.5 

415-530 

2,580 

2,709 

0.4 

0.5 

0.5 

(1,570) 
$36,127 

1,863 
$33,211 

1,863 

5.3 

4 

4 

$34,210 

1 

1 

$492-599 

$6,740 

$7,076 

_ 

2 

2 

415-530 

10,260 

10,770 

- 

0.5 

0.5 

415-505 

2,943 

3,080 

- 

3.5 

3.5 

- 

$19,943 

$20,876 

1 

1 

1 

$783-950 

$11,400 

$11,400 

1 

1 

1 

492-599 

6,600 

6,936 

_ 

0.5 

0.5 

415-530 

2,550 

2,676 

1 

1 

1 

415-505 

5,645 

5,935 

$26,947 


$8,952 


1 

1              1                  584-644 

7,728 

7,728 

1 

1              1                  530-644 

7,728 

7,728 

1 

1              1                  492-599 

7,188 

7,188 

3 

4              4                  480-584 

25,820 

26,758 

1 

1              1                  457-556 

6,672 

6,672 

0.5 

1              1                  457-556 

6,516 

6,672 

1 

1              1                  435-530 

5,462 

5,737 

1.5 

1.5           1.5               415-505 

9,090 

9,090 

perien 

ce,  and  academic  rank   in  accordance 

with   " 

Salary 

Schedule   for  Instructional 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Fillsd)      (ADih.j       {Aolh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


51.3 


65.2 


0.6 


GENERAL  ADMINISTRATION— 

Continued 

Business  Management — Continued 
General  Institutional  Services — 
Continued 

Telephone  opr — multiple  board 

Nonfaculty   reclassification 

Student   asst   

Totals.  General  Institutional 
Services     

Totals,  Business  Management 

Automatic  Data  Processing  Services: 

Director 

Computer  programmer  II 

Computer  operator 

EDP  supvr  I 

Keypunch  operator 

Inter   typist-clerk   

Student   asst   

Totals,  Automatic  Data  Process- 
ing Services 

Totals.  Authorized  Positions 


INSTRUCTION 

Instructional : 
Administration : 

College  : 

Coordinator,  grad  program 

School : 

Dean      

Coordinator,  elem  educ  (AT) 

Coordinator,   secnd  educ   (AY) 

Production  manager 

Production  manager  (AY) 

Department : 

Department  chairman 

Department  chairman  (AY) 

Clerical : 

Sr  steno 

Inter  steno 

Student  asst  

Totals,  Administration 

Instructional  Faculty : 

Prin   instructor    

Prin   instructor    (AY)    

Sr   instructor 

Sr  instructor   (AY)    

Inter  instructor 

Inter    instrxictor    (AY)    

Jr  instructor    (AY)    

Lecturer      

Instructor — vacation    B-10 

Sabbatical  leave  replacement 

Special  leaves  research  or  creative 

act      

Substitute  faculty 

Class    &  rank  reclassifications 

Distinguished  teaching  award 


Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  III 

Equipment  technician  II 

Supvng  clerk   II 

Stage  technician  I 

Equipment  technician  I 

Athletic  equipt  attendant  II  — 
Technical  asst  II 

AY  indicates  Academic  Year  as  defined  by  the  institution, 
t  Salary  range  determined  by  education,  experience^   and 
Positions — State  Colleges." 


SALARY  RANGE 

2.3 

2 

2 

415-505 

10,556 

11,086 

— 

_ 

- 

(4,340) 

5,212 

11,838 

0.3 

0.4 

0.4 

(1,032) 

1,490 

1,490 

13.6 

14.9 

14.9 

$84,494 

$102,414 

$110,939 

34.5 

0.3 

0.4 
2.9 
0.4 
0.5 

40.2 

1 

1 

1 

1 

3 

0.5 

0.5 

40.2 

1 

1 

1 

1 

3 

0.5 

0.5 

$240,547 

$801-973 
556-676 
644-783 
425-517 
415-530 
(1,690) 

$27,252 

$299,848 

$18,288 
9,612 
7.008 
7,728 
16.310 
2,570 
1,863 

$63,379 

$313,342 

$19,224 
10.104 
7,368 
8.112 
17,124 
2,698 
1,863 

4.5 

8 

8 

$66,493 

65.2 


$413,391 


0.6 


$586,219 


$9,022 


$606,777 


$9,482 


3.9 

4 

4 

$1,540-1,873 

85,638 

86.832 

0.5 

0.5 

0.5 

t 

6.848 

7,190 

0.3 

0.3 

0.3 

t 

4,565 

4.794 

1.6 

1.6 

1.6 

t 

33,888 

33,888 

0.4 

0.4 

0.4 

t 

8,472 

8,472 

_ 

1 

1 

t 

20,160 

21,180 

13.2 

13.5 

13.5 

t 

207,054 

215,438 

2.8 

4 

4 

505-614 

25,758 

27,044 

- 

1 

1 

446-543 

4,552 

5,720 

2.8 

2.8 

2.8 

(9,896) 
$345,728 

10,430 

10,430 

25.5 

29.7 

29.7 

$416,387 

$430,470 

3.7 

2.4 

2.4 

$1384-1,765 

$78,172 

$79,949 

40.1 

47.2 

47.2 

1,194-1,524 

787,359 

812,858 

2.7 

3.6 

3.6 

1,084-1.384 

55.449 

57,015 

6.^.9 

79.5 

79.5 

937-1.194 

1,057,334 

1,083,258 

3.9 

5.1 

5.1 

857-1,093 

62,145 

64,598 

18.1.9 

220 

220 

741-945 

2,235,645 

2,368,199 

5.7 

7 

7 

671-857 

67,364 

68,468 

12.9 

14 

14 

t 

145,624 

151,498 

- 

- 

— 

(1,935) 

5,068 

5,068 

5 

6 

6 

(48,689) 

59,990 

61,704 

1.5 

o 

2 

(15,655) 

19,711 

20,568 

0.2 

0.2 

0.2 

(1,506) 

2,057 

2,057 

- 

- 

- 

(-) 

26,780 

79,646 

- 

- 

- 

(1,500) 
$3,624,317 

1,500 
$4,604,198 

1,500 

327.5 

387 

387 

$4,856,386 

0.7 

1 

1 

$783-950 

$9,700 

$10,188 

0.6 

— 

— 

710-863 

— 

— 

1 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

644-783 

9,396 

9,396 

3.5 

4.5 

4.5 

644-783 

38,674 

40,371 

0.6 

1 

1 

50.5-614 

6,286 

6,594 

3.6 

5.5 

5.5 

505-614 

35,635 

37,408 

academic  rank  in  accordance  with   "Salary   Schedule   for  Instructional 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (inth.)      (ioth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INSTRUCTION— Continued 

Instructional — Continued 

Technical  and  Clerical — Continued 

Sr  steno 4.8  5  5 

Sr    clerk    1  2.5  2.5 

Stock  clerk 1.8  4  4 

Inter  steno 16.8  20.5  20.5 

Athletic  equipt  attendant  I 1.8  2  2 

Technical  asst  I -  1  1 

Inter  tvpist-clerk 0.9  1  1 

Inter  clerk 0.9  1  1 

Jr  steno 0.7  -  - 

Student  asst —  29.2  31.4  31.4 


Totals,   Technical  and   Clerical 

Totals,  Instructional 

Instructional  Services : 
Audio-visual : 

Audio-visual  coordinator    (AY) 

Asst  audio-visual  coordi- 
nator  (AY)    

Equipment  technician  II 

Equipment  technician  I 

Photographer   I 

Graphic   artist 

JTechnical  asst  II 

Inter  steno 

Inter    typist-clerk    

Student  asst 

Totals,   Audio-Visual   

College  Farm : 

A'oc  instructor 

Equipt  techn  II 

Head  farmer  II 

College  orchardman 

Tractor  operator-laborer 

Supvng  horse  trainer 

Auto  equipt  operator  I 

Skilled  laborer 

Mechanics  helper 

Horse  trainer 

Inter  steno 

Inter    typist-clerk 

Student  asst 

Totals,  College  Farm 

Totals,  Instructional  Services 

Totals,  Authorized 

Positions 

LIBRARY 


68.9 


82.4 


82.4 


421.9      499.1      499.1 


0.8 

1 

0.5 

1 

1 

0.6 

0.8 

0.5 

1 


1.5 

1 

1 

2 
1 

0.5 
0.9 


1.5 

1 

1 

2 

1 

0.5 

0.9 


SALARY  BANGE 
505-614 
492-599 
480-584 
446-543 
435-530 
435-530 
415-530 
415-505 
405-492 
(103,777) 

$346,800 

$4,316,845 


$710-863 
644-783 
590-728 
584-710 
505-614 
446-543 
415-530 
(3,674) 


34,046 

14,092 

22,045 

116,033 

12,720 

4,350 

5,330 

5,100 

116,965 


35,262 

16,279 

25,170 

122,830 

12,720 

5,440 

5,599 

5,352 

116,965 


$439,984 
$5,460,569 


$12,288 
10,800 

12,900 
8,736 
7,128 

12,472 
5,674 
2,610 
3,353 


$459,186 
$5,746,042 


$12,904 

10,800 

13,543 
8,736 

7,488 
13,088 
5,954 
2  742 
3!353 


8.2 

9.9 

9.9 

$60,733 

$75,961 

$78,608 

1 

1 

1 

t 

$16,474 

$16,608 

1 

1 

1 

$710-863 

9,738 

10,230 

1 

1 

1 

644-783 

8,282 

8,700 

0.7 

1 

1 

614-746 

8,952 

8,952 

1 

f> 

2 

614-746 

15,660 

16,032 

0.9 

1 

1 

5S4-710 

8,248 

8,520 

1 

1 

1 

584-644 

7,728 

7,728 

0.7 

1 

1 

584-644 

7,188 

7,548 

0.8 

1 

1 

556-614 

7,098 

7,368 

1.9 

2 

o 

530-644 

13,615 

14.303 

_ 

0.5 

0.5 

446-543 

2,745 

2,883 

0.5 

0.5 

0.5 

415-530 

2,580 

2,709 

8.2 

8.1 

8.1 

(29,249) 
$113,712 

30,173 

30,173 

18.7 

21.1 

21.1 

$138,481 
$214,442 

$141,754 

26.9 

31 

31 

$174,445 

$220,362 

448.8      530.1      530.1 


$4,491,290 


$5,675,011 


$5,966,404 


Administration  : 

College   librarian 111          $1,467-1,783  $21,396  $21,396 

Librarian   IV 2              2  2  923-1,120  25,938  26,562 

Sr    steno 0.6          1  1  505-614  6,060  6,360 

Totals,    Administration 3.6           4  4  $45,954  $53,394  $54,318 

Processing  Services : 

Librarian    III 1.9           2  2  $759-969  $21,552  $22,050 

Librarian    II 3.2          4  4  661-886  35,326  37,092 

Librarian  I 0.5           2  2  600-661  14,940  15,678 

Library  asst  II 2.9           3  3  571-692  23,104  23,825 

Library  asst  I 2              2  2  492-599  13,536  14,040 

Sr    clerk 111  492-599  5,979  6.282 

Stock  clerk 111  480-584  6,980  7,008 

Inter   clerk 10.3         11  11  415-505  60,379  62,585 

Temporary  help 7.6           7.7  7.7  (41,751)  52,760  52,760 

Student    asst 2.6           2.5  2.5  (9,125)  9,313  9.313 

Totals,  Processing  Services 33            36.2  36.2  $197,447  $243,869              $250,633 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary  range  determined  by  education,  experience,   and  academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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u 

SALARIES  AND  TV  AGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_) 

67-68  68-69  69-70 
(Fllltill      (Aoth.l       (Aulh.) 

1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY— Continued 

Public  Services : 

Librarian  III 

Librarian    II 

Library  asst  I 

Inter    clerk 

Temporary  help 

Student    asst 

Totals,   Public   Services 

Totals,  Authorized  Positions 55.4 


SALART  RANGE 

2.9 

3 

3 

?759-969 

$33,220 

$33,720 

2.4 

4 

4 

661-8S6 

36,496 

37,964 

0.9 

1 

1 

492-599 

6,516 

6,852 

7.9 

8 

8 

415-505 

42,125 

44,245 

0.2 

0.2 

0.2 

(950) 

1,370 

1,370 

4.5 

4 

4 

(15,975) 
$111,045 

14,900 
$134,627 

14,900 

18.8 

20.2 

20.2 

$139,051 

60.4 


60.4 


$354,446 


$431,890 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Counselor    

Administrative  asst  I 

Sr  steno   

Inter  steno 

Inter   typist-clerk   

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc    dean    

Admissions  officer 

Registrar   II    

Evaluation  technician  II 

Evaluation   technician  I 

Supvnft  clerk  I 

Sr   clerk    

Inter  t.vpist-clerk 

Inter  clerk 

Jr  typist-clerk 

Student  asst 

Totals,  Admissions  and  Records- 
Counseling  and  Testing : 

Assoc    dean    

Counselor   (AY)    

Counselor    

Counselor  and  test  officer 

Psychometrist    

Inter    steno    

Inter  typist-clerk 

Student  asst   

Totals,  Counseling  and  Testing  _ 

Activities  and  Housing : 

Assoc    dean    

Hoiisini;  coordinator 

Activities  adviser 

Inter    steno    

Inter   typist-clerk   

Student  asst 

Totals,  Activities  and  Housing — 

Placement : 

Placement  officer 

Placement  .<;upvr  I 

Placement  interviewer 

Inter  steno 

Inter  typist-clerk 

Student  asst  

Totals,  Placement 

Foreign  Student  Program : 

Counselor    

Counselor    (AT)    

Inter  steno 

Totals,  Foreign   Student  Program  2.9  3 

AY  indicates  Academic  Year  as  defined  by  the  institution. 
t  Salary   ran^e  determined  by  education,  experience,  and 
Positions — State  Colleges." 


$444,002 


1 

1 

1 

$1,540-1,873 

$21,756 

$22,476 

- 

1 

1 

t 

11.904 

12,504 

0.9 

1 

1 

783-950 

10.314 

10,818 

1 

1 

1 

505-614 

7.368 

7.368 

_ 

0.5 

0.5 

446-543 

2,745 

2,883 

- 

1 

1 

415-530 

5,100 

5,352 

2.9 

5.5 

5.5 

$34,421 

$59,187 

$61,401 

1 

1 

1 

$1,206-1,467 

$16,374 

$17,190 

0.9 

1 

1 

821-998 

10,314 

10,818 

1 

1 

1 

821-998 

11.592 

11,976 

0.9 

1 

1 

644-783 

9.359 

9,396 

0.1 

2 

o 

584-710 

14.016 

14.736 

1 

1 

1 

571-692 

8.176 

8.304 

3.2 

4 

4 

492-599 

26,934 

28.136 

3.4 

3.5 

3.5 

415-530 

18.926 

19,784 

4.9 

5 

5 

415-505 

28,734 

29,424 

0.2 

_ 

_ 

377-+5T 

— 

_ 

1.9 

1 

1 

(6,569) 
$129,798 

3,725 

$148,150 

3,725 

18.5 

20.5 

20.5 

$153,489 

1 

1 

1 

$1,206-1,467 

$15,524 

$16,307 

2 

3 

3 

t 

33,406 

34,594 

2 

2 

2 

t 

40,638 

41,127 

0.5 

1 

1 

t 

10,518 

11,523 

0.5 

1 

1 

644-783 

7.856 

8.248 

1 

1 

1 

446-543 

6,516 

6.516 

1.5 

2.5 

2.5 

415-530 

14,190 

14,442 

0.3 

0.3 

0.3 

(1,015) 
$91,703 

1,118 
$129,766 

1,118 

8.8 

11.8 

11.8 

$133,875 

1 

1 

1 

$1,206-1,467 

$16,914 

$17,604 

0.9 

1 

1 

t 

12,004 

12,504 

1.8 

2 

2 

644-783 

17.700 

18,113 

1 

1 

1 

446-543 

6,516 

6.516 

1.3 

1.5 

1.5 

415-530 

7,780 

8,171 

0.4 

0.4 

0.4 

(1,592) 
$55,072 

1.490 

1.490 

6.4 

6.9 

6.9 

$62,404 

$64,398 

1 

1 

1 

t 

$17,424 

$17,424 

1 

1 

1 

$644-783 

9,396 

9,396 

1.8 

2 

2 

556-676 

15,240 

15,600 

1 

1 

1 

446-543 

5.559 

5,835 

1.5 

1.5 

1.5 

415-530 

7,660 

8,0.39 

0.5 

0.5 

0.5 

(1,765) 
$54,014 

1,863 

1,863 

6.8 

7 

7 

$57,142 

$58,157 

1 

1 

1 

t 

$14,977 

$15,740 

1 

1 

1 

t 

10,456 

10,800 

0.9 

1 

1 

$446-543 

5,743 

6,029 

3  $28,121  $31,176  $32,569 

academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
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STATE  POLYTECHNIC  COLLEGE— KEUOGG-VOORHIS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FlllBd)       (Auth.)       (Aalh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
SB 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
•  83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Health  Services : 

Medical  officer  III 

Medical  officer  I — 10-month 

Medical   officer  I 

Sr  clinical  lab  technologist 

Supvng  nurse  I 

Graduate  nurse — lO-month 

Graduate  nurse 

X-ray  technician 

Sr  clerk 

Inter  steno 

Temporary  help 

Student  asst 

Totals,  Health  Services 

Totals,   Authorized   Positions- 

PLANT  OPERATION 


SALARY  RANGE 

1 

1 

1 

$1,626-1,976 

$23,712 

$23,712 

— 

0.7 

0.7 

1,475-1,708 

10,325 

10,836 

1.8 

1.8 

1.8 

1,475-1,708 

35,754 

36,696 

0.8 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

746-905 

10,356 

10,860 

- 

0.7 

0.7 

660-764 

4,620 

4,844 

1.8 

1.8 

1.8 

660-764 

16,502 

16,502 

1 

1 

1 

556-676 

8,112 

8,112 

1 

1 

1 

492-599 

7,188 

7,188 

2.8 

3 

3 

446-543 

17,979 

18,549 

- 

0.5 

0.5 

(-) 

2,952 

2,952 

0.9 

1 

1 

(3,182) 
$119,607 

3,725 

$152,085 

3,725 

12.1 

14.5 

14.5 

$154,836 

58.4        69.2 


69.2 


$512,736 


$639,910 


Totals,   Motor  Vehicle  Operation 


3.9 


$21,545 


$22,492 


$658,725 


Administration: 

Chief  III    

1 
1 
1 
0.9 

1 

1 

1 
1 
1 

1 

0.5 

1 

1 

1 
1 

1 
0.5 

1 

$1,048-1,273 
801-927 
801-927 
556-676 
492-599 
415-530 
(3,550) 

$50,239 

$728-801 
728-801 
692-764 
692-764 
692-764 
692-801 
614-746 
599-660 
584-644 
556-676 
480-584 
480-584 
435-530 
(8,393) 
(12,425) 
(79,875) 
(2,208) 

$483,215 

$676-821 
584-644 
584-644 
556-676 
530-644 
505-584 
(40,903) 

$145,790 

$746-905 
644-783 
(1,420) 

$62,885 

$676-746 
556-614 
(7,111) 

$15,276 
11,124 
10,146 

7,188 
2.550 
3,725 

$50,009 

$28,799 
19,150 
18,336 
27,324 

9,168 
37,598 

8,628 
34,970 

7,728 

7,728 
19,741 

5,910 
269,198 

2,156 
14,155 
84,930 

$15,276 
11,124 

Chief  engineer  I 

Drafting  aid  II 

Sr  clerk 

Inter  typist-clerk 

10,651 

7,188 
2,676 

Student  asst 

3,725 

Totals,    Administration    

Maintenance  of  Structures : 

Electrician  I 

Plumber  I 

5.9 
3 

9 

2 

3 

1 

4 

1 

3.4 

1 

1 

2.5 

34.2 
1.3 
3.5 

22.5 

5.5 

3 

2 

2 

3 

1 

4 

1 

4.5 

1 

1 

3 

1 
52 

0.3 

3.8 
22.8 

5.5 

3 

2 

2 

3 

1 

4 

1 

4.5 

1 

1 

3 

1 
52 

0.3 

3.8 
22.8 

$50,640 

$28,836 
19,224 

Carpenter   I    

Painter   I 
Locksmith 

Stationary  engineer 

Supvng  custodian  III 

18,336 

27,504 
9.168 

38,411 
8,952 

Building  maint  man  _ 

35,448 
7,728 

Supvng  custodian  II 

8,112 
20,359 

Stock  clerk 

Custodian   

Temporary  help 

6,210 

307,467 

2,156 

Student  asst 

14,155 

Student  asst — custodial 

Premium  overtime  pay 

84,930 

Totals,  Maintenance  of  Structures 

Maintenance  of  Grounds : 

Supvug  groundsman  II 

Auto  equipt  operator  I 

Skilled  laborer 

85.4 

1 
2 

1 
2 

9.7 
11.5 

105.4 

1 

2 

1 

1 

3 
12 
11.5 

105.4 

1 
2 

1 

1 

3 
12 
11.5 

$595,519 

$9,285 
15,456 
7,188 
7,792 
21,816 
80,811 
42,838 

$185,186 

$10,860 

55,262 

1,490 

$67,612 

$8,146 
6,896 
7,450 

$636,996 

$9,738 

15.456 

7,548 

Tree  trimmer 

Lead  groundsman 

Groundsman 

8,112 
22,128 
82.470 
42,838 

Totals,   Maintenance   of  Grounds 

Plant  Security : 

Supvng  campus  security  ofE  II 

27.2 

1 

5.9 

0.4 

31.5 

1 
6 
0.4 

31.5 

1 
6 
0.4 

$188,290 

$10,860 
55,680 

1,490 

Totals,  Plant  Security 

Motor  Vehicle  Operation : 
Auto  mechanic 
Mechanics  helper 

7.3 

1 
0.9 

2 

7.4 

1 
1 
2 

7.4 

1 
1 

2 

$68,030 

$8,556 
7,248 
7,450 

$23,254 
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STATE   POLYTECHNIC   COLLEGE — KELLOGG-VOORHiS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFillid)      (Aulh.)      lAoih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

Special  Prcieefs : 

Temporary  help 

Voorliis  Campus : 

Groundsman        

Custcxlian      

Student  asst  

Totals,  Voorhis  Campus 

Totals,  Authorized  Positions  _. 


STUDENT  FINANCIAL  AIDS 

Administration  : 

Business  Management : 

Sr  clerk     

Inter  clerk 

Totals,  Business  Management- 
Student  Services : 

Counselor    

Student  personnel  techn 

Inter  steno 

Inter  typist-clerk 

Totals,  Student  Services 

Off-Campus  Work-Study : 

Temporary  help 

Totals,   Authorized  Positions. 


2.2 

2.2 

2.2 

SALARY  RANGE 
$14,679 

$15,814 

$15,814 

3 

1 
0.6 

3 
1 
0.7 

3 

1 
0.7 

$.505-584 
435-530 
(2,288) 

$27,614 

$20,688 
6,360 
2,608 

$21,024 
6,360 
2.608 

4.6 

4.7 

4.7 

$29,656 

$29,992 

136.5 

160.7 

160.7 

$805,967 

$966,288 

$1,013,016 

1 

1 
0.5 

1 
0.5 

$492-599 
415-505 

$6,412 
2,550 

$8,962 

$6,740 
2,676 

1 

1.5 

1.5 

$5,580 

$9,416 

1 

0.4 

0.9 

1 

0.5 
1 
0.5 

1 

0.5 
1 
0.5 

$584-710 
446-543 
415-530 

$11,250 
3.654 
5,559 
2,550 

$23,013 

$11,810 
3,834 
5,835 
2,676 

2.3 

3 

3 

$17,510 

$24,155 

- 

1.4 

1.4 

$8,265 

$8,265 

3.3 


5.9 


5.9 


$23,090 


$40,240 


$41,836 


YEAR-ROUND  OPERATION 

General  Administration : 
Business  Management: 
Business  Manager's  Office : 
Temporary   help   -  0.8  0.8  -  $4,723  $4,723 

Accounting: 

Inter  account  clerk 111  $415-505  5,484  5,760 

Temporary   help    -  0.5  0.5  (-)  2,952  2,952 

Student  asst 0.3  0.3  0.3  (1,065)  1,118  1,118 

Totals,  Accounting 1.3  1.8  1.8  $5,805  $9,554  $9,830 

Personnel : 

Sr   clerk   0.2  1  1  $492-599  $5,954  $6,256 

Inter  typist-clerk 0.6  1  1  415-530  5,100  5,352 

Totals,  Personnel 0.8  2  2  $4,024  $11,054  $11,608 

General  Institutional  Services : 

Temporary  help -  1  1  -  $5,904  $5,904 

Totals,  Business  Management  2.1  5^6  5S'  $9,829  $31,235  $32,065 

Totals,    General   Administra- 
tion      2.1  5.6  5.6  $9,829  $31,235  $32,065 

Instruction : 
Instructional: 
Administration : 

Dean    0.3  0.3  0.3       $1,540-1,873  $6,744  $6,744 

Department  chairman  (AT)  __  0.8  2.8  2.8  t  30.426  35,367 

Coordinator   (AY)    0.4  0.4  0.4  t  4,732  4,969 

Production  manager  (AT) 0.4  0.4  0.4  t  6.460  6,783 

Curriculum   supvr    (AT)    0.7  0.7  0.7  t  7,802  8,192 

Inter  steno -  0.4  0.4  446-543  2,224  2,334 

Jr  steno   0.2  -  -  -  -  - 

Totals,    Administration 2.8  5  5  $36,532  $58,388  $64,389 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined   by  education,   experience,   and  academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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STATE  POLYTECHNIC  COLLEGE — KELLOGG-VOORH IS— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       lAclh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION— 

Continued 

Instruction — Continned 
Instructional — Continued 
Instructional  Faculty : 

Prin  instructor 0.2  0.2 

Prin  instructor  (AY) 2.9  4.2 

Sr   instructor   II 0.2  0.2 

Sr  instructor   (AX)   8.3  28.9 

Inter  instructor 12.1  18.1 

Jr  instructor 0.8  1.2 

Totals,  Instructional  Faculty         24.5         52.8 

Technical  and  Clerical : 

Equipment  techn  II -  1 

Equipment  techn  I —  2 

Technical  asst  II -  3 

Inter  stenj 3  10 

Athletic  equipt  attendant  I -  1 

Temporary  help 2.5  2.6 

Student  asst 0.4  0.5 

Totals,  Technical  and 

Clerical   5.9         20.1 

Totals,  Instructional 33.2         77.9 

Instructional  Services : 
Audio-visual : 

Audio- visual  coordinator   (AT) 
Student  asst 

Totals,   Audio-Visual 

Computer : 

Student  assistant 

Totals,  Instructional 

Services 

Totals,  Instruction S4.3         79 

Student  Services : 
Deans  Office : 

Temporary  help —  1 

Admissions  and  Records : 

Inter  steno -  2 

Inter  clerk 2  3 

Temporary  help -  2 

Totals,  Admissions  and  Records  2  7 

Counseling  and  Testing: 

Counselor   (AY)    0.1  0.2 

Counselor    -  0.3 

Totals,  Counseling  and  Testing  0.1  0.5 

Activities  and  Housing : 

Student  asst 0.5  0.5 

Health  Services : 

Medical  officer  I 0.2  0.2 

Graduate  nurse 0.2  0.2 

Inter  clerk 0.3  0.5 

Totals,  Health  Services 0.7  0.9 

Totals,  Student  Services 3.3  9.9 

AY  indicates  Academic  Year  as  defined  by  the  institution, 
t  Salary   range  determined  by  education,   experience,   and 
Positions — State  Colleges." 


SALARY  RANGE 

0.2 

$1,384-1,765 

$2,743 

$2,884 

4.2 

1,194-1,524 

73,923 

77,583 

0.2 

1,084-1,384 

2.255 

2.371 

28.9 

937-1.194 

262.635 

386.025 

18.1 

857-1,093 

195.480 

205.254 

1.2 

777-992 

11,765 

12,341 

52.S 

$287,431 

$548,801 

$686,458 

1 

$710-863 

$710 

$8,556 

644-783 

8,372 

15,872 

3 

505-614 

12,925 

19.117 

10 

446-543 

41,774 

58.684 

1 

435-530 

5,352 

5,622 

2.6 

(13.4S2) 

15,350 

15,350 

0.5 

(1,422) 

1,863 

1,863 

20,1 


77.0 


0.4 

0.5 

0.4 

0.5 

0.4 
0.5 

0.9 

0.2 

0.9 

0.2 

0.9 
0.2 

1.1 

1.1 

1.1 

79 


0.2 
0.3 


0.5 


0.5 


0.9 


9.9 


$31,167 
$355,130 


$86,346 
$693,535 


($1,775) 


$6,247 


$710 


$6,957 


$362,087 


$446-543 
415-505 
(-) 


$9,876 


,'f752 


$1,773 


$701,191 


$5,904 


$10,188 
15,776 

11,808 

$37,772 


$2,057 
3,085 

$5,142 


$1,863 


$6,568 


$8,270 


$18,969 


$58,951 


$125,064 
$875,911 


$5,048 
1,863 

$5,300 
1,863 

$6,911 

$745 

$7,163 

$745 

$7,656 

$7,908 

$883,819 


$5,904 


$10,740 
16,570 

11,808 

$39,118 


$2,160 
8,240 

$5,400 
$1,863 


0.2 

$1,475-1,708 

$3,856 

$4,050 

0.2 

660-764 

1,834 

1,834 

0.5 

415-505 

2,580 

2,709 

$8,593 


$60,878 


I 


academic  rank   in  accordance  with   "Salary   Schedule   for  Instructional 
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STATE   POLYTECHNIC   COLLEGE — KELLOGG-VOORHIS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)       (Aulh.)       (tarh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION— 
Continued 

Plant  Operation : 

Maintenance  of  Structures : 

Custodian    

Plant  Security : 

Campus  security  oflBcer 

Totals,  Plant  Operation 

Totals,  Authorized  Positions 


- 

1 

1 

SAL.A,RY  RANGE 

$5,352 

$5,622 

0.4 

0.5 

0.5 

$3,301 

$3,301 

$4,073 

$9,425 

$4,278 

0.4 

1.5 

1.5 

$9,900 

40.1 


96 


96 


$394,186 


$800,802 


$986,662 


REIMBURSED  ACTIVITIES 

Auxiliary  Organizations : 

Voc  instructor 111  t  $19,224  $20,160 

Building  maint  man 2.2           2.5           2.5  $599-660  18,903  19,512 

Custodian    0.7           2              2  435-530  10,770  11,313 

Inter    tvpist-clerk 111  415-530  6,060  6,060 

Inter   clerk 0.5           0.5           0.5  415-505  2,955  3,030 

Totals,   Auxiliary   Organizations-  5.4           7              7  $44,021  $57,972  $60,075 

Special  Projects : 

Chief  of   party 0.3           11  t  $18,944  $19,902 

Sr   instructor 2.9           4              4  t  74,156  76,072 

Inter  instructor 13.^  t  37,998  39,264 

Inter  steno -              0.5           0.5  $446-543  2,745  2,883 

Temporary  help  (consultants) -              0.6           0.6  (-)  7,805  7,805 

Student    asst 0.2           0.6           0.6  (801)  2,235  2,235 

Totals,  Special  Projects 4.4           9.7           9.7  $67,774  $143,883  $148,161 

Totals,  Authorized  Positions  _.  9.8         16.7         16.7  $111,795  $201,855  $208,236 

TOTALS,  AUTHORIZED  POSITIONS 

(General    Fund) 803.6    1,004.2    1,004.2  $7,106,901  $9,342,215  $9,925,658 

HOUSING   FACILITIES 

Housing   manager  I 111  $710-950  $8,952  $9,396 

Building  maint  man 111  599-660  7,920  7,920 

Supvng   custodian  II 111  556-676  8,112  8,112 

Head   resident   I 0.8           1              1  505-614  6,310  6,620 

Head  resident  I  (10  months) 2.6           3              3  505-614  18,420  18,420 

Groundsman    1.6           2              2  505-584  12,928  13,568 

Custodian    2.8           3              3  435-530  19,080  19,080 

Inter  typist-clerk  A 0.7           1              1  415-580  5.200  5,462 

Student  asst  A 7.5           7.5           7.5  1.50-2.73  hr  27.938  27,938 

Student  asst  B 16            16            16  0-1,184  yr  18,944  18,944 

Totals,  Authorized  Positions   (Dor- 
mitory Revenue  Fund) 35            36.5         36.5  $116,428  $133,804  $135,460 

PARKING   FACILITIES 

Campus  security  off 2.6          3             3  $644-783  $26,938  $27,348 

Sr    clerk -             1              1  492-599  5,904  6,204 

Inter   clerk 111  415-505  5,645  5,935 

Temporary  help 0.1           0.3           0.3  (616)  1,771  1.771 

Student  asst 1.6           2.5           2.5  (6,054)  9,313  9,313 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund) 5.3           7.8           7.8  $36,180  $49,571  $50,571 

GRAND      TOTALS,      AUTHORIZED 

POSITIONS   (All  Funds) 843.9    1,048.5   1,048.5  $7,259,509  $9,525,590         $10,111,689 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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HIGHER  EDUCATION 


STATE   POLYTECHNIC   COLLEGE — SAN   LUIS  OBISPO 

tlj 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
I9G8-69 

PROPOSED 
1969-70 

67-68  68-69  69-70 
(Filledj      (Autb.l       (Aoth.) 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


GENERAL  ADMINISTRATION 

Executive : 

President 1 

Vice  president — acadenaic  affairs 1 

Vice   president — administrative 1 

Executive  dean — 

Voe  instructor — building  program 1 

Publications  manager  (AY) 1 

Administrative  asst  I — 

Administrative  secretary 1 

Sr  steno 3 

Inter  steno 1.4 

Clerical  asst  II 0.1 

Temporary  help 0.2 

Student  asst - 

Totals,   Executive   10.7 

Business  Management : 
Business  Manager's  OflBce: 

College  business  manager  III 1 

Administrative  asst  I 0.3 

Sr  steno   1 

Inter  typist-clerk - 

Totals,  Business  Manager's 

Office   2.3 

Accounting  Office : 

Accounting  officer  III 1 

Accounting  technician  III 1 

Sr  clerk - 

Sr  account  clerk 1 

Accounting  technician  II - 

Bookkeeping  mach  operator  IX 1 

Clerical  asst  II 1 

Inter  account  clerk 4 

Temporary  help 0.6 

Student  asst 0.7 

Totals,  Accounting 10.3 

Personnel : 

Assoc  personnel  analyst 1 

Asst  personnel  analyst 0.2 

Sr  clerk - 

Clerical  asst  II 0.7 

Temporary  help 0.6 

Student  asst 0.2 

Totals,  Personnel 2.7 

Payroll  Services : 

Payroll  and  personnel  trans  elk  II  0.8 

Payroll  and  personnel  trans  elk  I  2.2 

Intermediate  account  clerk - 

Temporary  help 0.6 

Student  assistant 0.2 


Totals.  Payroll  Services 

Purchasing  : 

Business  service  officer  I  _. 

Sr  clerk 

Clerical  asst  II 

Inter  account  clerk 

Temporary  help 

Student  asst  


3.S 


1 
1.3 

1 
1 

0.3 


SALARY  EANGE 

1 

1 

$2,274-2,765 

$31,596 

$33,180 

1 

1 

1,699-2,066 

24,792 

24,792 

1 

1 

1,699-2,066 

24,792 

24,792 

1 

1 

1,540-1,873 

18,480 

19,404 

1 

1 

t 

21.180 

21,180 

1 

1 

t 

10,800 

10,800 

3 

3 

783-950 

2S.18S 

29.556 

1 

1 

599-728 

7,984 

8,370 

3 

3 

505-614 

21,688 

22,044 

1.5 

1.5 

446-543 

8,235 

8,649 

2.5 

2.5 

415-543 

14,329 

15,050 

- 

- 

(1,198) 

- 

_ 

- 

- 

(155) 

- 

— 

17 


1 
1 
1 
0.2 


3.2 


1 

1 

0.5 

1.5 

1 

1 

1 

4.2 


12.2 


1 

2.5 
1 
0.3 


4.8 


1 
1 
1 
1 
0.3 


Totals.  Purchasing 4.6           4.3 

General  Institutional  Services : 

Property  clerk  II 1              1 

Duplicating  mach  supvr  I 1              1 

Storekeeper  I 1              1 

Stock  clerk 4              4 

Duplicating  mach  operator  II 1.4           2 

Clerical  asst  II 3.9           5 

Telephone  operator 1.8           1.9 

AT  indicates  Academic  Tear  as  defined  by  the  institution, 

t  Salary  range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


17 


1 
1 
1 
0.2 


3.2 


1 

1 

0.5 

1.5 

1 

1 

1 

42, 


12.2 


1 
2.5 

1 
0.3 


4.8 


1 
1 
1 
1 
0.3 


4.3 


1 
1 
1 
4 
2 
5 
1.9 


$138,794 


$1,540-1,873 
783-950 
505-614 
415-530 


$29,925 


$950-1,155 
614-746 
492-599 
492-599 
492-599 
457-556 
415-543 
415-505 
(3,561) 
(2,532) 

.$62,972 


$950-1.155 

783-950 

492-599 

415-543 

(3,494) 

(879) 

$21,021 


$492-599 
415-505 
415-505 
(3,493) 
(879) 

$20,287 


$783-950 

492-599 

415-543 

415-505 

(-) 

(889) 

$28,411 


$614-746 
530-644 
530-644 
480-584 
457-556 
415-543 
415-505 


$212,064 


$22,476 
9,396 
7,368 
1,020 


$40,260 


$13,860 
7,856 
2,952 

10,140 
5.904 
6,110 
5,140 

21,920 

3,725 

$77,607 


$12,784 

10.440 

5,904 

5,559 


$34,687 


$7,188 

14,427 

5,100 

1,771 


$28,486 


$10,692 
6,796 
5,308 
6,060 
1,771 


$30,627 


$8,952 
7,668 
7,728 
27,920 
11,870 
28.118 
10,837 


$217,823 


$22,476 
9,852 
7.368 
1,070 


$40,766 


$13,860 
8,248 
3,102 

10,290 
6,204 
6.412 
5,396 

23,021 

3,725 

$80,258 


$13,420 

10,950 

6,204 

5,835 


$36,409 


$7,188 

14,856 

5,352 

1,771 


$29,167 


$11,220 
7,132 
5.576 
6.060 
1,771 


$31,759 


$8,952 
7,728 
7,728 
28.032 
12,471 
29,212 
11.078 


academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Fiilid)      (Auih.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ADMINISTRATrON— Continued 

Business  MannRement — Continued 
General  Institutional  Services — 
Continued 

Duplicating    maeli  operator 2.5  3  3 

Nonfacultj'    reclassification _  _  _ 

Temporary  help 0.9  -  - 

Student  asst 1.3  2.7  2.7 

Premium  overtime  pay _  _  _ 

Totals,  General  Institutional 

Services     18.8  21.6  21.6 

Totals,  Business  Manage- 
ment      42.5  50.1  50.1 

Automatic  Data  Processing  Services: 

Director  of  institutional  studies 0.5  1  1 

Computer  programmer  II    0.7  1  1 

Computer  programmer  I -  0.5  0.5 

EDP    supvr  I   111 

Equipment  technician  I -  0.5  0.5 

Computer  operator -  1  1 

Sr  tabulating  mach  operator 111 

Tabulating  mach   operator 1.1  2  2 

Keypunch  operator 1.1  2  2 

Clerical  asst  II 0.3  2  2 

Temporary    help    _  _  _ 

Student  asst 0.4  -  - 

Totals,  Automatic  Data  Process- 
ing  Services 6.1  12  12 

Totals,  Authorized  Positions  __  59.3  79.1  79.1 
INSTRUCTION 


SALARY  BANGE 

395-480 

15,900 

16,398 

(1,109) 
(4,779) 

5,537 

12,576 

- 

- 

(4,455) 

10,058 

10,058 

(163) 

- 

- 

$113,597 


.$276,213 


$134,588 


$346,255 


$144,233 


$3G2,.592 


t 

$15,672 

$16,457 

$801-973 

9,612 

10,104 

660-801 

3,960 

4,152 

644-783 

8,418 

8,844 

644-783 

3,864 

4.056 

556-676 

6,672 

7.008 

530-644 

6,672 

7,008 

480-584 

11,970 

12,570 

425-517 

10,494 

11,026 

415-543 

10,762 

11,262 

(138) 

- 

- 

(1,280) 

- 

- 

$43,969 

$88,096 

$92,487 

$458,976 


$646,415 


$672,902 


Instructional : 
Administration : 
College : 

Coordinator,  grad  program 111  f  $14,212 

School : 

Dean    4.5  5  5          $1,540-1,873  112,200 

Coordinator,  elem  edue  (AT)__  0.3  0.3  0.3  f                  4.264 

Coordinator,  sec  edue  (AY)  __  0.3  0.3  0.3  t                  4,703 

Production  manager 2.6  2.6  2.6  ■{•                48,960 

Production  manager  (AY) 0.9  0.9  0.9  t                12,895 

Curriculum  supervisor 3  3  3  t                62,022 

Curriculum  evaluator 0.5  0.5  0.5  t                10,590 

Department : 

Department  chairman   4.6  4.6  4.6  t                86,161 

Department  chairman    (AY)__  14.2  14.2  14.2  t              227,305 
Clerical : 

Sr  steno 4  4  4  505-614                  29,472 

Inter  steno 6.4  0.6  0.6  446-543                    3,294 

Clerical  asst  II -  6.4  6.4  415-543                  36,192 

Totals,  Administration 42.3  43.4  43.4  $527,973              $652,270 

Instructional  Faculty: 

Priu   instructor   20.5  24  24           $1,384-1,765  $410.4.32 

Prin  instructor   (AY)    44.7  70.4  70.4  1,194-1.524             1.247.289 

Sr  instructor   (AY)    100.6  115.3  115.3  937-1,194             1,537,311 

Inter  instructor   (AY)     228.4  251  251  741-945             2,531,8.89 

Jr  instructor   (AY)    2.6  3  3  671-857                  27,876 

Asst   fAY)   1.7  2  2  581-640                  14,766 

Instructor — vacations 0.6  -  -  (5,549)                         - 

Lecturer    0.4  1  1  t                17,784 

Lecturer    (AY)    66.2  70.4  70.4  -               726,056 

Sabbatical  leave  replacement 7.3  12  12  (134,411)              153,024 

Special  leaves — research  or 
creative  act 1.4  3  3  (13,791)                29,995 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for   Instructional 
Positions — State  Colleges." 


$16,683 

112,380 

5.005 
4,942 
49,777 
12,895 
62,484 
10,590 

89.180 
236.128 

29,472 

3.460 

.37,653 

$670,649 


$419,225 
1,266.4.53 
1,. 577.01 9 
2.697,242 
2S.780 
15,180 

18.678 
799,617 
123,408 

29,995 
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1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


saijAeies  and  wages 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


INSTRUCTION— Continued 

Instructional — Continued 

Instructional  Faculty — Continued 

Part-time  instructor 

Substitute  instructor 

Class  and  rank  reclassifications 

Distinguislied  teaching  award 

Terminal  pay 

Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  III 

Equipment  technician  II 

Supvng   clerlv   II 

Stage  technician   I 

Equipment  technician  I 

Technical  asst  II 

Sr   steno 

Sr  clerk 

Inter  steno 

Clerical  asst  II 

Athletic  equipt  attendant  I 

Technical  asst  I 

Inter  account  clerk   

Clerical  asst  I 

Temporary  help 

Student  asst 

Totals,  Technical  and  Clerical  _ 

Totals,   Instructional 

Instructional  Services : 
Audio-Visual : 

Audio-visual  coordinator   (AY)   _ 

Audio-visual  coordinator 

Equipment  technician  II 

Equipment  technician  I 

Photographer  I 

Graphic  artist 

Inter  steno 

Technical  asst  I 

Inter  typist-clerk 

Temporary  help 

Student  asst  

Totals,  Audio- Visual 

College  Farm : 

Dairyman   

Blacksmith   

Head  farmer  II 

Tractor  operator-laborer 

Student  asst — general    

Student  asst — instruction 

Totals,  College  Farm 

Totals,  Instructional  Services 

Totals,  Authorized 

Positions 


LIBRARY 

Administration : 

College  librarian   1              1 

Librarian  IV   2              2 

Clerical  asst  II 1              1 

Totals,  Administration 4              4 

AX  indicates  Academic  Year  as  defined  by  the  institution, 

t  Salary  range  determined  by  education,  experience,   and 
Positions — State  Colleges." 


$1,467-1,783 

923-1,120 

415-.'i43 

$46,368 


$20,224 

24.694 

6.516 

$51,434 


PROPOSED 
1969-70 


SALARY  RANGE 

3.8 

_ 

_ 

(35,876) 

_ 

_ 

0.5 

0.2 

0.2 

(4,340) 

2.630 

2,630 

- 

- 

- 

(40,220) 

30,315 

95,949 

- 

- 

— 

(1,500) 

2,000 

2,000 

- 

- 

- 

(1,043) 
$5,515,289 

- 

- 

478.7 

552.3 

552.3 

$6,731,317 

$7,076,176 

1 

1 

1 

$783-950 

$11,400 

$11,400 

3.9 

6.5 

6.5 

710-863 

60,233 

62,598 

0.9 

0.9 

0.9 

660-801 

8,219 

8,618 

1.5 

1.5 

1.5 

644-783 

13,420 

13,622 

5.9 

11 

11 

644-783 

89,660 

93,676 

2.5 

2 

2 

505-614 

13,624 

14,316 

0.9 

3 

3 

505-614 

19,308 

20.088 

2.7 

2.7 

492-599 

15,941 

16.751 

23.7 

1.7 

1.7 

446-543 

9,303 

9.802 

7.1 

36 

86 

415-543 

212,093 

220.302 

2.8 

3 

3 

435-530 

17,471 

18,280 

2.5 

2 

o 

435-530 

11,336 

11.920 

1 

1 

1 

415-505 

5,668 

5,960 

0.6 

1.5 

1.5 

377-492 

7,292 

7,654 

4.3 

_ 

_ 

(23,825) 

_ 

_ 

42.9 

44.3 

44.3 

(1.52.430) 

165,018 

165,018 

101.5 

llS.l 

118.1 

$500,898 
$6,544,160 

$659,986 

$680,005 

622.5 

713.8 

713.8 

$8,043,573 

$8,426,830 

1.8 

1.8 

1.8 

t 

$28,158 

$28,843 

1 

1 

1 

t 

15,804 

16.608 

1.8 

1 

1 

$710-863 

10.356 

10,356 

1.2 

2 

O 

644-783 

16,044 

16,848 

1 

1 

1 

599-728 

8,736 

8,736 

0.5 

0.5 

0.5 

584-710 

4,209 

4,260 

1 

1 

1 

446-543 

6,516 

6,516 

1.6 

2 

2 

435-530 

11.063 

11.626 

1 

1 

1 

415-530 

6,060 

6,060 

_ 

0.2 

0.2 

(-) 

1,181 

1,181 

4.1 

3.3 

3.3 

(14,418) 
$111,687 

12,293 

12,293 

15 

14.8 

14.8 

$120,420 

$123,327 

0.5 

0.5 

0.5 

$676-821 

$4,260 

$4,476 

1 

1 

1 

6T6-746 

8,952 

8.952 

1 

1 

1 

644-783 

9,396 

9,396 

3.9 

4 

4 

614-746 

31.564 

32.256 

10.4 

12.1 

12.1 

(36,773) 

45,073 

45,073 

7.5 

7.4 

7.4 

26,526 

27,565 
$126,810 

27,565 

24.3 

26 

26 

$113,040 

$127,718 

39.3 

40.S 

40.8 

$224,727 

$247,230 
$8,290,803 

$251,045 

eei.s 

754.6 

754.6 

$6,768,887 

$8,677,875 

$21,228 

25.928 

6,516 

$53,672 


academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
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u 

SALARIES  AND  WAGES 

NO.  OPPOSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-I 

67-68  68-69  69-70 
(Filled)       (Auth.l        (Anth.l 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LIBRARY— Continued 

Processing  Services : 

Lilirarian  III 

Librarian  II 

Librarian  I 

Sr  clerk 

Inter  clerk    

Clerical  asst  II 

Inter  account  clerk 

Book  repairer 

Temporary  help 

Student  asst  

Totals,  Processing  Services 

Public  Services : 

Librarian  III 

Librarian  II 

Library  asst  II 

Library  asst  I 

Inter  typist-clerk 

Clerical  asst  II 

Temporary  help 

Student  asst 

Totals,  Public  Services 

Totals,   Authorized  Positions 62.4 


SAL.VRY  RANGE 

3.5 

4 

4 

$759-969 

$43,806 

$44,688 

3.2 

6 

6 

661-886 

53,976 

56,283 

- 

1 

1 

600-661 

7,380 

7,746 

2 

2 

2 

492-599 

14,152 

14,376 

1.9 

1 

1 

415-505 

5.622 

5,910 

9 

9 

9 

415-5-13 

51.035 

52,581 

0.9 

1 

1 

415-505 

6,060 

6.060 

0.6 

1 

1 

395-480 

4,860 

5.100 

3.9 

18.1 

18.1 

(21,635) 
(27,083) 

$189,492 

124.021 

124,021 

7.6 

5 

5 

18,625 
$329,537 

18,625 

32.6 

48.1 

48.1 

$385,390 

2.3 

3 

3 

$759-969 

$31,428 

$32,420 

6.3 

6 

6 

661-886 

55,927 

58,179 

2 

2 

2 

571-692 

16,128 

16.512 

2.8 

3 

3 

492-599 

20,736 

21,060 

3.6 

2 

2 

415-530 

10,200 

10.704 

1.2 

4 

4 

415-543 

22.184 

23.000 

0.1 

1.6 

1.6 

(512) 

10,963 

10.963 

7.5 

7.3 

7.3 

(26,739) 

$162,849 

27,913 
$195,479 

27,913 

25.8 

28.9 

28.9 

$200,751 

81 


81 


$398,709 


$576,450 


$589,813 


STUDENT  SERVICES 

Dean's  Office : 

Dean    

Coun.selor    

Administrative  asst  I 

Sr  steno    

Inter  typist-clerk 

Totals,  Dean's  Office 

Admissions  and  Records : 

Assoc  dean 

Admissions  officer    

Registrar  II 

Evaluation  technician  I 

Student  personnel  technician 

Supvng  clerk  I 

Sr   clerk   

Clerical  asst  II 

Temporary  help 

Student  asst  

Totals,  Admissions  and  Records 

Counseling  and  Testing : 

Assoc  dean 

Counselor   (AX)    

Coun.selor    

Test  officer  (AY) 

Psychometrist    

Inter  steno 

Clerical  asst  II 

Inter  t.ypist-clerk 

Temporary  help 

Student  asst  

Totals,  Counseling  and  Testing 

Activities  and  Housing : 

Assoc  dean 

Housing  coordinator 

Activities   adviser   

Inter  steno 

Clerical  asst  II 

Inter  typist-clerk 

Student  asst 

Totals,  Activities  and  Housing 

AY  indicates  Academic  Year  as  defined  by  the  institution, 
t  Salary   range  determined  by  education, 
Positions — State  Colleges." 


1 

1 

1 

$1,540-1,873 

$22,476 

$22,476 

— 

1 

1 

t 

10,800 

11.340 

0.9 

1 

1 

783-950 

9,814 

10,314 

1 

1 

1 

505-614 

7,098 

7,368 

- 

1.5 

1.5 

415-530 

7,650 

$57,838 

8,028 
$59,526 

2.9 

5.5 

5.5 

$35,616 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

0.9 

1 

1 

821-998 

10,272 

10,776 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

584-710 

8,520 

8,520 

0.3 

_ 

— 

571-692 

— 

— 

0.9 

1 

1 

571-692 

7,478 

7,856 

2.4 

3.4 

3.4 

492-599 

22,726 

23,907 

16.2 

13.5 

13.5 

415-543 

76,068 

79,470 

0.1 

_ 

- 

(503) 

- 

— 

2.3 

2 

2 

(8,220) 
$162,726 

7,450 
$162,094 

7,450 
$167,559 

26.1 

23.9 

23.9 

0.6 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

4.7 

4.2 

4.2 

t 

50,072 

52,562 

2.7 

3 

3 

t 

40,132 

40,794 

1 

1 

1 

t 

10,800 

lO.SOO 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

446-543 

5,490 

5,766 

_ 

1.5 

1.5 

415-.543 

9,066 

9,192 

0.8 

2 

2 

41.5-530 

10,200 

10,704 

_ 

0.1 

0.1 

(-) 

590 

590 

0.4 

0.4 

0.4 

(1,396) 

$130,795 

1,490 

$154,840 

1,490 

$158,898 

12.2 

15.2 

15.2 

1 

1 

1 

$1,206-1,467 

$17,604 

$17,604 

0.9 

1 

1 

t 

15,036 

15.804 

o 

2 

2 

644-783 

16,566 

17,402 

1 

_ 

„ 

446-543 

— 

— 

3 

3 

41.5-543 

17,776 

18,038 

1.6 

41.5-530 

- 

- 

0.3 

0.3 

0.3 

(1,058) 
$59,503 

1,118 
$68,100 

1,118 

6.8 

7.3 

7.3 

$69,966 

he  institution. 

,  expenen 

ce,   and 

academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
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STATE  POLYTECHNIC  COLLEGE— SAN   LUIS  OBISPO— Continued 

u 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

z 

67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 

1 

2 
3 

4 
5 

6 

7 
S 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STUDENT  SERVICES— Continued 

Placement : 

Placement  officer 

Placement  supvr  I 

Placement  interviewer 

Inter  steno 

Clerical  asst  II 

Temporary  help 

Student  asst  

Totals,  Placement 

Foreign  Student  Program: 

Counselor    (AY)    

Counselor    

Clerical  asst  II 

Totals,  Foreign  Student  Program 

Health  Services: 

Medical  officer  III 

Medical  officer  I — 10  months 

Medical  officer  I 

Sr  clinical  lab  technologist 

Supvng  nurse  I 

Graduate  nurse — 10  months 

Graduate  nurse 

X-ray  technician 

Sr  clerk    

Inter  steno 

Clerical  asst  II 

Clerical  asst  I 

Temporary  help 

Student   asst    

Totals,  Health  Services 

Totals,  Authorized  Positions 72.2 


PLANT   OPERATION 


SALARY  KANGB 

1 

1 

1 

t 

$21,180 

$21,180 

1 

1 

1 

$644-783 

8,418 

8,844 

1.9 

3 

3 

556-676 

21,456 

22,532 

3 

0.5 

0.5 

446-543 

2,745 

2,883 

0.2 

3 

3 

415-543 

16,560 

17,388 

— 

0.1 

0.1 

(-) 

590 

590 

0.1 

0.1 

0.1 

(441) 

$58,827 

373 

373 

7.2 

8.7 

8.7 

$71,322 

$73,790 

_ 

2 

2 

t 

$18,320 

$20,956 

1 

1 

1 

t 

16,608 

16,608 

1 

1 

1 

$415-543 
$12,097 

5,858 
$40,786 

6,154 

2 

4 

4 

.$43,718 

1 

1 

1 

$1,626-1,976 

$23,712 

$23,712 

1.7 

2.6 

2.6 

1,475-1,708 

51,654 

52,138 

1 

1 

1 

1,475-1,708 

20,496 

20,496 

1.1 

1.2 

1.2 

746-905 

12,650 

12,739 

1 

1 

1 

746-905 

10,734 

10.860 

1.7 

2.6 

2.6 

660-764 

23,088 

23,318 

1 

1 

1 

660-764 

9,168 

9,168 

1 

1 

1 

556-676 

8.112 

8,112 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

5,490 

5,766 

2.5 

3 

3 

415-543 

16,532 

17,056 

1 

1 

1 

377-492 

4,686 

4,920 

0.1 

0.1 

(-) 

720 

720 

1 

1.2 

1.2 

(3,723) 

$154,493 

4,470 
$198,700 

4,470 

15 

18.7 

18.7 

$200,663 

83.3        83.3 


$614,062 


$753,680 


$774,120 


Administration : 

Chief  III   111          $1,048-1,273  $15,276  $15,276 

Supervisor 111  801-927  11,124  11,124 

Chief  engineer  I 111  801-927  11,124  11,124 

Clerical  asst  II 111  415-543  5,954  6,2.56 

Student  asst 111  (3,612)  3,725  3,725 

Totals,  Administration 5              5              5  $44,107  $47,203  $47,505 

Maintenance  of  Structures : 

Electrician  II 111  $764-842  $10,104  $10,104 

Plumber  II 111  764-842  10,104  10,104 

Carpenter  II   111  728-801  9,612  9,612 

Painter  II 111  728-801  9,279  9,612 

Electrician  I 111  728-801  9,612  9,612 

Plumber  I 111  728-801  9,612  9.612 

Maint  mechanic 0.6           1              1  728-801  8,916  9.3.53 

Carpenter  I 111  692-764  9.168  9,168 

Painter   I   3              4              4  692-764  35,880  36.4.56 

Locksmith 111  692-764  9,168  9,168 

Stationary  engineer   3              5              5  692-801  45,036  46.333 

Fusion  welder -              1              1  -  8,340  8,772 

Stationary  fireman 1.8           2              2  628-692  15,904  16,544 

Supvng   custodian   III 111  614-746  8,952  8.952 

Tractor  operator-laborer    2              2              2  614-676  16,224  16.224 

Building  maint  man 4.1           2              2  599-660  15.840  15,840 

Auto  eqiiipt  operator  I 111  584-644  7,728  7.728 

Skilled  laborer 1.6           1              1  584-644  7,728  7.728 

Supvne  custodian  I 4              5              5  480-584  33,774  34.374 

Custodian   49.6         54.5         54.5  435-530  322,678  336,606 

Skilled  &  unskilled  labor — recurring 

maint 1.3         10.3         10.3  (8.9.52)  74,036  74.036 

Student  asst— recurring  maint 6              4.1           4.1  (21.249)  15,273  15,273 

Student  asst— custodial 35.4         35.5         35.5  (125,-574)  132,238  132,238 

Student  asst— trash  hauling 0,2           1.7           1.7  (710)  6,333  6,333 

Totals,  Maintenance  of  Structures  122.6       139.1       139.1  $683,944  $831,539              $849,782 

AY  iniicates  Ac.Tdemic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,  experience,   and  academic  rank  in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIlid)      QiJth.)      (tuih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION— Continued 

Maintenance  of  Grounds : 

Supvng  Kroundsman   II 

Auto  equipt  operator  I 

Lead  Broundsman 

Groundsman 

Student  asst  

Totals,  Maintenance  of  Grounds 

Plant  Security : 

Supvng  campus  security  off  II 

Campus  security  off 

Campus   fireman   

Student  asst 

Totals,  Plant  Security 

Motor  Vehicle  Operation : 

Auto  mechanic 

Student  asst  

Totals,  Motor  Vehicle  Operation. 

Totals,  Authorized  Positions 


STUDENT  FINANCIAL  AIDS 

Administration : 

Business  Management : 

Sr  clerk 

Inter  typist-clerk 

Clerical  asst  II 

Totals,  Business  Management- 
Student  Services : 

Counselor    

Student  personnel  technician 

Clerical  asst  II 

Inter  typist-clerk 

Student  asst  

Totals,  Student  Services 

Off-Campus  Work-Study: 

Temporary  help 

Totals,  Authorized  Positions  — 


YEAR-ROUND  OPERATION 

General  Administration : 

Business  Management : 

Accounting : 

Inter  account  clerk 

Temporary  help 

Student   asst    

Totals,  Accounting 

Payroll : 

Payroll  &  personnel  trans  elk  I 

Totals,   Payroll 

Personnel : 

Temporary  help 

General  Institutional  Services : 
Temporary  help 

Totals,  Business  Management 

Automatic  Data  Processing  Services  : 
Student  asst  

Totals,  General  Administration 

t  Salary   range  determined  by  education, 
Positions — State  Colleges." 


1 
1 

12.3 
6.4 

1 
1 
1 
11 
8.9 

1 
1 
1 
11 
8.9 

SALARY  RANGE 
$676-821 
584-644 
530-644 
505-584 
(22,896) 

$115,492 

$746-905 
644-783 
556-614 
(21,469) 

$62,971 

$676-746 
(13,862) 

$30,902 

$8,700 

7,728 

6,360 

76,416 

33,153 

$132,357 

$3,258 

49,750 

6.2.56 

21,605 

$9,137 

7,728 

6,672 

77,088 

33,153 

20.7 

0.1 
4.9 

6 

22.9 

0.3 
5.7 
1 

5.8 

22.9 

0.3 
5.7 
1 
5.8 

$133,778 

$3,258 

51,301 

7,158 

21,605 

11 

2 
3.9 

12.8 

2 

5 

12.8 

2 
5 

$80,869 

$17,904 
18,625 

$36,529 

$83,822 

$17,904 
18,625 

5.9 

7 

7 

$36,.529 

165.2 

186.8 

186.8 

$937,416 

$1,128,497 

$1,150,916 

1 

0.5 
0.5 
1 

0.5 
0.5 
1 

$492-599 
415-530 
415-543 

$3,064 
2,5.50 
5,140 

$10,754 

$3,219 
2.676 
5,396 

1 

2 

2 

$5,832 

$11,291 

0.2 
0.1 
0,2 

o.s 

0.1 

1 

0.5 
1.5 
0.5 

1 

0.5 
1.5 
0.5 

$584-710 
415-543 
415-530 
(188) 

$7,924 

$11,205 
3,639 
8,118 
2,550 

$11,760 
3,819 
8,522 
2,676 

1.4 

3.5 

3.5 

$25,512 

$26,777 

- 

0.2 

0.2 

- 

$1,181 

$1,181 

2.4 

5.7 

5.7 

$13,756 

$37,447 

$39,249 

0.1 
0.1 

2 

0.5 

0.3 

2 

0.5 

0.3 

$415-505 
(-) 
(456) 

$851 

$10,200 
2,952 
1,118 

$14,270 

$10,704 

2,952 
1,118 

0.2 

2.8 

2.8 

$14,774 

0.4 

0.5 

0,5 

$415-505 

$2,676 

$2,811 

0.4 

0.5 

0.5 

$1,754 

$2,676 

$2,811 

0.1 

2 

2 

$435 

$11,808 

$11,808 

- 

1 

1 

- 

$5,904 

$5,904 

0.7 


0.3 


6.3 


0.3 


6.3 


0,3 


$3,040 


$1,056 


$34,658 


$1,118 


$35,297 


$1,118 


1  6.6  6.6  $4,096  $35,776  $36,415 

experience,  and  academic  lank  in  accordance  with  "Salary   Schedule  for  Instructional 
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UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED             PROPOSED 
1968-69                   1969-70 

67-68  68-69  69-70 
(Filled)      (Auth.)      (Aulh.) 

X 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


YEAR-ROUND  OPERATION— Continued 

Instruction  : 
Instructional : 

Administration :  SALARY  EANGE 

Dean    0.1  0.4  0.4       $1,540-1,873 

Division  chairman  (AY) 1.7  4.4  4.4  t 

Coordinator  (AY) 0.4  1.1  1.1  t 

Coordinator    0.5  0.5  0.5  t 

Production  manager   (AY) 0.2  0.6  0.6  t 

Curriculum  supvr  (AY) 0.2  0.4  0.4  f 

Clerical  asst  II 0.5  0.5  0.5  415-543 

Totals,  Administration 

Instructional  Faculty : 

Prin  instructor  (AY) 

Sr  instructor   (AY)    

Inter  instructor   (AY) 

Jr  instructor  (AY) 

Totals,  Instructional  Faculty 

Technical  and  Clerical : 

Equipment  technician  II 

Stage  technician  I 

Equipment  technician  I 

Inter  steno 

Clerical  asst  II 

Athletic  equipt  attendant  I 

Student  asst  

Totals,  Technical  and  Clerical 

Totals,  Instructional 

Instructional  Services : 
Audio-Visual : 

Audio-visual  coordinator 

Asst  audio-visual  coordinator 

Temporary  help 

Student  asst  

Totals,   Instructional  Serv- 
ices         1.5  2.6 

Totals,  Instruction 47.1         72  72  $375,685 

Student  Services : 
Dean's  Office : 

Temporary  help -  1  1  — 

Admissions  and  Records : 


$7,392 
44,219 
12,744 
9,072 
7,085 
6.322 
3,258 


45.6 


0.1 

0.4 

1 


69.4 


69.4 


$367,935 


$611,137 


2.6 


$7,750 


$18,085 
$629,222 


$5,904 


$7,392 
51,723 
13,601 
9,534 
7,085 
6,322 
3,258 


3.6 

7.9 

7.9 

$39,547 

$90,092 

$98,915 

9.5 

15.4 

7.6 

2.4 

11.1 

17.9 

8.9 

2.8 

11.1 

17.9 

8.9 

2.8 

$1,194-1,524 

937-1,194 

741-945 

671-857 

$159,041 

150,033 

79.140 

22,546 

$159,041 

209,476 

79,140 

22,546 

34.9 

40.7 

40.7 

$296,481 

$410,760 

$470,203 

i.3 

3.8 

1.5 

0.5 

3.2 

5 

4.3 

0.3 

6 

1.5 

0.5 

3.2 

5 

4.3 

0.3 

6 

$710-863 
644-783 
644-783 
446-543 
41 .5-543 
435-530 
(13,358) 

$31,907 

$11,360 
3,220 
23,570 
23,330 
24,849 
1,606 
22,350 

$13,356 
4,024 
25.517 
28,094 
25,762 
1,687 
22.350 

7.1 

20.8 

20.8 

$110,285 

$120,790 

$689,908 


0.3 

0.3 

t 

$4,741 

$4,741 

0.3 

0.3 

t 

3,715 

3,715 

1 

1 

(2.273) 

5,904 

5,904 

1 

1 

(3,573) 

3,725 

3,725 

$18,085 
$707,993 


$5,904 


Evaluation  technician  I 

Inter  tvpist-clerli 

2.3 
0.3 

1 
3 

0.5 
3 

1 
3 

0.5 
3 

$584-710 
415-530 
415-505 
415-543 

7,008 
15,300 

2,550 
16,063 

$40,921 

$1,530 

$3,542 

$3,715 
1,622 
3,030 

1,118 

$9,485 

7,368 
16,056 

Inter  clerk                                        _ 

2,676 

Clerical  asst  II 

16,876 

Totals,  Admissions  and  Records 
Counseling  and  Testing: 

2.6 

0.5 

0.1 

1 

0.1 

7.5 

0.3 

0.6 

0.2 
0.2 
0.5 

0.3 

7.5 

0.3 

0.6 

0.2 
0.2 
0.5 

0.3 

$12,468 

$415-530 

$2,499 

$1,548-1,882 
660-764 
415-543 
(4,630) 
(^497) 

$6,076 

$42,976 
$1,606 

Activities  and  Housing: 
Temporary  help 

Health  Services : 
Sledical  officer  II 

$3,542 
$3,902 

Graduate  nurse 

1,704 

Clerical  asst  II 

Temporary  help 

3,030 

1,118 

Totals,  Health  Services 

1.2 

1.2 

1.2 

$9,754 

Totals,  Student  Services 

Plant  Operation : 

Maintenance  of  Structures : 

Stationary  engineer 

4.3 

10.6 

1 

10.6 

1 

$21,043 

$692-801 

$61,382 
$8,304 

$63,782 
$8,736 

AY  indicates  Academic  Year  as  defined  by  the  institution. 

t  Salary   range  determined  by  education,   experience,   and  academic  rank   in  accordance  with   "Salary   Schedule  for  Instructional 
Positions — State  Colleges." 


HIGHER  EDUCATION 


State  Colleges 
STATE   POLYTECHNIC  COLLEGE— SAN   LUIS   OBISPO— Continued 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllliill      (Auth.l      (Amh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


YEAR-ROUND  OPERATION— Continued 

Plant  Operation — Continued 
Plant  Security  : 

Temporary  help 0.1  0.3  0.3 

Totals,  Plant  Operation 0.1  1.3  1.3 

Totals,   Autliorized  Positions  52.5  9o!5  90.5 

REIMBURSED  ACTIVITIES 

Research  Projects : 

Chief  of  party 0.4 

Summer  Sessions : 

Coordinator    -  0.3  0.3 

Instructional   faculty 3  4.1  4.1 

Clerical  asst  II -  0.3  0.3 

Temporary  help 0.1  —  - 

Totals,  Summer  Session 3.1  4.7  4.7 

Auxiliary  Organizations : 

Medical   officer  I 0.2 

Instructional   faculty   0.4  —  — 

Voc  instructor 1.9  1  1 

Voc  instructor  OCA 3  -  — 

Chief  of  party l.S 

Dairyman    0.5  0.5  0.5 

Graduate  nurse 0.2  -  — 

Sr  account  clerk 0.9  1  1 

Sr  cashier-clerk 0.5  0.5  0.5 

Inter  steno 0..5  —  — 

Inter  account  clerk 0.3  0.3  0,3 

Temporary  help 0.9  1  1 

Student  asst -  1.4  1.4 

Totals,  Auxiliary  Organizations 11,1  5.7  5.7 

Special  Projects: 

Chief  of  party 0.1  1  1 

Intermediate  instructor -  2.4  2.4 

Instructional  faculty 0.8  —  - 

Voc  instructor  (AT) -  7.5  7.5 

Voc  instructor 2  2  2 

Voc  instructor,  OCA 2.4  11.6  11.6 

Instructor   -  2  2 

Lecturer   (AT)    1.9  0.5  0.5 

Lecturer    -  1  1 

Stipvng  clerk  II 0,1  0.1  0.1 

Photogr.apher  I 111 

Sr  cashier-clerk 0.5  0.5  0.5 

Inter  steno 1.9  1  1 

Clerical  asst  II 1  2,5  2.5 

Inter  account  clerk -  0.5  0.5 

Telephone  operator 0.1  0.1  0,1 

.Ir   steno   0.9  0.5  0.5 

Clerical  asst  I -  1  1 

Student  asst 1.1  1.3  1,3 

Instructor — summer  quarter -  0.2  0.2 

Totals,  Special  Projects 13.8  36.7  36.7 

Totals,   Authorized  Positions.,  2S.4  47.1  47.1 

TOTALS.  AUTHORIZED  POSITIONS 

(General  Fund) 1,104.2    1,328.1   1,328.1 

PARKING   FACILITIES 

Campus  security  off 111 

Student  asst  A 2,4  3  3 

Totals,  Authorized  Positions  (Park- 
ing Revenue  Fund)    3.-4  4  4 

GRAND  TOTALS.  AUTHORIZED         ^""^^ 

POSITIONS  (An  funds) 1,107.6    1,332.1   1,332.1 

AT  indicates  Academic  Tear  as  defined  by  the  institution, 
t  Salary   range  determined  by  education,  experience,   and  academic 
Positions — State  Colleges." 


SALARY  RANGE 

$572 

$572 
$401,396 


$6,590 


$1,771 


$10,075 
$736,455 


$2,156 


$10,892 
$819,082 


t 

$3,085 

$3,240 

($28,319) 

33,058 

33,0.58 

415-543 

1,530 

1,606 

(376) 

- 

— 

$28,695 

$37,673 

$37,904 

$1,273-1,548 

^_ 

_ 

(3,387) 

— 

— 

t 

$21,180 

$21,180 

t 

- 

— 

676-821 ' 

4,260 

4,476 

660-764 

_ 

_ 

492-599 

6.104 

6.412 

492-599 

3,594 

3,594 

446-543 

— 

— 

415-505 

1,606 

1,687 

(5,009) 

5,904 

5,904 

(-) 

5,215 

5,215 

$153,712 

$47,863 

$48,468 

.. 

$13,716 

$14,400 

- 

20,568 

25,714 

($8,082  1 

- 

- 

64,275 

80,355 

■^ 

32,514 

33,708 

•■ 

145,558 

151,951 

•• 

23,712 

24,864 

- 

5,400 

5,400 

■^ 

13,068 

13,716 

660-801 

913 

958 

599-728 

8,736 

8,736 

492-599 

3,594 

3,594 

446-543 

5,559 

5,835 

41.5-543 

14,300 

14,857 

415-505 

2,550 

2,676 

415-505 

531 

558 

405^92 

2,490 

2,613 

377-492 

5,247 

5,513 

(3,781) 

4,843 

4,843 

(-) 

1,913 
$369,487 

1,913 

$134,783 

$402,204 

$.323,780 

$455,023 

$488,576 

$9,916,982 

$12,624,770 

$13,212,533 

$644-783 

$9,396 

$9,.396 

(9,396) 

11,175 

11,175 

$18,304 

$20,571 

$20,571 

$9,935,286        $12,645,341        $13,233,104 
rank  in  accordance  with   "Salary   Schedule  for  Instructional 
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HIGHER  EDUCATION 


MARITIME  ACADEMY 


SALAKIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
IFIIIsd)       (Aoth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 

4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  RANGE 

$1,548-1,882 

$21,176 

1,048-1,273 

15,276 

614-783 

8,952 

584-710 

8,520 

530-644 

7,728 

505-614 

7,368 

492-599 

7,188 

457-556 

6,672 

415-530 

5,530 

415-505 

5,760 

0.2 

0.2 

0.2 

(748> 
(4,305) 

830 

- 

- 

500 

10.2 


10.2 


$92,686 


$95,500 


25 


25 


$273,607 


$300,122 


1 

1 

$1,213-1,475 

$17,700 

1 

1 

692-764 

9,168 

1 

1 

692-764 

9,168 

2 

2 

692-764 

18,336 

1 

1 

692-764 

8,520 

1 

1 

692-764 

8,592 

1 

1 

530-644 

7,728 

1 

1 

4S0-5S4 

7,008 

1 

1 

480-584 

5,760 

2.9 

3 

3 

457-556 

17,966 

0.4 

0.4 

0.4 

(3,116) 

4,680 

$22,228 

15,276 

8,952 

8,520 

7,728 

7,368 

7,188 

6,672 

5,810 

6,060 

830 

500 

$97,132 


1 

1 

1 

$1,213-1,475 

$15,156 

$15,916 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

- 

1 

1 

1,100-1,337 

14,616 

15,340 

3 

2 

*> 

950-1,155 

27,720 

27,720 

12.7 

13 

13 

905-1,100 

168,306 

169,464 

0.9 

1 

1 

710-863 

10,356 

10,356 

9 

2 

2 

446-543 

12,420 

12,420 

1.7 

2 

2 

415-530 

11.180 

11,434 

1 

1 

1 

(2,947) 

8,280 

8,280 

$303,018 


ADMINISTRATION 

Superintendent    

Business  manager  II 

Storekeeper  II  

Accountant  I 

Property  clerk  I 

Sr  steno  

Personnel  asst  I 

Duplicating  mach  operator  II 

Clerk-typist    II   

Account  clerk  II 

Temporary  help 

Terminal  pay 

Totals,  Authorized  Positions 10.2 

INSTRUCTION 

Academic   dean   

Executive  officer  

Head,  dept  of  marine  engrng 

Head,  dept  of  nautical  science  __ . 

Sr   instructor   

Instructor   

Librarian   III   

Steno  II  

Clerk-typist   II    

Temporary  help 

Totals,  jiuthorized  Positions 24.3 

CARE   AND   SUBSISTENCE 

Supvng  cook  II  

Supvng  cook  I  

Cook  II 

Pharmacists  mate 

Baker   I    

Butcher-meat  cutter  I 

Chief  mess  attendant 

Food  service  asst  I 

Temporary  help 

Totals,  Authorized  Positions 19.8        20.9        20.9  $117,142  $136,146  $139,090 

PLANT   OPERATION 

Supervisor  of  bldg  trades 

Painter  I   

Lead  groundsman 

Building   maint  man   

Auto  equipt  operator  I 

Groundsman 

Janitor    

Temporary   help    

Totals,  Authorized  Positions 14.3         14.3         14.3  $97,950  $106,235 

SHIP  OPERATION 

Commanding  officer,  training  ship 

Ships  carpenter  

Shipfitter- welder    

Ships    machinist   

Marine   electrician   

Boatswain    

Fireman    

Stock  clerk 

Canvas  worker   

Able   seaman    

Temporary  help 

Totals,  Authorized  Positions 13.3         13.4         13.4  $108,725  $114,626 

GKAND  TOTALS,  AUTHORIZED         "^^^^ 

POSITIONS    81.9        83.8        83.8  $690,110  $752,629 


1 

1 

1 

$660-801 

$9,612 

$9,612 

1 

1 

1 

571-764 

8,304 

8,304 

3.8 

4 

4 

517-692 

28,916 

29.596 

1 

1 

1 

556-676 

7,856 

8,112 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

469-571 

6,464 

6,796 

9 

10 

10 

386-469 

51,103 

52,779 

1 

0.9 

0.9 

(5,855) 

8,819 

S,S19 

1 

1 

1 

$801-927 

$11,124 

$11,124 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

530-644 

7,728 

7,728 

2 

2 

2 

584-644 

15,456 

15,456 

1 

1 

1 

584-644 

7,728 

7,728 

3 

3 

3 

505-584 

20,688 

21,024 

4 

4 

4 

415-505 

24,240 

24,240 

1.3 

1.3 

1.3 

(8,227) 

10,103 

10,103 

$106,571 


$17,700 
9,168 
9,168 

18,336 
8,952 
9,024 
7,728 
7,008 
6,060 

18,542 
4,680 

$116,366 


$762,177 


HIGHER  EDUCATION 
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BOARD   OF   GOVERNORS   OF  THE  COMMUNITY  COLLEGES 


SALAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aotb.)      (*(ilh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  ACTIVITIES 

Executive : 

Chancellor    

Administrative   asst   II 

Sr   stenographer   

Administration  and  Finance : 

Chief  of  bureau 

Consultant — jr     college     utilization 

and  planning 

Consultant — jr  college  facility 

planning    

Associate  construction  analyst 

General  accountant  III 

School  apportionments  analyst  II 

Sr   stenographer   

Stenographer   II    

Temporary  help 

General  Education : 

Chief  of  bureau 

Consultant   in   jr  college  education 
Consultant  in  pupil  personnel 

services   

Senior  stenographer 

Stenographer   II   

Vocational  and  Technical  Education : 

Chief  of  bureau 

Asst  bureau  chief 

Regional  supervisor  of  homemaking 

education    

Consultant    in    technical    education 
Consultant  in  agricultural  education 

Consultant  in  business  education 

Consultant   in   industrial   education 

Consultant  in  health  occupations 

Supervisor,  peace  officer  training 

Consultant  in  public  service 

occupation    

Asst    supervisor    in    peace    officers 

training  

Sr  stenographer 

Stenographer    II    

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

- 

1 

1 

$25,000 

$25,000 

$25,000 

— 

1 

1 

950-1,155 

11,400 

11,976 

- 

2 

2 

505-614 

12.120 

12,720 

- 

1 

I 

1,439-1,750 

21,000 

21,000 

- 

4 

4 

1,243-1,512 

72,576 

72,576 

_ 

1 

1 

1,243-1,512 

14,916 

15,660 

- 

2 

2 

998-1,213 

23.952 

25,152 

— 

1 

1 

950-1,155 

13,860 

13.860 

- 

1 

1 

863-1.048 

12,576 

12,576 

- 

1 

1 

505-614 

7.368 

7,368 

- 

4.5 

4.5 

446-543 

27.320 

28,067 

- 

0.1 

0.1 

- 

800 

800 

_ 

1 

1 

1,439-1,750 

17,268 

18,144 

- 

1 

1 

1,243-1,512 

18,144 

18,144 

_ 

1 

1 

1,243-1,512 

18,144 

18,144 

- 

1 

1 

505-614 

6,335 

6,646 

- 

1 

1 

446-543 

6,204 

6,516 

_ 

1 

1 

1,439-1,750 

21,000 

21,000 

- 

1 

1 

1,305-1,587 

19,044 

19,044 

_ 

1 

1 

1,243-1,512 

18,144 

18,144 

- 

1 

1 

1,243-1,512 

16,792 

17,633 

— 

1 

1 

1,243-1,512 

16,792 

17,6.33 

— 

2 

2 

1,243-1,512 

32,244 

33,856 

— 

3 

3 

1,243-1.512 

51,348 

53,629 

- 

1 

1 

1,243-1,512 

15,536 

16,320 

- 

1 

1 

1,243-1,512 

17,852 

18,144 

- 

1 

1 

1,243-1,512 

15,990 

16,792 

_ 

3 

3 

1,128-1,371 

44,519 

45,926 

_ 

1 

1 

505-^14 

7,368 

7.368 

_ 

6.5 

6.5 

446-543 

39,305 

40.839 

— 

1.9 

1.9 

- 

13.740 

13,740 

50 


50 


$638,657 


$654,417 
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HIGHER  EDUCATION 


STATE  SCHOLARSHIP   AMD   LOAN   COMMiSSSON 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SCHOLARSHIP  AND  FELLOWSHIP 
PROGRAM 

Exec  director,  scholarship  coram 

Asst  exec  director 

Scholarship  program  supvr 

Supvng  elk  I 

Sr  elk-typist 

Clk-typist  II 

Clk  II  

Clk-typist  I   

Temporary  help 

Overtime 

Totals,  Authorized  Positons 


GUARANTEED   LOAN   PROGRAM 


SALAEY  EANGE 

1 

1 

1 

$1,405-1,708 

$20,496 

1 

1 

1 

950-1,155 

12,526 

1 

1 

1 

783-950 

10,314 

- 

1 

1 

571-692 

6,S52 

2 

2 

2 

492-599 

14,376 

10.9 

13 

13 

415-530 

74,345 

1 

1 

1 

415-505 

6,060 

1 

1 

1 

377-457 

4,860 

1.7 

3.2 

3,2 

15,646 

18,359 

0.8 

0.3 

0.3 

4,491 

3,182 

20.4 


24.5 


24.5 


$147,026 


Acctg  off  II 111 

Guaranteed  loan  program  supvr 111 

Acctg  techn  II 111 

Steno  II   111 

Clk-typist  II   4.9  2  2 

Clk  II   0.5 

Temporary  help 0.1  0.2  0.2 

Overtime _  _  _ 

Totals,  Authorized  Posiltons 9.5  6.2  6.2 

GRAND  TOTALS,  AUTHORIZED         ' 

POSITIONS    29.9        30.7        30.7 


$200,422 


$171,370 


$216,787 


$20,496 
13,148 
10,818 

7,188 
14,376 
77,055 

6,060 

5,100 
19,277 

3,341 


$176,859 


$783-950 

$10,146 

$10,G.'50 

783-950 

10,230 

10,734 

492-599 

7,020 

7,188 

446-543 

6,386 

6.516 

415-530 

10,635 

12,445 

415-505 

— 

— 

- 

1,000 

1,000 

311 

- 

- 

$53,396 

$45,417 

$48,533 

$225,392 
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BOARD  OF   CONTROL 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllli<l|      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Board  member   (1)   per  diem - 

Secretary 1 

Administrative  asst  II 1 

Administrative  asst  I 1 

Secretary    0.1 

Supvns  clerk  I 0.7 

Sr  steno 0.5 

Steno  II 2.2 

Clerk-typist  II 1 2.3 

Steno  I  0.2 

Temporary  help 1 

Totals,  Authorized  Positions 10 


2 

4 

0.3 


0.3 


10.3    10.3 


SALARY  RANGE 
$25  day 

1,155-1,405 
950-1,155 
783-950 
584-710 
571-692 
505-614 
446-543 
415-530 
405-492 
(4,896) 

$76,579 


$750 
16,860 
13,.310 
10,398 

6,852 

11,210 
22,377 

1,653 


$750 
16,860 
13.860 
10,905 

7,188 

11,770 
28,187 

1,653 


$83,410 


$86,173 


ADMINISTRATION    DIVISION 

General  Administration : 

State  controller 

Deputy  controller 

Deputy  controller 

Adm  advisor  to  controller 

Asst   deputy   controller 

Asst  deputy  controller 

Sr  management  analyst 

General  accountant  III 

Associate  research  asst  

Asst  counsel 

Secretary     

Secretary  I  

Sr  legal  steno 

Sr  steno   

Sr  clerk-typist 

Steno  II  

Departmental  Accounting : 

Accounting  officer  III 

Supvng  account  clerk  II 

Supvng  clerk  I 

Personnel  asst  II 

Sr   clerk    

Accounting  technician 

Duplicating  mach  operator  II  . 

Clerk-tvpist  II 

Clerk  II  

Temporary    help   

Totals,  Authorized  Positions 


ACCOUNTING  DIVISION 


32 


Division  chief 1 

Asst  division  chief 1 

Supvng  fiscal  auditor 0.6 

General  accountant  IV 1 

Fiscal   control   officer 1 

Sr  administrative  analyst 0.6 

Governmental  auditor  III 0.7 

General  accountant  III 5 

Accounting  officer  III 0.7 

Unclaimed  property  officer 1 

Assoc  administrative  analyst 0.2 

General  accountant  II 15.5 

Accountant  I 6.6 

Sr  legal  steno 0.8 

Sr  steno   0.9 

Sr  account  clerk 1 

Accounting  technician 6.3 

Steno  II  3 

Clerk-tvpist  II 7.6 

Clerk  II   3 

Temporary    help    1-5 

Totals,  Authorized  Positions 59 


STATE  CONTROLLER 


SALABT  RANGE 

1 

1 

1 

$25,000 

$25,000 

$25,000 

1 

1 

1 

1,882-2,186 

26,232 

26.232 

1 

1 

1 

1,708-2,076 

24,912 

24,912 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

1 

1 

1 

1,405-1,708 

20,496 

20.496 

1 

1 

1 

1,475-1,708 

19,044 

20,004 

0.3 

1 

1 

1,155-1,405 

16,248 

16,860 

1 

1 

1 

950-1,155 

13,860 

13,860 

0.8 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

905-1,100 

11,496 

12,076 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

543-660 

7,920 

7,920 

1 

1 

1 

505-614 

6.812 

7,158 

1 

2 

2 

492-599 

13,092 

13,392 

1.3 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

660-801 

9,612 

9,612 

1.8 

1 

1 

571-692 

8,304 

8,304 

0.2 

1 

1 

571-692 

8,304 

8,304 

1.1 

2 

2 

492-599 

13,984 

14,320 

3 

3 

3 

492-599 

21.564 

21,564 

1 

1 

1 

457-556 

6,160 

6,464 

2.9 

3 

3 

415-530 

16,736 

17,272 

4.4 

4.5 

4.5 

415-505 

24,789 

25,737 

0.2 

0.2 

0.2 

(1,125) 

2,010 

2,010 

34.7 


34.7 


$324,785 


1 

1 

$1,405-1,708 

1 

1 

1,273-1,548 

1 

1 

1,273-1,548 

1 

1 

1,155-1,405 

1 

1 

1,155-1,405 

1 

1 

1,15.5-1,405 

1 

1 

950-1,155 

5 

5 

950-1,155 

1 

1 

950-1,155 

1 

1 

950-1,155 

1 

1 

950-1,155 

17 

17 

783-950 

7 

7 

58-1-710 

1 

1 

543-660 

1 

1 

505-614 

1 

1 

492-599 

6 

6 

492-599 

3 

3 

446-543 

9 

9 

41.5-530 

3 

3 

415-505 

1.7 

1.7 

(6,672) 

64.7 


64.7 


$540,091 


$368,851 


$20,496 

18,576 

18.284 

16,452 

16,860 

16,860 

11,784 

68,276 

13,860 

13,860 

11,496 

187,080 

57,238 

7,920 

7,368 

7,188 

41.342 

19..548 

52,232 

17,220 

9,567 

$633,507 


$374,349 


$20,496 

18.576 

18,576 

16,860 

16,860 

16,860 

12,376 

68.915 

13.860 

13,860 

12.076 

189.534 

58.324 

7.920 

7,368 

7,188 

41.980 

19..-48 

53.029 

17,472 

9,567 

$641,245 
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STATE  CONTROLLER — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tutb.)      (Aittb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


AUDITS   DIVISION 


3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Division  chief 

Asst  division  chief 

Supvng  governmental  auditor  II 

Governmental  auditor  III 

Governmental  auditor  II 

Principal  claim  auditor 

Supvng  claim  auditor 

Auditor  I   

Claim  auditor 

Sr  steno   

Sr  clerk 

Steno   II   

Clerk-typist  II 

Calculating  mach  operator 

Clerk    II    

Account   clerk   II   

Clerk   I   

Temporary    help   

Totals,  Authorized  Positions 


DISBURSEMENTS  DIVISION 

Division   chief   

Asst  division  chief 

DP  manager  II 

DP  manager  I 

Assoc  DP  systems  analyst 

Computer  operations  supvr  II  _ 

Supvr,  EDP 

District  disbursing   officer 

Compiiter  operations  supvr  I 

Programmer   II   

Asst  dist  dispursing  officer 

Supvng  account  clerk  II 

Sr  computer  operator 

Programmer   I   

Programmer — trainee   

Accountant  I 

Supvng  clerk  I 

Key  data  supvr  II 

Computer  operator 

Sr  clerk 

Sr  clerk-typist 

Key  punch  supvr  I 

Accounting  technician 

Computer  operator — trainee 

Steno  II 

Clerk-typist  II 

Key  punch  operator 

Clerk  II 

Account  clerk  II 

Steno  I  

Clerk  I  

Temporary   help   

Totals,  Authorized  Positions 


INHERITANCE  AND  GIFT  TAX  DIVISION 

Chief  inheritance  tax  attorney 

Asst  chief  inheritance  tax  attorney 

Tax  counsel  II 

Tax  counsel  I 

Supvng  examiner 

Inheritance  and  gift  tax  examiner  III 

Assoc  statistician   

Asst  counsel 

General  accountant  II 

Inheritance  and  gift  tax  examiner  II 

.Tr  counsel 

Student  legal  asst 

Jr  econ  analyst 

Auditor  I 

Supvng  clerk  I 

Sr  legal  steno 

Sr  steno 

Sr  clerk 

Sr  file  clerk 


SALAHY  RANGE 

1 

1 

1 

$1.40.5-1,708 

$20,496 

$20,496 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

5.9 

6 

6 

950-1,155 

80,535 

81,276 

21.2 

20 

20 

783-950 

224,334 

227,034 

1 

1 

1 

7G4-927 

11,124 

11,124 

6.8 

7 

7 

660-801 

66,077 

66,708 

2.1 

2 

9 

64J-746 

15,528 

16.300 

15.6 

16 

16 

543-660 

124,804 

125,652 

1 

1 

1 

505-611 

7.368 

7.?.(!8 

3.7 

3 

3 

492-599 

21,424 

21,564 

4.3 

5 

5 

446-543 

31,577 

31.853 

3.3 

4 

4 

415-530 

21,521 

22,609 

2.3 

3 

3 

435-530 

18,013 

18,411 

1.8 

1 

1 

4:.T-.505 

6,060 

6,060 

2.7 

2 

*> 

41.5-505 

11,705 

11,995 

0.1 

1 

i 

359^135 

4,452 

4,668 

1.2 

0.9 

0.9 

(5,712) 

4,620 

4,620 

75.9 


75.9 


$669,914 


$705,074 


$713,234 


1 

1 

1 

$1,337-1,626 

$19,512 

$19,.512 

1 

1 

1 

1,213-1,475 

17,700 

17.700 

0.6 

1 

1 

1,15.5-1,405 

16,520 

16.860 

0.9 

1 

1 

1,048-1.273 

14,976 

15,276 

1 

1 

1 

950-1,155 

11.688 

12,276 

1 

1 

1 

9.50-1,1.55 

13,860 

13,860 

3.4 

3 

3 

9.50-1,155 

40,348 

40,975 

2.9 

3 

3 

950-1,1.55 

37,336 

38,516 

2 

2 

2 

783-950 

21.396 

22,260 

7.2 

7 

7 

783-950 

76.306 

77.838 

3 

3 

3 

7S3-950 

32,028 

33,066 

1 

1 

1 

660-801 

9,612 

9,612 

2 

2 

2 

644-783 

18,792 

18,792 

1.9 

2 

2 

676-783 

16,258 

17,076 

0.9 

1 

1 

614-710 

7,278 

7,638 

6.9 

7 

7 

584-710 

57,958 

58.488 

1 

1 

1 

571-692 

8,304 

8.304 

1 

1 

1 

571-692 

8,304 

8.304 

5.4 

5 

5 

556-676 

37,338 

38,784 

2.4 

2 

2 

492-599 

14.012 

14.348 

0.3 

1 

1 

492-599 

6.516 

6,852 

1.7 

2 

2 

492-599 

13,872 

14,208 

22.3 

23 

23 

492-599 

159,298 

162,712 

2.3 

3 

3 

50.5-556 

10.112 

19.860 

3.8 

3 

3 

446-543 

18,9.52 

19,496 

5.3 

6 

6 

41.5-530 

34,988 

35,5.30 

27.5 

30.5 

30.5 

42.5-517 

180.635 

183,953 

30.1 

31 

31 

41.5-505 

176.804 

180,514 

22 

24 

24 

41.5-505 

137.845 

140.886 

0 

1 

1 

40.5-492 

5,000 

5,247 

0.6 

1 

1 

359-435 

4,434 

4,6.50 

4.6 

8 

8 

(29,026) 
$1,143,113 

43,094 
$1,280,076 

43,094 

167 

179.5 

179.5 

$1,306,487 

ISION 

1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

0.8 

2 

2 

1,548-1.882 

39,072 

41,028 

4.2 

6 

6 

1,337-1,626 

115.122 

117,072 

14.3 

13 

13 

1,21.3-1,475 

213,540 

218.914 

2 

2 

2 

1,048-1,273 

30,372 

30,552 

4 

4 

4 

9.50-1,1.55 

53,600 

54,890 

0.5 

1 

1 

950-1,1.55 

11,400 

11,976 

1.9 

1 

1 

905-1,100 

11,130 

11,688 

2 

2 

2 

783-950 

22,008 

22,530 

19.2 

19 

19 

783-950 

211,029 

213,243 

1.9 

2 

2 

783-950 

20,082 

2]  ,090 

0.7 

i 

1 

480-863 

7,008 

7,368 

0.3 

1 

1 

676-783 

8,112 

8,520 

1.9 

3 

3 

644-746 

24,454 

25,684 

1 

1 

1 

571-692 

8.304 

8,304 

13.8 

14 

14 

543-660 

110,880 

110,880 

2.8 

3 

3 

50.5-614 

22,014 

22,104 

2 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

492-599 

7,188 

7,188 
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STATE  CONTROLLER — Continued 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fliiciil      (tuih.)      (tijili.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


INHERITANCE  AND  GIFT  TAX  DIVISION— 
Continued 

Sr  account  clerk 

Accounting  technician 

Legal  steno 

Steno  II  

Clerk-typist  II 

Clerk  II  

File  clerk  II 

Bookkeeping  mach  operator  I 

Account  clerk   II   

Temporary    help    

Totals,  Authorized  Positions 122 


Chief  of  division 

Supvr — tax  deeded  land 

Supvr — local  government  budgets  and 

reports    

Governmental  auditor  III 

Representative 

Governmental  auditor  II 

Auditor  I 

Accountant  I 

Accounting  technician   

Sr   clerk    

Stenographer  II   

Clerk-typist   II    

Clerk  II  

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

o 

2 

2 

492-599 

14,376 

14,376 

3 

3 

3 

492-599 

21,564 

21.564 

0.7 

1 

1 

469-571 

6.852 

6.852 

1.8 

1 

1 

446-f543 

6,516 

6,-516 

17.2 

18 

18 

415-530 

108,184 

108,850 

11.8 

13.5 

13.5 

415-505 

78,537 

80,097 

4.6 

4 

4 

415-503 

24,240 

24,240 

0.8 

1 

1 

41.5-.505 

6,060 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

3.8 

- 

- 

(13,058) 
$1,118,310 

308 

308 

122 

123.5 

123.5 

$1,227,300 

$1,247,242 

•AIRS  DIVISION 

1 

1 

1 

$1,337-1,626 

$19,512 

$19,512 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

3 

a 

3 

1,155-1,405 

48,004 

48,996 

4.4 

5 

5 

950-1,155 

66,104 

67,331 

1.8 

2 

2 

821-998 

23,952 

23,952 

16.8 

17 

17 

783-950 

182,3.34 

186,279 

5.8 

8 

8 

644-746 

64,484 

66,800 

1 

1 

1 

5S4-710 

8,520 

8,520 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7.1S8 

4.8 

4 

4 

446-543 

26,064 

26,064 

3.1 

4 

4 

415-530 

24,240 

24,240 

1.7 

1 

1 

415-505 

6,060 

6,060 

0.1 

0.1 

0.1 

(229) 

479 

479 

46.5 


TAX  COLLECTION  AND  REFUND   DIVISION 

Division   chief   1 

Supervisor    1 

General   auditor   III   4 

Supervisor    1 

General   accountant  II   0.8 

General  auditor  II 16.1 

Sr  tax  representative 2.8 

Supvng  account  clerk  II 1.3 

Tax  representative 1 

Auditor   I 0.4 

Accountant    I    1 

Supvng  clerk  I 1 

Supvng  account  clerk  I 2 

Sr  steno 3 

Sr   clerk   2.4 

Sr   account   clerk   7.2 

Accounting  technician 3.3 

Steno  II 3 

Clerk-typist  II 8 

Calculating   mach   operator   1 

Clerk   II   0.6 

File  clerk  II 1 

Bookkeeping  mach  operator  I 1 

Account   clerk  II   0.6 

Clerk-typist   I   0.9 

Temporary  help - 

Totals,  Authorized  Positions 65.4 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS    567.9 


49.1 


1 
1 
4 
1 
1 
15 
3 
1 
1 
2 
1 
1 
2 
3 
3 
8 
4 
3 
8 
1 
1 
1 
1 
1 
1 
0.2 


49.1 


1 
1 
4 
1 
1 
15 
3 
1 
1 
2 
1 
1 
2 
3 
3 
8 
4 
3 
8 
1 
1 
1 
1 
1 
1 
0.2 


69.2 


69.2 


$456,998 


$1,273-1,548 
1,048-1,273 
950-1,155 
950-1.155 
783-950 
783-950 
710-863 
660-801 
644-783 
644-746 
584-710 
571-692 
571-692 
505-614 
492-599 
492-599 
492-599 
446-543 
415-530 
435-530 
415-505 
415-505 
415-505 
415-505 
377-457 


$536,000 


$503,641 


$18,576 

14,208 

52,656 

13,860 

10,230 

163,209 

29.232 

9.612 

9,396 

15,588 

8,520 

8,304 

16,608 

21,464 

21,032 

56,108 

25,902 

19,470 

46,976 

6,360 

6,060 

6,060 

6,060 

5,100 

4,740 

1,174 

$596,505 


596.6      596.6 


$4,789,211  $5,314,954 


$512,121 


$18,576 

14,916 

54,364 

13.860 

10,734 

167,502 

29,664 

9,612 

9,396 

16.364 

8,520 

8,304 

16,608 

21,804 

21,368 

56,520 

26,848 

19,548 

47,697 

6,360 

6.060 

6,060 

6.060 

5,352 

4.980 

1,174 

$608,251 


$5,402,929 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)       (4nth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive : 

Chairman    1  1 

Board  member 3  3 

Executive  secretary 1  1 

Deputy  to  board  member 4  4 

Administrator  II 0.8  1 

Tax    service   specialist 1  1 

Assoc  management  analyst  a 0.5  - 

Hearing  reporter 1  1.5 

Secretary  II 4.9  5 

Sr  steno  a 4.3  5 

Clerk-typist  II 1.4  1 

Office  of  Appraisal  Appeals  : 

Chief    1  1 

Sr  appraiser 3.2  5 

Sr  steno 1  1 

Steno  II   0.9  1 

Legal : 

Chief  counsel 1  1 

Asst  chief  counsel 1  1 

Tax   counsel 2  3 

Tax   counsel   II 3.3  5 

Tax   counsel   I 12  13 

Staff  management  analyst  b 0.6  1 

Asst  counsel 3.4  1 

Librarian  III 1  1 

Secretary  I 1.1  1 

Supvng  steno  I 1  1 

Sr   legal   steno 1.5  3 

Sr   steno    1.6  2 

Legal  steno 1.2  1 

Steno  II 4.8  3 

Clerk   II    1.7  2 

Internal  Audit : 

Administrator  II 0.8  1 

Tax   auditor   III 3  3 

Personnel : 

Personnel  officer  III 1  1 

Training  officer  II 1  1 

Prin  tax  compliance  supvr  I 1  1 

Supvng  clerk  I 1  1 

Sr  steno 1  1 

Sr  clerk 3  3 

Sr  clerk-typist 1  2 

Clerk-typist  II 1.5  1 

Clerk-tjpist  I 0.8  1 

Administrative  Services : 

Adm   service  officer  III 0.9  1 

Administrative   asst   I 1  1 

Sr  steno  a 2.5  2 

Steno  II   0.1  0.5 

Clerk-typist  II 1  1 

Management  Analysis : 

Sr  management  analyst  a 0.7  1 

Assoc  management  analyst  a,  c 5  5 

Asst  management  analyst 0.9  2 

Sr  steno  <= 1  1 

Sr  clerk 0.8  1 

Varitypistc    1.6  2 

Steno  II 1  1 

Clerk-typist   lie    1.7  2 

Statistics : 

Sr  statistician 1  1 

Assoc   statistician   1  1 

Assoc   economist   0.9  1 

Asst   statistician   0.4  1 

Sr   steno    1  1 

Sr  account  clerk 1  1 

Clerk  II  a LI  1 

Fiscal : 

Fiscal   officer  II   1  1 

Fiscal  officer  I 1  1 

Accounting  officer  II 2  2 

Asst  budget  analyst 2  2 

Supvng  account  clerk  II 1  1 

Jr  staff  analyst 1  1 

Accountant — trainee    0.2  - 

Accountant   I 1  1 

SupviLg  clerk  I 1  1 

Sr  stenn  <I        2.1  2 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 


1 

$22,050 

$22,050 

$22,050 

3 

21,525 

64,575 

64,575 

1 

1,976-2,186 

26,232 

26,232 

4 

1,337-1,626 

78,048 

78,048 

1 

1,213-1,475 

17,700 

17,700 

1 

1,100-1,337 

15,660 

16,044 

— 

1,048-1,273 

— 

_ 

1.5 

842-1,023 

17,328 

17,580 

5 

644-783 

45,968 

46,392 

5 

505-614 

36,172 

36,510 

1 

415-530 

5,440 

5,714 

1 

1,405-1,708 

17,700 

18,576 

5 

1,100-1,337 

70,142 

72,840 

1 

50-5-614 

7,368 

7,368 

1 

446-543 

6,054 

6,360 

1 

1,708-2,076 

24,912 

24,912 

1 

1,548-1,882 

22,584 

22,584 

3 

1,40.5-1,708 

57,852 

58,692 

5 

1,337-1,626 

96,000 

97,560 

13 

1,213-1,475 

212,716 

218,036 

1 

1,048-1,273 

12,680 

13,310 

1 

90.5-1,100 

11,265 

11,832 

1 

710-863 

10,356 

10,356 

1 

584-710 

8,520 

8,520 

1 

5S4-710 

8,520 

8,520 

3 

543-660 

20,952 

21,624 

2 

505-614 

14,736 

14,736 

1 

469-571 

6,334 

6,656 

3 

446-543 

17,519 

18,394 

2 

415-505 

12,120 

12,120 

1 

1,213-1,475 

16,452 

17,280 

3 

950-1,155 

39,082 

40,342 

1 

1,213-1,475 

17,700 

17,700 

1 

1,155-1,405 

16,860 

16,860 

1 

998-1,213 

14,556 

14,556 

1 

571-692 

8,304 

8,304 

1 

505-014 

7,368 

7,368 

3 

492-599 

21,564 

21,564 

2 

492-599 

13,092 

13,392 

1 

41.5-530 

5,484 

5,484 

1 

377-457 

4,800 

5,040 

1 

1,337-1,626 

19,356 

19,512 

1 

783-950 

11,400 

11,400 

2 

505-614 

14,738 

14,736 

0.5 

446-543 

2,745 

2,883 

1 

415-530 

5,835 

6,060 

1 

1,15.5-1,405 

16,452 

16,860 

5 

950-1,155 

67,052 

68,322 

2 

783-950 

21,252 

21,756 

1 

505-614 

7,368 

7,368 

1 

492-599 

7,188 

7,188 

<> 

492-599 

14,040 

14,040 

1 

446-543 

6,079 

6,386 

2 

415-530 

12,120 

12,120 

1 

1,155-1,405 

16,860 

16,860 

1 

950-1,155 

13,860 

1.3.860 

1 

950-1,155 

12.276 

12,888 

1 

783-950 

10,020 

10,524 

1 

505-614 

7,368 

7,368 

1 

492-599 

7,188 

7,188 

1 

415-505 

5,835 

6,060 

1 

1,155-1,405 

16,792 

16,860 

1 

1,048-1,273 

15,276 

15,276 

V) 

783-950 

21,176 

21,672 

2 

7S3-950 

21,840 

22,350 

1 

660-801 

9,612 

9.612 

1 

644-783 

9,396 

9,396 

„ 

644-746 

_ 

— 

1 

584-710 

8,520 

8,520 

1 

571-692 

8,304 

8,304 

2 

505-614 

13.098 

13,728 
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NO.  OF  POSITIONS 


67-68  68-69  69-70 
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ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 

Sl6 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


ADMINISTRATION— Continued 

Fiscal — Continued 

Sr    clerk    

Sr  account  clerk 

Accounting  technician   

BooUkeoping  mach  operator  II 

Clerk-typist    II    

Clerk   II    

Account   clerk    II    

Data  Processing: 

1>P  manager  III 

Sr  DP  systems  analyst 

DP  manager  I 

Assoc  DP  systems  analyst 

Compnter  operations  supvr  II 

Supvr.  EDP 

Asst  DP  systems  analyst 

Computer  operations  supvr  I 

Programmer    II  a    

Sr  computer  operator 

Programmer   I 

Programmer — trainee   

Supvng  clerk   I 

Key  data  supvr  II 

Computer  operator 

Sr  tab  mach  operator 

Sr  elerk-lypist 

Key  punch  supvr  I 

Sr  account  clerk 

Tab  mach  operator 

Steno  II  

Key  punch  operator  and  trainee 

Clerk  II   

Account  clerk  II 

Clerk   I   

Tab  mach  operator — trainee 

General  Services : 

Section  chief    

Supvng  account  clerk  II 

Storekeeper  II  

Supvng   clerk   I  d   

Storekeeper  I  

Supvng  photocopyist 

Sr  steno    

Sr  clerk  e 

Sr  clerk-typist 

Sr  account  clerk 

Stock  clerk 

Duplicating  mach  operator  II 

Photocopyist 

Steno  II    

Calculating  mach  operator 

Clerk    II  cd    

Account  clerk  II 

Clerk  I    

Temporary  help 

Overtime 

Terminal  pay 

Intermittent   help   

Tax   legislation  a   

Youth  summer  aid 

Totals,  Authorized  Positions 


BUSINESS   TAXES 

Administration  : 

Asst  executive  secretary 

Administrator  V    

Tax  administrator 

Principal  tax  auditor 

Administrator  III 

Chief  tax  compliance  supvr 

Supvng  tax  auditor  II 

Prin  tax  compliance  supvr  II 

Assoc  management  analyst 

For  footnotes  see  the  end  of  this  agency 


SALARY  RANGE 

2 

2 

2 

492-5(19 

14.376 

14,376 

4 

4 

4 

492-5fl9 

28,752 

28,7.52 

0.4 

1 

1 

492-599 

7.104 

7,188 

1 

1 

1 

457-556 

6.672 

6.672 

7.8 

8 

8 

415-530 

46,768 

47,288 

1 

1 

1 

415-505 

6,060 

6,060 

0.1 

- 

- 

415-505 

- 

- 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

0.4 

1 

1 

1,155-1,405 

16.3S4 

16.860 

1.4 

1 

1 

1,048-1,273 

15,276 

15,276 

2.1 

*? 

2 

9.50-1,155 

25,348 

20,386 

0.5 

3 

3 

950-1.1.55 

38,112 

39..S24 

5 

5 

5 

950-1,155 

64,842 

67,378 

1.8 

1 

1 

78.3-950 

10.524 

11.040 

2.6 

2 

2 

783-950 

22,665 

22,800 

9.8 

14 

14 

783-950 

138,424 

144.705 

3 

3 

3 

644-783 

27.119 

28,040 

6.4 

1 

1 

676-783 

8.214 

8,628 

0.4 

2 

2 

614-710 

15.720 

16,.504 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

571-692 

8.304 

8.304 

9.5 

11 

11 

556-676 

84,756 

86,688 

1.6 

2 

2 

530-644 

15,216 

15,456 

1 

1 

1 

492-599 

7.104 

7,188 

3.6 

4 

4 

492-599 

28,220 

28,556 

1.1 

2 

2 

492-599 

13,732 

14,068 

9.2 

8 

8 

480-584 

53,129 

54,471 

2 

2 

2 

446-543 

11,743 

12,335 

32.8 

32.5 

32.5 

425-517 

193,380 

198,052 

4.2 

4 

4 

415-.505 

23.483 

24.015 

3.5 

3 

3 

415-505 

16.446 

16,965 

0.1 

1 

1 

359-435 

4,416 

4,632 

1.4 

1 

1 

377-415 

4,740 

4,980 

1 

1 

1 

1,100-1.337 

16,044 

16,044 

1.2 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

614-783 

8,952 

8.952 

2 

o 

2 

571-692 

15.808 

16,480 

0.9 

1 

1 

530-676 

7,728 

7,728 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

505-614 

6,672 

7.008 

4.9 

5 

5 

492-599 

33,458 

34,424 

1 

1 

1 

492-599 

6,852 

7.188 

3 

3 

3 

492-599 

20,280 

20.580 

4.8 

5 

5 

480-584 

32,969 

33.569 

2.9 

3 

3 

457-556 

20.016 

20.016 

1.6 

2 

2 

457-556 

13.344 

13.344 

1.3 

1 

1 

446-543 

6,282 

6,516 

1.8 

2 

2 

435-530 

11,712 

11.982 

22.4 

24 

24 

415-505 

141,924 

143.546 

7.2 

6 

6 

tl5-50o 

35,219 

35,7.82 

3.9 

5 

5 

359-435 

24.528 

24.960 

1 

1.1 

1.1 

(3.7S6) 

3.500 

3.500 

_. 

_ 

(21.203) 

31.000 

31.000 

5.3 

8.3 

8.3 

(21,815) 

26..500 

26.500 

3.9 

6.3 

6.3 

(15.2.35) 

24.330 

24,330 

30 

19.6 

- 

(149.114) 

71,991 

- 

0.7 

- 

- 

(3,180) 
$2,712,070 

- 

- 

344.7 

352.8 

333.2 

$3,096,167 

$3,081,484 

1 

1 

$1,79.3-2,179 

$26,148 

$26,148 

1 

1 

1,626-1.976 

23.712 

2.3.712 

1 

1 

1.47.5-1.793 

21.516 

21.516 

1 

1 

1.40.5-1.708 

20.496 

20,498 

1 

1 

1.337-1.626 

19.512 

19.512 

1 

1 

1.273-1.548 

18.576 

18.576 

4 

4 

1.1.5.5-1.405 

67,440 

67,440 

1 

1 

1,100-],.3.S7 

16.044 

16.044 

1 

1 

950-1,155 

13,860 

13,860 

presentation. 
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22 
23 
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34 
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40 
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BUSINESS   TAXES— Continued 

Administration — Continued 

Tax  compliance  supvr  II  e 2  2 

Asst  statistician   1  1 

Secretary  I 2  2 

Sr  steno  e 6  6 

Steno  II   0.3  1 

Clerk-typist  II 1.4  1 

Audit : 

Supvng  tax  auditor  II 1  1 

Supvng  tax  auditor  I 2.8  3 

Tax  auditor  III 18  19 

Tax  auditor  III 13.2  16 

Auditor  I 2.S  1 

Supvng  clerii  I 1  1 

Sr  clerk 1  1 

Sr  clerk-typist 1  1 

Sr   account   clerk  i   3.6  4 

Steno    II    1  1 

Clerk-typist  II  i 3.5  3 

Clerk  II   4.9  5 

Bookkeeping  mach  operator  Id 7.2  7 

Account  clerk  II  t 4.8  5 

Compliance : 

Prin  tax  compliance  supvr  II 1  1 

Tax  compliance  s\ipvr  II 4.1  5 

Sr  tax  representative 2.8  3 

Collection  technician  II 1  1 

Tax  representative  e 5  5 

Collection  technician  I 4  4 

Supvng  clerk  I 3  3 

Sr  steno   1  1 

Tax  representative — trainee 1  1 

Sr   clerk    5  5 

Sr  account  clerk 2  2 

Steno  II  e 3.9  4 

Clerk-tvpist   II    18.1  19 

Clerk  II 8.5  9 

Account  clerk  II 1  1 

Files : 

Supvng  clerk  II 2  2 

Supvng  clerk  I 2  2 

Sr  clerk 8  8 

Clerk-typist  II  h   3.1  4 

Clerk  I  and  II  h 71.8  75.5 

Office: 

Supvng  tax  auditor  I 3  3 

Prin  tax  compliance  supvr  I 1  1 

Tax  auditor  III 3  3 

Tax  compliance  supvr  II  e 0.5  1 

Tax  auditor  Hi 14  13 

Tax  compliance  supvr  I 2  2 

Sr  tax  representative 1.1  2 

Supvng  clerk  II 1  1 

Tax  representative  e 7  7 

Auditor  I    3  3 

Supvng  clerk  li 3  3 

Supvng  account  clerk  I 1  1 

Tax  representative  trainee 1.3  2 

Sr   clerk  i   7.3  6 

Sr  clerk-typist 1.3  2 

Sr  account  clerk 20.8  24 

Steno  II   4.5  5 

Clerk-typist  lib   20.3  20 

Calculating  mach  operator 19.1  19 

Clerk  II  h 31.9  34 

Bookkeeping  mach  operator  1 1 0.7  1 

Account  clerk  IK 9.2  9 

Districts  : 

Administrator  IV   1  1 

Administrator  III 10  10 

Supvng  tax  auditor  III 2  2 

Administrator  II 10  10 

Supvng  tax  auditor  II 16.9  18 

Asst  dist  tax  administrator  I 2  2 

Prin  tax  compliance  supvr  II 11  11 

Supvng  tax  auditor  I 45.8  46 

Administrator  I 4  4 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

2 

905-1,100 

24,330 

24,888 

1 

783-950 

11,400 

11,400 

2 

584-710 

16,938 

17,040 

6 

505-614 

42,410 

43,406 

1 

446-543 

6,129 

6,438 

1 

415-530 

6,060 

6,060 

1 

1,155-1,405 

16,860 

16,860 

3 

1,048-1.273 

45,708 

45,828 

19 

950-1,155 

258,420 

259..572 

16 

783-950 

175.296 

177,216 

1 

644-746 

8,9.52 

8,952 

1 

571-692 

7,568 

7,952 

1 

492-599 

7,188 

7,188 

1 

492-599 

7,188 

7,188 

4 

492-599 

26,334 

26,940 

1 

446-543 

6,516 

6,516 

3 

415-530 

16.860 

17,100 

5 

415-505 

28,580 

29,104 

7 

415-505 

40.176 

40,980 

5 

415-505 

30,349 

30,790 

1 

1,100-1,337 

16,044 

16,044 

5 

905-1,100 

63,902 

65,116 

3 

710-863 

28,163 

29,264 

1 

710-S63 

10,356 

10,3.56 

5 

644-7S3 

44,446 

45,342 

4 

644-7S3 

37,584 

37,584 

H 

571-692 

24,912 

24,912 

1 

.505-614 

7,368 

7,368 

1 

556-614 

7,368 

7,3G8 

5 

492-599 

35,268 

35,632 

2 

492-599 

14,376 

14,376 

4 

446-543 

25,452 

25,752 

19 

415-530 

109,218 

111,558 

9 

415-505 

53,700 

53,700 

1 

415-505 

6,060 

6,060 

2 

660-SOl 

18,.561 

19,113 

2 

571-692 

16,128 

16,512 

8 

492-599 

55,611 

56,702 

4 

415-530 

22,750 

23,282 

75.5 

415-505 

429,642 

436,881 

3 

1,048-1.273 

45,828 

45,828 

1 

998-1,213 

14,556 

14.556 

3 

950-1.155 

41,580 

41,580 

1 

905-1,100 

12.276 

12.888 

13 

783-950 

147,450 

147,975 

2 

783-950 

21,216 

22,200 

2 

710-863 

20.082 

20.712 

1 

660-801 

9,427 

9,612 

7 

644-783 

59.710 

62.226 

3 

644-746 

26.568 

26,856 

3 

571-692 

24.912 

24,912 

1 

571-692 

8,304 

8,304 

9 

556-614 

14,118 

14,556 

6 

492-599 

41.528 

42.232 

2 

492-599 

14,208 

14,376 

24 

492-599 

167,087 

169.350 

5 

446-543 

30.674 

31,360 

20 

415-530 

116.286 

118,477 

19 

435-530 

118.031 

119.840 

34 

415-505 

201,946 

203,501 

1 

415-505 

6.060 

6,060 

9 

415-505 

52,620 

53,124 

1 

1,475-1.793 

21.516 

21,516 

10 

1.337-1,626 

194.886 

195.120 

o 

1,273-1,548 

37,152 

37.152 

10 

1,213-1,475 

177.000 

177.000 

18 

1,155-1.405 

300.004 

301,176 

2 

1,100-1,337 

32,088 

32.0S8 

11 

1,100-1,337 

175.176 

175.908 

46 

1.048-1.273 

699.696 

702,696 

4 

1,048-1,273 

61,104 

61,104 
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BOARD  OF  EQUALIZATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Hllnd)      (Auih.)      (Anih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

69 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


BUSINESS   TAXES— Continued 

Districts — Continued 

Prin  tax  compliance  supvr  I 9.9  10 

Tax  auditor  III 145.5  152 

0/S  auditor  III 23.8  31 

Tax  compliance  supvr  II 18.2  20 

Tax  auditor  II  &  auditor  I 393.8  414 

0/S  auditor  II 22.3  22 

Tax  compliance  supvr  I 35.9  34 

Sr  tax  representative 120.6  125 

Tax  representative   126.1  127 

Secretary  I 1.2  1 

Supvng  clerk  I 2  2 

Sr  steno    45.3  48 

Tax  representative — trainee    1.1  1 

Sr  clerk 32.8  36 

Sr  clerk-typist 17.7  19 

Sr  file  clerk 1  1 

Sr  cashier-clerk 3  3 

Sr  account  clerk 13  13 

Accounting   technician   3.2  3 

Stock  clerk 4  4 

Steno  II  &  I 72.2  75.5 

Clerk-typist  II  &  I 131.4  130.5 

Calculating  mach  operator C.8  7 

Clerk   II   48.1  53 

File  clerk  II 3  3 

Telephone  operator 0.6  1 

Cashier-clerk  II 2.9  3 

Account  clerk  II 7.9  8 

Janitor 0.7  1 

Temporary  help 1.3  0.5 

Overtime    -  0.2 

Auditor  student  trainee 7.4  4.6 

Intermittent  help 1  1 

Totals,  Authorized  Positions 1,801.2  1,868.8 


PROPERTY  TAXES 

Administration : 

Asst  executive   secretary 1  1 

Chief  of  operations 1  1 

Consultant    1  1 

Sr  property  appraiser  b.  i 1.2  1 

Tax   auditor   III 0.6  1 

Statistical  analyst  II 1  1 

Administrative  asst  I 1  1 

Secretary    I    1  1 

Sr  steno 0.3  2 

Steno  II 2.4  1 

Clerk-typist  II 1.2  1 

Intercounty  Equalization : 

Division  chief 1  1 

Prin   property   appraiser 1  1 

Sr  petroleum  &  mining  engr 1  1 

Sr  property   appraiser 8  8 

Sr  timber  &  rangeland  appraiser 1  1 

Sr   property   auditor-appraiser 1  1 

Assoc  real  property  appraiser 18.7  19 

Assoc  timber  &  rangeland  appraiser  0.9  1 

Assoc   property    auditor-appraiser 4  4 

Asst  real  property  appraiser 17  17 

Jr  property  appraiser 2.5  3 

Sr  steno   1  1 

Steno  II   6  6 

For  footnotes  see  the  end  of  this  agency  presentation. 


10 

152 

31 

20 

414 

22 

34 

125 

127 

1 

2 
48 

1 
36 
19 

1 

3 
13 

3 

4 

75.5 

130.5 

7 
53 

3 

1 

3 

8 

1 

0.5 

0.2 

4.6 

1 


SALARY  RANGE 

998-1,213 

950-1,155 

950-1,155 

905-1,100 

783-950 

783-950 

783-950 

710-863 

644-783 

584-710 

571-692 

505-614 

556-614 

492-599 

492-599 

492-599 

492-599 

492-599 

492-599 

480-584 

446-543 

415-530 

435-530 

415-505 

415-505 

415-505 

415-505 

415-505 

415-505 

(6,328) 

(69) 

(28,519) 

(5,329) 


145,270 

2,044,519 

401,760 

255,858 

4,403,447 

227,445 

384,897 

1,272,023 

1,140,391 

7,008 

16,608 

346,568 

7,128 

250,797 

131,528 

7,188 

21,564 

92,548 

21,564 

28,032 

463,967 

756,475 

43,512 

301,058 

18,180 

5,100 

17,905 

48,480 

8,209 

1,500 

500 

30,500 

5,000 


145,.560 

2,071,321 

411,572 

261,372 

4,527,928 

235,602 

386,313 

1,281,640 

1,162,567 

7,368 

16,608 

349,330 

7,368 

254,062 

134,304 

7,188 

21,564 

93,164 

21,564 

28,032 

474,032 

772,365 

48,782 

306,638 

18,180 

5,352 

18,180 

48,480 

5,325 

1,500 

500 

30,500 

5,000 


1,868.8         $16,459,132        $17,897,093        $18,130,250 


1 

$1,793-2,179 

$26,148 

$26,148 

1 

1,626-1,976 

20,751 

21,783 

1 

1,213-1,475 

17,700 

17,700 

1 

1,100-1,337 

16,044 

16,044 

1 

950-1,155 

13,200 

13,860 

1 

821-998 

10,398 

10,905 

1 

783-950 

11,400 

11,400 

1 

584-710 

8,520 

8,520 

? 

505-614 

13,794 

14,466 

1 

446-543 

6,179 

6,490 

1 

415-530 

5,242 

5,507 

1 

1,405-1,708 

20,496 

20,496 

1 

1,273-1,548 

18,576 

18,576 

1 

1,15.5-1,405 

16,860 

16,860 

8 

1,100-1,337 

124,912 

126,336 

1 

1,100-1,337 

16,044 

16,044 

1 

1,100-1,337 

14,796 

15,.532 

19 

905-1,100 

234,902 

241,220 

1 

905-1,100 

11,220 

11,784 

4 

905-1,100 

52,800 

52,800 

17 

746-905 

175,654 

180,040 

3 

614-710 

24,164 

25,016 

1 

505-614 

6,980 

7,338 

6 

446-543 

36,246 

37,414 
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BOARD  OF  EQUALIZATION — Continued 


SALAEIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROPERTY  TAXES— Continued 

Assessment  Standards  Division — 
Assistance  Unit : 

Division   chief    111 

Principal  property  appraiser 2  2  2 

Sr  valuation  engineer 111 

Sr  petroleum  and  mining  appraisal 

engineer 0.4  1  1 

Sr  property  appraiser  J 4.5  5  5 

Sr  timber  and  rangeland  appraiser  111 

Sr  property   auditor-appraiser 111 

Assoc  estimator  of  building  con- 
struction      2  2  2 

Tax  auditor  III 0.8  1  1 

Assoc  management  analyst 111 

Assoc  real  property  appraiser 8.9         11  11 

Assoc    timber    and     rangeland    ap- 
praiser    1.8  2  2 

Assoc  property  auditor-appraiser 2.5  5  5 

Supervisor  of  drafting  services 111 

Asst  real  property  appraiser 3.2  3  3 

Delineator 111 

Sr  steno   111 

Steno  II  and  I 5.1  6  0 

Clerk-typist  II 1.4  1  1 

Valuation  Division : 

Division  chief 111 

Principal  appraiser 111 

Sr  property  appraiser 1.9  2  2 

Sr  timber  and  rangeland  appraiser  -  1  1 

Supvng  utility  valuation  analyst 111 

Assoc  property  appraiser 5.7         14  14 

Assoc  propert,y  appraiser 1  -  - 

Utility  valuation  analyst 2  2  2 

Assoc    timber    and    rangeland    ap- 
praiser    8  -  - 

Supervisor  of  drafting  services 111 

Sr  tax  area  delineator 3  3  3 

Asst  real  property  appraiser 10.3         10  10 

Delineator 3  3  3 

Tax  area  delineator 4  4  4 

Jr  property  appraiser 0.4  1  1 

Supvng  clerk  I 111 

Supvng  account  clerk  I 111 

Drafting  aid  II 2.9  3  3 

Sr  account  clerk 111 

Steno  II  2  2  2 

Clerk-typist  II 2  2  2 

Calculating  mach  operator 3.9  4  4 

Clerk  II   1.8  2  2 

Temporary  help — valuation -  0.1  0.1 

Temporary  help — intereounty 0.7  0.6  0.6 

Temporary  help — assessment  stand- 
ards      0.9  0.4  0.4 

Overtime — valuation 1.0  0.7  0.7 

Overtime — assessment  standards -  0.1  0.1 


Totals,  Authorized  Positions 


176.9   184.9   184.9 


SAL.\RY  RANGE 
1,405-1,708 
1,273-1,548 
1,155-1,405 

1,155-1.405 
1,100-1,3.37 
1,100-1,337 
1,100-1,337 

950-1,155 
950-1,155 
950-1,155 
905-1,100 

905-1,100 
905-1,100 
821-998 
746-905 
614-746 
505-614 
446-543 
415-530 

1,548-1,882 

1,273-1,548 

1,100-1,-337 

1,100-1,337 

1,100-1,337 

90.5-1,100 

905-1,100 

905-1,100 

905-1,100 
821-998 
746-905 
746-905 
614-746 
614-746 
614-710 
571-692 
571-692 
556-676 
492-599 
446-543 
415-530 
435-530 
415-505 

(-) 

(3,791) 

(4,146) 

(4,569) 

(508) 

$1,883,879 


20,496 
36,422 
16,860 

14,150 
73,820 
16,044 
16,044 

27,720 

13,860 

12,784 

131,364 

26,400 

58,837 

11,976 

31,866 

8,952 

7,368 

34,477 

6,060 

22,584 
18,576 
32.088 
13.255 
16,044 
182,040 

25,828 


11,976 

32,580 

99,375 

25,296 

35,808 

7,668 

8,304 

8,304 

22,464 

7,048 

13.032 

10.9.32 

25,440 

11,160 

500 

3,840 

2,500 

4,000 

250 

$2,109,418 


20,496 
37,152 
16,860 

14,856 
76,700 
16,044 
16,044 

27,720 

13,860 

13,420 

135,480 

26,400 

61,660 

11,976 

32,454 

8,952 

7,368 

35,896 

6,060 

22,584 
18,576 
32,088 
13,918 
16,044 
183,384 

26,400 


11,976 

32,580 

103,420 

26,424 

35,808 

8,048 

8,304 

8,304 

23,582 

7,188 

13,032 

11.490 

25,440 

11.412 

500 

3,840 

2,500 

4,000 

250 

$2,152,769 


GRAND  TOTALS,  AUTHORIZED 

POSITIONS  k 2,322.8 


2,406.5   2,386.9         $21,055,081        $23,102,678        $23,364,503 


a  Two  positions  transferred  from  Administration — Management  Analysis  and  Administration — Administrative  Services  to  Adminis- 
tration-Executive for  workload  ad.justments. 

b  One  position  transferred  from  Administration — Property  Taxes  to  Administration — Legal  for  workload  adjustments. 

c  Six  positions  transferred  from  Administration — General  Services  to  Administration — Management  Analysis  for  workload  adjustments. 

d  Three  positions  transferred  from  Administration — Statistics,  Administration — Fiscal,  and  Business  Taxes  Headquarters — Audit  to 
Administration — Electronic   Data   Processing  for  workload   adjustments. 

8  Three  positions  transferred  from  Business  Taxes — Office  and  Business  Taxes — Compliance  to  Business  Taxes — Administration  for 
workload  adjustments. 

i  Two  positions  transferred  from  Business  Taxes — Office  to  Business  Taxes — Audit  for  workload  adjustments.  _ 

g  Three  positions  transferred  from  Business  Taxes — Office  to  Business  Taxes — Compliance  for  workload  adjustments. 

t  Eight  positions  transferred  from  Business  Taxes — Office  to  Business  Taxes — Piles  for  workload  adjustments. 

1  Seven  positions  transferred  from  Business  Taxes — Audit,  Business  Taxes — Administration  and  Business  Taxes — Compliance  to 
Business  Taxes — Office  for  workload  adjustments. 

i  One  position  transferred  from  Property  Taxes — Assessment  Standards  to  Property  Taxes — Administration  for  workload  adjustments. 

k  A  total  of  19.6  positions  in  tax  legislation  terminate  at  various  times  in  1908-69. 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


EXECUTIVE  OFFICE 

Directors  OtEce : 

Director     1  1 

Deputy  director 2.S  3 

Asst  director 1  1 

Special  asst 1  1 

Legislative   bill   coordinator 1  1 

Secretary 1  1 

Secretary  I 3  3 

Sr  steno 1.2  2 

Sr  clerk-typist 0.8 

Steno   II 0.9  1 

Temporary  help 0.9  1 

Totals,  Authorized  Positions 14.6  15 


AUDITS   DIVISION 


15 


Division  chief 111 

Asst  division  chief 111 

Supvng   examiner    II   10            10            10 

Supvng  examiner  I 2              3              3 

Examiner  III 31            30            30 

Examiner  II 49            42            42 

Auditor   I    9.8         18            18 

Sr   steno    111 

Steno   II 111 

Clerk-tvpist  II 3              3              3 

Clerk  II 111 

Overtime     0.1           0.3           0.3 

Totals,  Authorized  Positions 109.9       111.3       111.3 

BUDGET  DIVISION 

Administration : 

Division    chief    1 

Budget  Operations  Section: 

Chief  budget  analyst 1 

Asst  chief  budget  analyst 6.8 

Advisor      1 

Sr  constrn  analyst 2 

Sr  budget  analyst 14.3 

Assoc  constrn  analyst 1 

Assoc  DP  systems  analyst 0.4 

General  accountant  III 0.2 

Assoc  personnel  analyst 1 

Assoc  budget  analyst 27.8 

Asst  civil  engineer 0.2 

Asst  budget  analyst 6.1 

Jr  staff  analyst 1.8 

Secretary  I 1 

Supvng  clerk-typist  I 1 

Sr  steno 1 

Sr  clerk-typist 4.9 

Sr  account  clerk 1 

Steno  II 1 

Clerk-typist  IT 6.9 

Calculating  mach  operator 1 

Clerk-typist  I 0.1 

Financial  and  Population  Research 
Section : 

Chief  financial  economist 1 

Asst  chief  financial  economist 1 

Sr  research  analyst 2.3 

Sr  demographic  analyst 0.8 

Assoc  research  analyst 1 

Assoc  research  analyst 1.8 

Assoc  demographic  analyst 1.3 

Asst  econ  analyst 3.4 

Asst  demographic  analyst 1.7 

Census  coordinator 1 

Jr  econ  analyst 1.1 

Jr  research  analyst 0.1 

Economic  analyst  trainee 0.5 

Sr  clerk-typist 0.3 

Sr  account  clerk 1 


SALARY  RANGE 

$31,835 

2,076-2,233 

1,882-2,186 

1,626-1,976 

1,155-1,405 

676-821 

584-710 

505-614 

492-599 

446-543 

(5,244) 

$218,392 


$31,835 
80,388 
26,232 
23,712 
15,724 
9,852 
25,560 
14,736 

6,104 
6,168 

$240,311 


$31,835 
80,388 
26,232 
23,712 
16,520 
9,852 
25,560 
14,736 

6,412 
6,168 

$241,415 


$1,548-1,882 

$22,584 

$22,584 

1,27.3-1  ,.548 

18,576 

18,576 

1,1.55-1,405 

168,600 

168,600 

1,048-1,273 

45,108 

45.828 

950-1,155 

393,434 

403,041 

78.S-950 

455,478 

465,084 

644-766 

147,628 

154,574 

505-614 

7,368 

7,368 

446-543 

6,308 

6,516 

415-530 

17,719 

18,005 

415-505 

6,060 

6,060 

(1,289) 

2,352 

2,3.52 

$1,215,055 

$1,291,215 

$1,318,588 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1 

1,475-1,793 

21,516 

21,516 

7 

7 

1,337-1,626 

105,268 

136,428 

1 

1 

1,273-1,548 

18.576 

18,576 

2 

2 

1,155-1,405 

33,720 

33,720 

16 

16 

1,155-1,405 

253,856 

260,120 

1 

1 

998-1,213 

14,266 

14,556 

1 

1 

950-1,155 

11,976 

12,576 

1 

1 

9.50-1,155 

12,326 

12,940 

31 

31 

9.50-1,155 

395,807 

408,838 

1 

1 

821-1,048 

11,976 

11,976 

7 

7 

783-950 

70,294 

73,605 

644-783 

— 

— 

1 

1 

584-710 

8,520 

8,520 

1 

1 

571-692 

8,304 

8,304 

1 

1 

505-614 

7,368 

7,368 

5 

5 

492-599 

34,274 

35,072 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

7 

7 

415-530 

39,234 

40,590 

2 

2 

435-530 

11,844 

12,120 

1 

1 

377-457 

4,650 

4,880 

1 

1 

1,548-1,882 

22,584 

22,584 

1 

1 

1,273-1.548 

18,576 

18,576 

2 

2 

1,15.5-1.405 

33,448 

33.720 

1 

1 

1,1.55-1,405 

16.860 

16,860 

1 

1 

950-1,155 

13,860 

13,860 

2 

2 

950-1,155 

24,454 

25,674 

2 

2 

950-1,155 

23,970 

25,170 

2 

2 

783-950 

20,880 

21,900 

2 

2 

7S3-S50 

20,292 

21,306 

1 

1 

783-950 

10,272 

10,776 

1 

1 

676-783 

8,952 

9,396 

676-783 

— 

— 

2 

2 

614-710 

14,916 

15,654 

1 

1 

492-599 

6,004 

6,308 

1 

1 

492-599 

7,188 

7,188 
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SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filldj      (Auth.)      (Aulfa.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 
49 
50 
51 
52 

63 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

.83 

54 

«5 


SALAEY  RANGE 

1.9 

1 

1 

415-530 

5,714 

6,010 

2.3 

3 

3 

415-505 

17,300 

17,560 

0.7 

1 

1 

377-457 

4,668 

4,900 

0.6 

2.5 

2.5 

(3,569) 

20,707 

20,707 

3.3 

2.8 

2.8 

(35,979) 

36,194 
$1,459,230 

36,194 

109.6 

120.3 

120.3 

$1,259,431 

$1,494,664 

1 

1 

1 

$21,000 

$21,000 

$21,000 

1.2 

1 

1 

1,337-1.626 

19,512 

19.512 

2.7 

2 

2 

1,155-1,405 

33,005 

30,968 

2.5 

3 

3 

950-1,155 

39,035 

37,812 

0.2 

— 

_ 

950-1,155 

— 

_ 

0.8 

1 

1 

950-1,155 

12,276 

12,888 

1.8 

1 

1 

783-950 

9,396 

9,852 

0.4 

_ 

_ 

783-950 

_ 

_ 

1 

1 

7S3-950 

9,396 

9,852 

1 

_ 

_ 

746-905 

_ 

_ 

0.S 

_ 

_ 

676-783 

_ 

_ 

1 

1 

1 

614-710 

8,384 

8,520 

0.8 

1 

1 

505-614 

7,098 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

5.3 

1 

1 

446-543 

8,469 

6,282 

- 

_ 

_ 

(70) 

— 

— 

- 

- 

- 

(237) 

— 

— 

20 


14 


14 


$209,395 


$174,759 


$171,242 


BUDGET  DIVISION— Continued 

Financial  and  Population  Research 
Section — Continued 

Clerk-typist  II 

Account  clerk  II 

Clerk-typist  I 

Temporary  help 

Overtime 

Totals,  Authorized  Positions 

OFFICE  OF  PLANNING 

Planning  officer 

Asst  chief 

Sr  planner  a 

Assoc  planner  a 

Administrative  asst  II 

Assoc  economist 

Asst  planner  " 

Administrative  asst  I 

Asst  econ  analyst 

Sr  delineator   

Jr  econ  analyst 

Economic  analyst  trainee 

Sr  steno 

Sr  clerk-typist 

Steno    II  a    

Temporary  help 

Overtime   

Totals,  Authorized  Positions 

PROGRAM  AND  POLICY  OFFICE 

Chief    

Supvng  engineer   

Supvng  personnel  analyst 

Program  &  policy  consultant 

Sr  budget  analyst 

Assoc  planner 

Personnel  trng  consultant 

Sr  steno 

Steno  II  

Temporary  help 

Totals,  Authorized  Positons 

ECONOMIC  DEVELOPMENT 
AGENCY b 

Commissioner 0.6  -  -  $21,000  $4,258 

Staff  asst 0.2  -  - 

Sr  business  specialist 1  -  -  1,155-1,405  3,510                          - 

Assoc  business  specialist 1  -  -  950-1,155  2,888                           - 

Assoc  economist 1  -  -  950-1,155  2,620 

Sr  steno 1  -  -  505-614  1,535 

Steno  II 1  -  -  446-543  1,358 

Totals,  Authorized  Positions 5.8  -  -  $68,201  $16,169 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS  26S.8      269.6      269.6  $3,086,375  $3,314,072  $3,360,869 

a  One  sr  planner,  1  assoc  planner,  3  asst  planners  and  2  stenos  II  were  transferred  effective  9-13-68  to  the  Council  on  Intergovern- 
mental Relations  in  accordjince  with  the  Governor's  Reorganization  Plan  No.  1. 

b  The  Economic  Development  Agency  was  transferred  effective  9-13-68  to  the  Department  of  Commerce  in  accordance  with  the 
Governor's  Reorganization  Plan  No.  1. 


1 

1 

$1,405-1,976 

$21,516 

$22,584 

1 

1 

1,337-1,626 

19,512 

19,512 

- 

_ 

1,273-1,548 

— 

- 

2 

2 

1,273-1,548 

37,152 

37,152 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

950-1,155 

12,576 

13,200 

0.2 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

505-614 

7,368 

7,368 

0.9 

1 

1 

446-543 

6,004 

6,308 

0.8 

- 

- 

(4,294) 

- 

- 

8.9 


$115,901 


$132,388 


$134,960 


FISCAL  AFFAIKS 
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FRANCHISE  TAX   BOARD 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Aalh.)       |Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive : 

Executive  officer 

Assistant  executive  officer 

Administrator  II 

Tax  service  specialist 

Assistant  tax  service  specialist 

Secretary  II  

Sr  steno   

Lepral : 

Chief  counsel 

Tax  counsel — fraud  investigations. 

Tax  counsel   

Tax  counsel  II 

Tax  counsel  I 

Income  tax  aprent 

Tax  auditor  III 

Assistant   counsel   

Jr  counsel 

Tax  auditor  II 

Supvng  steno  I 

Sr  lesal  steno 

Sr  steno 

Lepal  steno 

Steno   II 

File  clerk  11 

Clerk  II 

Program : 

Administrator  IV 

Administrator  II 

Sr  statistician 

Fiscal  control  officer 

Personnel  off  II 

Siipvr  of  collections 

Administrator  I 

Staff  research  analyst 

Tax  auditor  III 

Assoc  budget  analyst 

Assoc  DP  systems  analyst 

Assoc  management  analyst 

Asst  economic  analyst 

Asst  personnel  analyst 

Tax  compliance  supervisor  I 

Tax  atiditor  II 

Accountant  I 

Supvng  account  clerk  I 

Personnel  assistant  II 

Sr  steno    

Personnel  assistant  I 

Sr  account  clerk 

Sr  clerk-typist   

Steno  II   

Account  clerk  II 

Clerk-typist  I-II    

Work  Measurement  Program: 

Staff  management  analyst 

Assistant  management  analyst 

Tax  auditor  II 

Jr  staff  analyst 

Supvng  account  clerk  I 

Sr  account  clerk 

Steno  II  

Calculating  machine  operator 

Temporary  help  a    

Totals,  Authorized  Positions 


DATA  PROCESSING 

DP  manager  III 

DP  manager  I   (programming) 

Assoc  DP  systems  analyst 

Computer  operations  supervisor  II 

Supervisor,  EDP 

Asst  DP  systems  analyst 

Programmer    II,   EDP 

Computer  operations  supervisor  I 

Programmer   I,   EDP 

Key  data  supervisor  III 

Supervising  clerk  II 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

1 

1 

1 

.$23,625 

$23,625 

$23,625 

1 

1 

1 

1.626-1,967 

23,604 

23,604 

0.9 

1 

1 

1,155-1,405 

18,576 

18,576 

1 

1 

1 

1,100-1,337 

13,200 

13,860 

0.6 

1 

1 

905-1,100 

11.976 

12,.576 

1 

1 

1 

644-783 

9,396 

9,396 

2 

2 

2 

505-614 

14,736 

14,736 

1 

1 

1 

1,708-1,967 

23.604 

23,604 

1 

1 

1 

1,475-1,793 

21,516 

21,516 

2.3 

3 

3 

1,40.5-1,708 

61,488 

61,488 

1.9 

2 

2 

1.337-1,626 

38,244 

39.024 

8.9 

8 

8 

1,213-1.475 

135,204 

137.556 

4.7 

5 

5 

1,048-1,273 

74,469 

75,138 

1 

1 

1 

950-1,155 

13.475 

13,860 

1.1 

3 

3 

905-1.100 

32,985 

34,632 

2.8 

3 

3 

783-950 

29.138 

30,606 

2 

9 

2 

783-950 

22,665 

22,800 

1.3 

1 

1 

584-710 

8.520 

8,520 

2.4 

2 

2 

543-660 

15,840 

15,840 

2 

3 

3 

505-614 

21,774 

22,104 

2.3 

1 

1 

469-571 

6,852 

6.852 

0.7 

1 

1 

446-.543 

5.559 

5.835 

1 

1 

1 

415-505 

6,060 

6,060 

1 

2 

2 

415-505 

11,010 

11,412 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

0.9 

1 

1 

1,15.5-1.405 

16.520 

16,860 

1 

1 

1 

l,l.'i.';-l,405 

16.860 

16,860 

0.8 

1 

1 

1,155-1,405 

15.916 

16,724 

1 

1 

1 

1,100-1,337 

16.044 

16,044 

1 

1 

1 

1,100-1,337 

16.044 

16,044 

2 

2 

2 

1,048-1.273 

30.552 

30,552 

1 

1 

1 

1,048-1,273 

14,5.56 

15.276 

3.6 

4 

4 

950-1.155 

51,976 

53,188 

0.5 

1 

1 

950-1,155 

13.860 

13.860 

1 

1 

1 

950-1.155 

11,640 

12,226 

0.8 

1 

1 

950-1,155 

12,276 

12.888 

1 

1 

1 

7S3-950 

9.852 

10,356 

0.6 

1 

1 

783-950 

9,936 

10,440 

0.9 

1 

1 

783-950 

9.396 

9.852 

1 

1 

1 

783-950 

10,692 

11,220 

1 

1 

1 

584-710 

8.520 

8.520 

1 

1 

1 

571-692 

7,920 

8,304 

0.3 

1 

1 

571-692 

7,536 

7,920 

2 

4 

4 

505-614 

27,656 

28,714 

1.1 

2 

2 

492-599 

13,088 

13,760 

2.4 

3 

3 

492-599 

19,940 

20,948 

2.4 

1 

1 

492-599 

7,188 

7.188 

5.3 

4 

4 

446-543 

23,787 

24,869 

7.9 

7 

7 

41.5-505 

41,193 

41,878 

5.3 

5 

5 

377-530 

28,606 

29,447 

0.7 

1 

1 

1,048-1.273 

15,276 

15.276 

1.8 

4 

4 

783-950 

43,748 

44,220 

3.5 

783-950 

— 

— 

2.3 

1 

1 

644-783 

9,396 

9,396 

1.5 

1 

1 

571-692 

7,856 

8,240 

0.9 

492-599 

- 

- 

0.3 

1 

1 

446-543 

5,605 

5.881 

0.7 

1 

1 

435-530 

6.360 

6..S60 

6 

3 

3 

(31,310) 

15,879 

15,879 

109.4 

109 

109 

$1,116,716 

$1,209,686 

$1,232,906 

1 

1 

1 

$1,273-1,548 

$18,576 

$18,576 

2.2 

2 

2 

1,048-1,273 

28,621 

29,542 

2.2 

5 

5 

950-1,155 

61.074 

64.129 

1.3 

3 

3 

950-1.1.55 

36.3.57 

38,012 

4.9 

6 

6 

950-1,155 

72,586 

75,996 

1.7 

2 

2 

783-950 

21.384 

22,440 

7.2 

10 

10 

783-9.50 

99,935 

104,094 

1.7 

3 

3 

783-950 

29,158 

30.606 

8.6 

17 

17 

676-783 

144,179 

151,004 

0.7 

1 

1 

660-801 

9,024 

9,464 

0.7 

1 

1 

660-801 

9,024 

9,464 
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FRANCHISE  TAX  BOARD — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleil)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
56 


DATA  PROCESSING— Continued 

Sr  computer  operator 

Programmer — trainee,   EDP 

Key  data  supervisor  II 

Supervising  clerk  I 

Supervising  account  clerk  I 

Computer  operator 

Sr  steno 

Computer  operator  trainee 

Key  punch  supervisor  I 

Sr  clerk-typist 

Sr  clerk 

Sr  account  clerk 

Tabulating   mach   operator 

Steno  II  

Key  punch  operator 

Account  clerk  II 

Tab  machine  operator — trainee 

Clerk-typist  I-II 

Clerk  I-II 

Temporary  help  a   

Totals,   Authorized  Positions 


OPERATIONSb 

Assistant  executive  officer 

Administrator  III 

Administrator  II 

Acctg  &  general  services  off 

Principal  tax  compliance  supvr  II 

Administrator   I    

General  accountant  III 

Tax  auditor  III 

OiEce  supervisor  II 

Tax  compliance  supervisor  II 

Accounting  officer  II 

General  accountant  II 

Tax  auditor  II 

Out-of-state  auditor  II 

Office  supervisor  I 

Tax  compliance  supervisor  I 

Sr  tax  representative 

Supervising  account  clerk  II 

Supervising  clerk  II 

Auditor  I 

Tax  rep 

Storekeeper  II  

Accountant  I 

Secretary  I  

Supvng  steno  I 

Supvng  cashier  clerk  I 

Supvng  clerk  I 

Supvng  account  clerk  I 

Supvng  file  clerk  I 

Supvng  clerk-typist  I 

Tax  representative — trainee 

Property  clerk  I 

Sr  steno 

Supvng  calculating  machine  opr 

Accounting  technician   

Sr  account  clerk 

Sr  file  clerk 

Sr  clerk-typist 

Sr  clerk 

Stock    clerk    

Photocopyist       

Calculating  machine   operator 

Account  clerk  II 

File  clerk  II   

Stenographer    I-II    

Clerk-tvpist   I-II 

Clerk  i-II 

Temporary   help  b   149.1 

Totals,  Authorized  Positions 755.6 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

3.4 

5 

5 

644-783 

42,448 

44,101 

5.4 

1 

1 

614-710 

7,4.58 

7,824 

1.6 

2 

2 

571-692 

15,328 

16,096 

0.8 

1 

1 

571-692 

8,304 

8,304 

1.2 

3 

3 

571-692 

21,888 

22,854 

8.9 

11 

11 

556-676 

83,280 

85,434 

0.7 

1 

1 

505-614 

6,386 

6,700 

2.3 

5 

5 

505-556 

31,532 

32,892 

7.6 

7.3 

7 

492-599 

48.312 

48,212 

1 

1 

492-599 

6,154 

6.464 

2.1 

4.7 

5 

492-599 

31,420 

33,972 

1.5 

1 

1 

492-599 

6,308 

6,628 

1 

1 

1 

480-584 

7,008 

7,008 

3.4 

2 

2 

446-543 

11,833 

12,434 

34.7 

40 

40 

425-517 

219,149 

229,169 

3.6 

4 

4 

415-505 

23.360 

23.620 

0.3 

1 

1 

377-415 

4,632 

4.860 

2.5 

5 

5 

377-530 

26.322 

27.,523 

15.2 

21 

21 

359-505 

110,614 

114,630 

81.6 

66 

66 

(420,003) 
$1,291,877 

3.56,616 

356,616 

210 

234 

284 

$1,598,270 

$1,648,668 

1 

1 

1 

$1,626-1,967 

$23,604 

$23,604 

2 

2 

2 

1,273-1,548 

37,152 

37,152 

2.6 

4 

4 

1,155-1,405 

66,148 

67,440 

0.9 

1 

1 

1,155-1,405 

15,036 

15,788 

1 

1 

1 

1,100-1.337 

16.044 

16,044 

9.6 

9 

9 

1,048-1.273 

136,644 

137,484 

0.8 

1 

1 

9.00-1,155 

13.310 

13,860 

54.3 

58 

58 

950-1,155 

771,303 

787.056 

1.5 

1.5 

1.5 

905-1,100 

18,900 

18,900 

1.7 

2 

2 

905-1,100 

22.620 

23,760 

1 

1 

1 

783-950 

10,734 

11,265 

1 

1 

1 

7S.S-950 

10,734 

11,265 

68.1 

69 

69 

7S.3-950 

751,397 

764,427 

11 

17 

17 

7S3-950 

175,590 

180,924 

1 

1 

1 

783-950 

11,175 

11,400 

4 

4 

4 

7S8-950 

43,886 

44,472 

1.8 

4 

4 

710-863 

36.132 

37,434 

0.5 

0.5 

0.5 

660-801 

4,806 

4,806 

4 

4 

4 

660-801 

38,448 

38,448 

11.2 

12 

12 

644-746 

92,014 

102,176 

3.6 

4 

4 

644-783 

32,472 

34,104 

1 

1 

1 

614-783 

8.350 

8,772 

3.3 

3 

3 

5S4-710 

24.048 

24,408 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

584-710 

8,520 

8,520 

0.9 

1 

1 

571-692 

7,888 

8,272 

2.9 

3 

3 

571-692 

24,048 

24,752 

6.1 

6 

6 

571-692 

49,1.52 

49,824 

2.9 

3 

3 

571-692 

24.144 

24,528 

0.2 

1 

1 

571-692 

7,632 

8,016 

2.7 

2 

2 

556-614 

14,736 

14,736 

0.6 

1 

1 

530-644 

6,490 

6,812 

3.6 

3 

3 

50.5-614 

22,104 

22,104 

0 

4 

4 

505-614 

26,616 

27,456 

16.5 

16 

16 

492-599 

111.084 

112.556 

20 

21 

21 

402-599 

143,237 

145,770 

6.9 

S 

8 

492-599 

55,292 

56,748 

7.1 

7 

7 

492-599 

46,862 

48,364 

17.8 

18 

18 

492-599 

126,832 

128,180 

1.1 

1 

1 

480-584 

6,386 

6,700 

1 

1 

1 

457-556 

6.516 

6,672 

18.1 

41 

41 

435-530 

232.121 

240,333 

24.9 

30 

30 

415-505 

164,307 

169,812 

3.8 

3 

3 

415-505 

18.180 

18,180 

17.4 

18 

18 

40.5-543 

108,600 

111,228 

59.3 

64 

64 

377-5.30 

358,605 

366.629 

201.8 

200 

200 

359-505 

1,146,464 

1,169,186 

149.1 

165.8 

165.8 

(638,095) 
$5,106,376 

746,504 

746,504 

755.6 

S21.S 

821.8 

$5,831,387 

$5,945,391 

FISCAL  AFFAraS 
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FRANCHISE  TAX   BOARD — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllld)      (tuih.)      (Auih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
68 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  KANGE 


1 

1 

1 

$1,405-1.708 

$19,356 

$20,332 

2 

2 

2 

1.273-1.548 

36,136 

37.006 

10.9 

11 

11 

1,048-1.273 

167.616 

168.036 

1 

1 

1 

998-1.213 

14.556 

14.556 

27.9 

29 

29 

950-1.155 

385.878 

394.198 

1 

1 

1 

905-1.100 

13.200 

13.200 

40.2 

43 

43 

783-950 

458.854 

469.038 

4.2 

5 

5 

783-950 

56.550 

57.000 

9.4 

11 

11 

710-863 

105.768 

108.900 

0.7 

1 

1 

660-801 

8.592 

9.024 

17.7 

18 

18 

644-783 

160.716 

164.070 

7.5 

26 

26 

644-746 

105.412 

212,332 

0.9 

1 

1 

571-692 

7,760 

8.144 

1.5 

2 

2 

556-614 

14,406 

14.736 

2.G 

o 

o 

50.5-614 

14.736 

14.736 

7.5 

7 

7 

492-509 

49.084 

49.756 

8.4 

8 

8 

492-599 

54.578 

55,932 

0.7 

1 

1 

492-599 

7,188 

7.1S8 

2.3 

2 

2 

492-599 

14.376 

14.376 

1 

1 

1 

43.5-530 

6.360 

6.360 

2.4 

2 

9 

415-505 

11.312 

11.845 

3.5 

3 

3 

405-543 

19,548 

19.548 

23.3 

26 

26 

377-530 

139.387 

147,977 

12.6 

14 

14 

359-505 

80.728 

82.780 

6.9 

15.5 

15.5 

(29.434) 

G9.350 

69.350 

197.1 

233.5 

233.5 

$1,749,639 

$2,021,477 

$2,170,420 

LOS  ANGELES  REGIONAL  OFFICEcd 


Administrator  IV 

Administrator  III 

Administrator  I 

Principal  tax  compliance  supervisor  I 

Tax  auditor  III 

Tax  compliance  supervisor  II 

Tax  auditor  II 

Tax  compliance  supervisor  I 

Sr  tax  representative 

Supervising  clerk  II 

Tax  representative 

Auditor   I 

Supervising  clerk  I 

Tax  representative — trainee 

Sr   steno 

Sr  clerk 

Sr  clerk-typist 

Sr  cashier  clerk 

Sr  account  clerk 

Calculating  machine  operator 

Account  clerk  II 

Steno   I-II   

Clerk-typist  I-II 

Clerk  MI 

Temporary  help 

Totals.  Authorized  Positions 


SAN   FRANCISCO   REGIONAL 
OFFICEc 

Administrator   IV   

Admini.strator  III 

Administrator    I    

Tax  auditor  III 

Tax  compliance  supervisor  II 

Tax  auditor  II 

Tax  compliance  supervisor  I 

Sr  tax  representative 

Supervising  clerk  II 

Tax  representative 

Auditor   I   

Supervi.sing  clerk  I 

Tax  representative — trainee 

Property  clerk  I 

Sr   stenographer    

Sr  clerk  1 

Sr  clerk-typist 

Sr  cashier-clerk 

Calculating  machine  operator 

Telephone  operator 

Stenographer  I-II 

Clerk-typist  I-II 

Clerk  I-II  

Temporary  help 

Totals,  Authorized  Positions 

SENIOR   CITIZENS'  PROPERTY  TAX 

ASSISTANCE  d 

Administrator  II 0.5  1  1  $1,155-1.405  $16,860  $16,860 

Tax  auditor  III 0.7  1  1  950-1,155  13:695  13,860 

Auditor  I   -  1  1  644-746  7,920  8,316 

Supervising  clerk  I 0.7  1  1  571-692  8,304  8,304 

Sr  stenographer 0.6  1  1  505-614  7,368  7.368 

Sr  cleik-typist 0.4  1  1  492-.599  7,188  7,188 

Stenographer   II   0.8  1  1  446-.543  6,029  6,334 

Temporary  help 4.9  20.2  20.2  (27,158)  117,498  117,498 

Totals,  Authorized  Positions 8.6         27.2         27.2  $60,386  $184,862  $185,728 

GRAND  TOTALS,  AUTHORIZED  '  ' 

POSITIONS    1,409.1    1,560.3   1,560.3         $10,474,528        $12,103,758        $12,493,960 

a  A  total  of  3.1  positions  transferred  from  Administration  to  Data  Processing  for  workload  adjustment. 

b  One  position  transferred  from  Operations  to  Data  Processing  for  workload  adjustment. 

c  Four  positions  transferred  to  L.A.  Regional  from  S.F.  Regional  for  workload  adjustment. 

dTwo  positions  transferred  to  L.A.  Regional  from  Senior  Citizens'  for  workload  adjustment. 


8.8 

19.9 
0.8 

24.7 
1.3 
7.9 
1 

8.4 
1.3 
1 

1.9 
1 

2.2 
3.8 
6.5 
1 

1.9 
1.8 
3.4 

13.7 
2.4 

10.7 


1 

9 

9 
20 

1 
25 

1 
10 

1 

7 

7 

1 

o 

i 

2 
I 
8 
1 

O 

i 

3 
13 

o 

lO.S 


1 

9 

9 
20 

1 
25 

1 
10 

1 

7 

7 

1 

2 

i 

2 
4 

8 
1 
2 

i 

3 

13 

2 

lO.J 


128.4      134.8      134.8 


$1,40.5-1.708 

1,27.3-1,548 

1,048-1.273 

950-1,155 

90.5-1.100 

783-950 

783-950 

710-863 

660-801 

644-783 

644-746 

571-692 

556-614 

530-644 

505-614 

492-599 

492-599 

492-599 

435-530 

415-505 

405-543 

377-530 

359-505 

(48.405) 

$1,149,534 


$20,496 

35,923 

134.664 

269.141 

11,265 

281,498 

10.566 

94.981 

9,612 
59,534 
25,724 

8.304 
14.526 

7,668 
14,736 
28,752 
53,198 

7,188 
12,720 

6,060 
17,933 
71,783 
10,699 
51,105 

$1,258,076 


$20,496 

36,860 

135,408 

272,832 

11,832 

283,020 

11,085 

99,030 

9,612 
61,584 
56.9.50 

8.304 
14.736 

7,728 
14,736 
28,7.52 
54,4.36 

7.188 
12,720 

6,060 
18,499 
76,637 
11,237 
51,105 

$1,310,847 


4M 


FISCAL  AFFAIRS 


DEPARTMENT   OF   HOUSING   AND  COMMUNITY   DEVELOPMENT 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Aoih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Commissioner  (9)  per  diem 

Director 

Assistant  director 

Associate   counsel   

Administrative  asst  II 

Accounting:  officer  II 

Secretary  I  

Senior  legal  stenographer 

Senior  clerk-typist   

Senior  account  clerk 

Clerk-typist  II 

Account  clerk  II 

Totals,  Administration 11 


DIVISION   OF   HOUSING  AND 

COMMUNITY   DEVELOPMENT 


_ 

_ 

- 

§25  day 

$2,025 

$2,025 

1 

1 

1 

22,575 

22,575 

22,575 

0.9 

1 

1 

1,371-1,667 

16,520 

17,341 

0.1 

- 

- 

1,213-1,475 

- 

- 

1 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

783-950 

10,398 

10,905 

1 

1 

1 

5S4-710 

8,080 

8,486 

1 

1 

1 

543-660 

7,020 

7,362 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

415-505 

11,280 

11,544 

1 

1 

1 

415-505 

5,737 

6.035 

11 


11 


Chief   111 

Coordinator,    community    development  3  3              3 
Area  representative,  community  devel- 
opment      4.1  4              4 

Administrative  asst  II 1  -              - 

Associate  economist 0.5  —             - 

Senior  stenographer 111 

Stenographer   II   3  3              3 

Clerk-typist  II 111 

Totals,    Division    of    Housing    and 

Community  Development 14.6  13            13 

DIVISION   OF  BUILDING  AND 
HOUSING  STANDARDS 

Chief    1  1 

Asst  chief 1  1 

Housing  standards  coordinator 1  1 

Asst  housing  standards  coordinator 2.3  4 

Area  supervisor 6.6  5 

Structural  engineering  associate 1  1 

District  representative 61.6  63 

Supvng  clerk  I 1  1 

Senior   stenographer 7.9  8 

Senior   clerk-tvpist   0.3  1 

Stenographer  II 10.1  10 

Clerk-typist  II 8.9  10 

Temporary  help 0.5  0.5 

Totals,    Division    of    Building    and 

Housing  Standards 103.2  106.5       106.5 


Totals,   Authorized  Positions 12S.8       130.5       130.5 


$99,683 


$1,587-1,750 
1,128-1,371 

973-1,183 

950-1,155 

950-1,155 

505-614 

446-543 

415-505 


$156,558 


1 

$1,587-1,750 

1 

1,128-1.371 

1 

1,128-1,371 

4 

1,023-1,243 

5 

1,023-1,243 

1 

998-1,213 

63 

842-1,023 

1 

571-692 

8 

505-614 

1 

492-599 

10 

446-543 

10 

415-505 

0.5 

2,270 

$1,010,947 
$1,267,188 


$109,411 


$19,684 
49,356 

53,352 


7,368 

17,824 

6,060 


$153,644 


$19,684 

14,376 

16,452 

57,644 

73,625 

14,556 

745,204 

8,304 

55,550 

5,904 

61,333 

55,691 

1,827 

$1,130,150 
$1,393,205 


$112,625 


$20,668 
49,356 

55,301 


7,368 

18,722 

6,060 


$157,475 


$20,668 
15,102 
16,452 
59,424 
74,520 
14,556 
757,839 

8,304 
56,476 

6,204 
63,436 
57,901 

1.827 


$1,152,709 
$1,422,809 


FISCAL  AFFAIRS 
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STATE  TREASURER 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.j       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


State   treasurer  

Deputy   treasurer   

Asst  treasurer 

Asst    deputy    treasurer    

Treasury  cashier 

Treasury    investment    officer 

Treasury  trust  officer 

Treasury  gen  services  officer  — 

Information  officer  I 

Asst  treasury  officer  II 

Administrative  asst  I 

Asst  treasury  officer  I 

Accountant  trainee 

Treasury  vault  officer 

Secretary  I  

Accountant  I 

Admiuistrative  trainee 

Treasury   teller   

Sr  tab  mach  operator 

Asst  treasury  vault  officer 

Sr  steno   

Sr  clerk 

Sr    clerk-typist    

Sr  cashier  clerk 

Accounting  technician 

Tab   mach   operator   

Treasurv  guard-clerk 

Steno  II  

Clerk-typist  II 

Keypunch  operator 

Clerk   II   

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

$25,000 

$25,000 

$25,000 

1 

1 

1 

1,548-1,882 

22.584 

22.584 

1 

1 

1 

1.475-1,793 

18,966 

19,922 

1 

1 

1 

1,405-1,708 

20,496 

20.496 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1.405 

14,796 

15.532 

1 

1 

1 

1,155-1,405 

16.860 

16,860 

1 

1 

1 

950-1,155 

13,860 

13.860 

0.8 

1 

1 

90.5-1.100 

11,976 

12,576 

1.9 

o 

2 

783-950 

22,050 

22.575 

0.6 

1 

1 

783-950 

11,400 

11.400 

0.9 

1 

1 

676-821 

8.772 

9,211 

0.8 

2 

2 

644-746 

16.836 

17,268 

1 

1 

1 

599-728 

8,736 

8,736 

0.8 

1 

1 

584-710 

7,728 

8.112 

1 

1 

584-710 

8,520 

8.520 

1 

1 

1 

584-710 

8,520 

8.520 

1 

1 

1 

543-660 

7,920 

7.920 

1 

1 

1 

530-644 

7,578 

7.728 

1 

1 

1 

517-628 

7,536 

7.536 

2.6 

2 

<> 

505-614 

14,736 

14,736 

2.8 

3 

3 

492-599 

21.144 

21,480 

1 

1 

1 

492-599 

7.188 

7,188 

1.1 

1 

1 

492-599 

7,188 

7.188 

2 

2 

2 

492-599 

13.760 

14.096 

1 

1 

1 

480-584 

6,210 

6.516 

4.6 

5 

5 

457-556 

31,701 

32.568 

2 

2 

2 

446-543 

12.824 

13.032 

3 

3 

3 

415-530 

16.720 

17.258 

1.9 

2 

2 

425-517 

12.408 

12.408 

4.2 

4 

4 

415-505 

23.323 

24.140 

8.8 

9.1 

9.1 

(46,394) 

47,741 

50.128 

53.8 


57.1 


57.1 


$432,645 


$491,937 


$501,949 


HUMAN  RELATIONS  AGENCY 
Special  Services 


STANDARDS  AND   RATES  UNITa 

Coordinator    0.2 

Staff  management  analyst 0.2 

Associate  management  analyst 0.1 

Associate  research  analyst — 

Retirement  officer  III 0.2 

General  auditor  II 0.2 

Asst  management  analyst 0.2 

Sr  stenographer 0.2 

.Stenographer  II 0.2 

Totals,  Authorized  Positions 1.5 

MENTAL   RETARDATION 

PROGRAM   COORDINATION 


SALARY  RANGE 

$1,155-1,405 

1,048-1,273 

950-1,155 

950-1,155 

863-1,048 

783-950 

783-950 

505-614 

446-543 

$15,800 


Asst  to  the  adminstrator 0.9  -  -  $1,405-1,708 

Adminstrative  asst  I 1  -  -  783-950 

Sr  stenographer 0.7  -  -  505-614 

Clerk-typist  II 0.7  -  -  415-580 

Totals,  Authorized  Positions 4.8  -  -  $36,608 

GRAND  TOTALS,  AUTHORIZED  ^ 

POSITIONS    4.8  -  -  $52,408 

a  Unit  funded  hy  contracts  with  departments  served.  No  appropriation  made  directly  to 
of  this  unit. 


the  Secretary  for  Human  Relations  in  support 
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HEALTH  AND  WELFABB 


DEPARTMENT   OF   HEALTH   CARE   SERVICES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Anth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
8(t 


Mentsii  Retardation  Program  Coordination 

Executive :  SALARY  RANGE 

Director 111  $1,708-1.967  $23,604  $23,604 

Deputy  director 111  1,548-1,882  19,758  20,751 

Administrative  adviser 0.7           1              1  1,337-1,626  19.044  19  512 

Associate  counsel  a -              1              1  1,213-1,475  14,556  15,276 

Asst  to  the  director 0.9           1              1  1,155-1.405  14,796  15,532 

Editor,  health  care  publications 0.9           1              1  99S-1.213  13,860  13,S60 

Secretary   I   111  584-710  8,520  8,520 

Sr  stenot) 1.6           2              2  505-614  13,858  14,180 

Division  of  Administration : 

Asst   director   0.9           1              1  1,337-1,626  18,503  19,434 

Sr  steno 0.7           1              1  505-614  6.656  6,992 

Temporary  help 3.3           4              4  (21,568)  27,492  27,402 

Budget  and  Accounts  Bureau  : 

Bureau  chief 0.5           1              1  1,155-1,405  14,150  14,856 

Supvns  governmental  auditor  I 111  1,048-1,273  15,276  15,276 

Assoc  budget  analyst  c 2.7           4              4  950-1.155  48,790  50,892 

General  accountant  III 111  950-1,155  13,530  13,860 

Asst  budscet  analyst  a 2,2           2              2  7S.S-950  18,792  19,704 

Accountinsr  oiiioer  II 111  783-950  11,400  11,400 

General  accountant  II  c 1.9           3              3  783-950  32,196  32,652 

Property  clerk  I -              1              1  530-644  6,784  7,128 

Accountiu?  technician  c 5.2           6              6  492-599  41,770  42,428 

Stenographer   II   111  446-543  6,204  6,516 

Bookkeeping  mach   opr  I 111  415-505  5,418  5.691 

Account  clerk   II  a 0.8           1              1  415-505  5,622  5,910 

Clerk-typist  lib  2             3             3  415-530  17,205  17.763 

Management  Analysis  Bureau : 

Bureau   chief 111  1,155-1,405  16,792  16,860 

Assoc  m?t  analyst  b 3.9           4              4  9.50-1.155  51.510  53,281 

Assoc  ad'^iu  analyst  a 0.8           1              1  95(V1.155  12,126  12,732 

Governmental  auditor  III 111  950-1.155  13.860  13,860 

Governmental  auditor  II 0.8           1              1  7S3-0.50  9.396  0.852 

Stenographer  II   111  446-543  6,516  6,516 

Staff  Development  and  Training  Bureau  : 

Training  officer  I 0.7           1              1  950-1,155  13,860  13,860 

Stenographer  II    0.9           1              1  446-543  6,256  6,516 

Office  and  Business  Services  Bureau : 

Supvng  clerk  I 111  571-692  8,304  8.304 

Stock  clerk -              1              1  480-584  5.910  6.210 

Sr   clerk-typist  b    1.5           2              2  492-599  14,040  14,376 

Steno  II  (1  limited  to  June  30,  1969)  1.8           3              2  446-543  15,945  11,120 

Clerk-typist   II    8.9         17            17  415-530  88,295  91,754 

File  clerk  II 111  415-505  5,286  5,553 

Clerk  II 1.2           1              1  415-505  5,286  5,553 

Personnel  Bureau : 

Personnel  officer  la 0.4           1              1  998-1,213  14,556  14.556 

Stenographer  II  a 0.4           1              1  446-543  6.516  6,516 

Special  Audits  Bureau  :  b 

Bureau   chief   111  1,155-1,405  16,452  16,860 

Gen  auditor  III  b   (1  limited  to  June 

30,  1969)    3.3          6             5  950-1,155  71,391  62,832 

Gen  auditor   II  a    (3  limited  to  June 

30,   1969)    -^__ 18.4         21            18  78.9-950  204.996  184.464 

Accounting  technician   111  492-599  7.188  7.1  SS 

Sr  account  clerk 111  492-599  6,516  6,852 

Stenographer   II   111  446-543  6,516  6,516 

Division  of  Program  and  Planning:  „  „„    „„ 

Asst  director ! ! 111  1,405-1,708  20,168  20.496 

Sr   stenographer   111  505-614  7,368  7,308 

Social  Services  Bureau : 

Social  service  administrator  II 111  1,213-1.475  16,860  17,700 

Social  service  administrator  I 2.3           3              3  1,100-1,337  48.272  45,436 

Social  service  consultant  III  a -              2              2  973-1,183  23.352  2S.392 

Stenographer  II 111  446-543  5,674  5,954 

Medical  Services  Bureau : 

Bure.au  chief 111  1.882-2.268  27.216  27.216 

Medical  program  consultant  II  b 12              2  1.793-2.179  46.531  48.732 

Sr  psychiatrist  e   -              1              1  1,708-2,179  20,496  21,516 

For  footnotes  see  the  end  of  this  agency  presentation. 
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DEPARTMENT   OF   HEALTH   CARE   SERVICES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllsd)      (Auih.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Mental  Retardation  Program 

Medical  Services  Bureau — Continued 

Dental  program  consultant 1.4  2 

Health  program  adviser  IV 1.3  2 

Pharmaceutical    program    coordinator  1.4  2 

Health  program  adviser  HI  £ 1.6  4 

Health  program  adviser  II  a 1.4  1 

Clerk-typist  II 1.2  1 

Consultant — medical  services 2.2  3.2 

Division  of  Program  Evaluation  : 

Asst   director   0.7  1 

Sr  data  process  s.vstems  analyst  a 0.3  1 

Sr   stenographer   0.8  1 

Clerk-typist  II 0.4  1 

Field  Services  Bureau  : 

Bureau  chief —  1 

Regional  administrator —  3 

Medical  consultant —  19 

Sr  dental  consultant -  6 

District   administrator  II —  3 

Dental  consultant  II -  20 

District  administrator  I -  3 

Social  service  administrator  II —  2 

Social  service  administrator  I -  3 

Social  service  consultant  III —  6 

Administrative  asst  II -  3 

Pharmaceutical  consultant —  7 

Optometric  consultant —  7 

Social  service  consultant  II -  1 

Sr  stenographer —  4 

Stenographer  II -  23 

Operational  Statistics  Bureau : 

Bureau   chief  0.9  1 

Assoc  social  research  analyst 2.9  1 

Asst  statistician   0.4  1 

Asst  social  research  analyst 0.7  2 

Statistical  clerk  b 0.6  2 

Sr  account  clerk 1  1 

Stenographer   II   0.4  1 

Account  clerk  II 4.4  4 

Program  Cost  Estimates  Bureau : 

Bureau  chief 0.4  1 

Assoc  social  research  analyst 0.8  1 

Assoc  research  analyst 0.4  1 

Assoc  statistician  a 0.6  1 

Asst  social  research  analyst 2.1  2 

Accounting  technician  a 1.8  2 

Clerk-typist  II 1.3  1 

Account  clerk  II 0.4  1 

Program  Surveillance  Bureau : 

Bureau  chief   0.4  1 

Health  program  adviser  IV 0.8  1 

Assoc  statistician   1.7  2 

Assoc  research  analyst 0.2  1 

Asst  economic  analyst 1.1  2 

Stenographer  II   0.3  1 

Account  clerk  II 0.6  2 

Clerk   II   0.6  1 

Div  of  Intermediary  Contract  Adm : 

Asst  director —  1 

Sr  stenographer 0.3  1 

Inter  Audit  and  Investigation  Bureau : 

Bureau   chief   0.9  1 

General  auditor  III 2.6  3 

Gen  auditor  II   (one  limited  to  June 

.30,   1969)    11.6  12 

Sr  special  investigator 1.2  2 

Accounting  techn 1  1 

Stenographer   II    0.6  1 

Clerk-typist   115   1.2  1 

Temporary  help 0.7  0.5 

Intermediary  Operations  Bureau : 

Bureau   chief   0.4  1 

Gen  auditor  III  (limited  to  June  30, 

1969)   0.8  3 

Gen  auditor  II    (limited  to  June  30, 

1969)   2  4 

Steno  II   (limited  to  June  30,  1969)  0.4  1 

Totals,   Authorized   Positions 153.3  320.7 

For  footnotes  see  the  end  of  this  agency  presentation. 


gran' 

1  Coordination- 

— Continued 

SALARY  RANGE 

2 

1,708-2,076 

49,824 

49.824 

2 

1.15.5-1,405 

30,720 

31.416 

2 

1,100-1.337 

29,960 

31.320 

4 

1,048-1,273 

51,032 

53,570 

1 

950-1,155 

11,400 

11,976 

1 

415-530 

5,264 

5.5.30 

3.2 

(3.5,466) 

78,723 

78,723 

1 

1,793-2.268 

27,240 

27,240 

1 

1,15.5-1,405 

16,248 

16.860 

1 

50.5-614 

6,060 

6.360 

1 

415-530 

6,060 

6,060 

1 

1,882-2,268 

22,584 

23,712 

Q 

2,044-2,258 

49,056 

76.032 

19 

1.793-2,]  79 

290.466 

403  909 

6 

1,793-2,179 

86,064 

133.368 

3 

1,708-2,076 

40,992 

42,012 

20 

1,708-2,076 

317.688 

425,730 

3 

1,.548-1.882 

55,728 

58.5.36 

2 

1,213-1.475 

21.834 

.30.192 

3 

1.100-1,337 

26,400 

40,920 

6 

97.3-1,183 

58,380 

73.056 

3 

950-1,155 

22,800 

35.352 

7 

950-1,155 

51,300 

82.392 

7 

950-1,155 

51.300 

82.392 

1 

884-1,074 

5,304 

10.866 

4 

505-614 

18.180 

25,140 

23 

446-543 

85,632 

157,809 

1 

1,15.5-1,405 

16.860 

16,860 

1 

950-1,1.55 

13.860 

13,860 

1 

783-950 

10.104 

10,608 

o 

783-950 

20,046 

21.027 

2 

492-599 

13,228 

13,900 

1 

492-599 

6.572 

6.908 

1 

446-543 

6,516 

6,516 

4 

415-505 

21,853 

22,643 

1 

1,1.55-1,405 

14,856 

15,596 

1 

950-1,155 

13.200 

13.860 

1 

950-1,155 

11,640 

12,226 

1 

950-1,155 

11,400 

11,976 

2 

783-950 

19,878 

20,847 

2 

492-599 

12,679 

13,322 

1 

415-530 

5,180 

5,440 

1 

415-505 

5,530 

5,810 

1 

1,15.5-1,405 

14,916 

15,660 

1 

1,15.5-1,405 

13.860 

14,556 

9 

950-1,155 

23,976 

25,176 

1 

950-1,155 

13,860 

13,860 

2 

78.3-950 

18,792 

19,704 

1 

446-543 

6,079 

6,386 

2 

415-505 

11,324 

11,590 

1 

415-505 

5,242 

5,507 

1 

1,337-1,628 

19,530 

19.536 

1 

505-614 

7,368 

7,368 

1 

1,15.5-1,405 

15,404 

16,180 

3 

905-1,155 

37,348 

39,091 

11 

783-905 

121,830 

116,544 

2 

783-905 

22,620 

22.800 

1 

492-599 

6,464 

6,796 

1 

446-543 

5,714 

6,010 

1 

41.5-530 

5.530 

5,810 

0.5 

(3,393) 

6,609 

6,009 

1 

1,155-1,405 

14,916 

15,660 

- 

905-1,155 

38,200 

- 

783-950 

43,722 

_ 

- 

446-543 

5,904 
$3,415,089 

- 

306.7 

$1,.502,49S 

$3,860,022 
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DEPARTMENT   OF   HEALTH   CARE   SERViCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Alltb.l        (Anlb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
-83 
84 
-85 
-86 


Functions  Performed  by  Department  of  Public  Health 


Division  of  Administration 


Divisional  Administration : 

Clerk-typist  II  m 0.2 

Bureau  of  Accounting  Services : 

Account   clerk   II  n 1 

Bureau  of  Administrative  Services : 

Duplicating  mach   operator  II  m 0.2 

Stenographer    II  m    0^ 

Division     of     Patient     Care,     Facilities 
and  Services  a 

Divisional  Administration : 

Temporarj'  help 0.5 

Bureau  of  Health  Care  Services : 

Chief    0.3 

Puhlic  health  medical  off  III 0.3 

Dental  program  consultant 0.3 

Health  program  adviser  IV 0.3 

Pharmaceutical  program  coordinator  0.2 

Assoc  social  research  analyst 0.3 

Research  writer 0.3 

Senior  clerk-typist   0.3 

Stenographer   II   0.3 

Clerk-typist  II 0.5 

Temporary  help 1.5 

Division  of  Research 

Data  Processing  Center : 

Data  processing  mgr  I 0.8 

Supervisor,  EDP 1 

Health  program  adviser  II 1 

Computer  operations  supvr  I 0.1 

Applied  science  programer  II 0.9 

Applied  science  programer  I 0.7 

Programer  I,  EDP 0.5 

Sr   computer   operator 0.6 

Computer  operator 2 

Statistical  clerk 0.6 

Sr  clerk-typist 1 

Stenographer   II   1 

Key  punch  operator 1 

Clerk-typist  II 2.8 

Temporary  help 5 


Totals,   Authorized  Positions 


(25.7)     (21.0)     (21.0) 


SALARY  RANGE 

$415-530 

415-505 

457-556 
446-543 


(3,799) 

1,793-2,268 

1,708-2.179 

1,708-2,076 

1,155-1,405 

1,100-1,337 

9.50-1,155 

905-1,100 

492-599 

446-543 

415-530 

(13,270) 


1,048-1.273 
950-1,155 
950-1,155 
783-950 
783-950 
676-783 
676-783 
644-783 
556-676 
492-599 
492-599 
446-543 
425-517 
415-530 
(42,816) 

($166,637) 


($14,382) 
(13,750) 
(12,628) 
(9,396) 
(9,396) 
(8,316) 
(8,316) 

(14,968) 
(6,412) 
(7,188) 
(6,054) 
(5,674) 
(16,921) 
(44,957) 


($15,096) 
(13.860) 
(13,255) 
(9,852) 
(9,8.52) 
(8,736) 
(8,736) 

(15.420) 
(6,740) 
(7,188) 
(6,360) 
(5,954) 
(17,471) 
(44,957) 


($178,358)  ($183,477) 


Functions  Performed  by  Department  of  Mental  Hygiene 


IVIEDICAL  ASSISTANCE  PROGRAM 

Physician  and  surgeon  II 

Coordinator  of  medicare  services 

Social  service  program  consultant 

Special   consultant   

Medicare  procedures  specialist 

Programer  II,  EDP 

Hospital  social  worker  I 

Social  work   associate 

Sr   stenographer   

Stenographer   II   

Clerk-typist    II    

Account  clerk   II   

Totals,  Authorized  Positions 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

1.5 

3.5 

3.5 

$1,584-2,076 

($71,288) 

($73,712) 
(16.860) 

1 

1 

1 

1.183-1,439 

(16,056) 

0,2 

1 

1 

1,048-1,273 

(12,576) 

(13,200) 

0.4 

_ 

_ 

— 

— 

— 

1 

1 

1 

950-1.155 

(13,475) 

(13,860) 

0.3 

1 

_ 

783-950 

(11,400) 

- 

53 

_ 

_ 

660-801 

- 

- 

- 

15 

15 

614-746 

(118,800) 
(7.368) 

(124.560) 

1 

1 

1 

505-614 

(7,368) 

0.8 

1.5 

1.5 

446-543 

(9.774) 

(9.774) 

7.2 

10.5 

10.5 

415-530 

(54.581) 

(57,305) 

1 

1 

1 

415-505 

(6.060) 
($321,378) 

(6,060) 

(19.7) 

(36.5) 

(35.5) 

($121,528) 

($322,699) 
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DEPARTMENT   OF   HEALTH   CARE   SERVICES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllidl      (Auth.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Functions  Performed  by  Department  of  Social  Welfare 

Departmental  Administration 

Lepal  Office  :  SALARY  RANGE 

Social  service  review  off 0.8  1  1          $1,100-1,337  ($16,044) 

Community  Welfare  Services 

Eligibility  Control  Bureau : 

Social  service  consultant  II 2.1  3  3  884-1,074  (36,809) 

Clerk-typist   II    0.3  0.5  0.5  415-530  (2,550) 

Area  Office — Administrative  Services: 

Clerk-typist   II    0.6  3  3  415-530  (16,843) 

Area  Office — Medical  Social  Services: 

Social  service  administrator  I 3  3  3  1,100-1,3.37  (47,492) 

Social  service  consultant  III 2.8  3  3  973-1,183  (40.068) 

Social  service  consultant  I 2.7  3  3  801-973  (34,568) 

Hospital  social  worker  II 3.8  3  3  692-842  (29,0.52) 

Hospital  social  worker  I 13  12  12  660-801  (110,658) 

Steno  II 2.6  3  3  446-543  (18,614) 

Clk-typist    II 8.6  8  8  415-530  (47,654) 

Management  Services 

Fiscal  Division : 

Administrative  Accounting  Bureau : 

Account  elk  II O.S  1  1  415-505  (5,374) 

County  Fiscal  Affairs  Bureau  : 

Welfare  fiscal  rep 0.8  1  1  950-1,155  (13,475) 

Auditor  I 1.4  2  2  644-746  (17,724) 

Business  Services  Bureau : 

Stock  elk   0.3  1  1  480-584  (5,910) 

Duplicating  mach  operator  II 

(direct   impression)    1.7  1  1  435-530  (6,310) 

Steno  II 111  446-543  (5,929) 

File  elk  II 111  415-505  (6,060) 

Clk-typist  II 2.5  3  3  415-530  (17,350) 

Clk-typist  I •  0.1  1  1  377-457  (4,668) 

Clk  II 1.7  1  1  415-505  (6,060) 

Temporary  help -  0.6  0.6  (12)  (3,294) 

Personnel  Bureau : 

Jr  staff  analyst 0.3  1  1  644-783  (8,144) 

Clerk   II   -  1  1  -  (5,760) 

County  Merit  Systems  Bureau  : 

Asst  personnel  analyst 0.9  1  1  783-950  (9,396) 

Stenographer  II    0.9  1  1  446-543  (6,004) 

Research  and  Statistics  Division : 

Statistical  Reports  Bureau : 

Assoc  research   analyst 0.5  1  1  950-1,155  (13,044) 

Asst  social  research  analyst 111  783-950  (10,398) 

Sr  account  clerk 111  492-599  (7,132) 

Clerk-typist   I    0.7  1  1  377-457  (4,614) 

Clerk   II   0.3  0.5  0.5  415-505  (3,030) 

Account  clerk  II 6.2  8  8  415-505  (42,889) 

Data  Processing  Systems  Bureau  : 

Assoc  data  processing  sys  analyst  0.6  1  1  950-1,155  (12,026) 

Supvr,  EDP 0.6  1  1  950-1,155  (11,448) 

Computer  operations  supvr  II  __  0.3  1  1  950-1,155  (11,400) 

Programmer   II,   EDP 5.8  5  6  783-950  (48,745) 

Tabulating  operations  supvr  II 0.8  -  -  746-905  - 

Sr  computer  opr 0.1  1  1  644-783  (8,952) 

Prosramraer   I,   EDP 1.9  2  2  676-783  (17,268) 

Programmer  trainee,  EDP -  1  -  614-710  (7,-548) 

Computer  operator 3.7  6  6  556-676  (42.232) 

Key  punch  supvr  I 111  492-599  (5,972) 

Tabulating  mach  operator 1.5  -  -  480-584  - 

Key  punch  operator 9.7  13  13  42.5-517  (74,887) 

Account  clerk  II 111  415-505  (5,668) 

Training  Bureau :  ,.„„„„, 

Training  consultant 0.9  1  1  973-1,183  (13,266) 


($16,044) 


(37,852) 
(2,676) 

(17,705) 

(48,132) 
(40,668) 
(35,028) 
(29,487) 
(111,522) 
(18,890) 
(49,229) 


(5,645) 

(13,860) 
(17,904) 

(6,210) 

(6,360) 
(6,230) 
(6,060) 
(17,930) 
(4,900) 
(6,060) 
(3,456) 

(8,556) 
(6,060) 

(9,852) 
(6,308) 


(13.695) 
(10,905) 

(7,188) 

(4,840) 

(3,030) 

(44,744) 

(12,628) 
(12,026) 
(11,400) 
(61,590) 

(9,396) 
(18,132) 

(44.434) 
(6,204) 

(78.062) 
(5,960) 

(13,921) 


15 — 4316  SW 
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DEPARTMENT   OF   HEALTH   CARE  SiRViCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      U«lh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


FurectioDfs  Performed  by  Department  of  Social  Welfare^ — Continued 

Program  Development 

Aged  Services  Division : 

ATD  Disability  Review :  SALARY  EANGB 

Medical  social  service  consultant  I  2.4  3  3  SS4-1,074  (3S,G64)  (3S,664) 

Steno  II   0.6  -  -  446-543 

Temporary  help — medical  consul- 
tant      1.2  1.5  1.5  (30,121)  (33,688)  (34,756) 

Medical  Social  Services  Bureau  : 

Medical  program  consultant  I 111  1,548-2,076  (24,912)  (24,912) 

Social  service  administrator  II 111  1,213-1,475  (14,601)  (15,276) 

Medical  social  service  consultant 

II  111  973-1,183  (14,196)  (14,196) 

Social  service  consultant  III 111  973-1,183  (14,196)  (14,196) 

Sr  steno   111  505-614  (7,368)  (7,.368) 

Steno  II 0.8  1  1  446-543  (6,516)  (6,516) 

Totals,  Authorized  Positions  __      (101.3)  (117.1)  (117.1)  ($844,224)       ($1,016,470)       ($1,046,663) 

a  Position  authorized  for  implementation  of  Chapter  104,  Statutes  of  1967  (AB  583). 

b  One  is  Chapter  104  position. 

c  Two  are  Chapter  104  position. 

d  Sis  are  Chapter  104  position. 

e  One-half  is  Chapter  104. 

£  Three  are  Chapter  104  position. 

s  Position  transferred  from  Intermediary  Operation  Bureau. 

b  Seven  positions  transferred  to  Investigation  and  Intermediary  Audit  Bureau. 

i  Position  transferred  from  Division  of  Program  Evaluation. 

k  Twelve  and  one-half  positions  from  former  Medical  Fiscal  Bureau.  Seven  positions  from  Special  Audits  Bureau. 

'  Position  transferred  from  Intermediary  Operation  Bureau. 

m  Positions  transferred  to  Office  of  Health  Care  Services,  September  30,  1967. 

n  Position  abolished  June  30,  1968. 

Department  of  Human  Resources  Development 
CALIFORNIA  COMMISSION   ON   AGING 


Executive  secretary   

Specialist  on  the  problems  of  aging 

Jr  staff  analyst 

Steno  II  

Overtime   

Temporary  help 

Totals,   Authorized  Positions 10.1 


SALARY  RANGE 

1 

1 

1 

$1,213-1,475 

$15,532 

$16,.316 

4.9 

5 

5 

973-1,183 

63,120 

65,604 

0.2 

1 

1 

644-783 

8,048 

8,452 

3.8 

4 

4 

446-543 

24,029 

24,907 

0.1 

0.1 

0.1 

(431) 
(180) 

447 

447 

0.1 

1.4 

1.4 

3,276 

3,276 

12.5 


12.5 


$96,774 


$114,452 


$119,002 


i 
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DEPARTMENT  OF   EMPLOYMENT 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


OFFICE    OF   THE    DIRECTOR    AND 
DEPUTY  DIRECTOR 

Director     

Deputy  director 

Deputy  director 

Asst  to  director 

Asst  deputy   director 

Secretary    II    

Secretary   I   

Sr  steno 

Totals,  Authorized  Positions 


GOVERNOR'S  ADVISORY  COUNCIL 

Executive   secretary 1  1 

Sr  steuo   0.3  1 

Totals,  Authorized  Positions 1.3  2 


LEGAL  SECTION 

Chief  counsel 

Sr  counsel   

Assoc  tax  counsel 

Jr   counsel   

Student  legal   asst 

Supvng  steno  I 

Sr  legal  steno 

Legal   steno   

Steno  II  

Clerlf  II  

Totals,  Authorized  Positions 16.4         15.2 


PUBLIC  INFORMATION  SECTION 

Information  officer  II 

Specialist     

Information  officer  I 

Sr  graphic  artist 

Graphic  artist 

Sr   steno   

Drafting  aid  I 

Totals,  Authorized  Positions 6.7  7.4 


SALARY  EANGE 

1 

$25,725 

$25,725 

$25,725 

1 

21,525 

21,525 

21,525 

1 

1,793 

21,516 

21,516 

1 

1,405-1,708 

17,919 

18,810 

1 

1,405-1,708 

20,496 

20,496 

1 

644-783 

9,396 

9,396 

2 

2 

"> 

584-710 

17.040 

17,040 

1 

1 

1 

505-614 

7,368 

7,368 

$132,293 


$998-1,213 
505-614 

$15,231 


15.2 


$187,623 


7.4 


$71,694 


DIVISION  OF  RESEARCH  AND 
STATISTICS  a 

Chief    

Asst  chief 

Sr  research  analyst 

Statistical  consultant 

Assoc   research  analyst 

Asst   econ    analyst   

Jr  econ  analyst 

Economic  analyst  trainee 

Supvng  account  clerli  I 

Sr  steno 

Sr  clerk 

Sr  clerk-typist 

Sr  account  clerk 

Statistical  clerk 

Clerk-typist  II 

Account  clerk  II 

Steno  I  

Clerk-typist  I 

Clerk   I    

Overtime  

Totals,  Authorized  Positions  b 95.3       100  100 


$140,985 


$14,034 
6,060 

$20,094 


$191,075 


$79,376 


$721,831 


$812,795 


$141,876 


$14,556 
6,360 

$20,916 


1 

1 

1 

$1,626-1,793 

$20,508 

$20,508 

4 

4 

4 

1,337-1,626 

76,425 

77,814 

1.9 

2 

2 

1,213-1,475 

29,896 

31,388 

2.6 

2 

2 

783-950 

20,208 

21,216 

0.7 

0.2 

0.2 

480-863 

1,402 

1,474 

0.3 

1 

1 

584-710 

7,.368 

7,728 

2.S 

o 

2 

543-660 

15,840 

15,840 

1.1 

1 

1 

469-571 

6,852 

6,852 

0.9 

1 

1 

446-543 

6,516 

6,516 

1.1 

1 

1 

415-505 

6,060 

6,060 

$195,396 


1 

1 

1 

$1,100-1,337 

$16,044 

$16,044 

1 

1 

1 

90.5-1,100 

13,200 

13,200 

1.7 

2 

2 

80.j-l,100 

24,060 

24,600 

0.7 

1 

1 

676-821 

9,248 

9,700 

1.3 

1 

1 

584-710 

7,368 

7,728 

1 

1 

1 

505-614 

7,368 

7,368 

- 

0.4 

0.4 

435-530 

2,088 

2,194 

$80,834 


1 

1 

1 

$1,405-1,708 

$20,496 

$20,496 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

4 

4 

4 

1,15.5-1,405 

67,440 

67,440 

1 

1 

1 

1,15.5-1,405 

15,5.82 

16,316 

7.8 

9 

9 

950-1,155 

115,724 

118,749 

8.1 

12 

12 

783-950 

121,798 

125,718 

5.4 

7 

7 

676-783 

58,690 

61,488 

3.4 

3 

3 

614-710 

22,678 

23,798 

3.6 

4 

4 

571-692 

30,735 

31,428 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

492-599 

7,188 

7,188 

5.4 

5 

5 

492-599 

35,940 

35,940 

6.4 

6 

6 

492-599 

39,888 

41,476 

4.9 

4 

4 

415-530 

22,674 

23,205 

31.3 

32 

32 

415-505 

179,966 

184,814 

_ 

1 

1 

405-492 

4,860 

5,100 

1.2 

1 

1 

377-457 

4,524 

4,740 

6.8 

5 

5 

359-435 

24,342 

25,534 

- 

- 

- 

(151) 

- 

- 

$833,750 


a  Effective   July  22,   1968   the   Research   and   Statistics   Section   became  the  Division  of  Research  and  Statistics, 
b  0.8  position  was  transferred  to   the  Division  of  Farm  Labor  Service. 
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DEPARTA^ENT  OF  EMPLOYMENT — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aolh.)       (Aath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 
86 


INVESTIGATION  SECTION 

Chief  special  investigator 

Supvng  special  investigator  II 
Supvng  special  investigator  I  _ 

Sr  special  investigator 

Special   investigator 

Investigator  trainee 

Sr   steno   

Steno  II  

Clerk-typist  II 

Clerk   II 

Overtime 

Totals,  Authorized  Positions 


DIVISION    OF  APPEALS 

Unemployment  Insurance  Appeals 
Board : 

Chairman    

Board  member 

Chief  referee 

Secretary    : 

Sr  referee 

Referee    

Secretary   I    

Supvng  steno  I 

Appeals  asst 

Sr  legal  steno 

Sr  steno 

Legal  steno 

Steno  II 

Clerk-typist  II 

Clerk   II 

Clerk-typist   I    

Office  of  the  Chief  Referee : 

Chief  referee 

Adm  service  officer  I 

Office  supvr  I  

Secretary   I    

Area  Referee  Offices : 

Sr    referee    

Referee    

Hearing  reporter 

Office  supvr  I  

Employment  security  off  III 

Supvng  clerk  II 

Supvng  clerk  I 

Supvng  clerk-typist  I 

Sr  legal  steno 

Sr  steno   

Sr   clerk    

Sr  clerk-typist 

Hearing  transcriber-typist 

Sr  file  clerk 

Legal   steno   

Steno  II  

Clerk-typist  II 

File  clerk  II 

Janitor    

Clerk-typist   I   

Overtime 

Totals,  Authorized  Positions  — 


DIVISION  OF  PUBLIC  EMPLOY- 
MENT OFFICES  AND  BENEFIT 
PAYMENTS 

Asst  Director — Manpower : 

Asst   director 

Staff  services  administrator 

Secretary   I   

Sr   steno   


SALARY  RANGE 

1 

1 

1 

$1,213-1,475 

$17,700 

$17,700 

5.1 

5 

5 

998-1,213 

71,974 

72,664 

5.9 

6 

6 

863-1,048 

75,306 

75,456 

31.5 

32 

32 

783-950 

359,352 

361,626 

45.3 

46 

46 

710-863 

450,862 

460,204 

6 

10 

10 

614-710 

77,568 

81,390 

3.2 

4 

4 

505-614 

28,238 

28,888 

3 

3 

3 

446-543 

19,211 

19,522 

12 

12 

12 

415-530 

67.731 

69,511 

1 

1 

1 

415-505 

5,810 

6,060 

- 

2.8 

2.8 

(231) 
$1,068,843 

22,100 
$1,195,852 

22,100 

114 

122.8 

122.8 

$1,215,121 

1 

1 

1 

$25,725 

$25,725 

$25,725 

3.3 

4 

4 

25,200 

100,800 

100,800 

0.5 

— 

— 

1,708-2.076 

— 

— 

1 

1 

1 

1,626-1,976 

22,866 

23,712 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

11 

14 

14 

1,405-1,708 

271,466 

275,808 

2.6 

3 

3 

584-710 

24,048 

24,408 

1 

1 

1 

584-710 

8.520 

8,520 

1 

1 

1 

571-692 

8,304 

8,304 

2 

3 

3 

543-660 

21,705 

22,468 

1 

1 

1 

505-614 

7,368 

7,368 

5.3 

7 

7 

469-571 

44,111 

45,434 

0.8 

2 

2 

446-543 

11,567 

12,149 

3.9 

5 

5 

415-530 

28,446 

28,953 

1.5 

2 

2 

415-505 

10,554 

11,085 

1 

1 

1 

377-457 

4,740 

4,980 

0.5 

1 

1 

1,708-2,076 

24,912 

24,912 

0.3 

_ 

_ 

1,048-1,273 

— 

_ 

0.5 

1 

1 

783-950 

11,400 

11,400 

0.5 

1 

1 

5S4r-710 

8,520 

8,520 

9.2 

10 

10 

1,548-1,882 

224,149 

225.840 

59.5 

72 

72 

1,405-1,708 

1,401.127 

1,427,096 

64.5 

77 

77 

842-1,023 

892,634 

908,776 

0.5 

— 

— 

783-950 

_ 

_ 

0.8 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

660-801 

9,612 

9,612 

2 

f) 

2 

571-692 

16,288 

16,608 

0.9 

1 

1 

571-692 

8,304 

8,304 

4.8 

5 

5 

543-660 

37,756 

38,885 

2.6 

9 

2 

505-614 

13.856 

14,4.36 

2 

2 

2 

492-599 

14,376 

14,376 

4.3 

5 

a 

492-599 

35,380 

35,716 

1.7 

2 

o 

492-599 

12,158 

12.772 

1 

1 

1 

492-599 

7,188 

7,188 

11.1 

13 

13 

469-571 

85,756 

87.210 

11.2 

11 

11 

446-543 

66.312 

68,322 

44 

56 

56 

415-530 

318,019 

324.167 

1 

1 

1 

415-505 

6.060 

6,060 

1.7 

1.6 

1.6 

41.5-505 

9,293 

9,575 

1.5 

1 

1 

377-457 

4,650 

4,880 

0.3 

0.3 

0.3 

(1.608) 
$3,010,554 

2,100 
$3,832,050 

2,100 

265.3 

314.9 

314.9 

$3,898,905 

$1,626-1,976 
1.405-1.708 

5S4-710 
505-614 


$23,712 

20,496 

8,520 

7,368 


$23,712 

20.496 

8,520 

7,368 
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DEPARTMENT  OF   EMPLOYMENT — Continued 


SALAKIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(FliUd)      (Aolh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
U 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  PUBLIC  EMPLOY- 
MENT OFFICES  AND  BENEFIT 
PAYMENTS— Continued 

Employment  Service  Section : 

Employment  security  adm  off  II 1 

Employment  security  adm  off  I 0.2 

Employment  security  off  VI 1.8 

Employment  security  off  V 3 

Employment  security  off  TV 8.2 

Employment  security  off  III 8 

Employment  security  off  II 1 

Employment  security  off  I 1 

Sr  steno   2 

Sr  clerk 1 

Steno  II 1 

Clerk-tvpist    II    2.1 

Steno  I 1.5 

Occupational   Analysis   Field   Center : 

Employment  security  off  V 1 

Employment  security  off  III 1.7 

Employment  security  off  II 5.3 

Employment  security  off  I 5.3 

Clerk-typist    II    1.9 

Benefits  Section : 

Employment  security  adm  off  II —  1 

Employment  security  adm  off  I 1 

Employment   security  off  VI 3 

Employment  security  off  V 4 

Employment   security   off   IV 4.6 

Employment  security  off  III 11.1 

Employment    security   off    II 4.2 

Employment  security  off  I - 

Sr   steno   1.8 

Steno    II    3.3 

Clerk-typist    11    2 

Clerk  II 1 

Interstate  Unit : 

Employment  security  off  V 1 

Employment  security  off   TV 1 

Employment  security  off  III 4 

Employment  security  off  II 8.3 

Supvng  clerk   II 1 

Employment  security  off  I 27.1 

Employment  security  trainee 1.4 

Supvng   clerk-typist   I 1 

Sr    clerk    1.3 

Sr    clerk-typist    1 

Steno  II 2 

Clerk-tvpist    II    3.5 

Clerk   II   11 

Clerk-typist    I    

Clerk   I   1.6 

Temp  help — seasonal  claims  load 21.3 

Manpower  Training  and  Utilization 
Branch  : 

Staff  services   administrator 1 

Employment  security  adm  off  II 1 

Employment  security  adm  off  I 1.3 

Employment  security  off  VI     1.4 

Employment  security  off  V     5 

Employment  security  off  IV    7.1 

Employment  security  off  III 2.1 

Sr   steno   2.2 

Steno   II 4.7 

Clerk-typist  II 1.4 

Manpower  Trainins  Payment  Unit : 

Employment  security  off  III 1 

Employment  security  off  II    1 

Emplovment  security  off  I    3 

Steno   II 1.8 

Clerk-typist  II 

Seasonal  help 4.8 

Organization  and  Management 
Section : 

Employment  security  adm  off  II 1 

Employment  seciirity  adm  off  I 1 

Employm.ent  security  off  VI     1 

Employment  security  off  V    8.7 

Assoc  management  analyst — 

Employment  security  off  TV     5.3 

Asst  management  analyst 0.2 

Employment  security  off  III 3.9 


SAL.4EY  RANGE 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1,155-1,405 

16.860 

16,860 

2 

2 

1,100-1,337 

29,244 

29,904 

3 

3 

908-1.213 

42,862 

43.552 

10 

10 

905-1,100 

123,546 

126,642 

9 

9 

783-950 

99,921 

101,052 

3 

3 

710-863 

27,270 

28,260 

2 

2 

614-746 

15.996 

16.680 

2 

o 

505-614 

14,208 

14..556 

1 

1 

492-599 

6.964 

7,188 

1 

1 

446-543 

5,490 

5,766 

1.5 

1.5 

415-530 

7,820 

8,209 

1 

1 

405-492 

5,184 

5,444 

1 

1 

998-1.213 

14,556 

14,556 

8 

3 

783-950 

30,984 

32,517 

4 

■1 

710-863 

41,424 

41,424 

S 

8 

614-746 

67,578 

69.852 

2 

2 

415-530 

11,060 

11,522 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1,155-1,405 

16,860 

16,860 

3 

3 

1,100-1,337 

48,132 

48,132 

4 

4 

998-1,213 

57,644 

58,224 

6 

6 

90.5-1,100 

73,826 

76,206 

10 

10 

78.3-9.o0 

111,996 

112,4.52 

5 

5 

710-863 

51,486 

51,780 

1 

1 

614-746 

10,356 

10,356 

2 

2 

505-614 

14.646 

14,736 

3 

3 

446-543 

19,061 

19,366 

2 

2 

415-530 

12,120 

12,120 

2 

2 

415-505 

11,590 

11,870 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

90.5-1,100 

13,200 

13,200 

4 

4 

783-950 

43,596 

44,052 

8 

8 

710-863 

81,810 

82,722 

1 

1 

660-801 

9,612 

9,612 

28 

28 

614-746 

245,220 

246,804 

2 

2 

614-710 

16,018 

16,568 

1 

1 

571-«92 

8,304 

8,304 

2 

2 

492-599 

14,292 

14,376 

1 

1 

402-599 

6.908 

7,188 

4 

4 

446-.543 

23,113 

24,278 

3 

3 

41.5-530 

18,002 

17.992 

13 

13 

41.5-505 

76,283 

77,383 

1 

1 

377^57 

4,632 

4,860 

1 

1 

359-435 

4,416 

4,632 

25 

25 

(130,580) 

169,175 

168,500 

1 

1 

1,40.5-1,708 

20,496 

20,496 

1 

1 

1,273-1,548 

18,576 

18,.576 

1 

1 

1,155-1,405 

16.860 

16.860 

2 

2 

1.100-1.337 

29,244 

29,904 

5 

5 

998-1.213 

70,288 

71.620 

7 

7 

905-1.100 

86.816 

80,064 

3 

3 

783-950 

30,192 

31,104 

2 

2 

50.5-614 

14,406 

14,736 

4 

4 

446-543 

25..319 

25,830 

1 

1 

41.5-530 

6,060 

6,060 

1 

1 

7R3-950 

11.400 

11.400 

1 

1 

710-863 

10.3.56 

10.356 

5 

5 

614-746 

41,592 

42,312 

9 

9 

446-543 

12,063 

12,445 

1 

1 

415-530 

5,100 

5,352 

0.5 

0.5 

(30,697) 

3,384 

3,370 

1 

1 

1,273-1,548 

18,576 

18..576 

1 

1 

1,15.5-1.405 

16.860 

16,860 

o 

2 

1.100-1.337 

28.732 

29,904 

10 

10 

99.'?-1.213 

140.912 

142,499 

1 

1 

9.50-1.155 

11.496 

12,076 

5 

5 

90.5-1,100 

63.660 

64.200 

1 

1 

783-950 

10.950 

11,400 

4 

4 

7&3-950 

42,156 

43,971 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 
86 


DIVISION  OF  PUBLIC  EMPLOY- 
MENT OFFICES  AND  BENEFIT 
PAYM  ENTS— Continued 

Organization  and  Management 
Section — Continued 

Supvng  employment  counselor 0.2 

Employment  security  off  II 1.9 

Sr  steno   1.8 

TWX  operator 0.8 

Steno  II   2.6 

Clerk-typist  II 1.4 

Clerk-typist  I 1.2 

Coastal  Area  Office : 

Area   manager   1 

Sr  research  analyst 1 

Supervisor 1 

Employment  security  o£E  VI 8.5 

Employment  security  off  V 3.4 

Assoc  research  analyst 2.9 

Information  officer  I 1 

Employment  security  off  IV 3 

Asst  econ  analyst 5.1 

Employment  security  off  III 5.8 

Supvng  employment  counselor 0.8 

Employment  security  off  II 10.7 

Jr  econ  analyst 2.2 

Employment  security  off  I 1.3 

Economic  analyst  trainee - 

Sr  steno 1 

Statistical  clerk 1 

Steno  II 2.2 

Clerk-typist  II 4.1 

Clerk  II 1 

Interior  Area  Office : 

Area  manager   1 

Sr  research  analyst 1 

Supervisor    1 

Employment  security  off  VI 7 

Employment  security  off  V 2 

Assoc  research  analyst 1 

Employment  security  off  IV 3.8 

Asst  econ  analyst 4.4 

Employment  security  off  III 2.6 

Supvng  employment  counselor 0.8 

Employment  security  off  II 1 

Jr  econ  analyst 0.5 

Employment  security  off  I 1 

Economic  anal.vst  trainee 0.7 

Sr  steno 3 

Steno  II 2.7 

Los  Angeles  Metropolitan  Area  Office : 

Area  manager 1 

Sr  research  analyst 1 

Supervisor    1 

Employment  security  off  VI 9.8 

Employment  security  off  V 2.9 

Assoc  research  analyst 2 

Information  officer  I 1 

Employment  security  off  IV 7.9 

Asst  econ  analyst 2 

Employment  security  off  III 4.5 

Employment  security  off  II 4.9 

Jr  econ  analyst 3 

Employment  security  off  I S.4 

Sr  steno 3.2 

Sr  clerk-typist 1 

Steno  11  5.8 

Clerk-typist  II 2.5 

Southern  Area  Office: 

Area   manager   1 

Sr  research   analyst 1 

Supervisor    1 

Employment  security  off  VI 6.2 

Employment  security  off  V 1.2 

Assoc  research  analyst 2.3 

Employment  security  off  IV 2.3 

Asst  econ  analyst 2.7 

Employment  security  off  III 6.4 


SALARY  EANQE 

1 

1 

783-950 

9,396 

9,852 

3 

3 

710-863 

29,232 

29,664 

2 

2 

505-614 

14,466 

14,736 

1 

1 

457-556 

6,672 

6,672 

3 

3 

446-543 

18,060 

18,642 

2 

2 

415-530 

11,302 

11,567 

0.9 

0.9 

377-^57 

4,072 

4,266 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1,155-1,405 

15,404 

16.1S0 

1 

1 

1,155-1,405 

16,860 

16,860 

9 

9 

1,100-1,337 

142,128 

143,820 

5 

5 

998-1,213 

66,704 

68,588 

3 

3 

950-1,155 

39,118 

40,373 

1 

1 

90.5-1,100 

13,200 

13,200 

5 

5 

905-1,100 

64,826 

65,428 

6 

6 

783-950 

63,180 

65,148 

6 

6 

783-950 

62,934 

64.899 

1 

1 

783-950 

9,814 

10.314 

10 

10 

710-863 

96,775 

99,767 

3 

3 

676-783 

24,360 

25,584 

2 

2 

614-746 

17,472 

17,904 

1 

1 

614-710 

7,548 

7,920 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

1.8 

1.8 

415-530 

13,972 

13,496 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,1!55-1,405 

16,860 

16,860 

7 

7 

1,100-1,337 

112.308 

112,308 

3 

3 

998-1,213 

43,668 

43,668 

3 

3 

950-1,155 

37,912 

39,116 

3 

3 

905-1,100 

38,976 

39,600 

2 

2 

788-950 

20,212 

21,219 

3 

3 

783-950 

34,200 

34,200 

1 

1 

783-950 

9,776 

10,272 

1 

1 

710-863 

10,356 

10,356 

1 

1 

676-783 

8,282 

8,700 

1 

1 

614-746 

8,952 

8,952 

1 

1 

614-710 

7,668 

8,048 

3 

3 

505-614 

22,104 

22,104 

2 

2 

446-543 

12,595 

12,902 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

12 

12 

1,100-1,337 

189,300 

190,344 

5 

5 

998-1,213 

65,040 

66,840 

2 

2 

950-1,155 

27,720 

27,720 

1 

1 

905-1,100 

13,200 

13,200 

9 

9 

905-1.100 

113,265 

115,676 

2 

2 

7S.3-950 

22,800 

22,S00 

6 

6 

7S.3-950 

65,352 

66.312 

6 

6 

710-S63 

57,918 

59,328 

4 

4 

676-783 

34,210 

35,461 

15 

15 

614-746 

128,482 

131,220 

4 

4 

505-614 

27,924 

28.464 

1 

1 

492-599 

6,824 

7,160 

8 

8 

446-543 

49,635 

50,496 

4 

4 

41.5-530 

24,165 

24,240 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1,1.55-1,405 

16,860 

16.860 

1 

1 

1,1.55-1,405 

16,860 

16,860 

e 

6 

1,100-1,337 

94,556 

95,944 

3 

3 

998-1,213 

40,508 

41,688 

3 

3 

950-1,155 

37,972 

39,178 

2 

2 

905-1,100 

24,233 

24,840 

2 

2 

783-950 

19,704 

20,712 

6 

6 

78.3-950 

67,419 

68,265 
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UNE 


SALARIES  A2^D  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Aoth.)      (iulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  PUBLIC  EMPLOY- 
MENT OFFICES  AND  BENEFIT 
PAYMENTS— Continued 

Southern  Area  Office — Continued 

Supvng  employment  counselor O.S 

Employment  security  o£E  II 3.5 

Sr  steno   2.9 

Statistical  clerk 1 

Steno  II 2 

Local  Offices : 

Employment  security  off  V 48.3 

Employment  security  off  IV 72 

Employment  security  off  III 193.7 

Supvng  employment  counselor 47 

Employment  security  off  II 420 

Employment    counselor    297.7 

Employment  security  off  I 1,307.5 

Employment  security  trainee 264.3 

Employment  counselor  trainee 79.4 

Sr   steno   4.4 

Employment  community  worker 35.4 

Sr   clerk    40.8 

Sr  clerk-typist 5.7 

Sr  file  clerk 1 

Sr  cashier  clerk   30.2 

Student  trainee  - 

TWX    operator    3.S 

Janitor  foreman  I 12 

Steno  II   115.1 

Clerk-typist  II 225 

Clerk   II   47.2 

File  clerk  II 44.6 

Telephone  opr — nonmultiple  bd 25.2 

Telephone  opr — multiple  bd 2 

Cashier  clerk  II 1 

Janitor 155.4 

Steno   I 0.4 

Clerk-trpist    I    1.9 

Clerk  I   1.3 

Seasonal  help 1,087.2 

Overtime   0.6 


SALARY  RANGE 

1 

1 

783-950 

9,396 

9,852 

4 

4 

710-S63 

37,752 

38.616 

3 

3 

50.5-614 

22,104 

22,104 

1 

1 

492-599 

7,188 

7,188 

1.7 

1.7 

446-543 

10,939 

11,162 

49 

49 

998-1,213 

691,196 

699,514 

76 

76 

90.5-1,100 

962,452 

977,000 

204 

204 

78.3-950 

2,274,129 

2,293.506 

54 

54 

783-950 

568,427 

587,619 

46T 

467 

710-,S63 

4,64S.99S! 

4,726,200 

360 

3(!0 

710-S63 

3,392,732 

3,499,689 

1,423 

1,423 

614-746 

12,360,469 

12,520,454 

292 

292 

614-710 

2,268,364 

2,370.266 

109 

109 

614-710 

846.598 

880,041 

5 

5 

50.5-614 

35,932 

36,284 

141 

141 

505-614 

914,483 

9.52.164 

60 

60 

492-599 

404,502 

411,352 

12 

12 

492-599 

77,294 

79,764 

1 

1 

492-599 

7,188 

7,188 

33 

33 

492-599 

228,138 

231,616 

1 

1 

457-584 

5,622 

5.910 

4 

4 

457-556 

25,311 

25,996 

12 

12 

457-556 

80.012 

80,064 

134 

134 

446-543 

822,955 

841,198 

259 

259 

415-530 

1,492,054 

1,523,318 

69 

69 

415-505 

393.056 

400,568 

54 

54 

41.5-505 

313,391 

317.413 

29 

29 

415-505 

168,448 

171,640 

3 

3 

415-505 

16,667 

17,197 

1 

1 

415-505 

5,507 

5,785 

162.6 

162.6 

415-505 

941,212 

956.253 

6 

6 

405-492 

29,300 

30.747 

11 

11 

377-457 

52,-527 

51,272 

8 

S 

359-435 

34,788 

36.516 

660.7 

660.7 

(6,840.354) 

4,470,957 

4,453,118 

3.7 

3.7 

(3,887) 
$39,446,177 

27,000 

27,000 

5,187.4 

5,187.4 

$43,652,658 

$44,389,455 

Totals,  Authorized  Positions  c 5,001.1 

DIVISION   OF   FARM    LABOR 
SERVICE 

State  Office,  Farm  Labor  Service: 

Asst  director   111  $1,405-1,708  $20,496  $20,496 

Farm  labor  adm  officer  II 111  1,273-1,548  18,576  18,-576 

Farm  labor  supvr  II 2.5           3              3  1,100-1,337  47,300  48,132 

Staff  research   an.alyst 0.7           1              1  1,048-1,273  15,036  15,276 

Farm  labor  supvr  I 1.7           3              3  998-1,213  38,608  39,812 

Assoc  research    an.alvst 0.9           1              1  9-50-1,1-55  11.736  12.326 

Farm  labor  officer  IV 2.5           3              3  90-5-1,100  36.236  37.384 

Farm  labor  officer  II 1.1           2              2  710-863  17,112  17.978 

Economic  analyst  trainee -              1              1  614-710  7.-548  7,920 

Sr  steno   111  50-5-614  7,-368  7,368 

Statistical   clerk   111  492--599  5,904  6.204 

Steno  II 2              2              2  446-543  13,032  13,032 

Clerk-typist   11    2              2              2  415-530  11,959  12,245 

Field  Farm  Labor  Services : 

Farm  labor  adm  officer  I 3              3              3  1,155-1.405  50,580  50.580 

Farm  labor  supvr  I 10.6        11            11  998-1,213  155,117  157,0.52 

Farm  labor  officer  IV 5.2         10            10  90.5-1,100  130,456  131,584 

Employment  security  off  III 0.3           1              1  983-950  9,434  9,894 

Farm  labor  officer  III 24.7         22            22  783-950  244,479  247,857 

Farm  labor  officer  II 35.9         38            38  710-863  371,188  381,031 

Farm  labor  officer  I 90.7       101          101  614-746  851,986  872.346 

Sr  steno   2              2              2  50.5-614  14.5.56  14,736 

Steno  II 19           21            21  446-543  130,219  132.906 

Clerk-typist  II 3.9           3              3  41-5-530  17.220  17,472 

Janitor    9.2           9.2           9.2  41.5-505  .50..531  51,728 

Seasonal  help 77.2         67.6        67.6  (495.505)  457,449  455,624 

Totals,  Authorized  Positions  a 299.1       310.8       310.8  $2,451,741           $2,734,126           $2,779,559 

c  Three-tenths  position  transferred  to  the  Division  of  Farm  Labor  Service  and  16  positions  transferred  to  the  Service  Center  Program 
for  Fresno. 

a  0.8  position  tr.nnsferred  from  the  Division  of  Research  and  Statistics,  and  0-3  position  transferred  from  the  Division  of  Public  Em- 
ployment Offices  and  Benefit  Payments- 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillgd)      (ioth.)      (Aoih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  ACCOUNTS  AND  TAX 
COLLECTIONS 

Office  of  Asst  Director — Tax  Services : 

Asst  director 1 

Supvng  tax  auditor  I 1 

Tax  auditor  III 1.5 

Secretary   I   1 

Accounting  Section : 

Section  chief 1 

Asst  section  chief 1 

Accounting   supvr 2 

General  accountant  III 6 

Office  supvr  I 2 

General  accountant  II 5.2 

Suprng  clerk  II 0.6 

Supvng  file  elk  II 3 

Supvng  account  clerk  II 2 

Accountant  I 18.1 

Supvng  clerk  I 2.5 

Supvng  file  elk  I 2.6 

Sr  steno   1 

Supvng  calculating  mach  opr 1 

Sr   clerk    13.1 

Sr  file  clerk 6.8 

Sr  account  clerk 1 

Accounting  technician 43.7 

Laborer 2.9 

Steno  II 7 

Clerk-tj-pist  II 22.6 

Calculating  mach  operator 6.4 

Clerk  II  I 131 

File  clerk   II 5.8 

Account  clerk  II 87.9 

Steno  I 1 

Clerk-typist  I 0.4 

Addressing  machine  operator 1 

Clerk  I 14.7 

Temporary  help — seasonal  cashier 30 

Temporary  help — seasonal  claims 2S.2 

Overtime   - 

Auditing  Section : 

Chief    1 

Tax  administrator  II 1.2 

Supervisor 1 

Supvng  tax  auditor  I 1.8 

Asst  supervisor 1 

Tax  auditor  III 12.3 

General  accountant  II 1 

Tax  auditor  II 12.6 

Tax  compliance  supvr  I 0.3 

Supvng  collection  technician 4 

Sr  tax  representative 1.4 

Collection  technician  II 3.7 

Tax  representative 3.2 

Collection  technician  I 4.5 

Auditor  I   1.5 

Sr  steno   2 

Sr  clerk 1 

Sr  clerk-typist 1 

Accounting   technician   0.7 

Steno  II   3.9 

Clerk-typist  II 10.1 

Clerk   II   1 

Field  Tax  Services : 

Tax  administrator  III 4 

Tax  administrator  II 6.5 

Tax  administrator  I 8.6 

Supvng  tax   auditor  I 12.3 

Tax  auditor  III 52.9 

Tax   auditor  II 190.6 

Tax  compliance  supvr  I 11.6 

Sr  tax  representative 22.2 

Tax   representative 28.4 

Auditor   I   12.5 

Sr  steno 19.2 

Tax  representative  trainee 5.4 

Sr    clerk    8 

Sr  clerk-typist 4.4 


SALARY  RANGE 

1 

1 

$1,548-1,793 

$21,516 

$21,516 

1 

1 

1,048-1,273 

15,276 

15.276 

2 

2 

950-1,155 

24,820 

25,836 

1 

1 

584-710 

8,214 

8,520 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1.155-1,405 

16,860 

16,860 

2 

2 

1,048-1,273 

30,552 

30,552 

6 

6 

950-1,155 

81,372 

82,665 

2 

2 

783-950 

20,628 

21,642 

6 

6 

783-950 

62,286 

64,266 

1 

1 

660-801 

8,988 

9,427 

3 

3 

660-801 

28,392 

28.836 

2 

2 

660-801 

18,854 

19,224 

18 

18 

584-710 

147,268 

149,674 

2 

2 

571-692 

16,608 

16,608 

3 

3 

571-692 

24,368 

24,752 

1 

1 

505-614 

7,368 

7,368 

1 

1 

505-614 

7,368 

7.368 

14 

14 

492-599 

98,872 

99,648 

8 

8 

492-599 

55,022 

55,988 

1 

1 

492-599 

7,188 

7,188 

55 

55 

492-599 

371,878 

381,316 

3 

3 

505-556 

19,834 

20,016 

7 

7 

446-543 

45,612 

45,612 

22 

22 

415-530 

129,147 

130.8.54 

7 

7 

435-5.30 

41,986 

42,824 

137 

137 

415-505 

806,953 

817.1.36 

6 

6 

415-505 

35,400 

35,6.52 

84 

84 

415-505 

497,554 

502.673 

1 

1 

40.5-492 

5,247 

5,513 

2 

2 

377-457 

9,408 

9,880 

1 

1 

377^57 

5,484 

5,484 

14 

14 

859-435 

66,668 

68,736 

40 

40 

(164,885) 

199,200 

208,800 

33 

33 

(134,905) 

164,340 

172,260 

0.4 

0.4 

(259) 

3,000 

3,000 

1 

1 

1,337-1,626 

19.512 

19,512 

2 

2 

1,155-1,405 

33,720 

33,720 

1 

1 

1.100-1,337 

16,044 

16,044 

2 

2 

1,048-1,273 

29,832 

30,552 

1 

1 

998-1,213 

13,148 

13.805 

12 

12 

950-1,155 

160,840 

164,016 

1 

1 

783-950 

10,104 

10,608 

12 

12 

783-950 

133,838 

134,838 

1 

1 

783-950 

11,040 

11,400 

4 

4 

783-950 

45,600 

45,600 

2 

2 

710-863 

19,125 

19,866 

3 

3 

710-863 

30,488 

30,984 

3 

3 

644-7S3 

23,738 

24,924 

4 

4 

644-783 

36,476 

37,510 

2 

2 

644-746 

16,428 

17,256 

2 

2 

505-614 

14,736 

14,736 

1 

1 

492-599 

7,020 

7,188 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

6,768 

7,104 

4 

4 

446-543 

23.676 

24,532 

9 

9 

415-530 

52,304 

53,471 

1 

1 

415-505 

6,060 

6,060 

4 

4 

1,337-1.626 

78,048 

78,048 

12 

12 

1,155-1,405 

200,688 

202.320 

12 

12 

1,048-1,273 

182,592 

183,312 

6 

6 

1,048-1,273 

88.080 

90,240 

54 

54 

950-1,1.55 

720,902 

732,557 

203 

203 

783-950 

2,232,971 

2,259,951 

12 

12 

783-950 

132,297 

135.048 

25 

25 

710-863 

249.776 

254,048 

29 

29 

644-783 

246,896 

255,037 

9 

9 

644-746 

74,376 

78,132 

20 

20 

50.5-614 

146,500 

146,888 

3 

3 

556-614 

21.504 

22,104 

8 

8 

492-599 

57,504 

57,504 

4 

4 

492-599 

28,220 

28,556 
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DEPARTMENT  OF   EMPLOYMENT — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Anih.)        (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  RANGE 

21.8 

20.1 

20.1 

446-543 

127,130 

129,286 

15 

15 

15 

41.5-530 

87,894 

89,355 

2 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

41.5-505 

6,060 

6,060 

0.8 

2.8 

2.8 

415-505 

14,390 

14,941 

1 

1 

1 

405-492 

5,100 

5,352 

1 

1 

1 

377^57 

4,840 
$8,558,616 

5,080 

955.4 

1,003.3 

1,003.3 

$7,762,995 

$8,699,335 

DIVISION  OF  ACCOUNTS  AND  TAX 
COLLECTIONS— Continued 

Field  Tax  Services — Continued 

Steno   11   

Clerk-tvpist  II 

Clerk  II  

Account  clerk  II 

Janitor  e    

Steno  I  

Clerk-typist  I 

Totals,  Authorized  Positions 


OFFICE  OF  ASSISTANT  DIRECTOR- 
ADMINISTRATION 

Asst  director   111  $1,47.5-1,793 

Accounting   siipvr   111  1,048-1,273 

Internal  auditor  III 2               2               2  950-1,155 

Internal  auditor  II 4.1           5              5  783-950 

Secretary  I 111  584-710 

Steno  II 1.1           1              1  446-543 

Management  Analysis  Section : 

Section  chief 111  1,273-1,548 

StafE  management  analyst 0.5           2              2  1,048-1,273 

Assoc  management  analyst 4.2           5              5  950-1,155 

Asst  management  analyst 3.1           3              3  783-950 

Sr  steno   1.2           1              1  505-614 

Sr  clerk 111  492-589 

Steno  I 0.9           1              1  405^92 

Overtime _             _             _  (297) 

Management    Improvement    and    Cost 
Reduction : 

Sr  management  analyst 0.1           1              1  1,155-1,405 

Farm  labor  supvr  II 0.4           1              1  1,100-1,337 

Staff  management  analyst 0.7           2              2  1,048-1,273 

Assoc  DP  systems  analyst 0.4           1              1  950-1,155 

Tax  auditor  III 0.5           1              1  950-1,155 

Assoc  administrative  analyst 0.3           1              1  950-1,155 

Employment  security  off  IV 13              3  905-1,100 

Disability  insurance  off  IV 0.4           1              1  905-1,100 

Employment  security  off  III 0.6           2               2  783-950 

Sr  steno 0.5           1              1  505-614 

Steno  II -              1              1  446-543 

Data  Processing  Section : 

Data  processing  manager  IV 111  1,40-5-1,708 

Sr  data  processing  systems  analyst  111  1,155-1,405 

Data  processing  manager  II 111  1,15.5-1,405 

Data  processing  manager  I 111  1,048-1,273 

Assoc  data  proe  systems  analyst 7              8              8  950-1,155 

Computer  operations  supvr  II 2              2              2  950-1,155 

Supvr,  electronic  data  processing 4.8           8              8  950-1,155 

Asst  data  processing  systems  analyst  2.5           3              3  783-950 

Computer  operations  supvr  I 4.2           5              5  783-950 

Programmer  II 13.3         12            12  783-950 

Key  data  supvr  IV 111  764-927 

Tab  operations  supvr  II 0.9           1              1  746-905 

Key  data  supvr  III 2              2              2  660-801 

Sr   computer   operator 2.6           4              4  644-783 

Programmer   I 2.6           4               4  676-783 

Tab  operations  supvr  I 4.9           5              5  614-746 

Programmer  trainee 4.4         15            15  614—710 

Accountant  I 2              2              2  584-710 

Supvng  clerk  I 111  571-692 

Key  data  supvr  II 5              5              5  571-692 

Computer  operator 11.9         13            13  556-676 

Storekeeper  I 111  530-676 

Sr  tab  mach  operator 5              5              5  530-644 

Sr  steno   2              2              2  50-5-614 

Supvng  calculating  mach  opr 111  505-614 

Sr   clerk    2              2              2  492-.599 

Key  punch  supvr  I 15           15            15  492-599 

Sr  account  clerk 111  492-599 

Accounting  technician   5.3           5              5  492-599 

e  Two  positions  transferred  from  the  Division  of  Disability  and  Hospital  Benefits. 


$21,516 

$21,516 

15,276 

15.276 

27,720 

27,720 

54,996 

55,452 

8,520 

8.520 

5,490 

5,766 

18,576 

18,576 

27.894 

29,292 

61,225 

63,898 

30,496 

31,440 

6,285 

6,594 

7,188 

7,188 

4,980 

5,226 

15,156 

15,916 

16,044 

16,044 

27,852 

28,476 

12,226 

12,836 

13,860 

13,860 

13,860 

13,860 

36,718 

38.062 

13,200 

13,200 

20,880 

21.912 

7,368 

7,368 

5,490 

5,766 

20,496 

20,496 

16,860 

16,860 

16,792 

16,860 

15,276 

15,276 

103,910 

106,228 

26.436 

27,060 

101,294 

104,286 

31,608 

32,616 

51,204 

53,172 

126,676 

129,144 

10,3-56 

10,866 

10,860 

10.860 

18,564 

19.002 

34,248 

35,016 

34,174 

35,424 

43.176 

43,536 

112,246 

117,374 

16,632 

17,040 

8,304 

8,304 

41,424 

41,520 

104,016 

104,3.52 

7,728 

7,728 

37,272 

37,584 

14,736 

14,736 

7,368 

7.368 

14.376 

14.376 

107,736 

107,820 

7,188 

7,188 

34,652 

35,716 
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DEPARTMENT  OF  EMPLOYMENT — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Aiith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


OFFICE  OF  ASSISTANT  DIRECTOR- 
ADMINISTRATION— Continued 

Data  Processing  Section — Continued 

Tab  mach  operator 12.7 

Stock  clerk 1 

Laborer 4 

Steno  II 2 

Clerk-typist  II 3.8 

Calculating  mach  operator 3 

Key  punch  operator 118.2 

Clerk  II    25 

File  clerk  II 1 

Account  clerk  II 12.8 

Janitor 1 

Key  data  operator  trainee 38.8 

Overtime 6.4 

Division  of  Administrative  Services  : 
Office  of  the  Chief : 

Adm  service  officer  III 1.6 

Assoc  management  analyst 0.3 

Asst  management  analyst 0.7 

Secretary  I  1 

Business  Services: 

Chief    1 

Office  supvr  I 1 

Supvng  clerk  II 1 

Duplicating  mach  supvr  II 1 

Supvng  clerk-typist  I 2 

Duplicating  mach  supvr  I 2 

Auto  equipt  operator  I 1 

Sr  steno 1 

Sr  clerk 1.9 

Sr  clerk-typist 9 

Varitypist 2 

Sr  file  clerk 2 

Stock  clerk 2 

Duplicating  mach  operator  II 6.6 

Photocopyist 2 

TWX   operator   1 

Clerk-typist  II 38.9 

Clerk   II    23.9 

Clerk-typist  I 0.8 

Clerk   I   10.3 

Temporary  help .5.8 

Overtime 0.7 

Area  Business  Management  Offices : 

Area  business  administrator 4 

Business  service  officer  II 5 

Office  supvr  I 0.9 

Business  service  officer  I 5 

Supvng  clerk  II 1.1 

Maint  mechanic 2.1 

Property  inspector 1 

Building  engineer 2 

Supvng  clerk  I 2.8 

Personnel  asst  II 0.5 

Supvng  cashier-clerk  I 2 

Storekeeper  I 2 

Supvng  telephone  operator  II 1 

Property  clerk  I 1 

Janitor  foreman  II 1 

Building  maint  man 3.4 

Sr   steno   4.3 

Sr  elerk-typist 11.2 

Personnel  asst  I 7.5 

Sr    cashier-clerk    5.8 

Stock  clerk 5.4 

Duplicating  mach  operator  II 3 

TWX  operator 1.9 

Laborer 1.2 

Steno  II 5.1 

Clerk-typist  II 26 

Clerk  II   2.9 

Telephone  operator 1 

Telephone  operator 5.3 

Janitor    4.6 

Clerk-typist   I   1 

Clerk  I 0.1 

Overtime 0.1 


SALAKT  EANGE 

13 

13 

4S0-5S4 

88,908 

89,508 

1 

1 

480-584 

6,260 

6,568 

4 

4 

505-556 

26,688 

26,688 

2 

2 

446-543 

12,590 

13,032 

4 

4 

415-530 

23,917 

24,215 

3 

3 

435-530 

19,080 

19.080 

122 

122 

425-517 

726,916 

741,757 

26 

26 

415-505 

154.549 

155,719 

1 

1 

415-505 

6,060 

6,060 

13 

13 

415-505 

75,317 

76,892 

1 

1 

415-505 

6,060 

6,060 

59 

59 

377-415 

270,408 

283,540 

8.4 

8.4 

(36,462) 

53,000 

53,000 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

950-1,155 

11,592 

12,176 

1 

1 

783-950 

9,396 

9,852 

1 

1 

584-710 

8,214 

8,520 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

783-950 

11,220 

11,400 

1 

1 

660-801 

9,612 

9,612 

1 

1 

614-746 

8,952 

8,952 

2 

2 

571-692 

16,608 

16,608 

2 

2 

530-644 

15,456 

15,456 

1 

1 

584-644 

7,728 

7,728 

1 

1 

505-614 

7,368 

7,368 

2 

2 

492-599 

14,376 

14,376 

9 

9 

492-599 

64,300 

64,692 

2 

2 

492-599 

14,236 

14,376 

2 

2 

492-599 

14,152 

14,376 

2 

2 

480-584 

14,016 

14,016 

7 

7 

457-556 

44,359 

45,254 

2 

2 

457-556 

12,932 

13,240 

1 

1 

457-556 

6,672 

6,672 

40 

40 

415-530 

243,392 

245,621 

23 

23 

415-505 

135,578 

137,886 

9 

2 

377^57 

9,318 

9,780 

12 

12 

359^35 

57,246 

59,012 

17 

17 

(31,163) 
(3,324) 

84,660 

88,740 

1.2 

1.2 

8,000 

8,000 

4 

4 

1,048-1,273 

60,744 

61,104 

5 

5 

863-1,048 

60,379 

61,732 

1 

1 

783-950 

10,314 

10.818 

5 

5 

783-950 

53,902 

54,870 

1 

1 

660-801 

9,279 

9,612 

3 

3 

728-801 

27,960 

28,.392 

1 

1 

644-783 

9,396 

9,396 

2 

2 

692-764 

18,336 

18,336 

2 

2 

571-692 

16,256 

16,608 

2 

2 

571-692 

15,840 

16,224 

2 

2 

571-692 

16,608 

16,608 

2 

2 

530-676 

14,736 

15,096 

1 

1 

543-660 

7,920 

7,920 

1 

1 

530-644 

7,218 

7,578 

1 

1 

530-644 

7,728 

7,728 

3 

3 

584-644 

22,644 

23,004 

5 

5 

505-614 

36,054 

36,480 

5 

5 

492-599 

33,876 

34,798 

17 

17 

492-599 

116,050 

119,476 

6 

6 

492-599 

41,760 

42,144 

4 

4 

480-584 

27.509 

27,820 

3 

3 

457-556 

18,906 

19,808 

2 

9 

457-556 

12,532 

12,832 

1 

1 

505-556 

6,310 

6,620 

5 

5 

446-543 

29,985 

30,825 

26.3 

26.3 

415-530 

149,221 

153,106 

3 

3 

415-505 

17,384 

17,650 

1 

1 

415-505 

6,060 

6,060 

8 

8 

415-505 

43,680 

44,940 

4 

4 

41.5-505 

22,980 

23,532 

1 

1 

377^57 

4,632 

4,860 

1 

1 

359-435 

4,416 

4,632 

0.4 

0.4 

(651) 

3,360 

3,360 

HEALTH  AND  WELFAKB 


459 


DEPARTMENT  OF   EMPLOYMENT— Continued 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


OFFICE  OF  ASSISTANT  DIRECTOR 
ADMINISTRATION— Continued 

Training  Section  : 

Training  officer   II 

Employment  security  o£E  V 

Training  officer  I 

Training    asst    

Sr  steno 

Clerk-typist   II    

Property  Section  : 

Property  officer 

Business  service  officer  II 

Sr  steno   

Steno  II 

Personnel  Section : 

Personnel  officer  III 

Personnel  officer  II 

Assoc   personnel   analyst 

Asst   personnel   analyst 

Employment  counselor 

Personnel  asst  III 

Administrative    trainee    

Sr   steno   

Personnel  asst  I 

Steno  II 

Clerk-typist    II    

Overtime 

Budget  Section: 

Chief    

Asst  chief 

Assoc  management  analyst 

Assoc  budget  analyst 

Junior  staff  analyst 

Asst  budget  analyst 

Accountant  I 

Sr  steno 

Steno  II 

Calculating  mach  operator 

Account  clerk   II 

Fiscal  Section  : 

Chief   

General  accountant  III 

Accounting  officer  III 

Business  service  officer  III 

General  accountant  II 

Accounting  officer  II 

Business  service  officer  I 

Storekeeper    III    

Business   service  asst 

Accountant  trainee 

Accountant  I 

Business  mgt  trainee 

Supvng  clerk  I 

Storekeeper  I  

Auto  equipt  operator  I 

Sr   steno    

Sr  account  clerk 

Accounting   technician 

Stock  clerk 

Bookkeeping  mach  operator  II 

Laborer    

Steno  II  

Clerk-tvpist  II 

File  clerk  II 

Bookkeeping  mach  operator  I 

Account  clerk  II 

Janitor    

Overtime 

Totals.  Authorized  Positions 


DIVISION  OF  DISABILITY  AND 
HOSPITAL   BENEFITS 

General  Administration : 

Asst   director   

Disability  insurance  adm  off 

Disability   insurance   off  V 

Disability  insurance  off  IV 

Disability  insurance  off  III 


SALARY  RANGE 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

998-1,213 

14,556 

14.556 

2.1 

o 

2 

950-1,155 

25.356 

25.936 

3.8 

4 

4 

783-950 

41,130 

42,597 

1 

1 

1 

50.5-614 

7,368 

7,868 

1 

1 

1 

415-530 

5,100 

5,352 

1 

1 

1 

1,100-1.337 

16,044 

16,044 

2 

2 

9 

863-1.048 

25,152 

25,152 

1 

1 

1 

505-614 

7,868 

7.368 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

1,213-1.475 

17,700 

17,700 

1 

1 

1 

1,100-1.337 

16,044 

16,044 

o 

3 

3 

950-1.155 

38,580 

39,696 

3 

2 

2 

7S.S-950 

21,477 

22.395 

1 

1 

1 

710-S63 

10,356 

10,.3,56 

1 

1 

1 

660-801 

9,612 

9,612 

0.1 

1 

1 

614-710 

7,368 

7.728 

1 

1 

1 

50.5-614 

7,868 

7,868 

1.0 

2 

2 

492-599 

14,376 

14.376 

1.6 

2 

o 

446-543 

11,394 

11,966 

2.S 

0.1 

0.1 

415-505 

498 

522 

0.5 

- 

- 

(2,873) 

- 

- 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,04.S-1,273 

15.276 

15,276 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

950-1,155 

13.365 

13,860 

0.7 

1 

1 

644-783 

8,736 

9,174 

2.6 

3 

3 

783-950 

32,862 

33,366 

1 

1 

1 

584-710 

8,418 

8,520 

1 

1 

1 

505-614 

7,868 

7,368 

1 

1 

1 

446-543 

5,904 

6,204 

1 

1 

1 

435-530 

6,360 

6,860 

1.3 

1 

1 

415-505 

5,286 

5,553 

1 

1 

1 

1,15.5-1,405 

16,860 

16,860 

1 

1 

1 

950-1,155 

18,860 

13,860 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

950-1,155 

13,860 

13.860 

0.6 

1 

1 

783-950 

9,662 

10,146 

1 

1 

1 

783-950 

11,400 

11,400 

2 

2 

2 

7S3-S50 

20,982 

21,756 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

644-783 

9,396 

9,396 

_ 

1 

1 

644-746 

7,920 

8,816 

3.4 

3 

3 

584-710 

24.618 

24,992 

1 

1 

1 

614-710 

7,518 

7,888 

2 

2 

2 

571-692 

16,608 

16,608 

4 

4 

4 

530-676 

80,912 

80,912 

2 

2 

2 

584-644 

15,456 

15,4.56 

0.8 

1 

1 

505-614 

6.672 

7,008 

2 

2 

2 

492-599 

13,600 

13,928 

4.1 

5 

5 

492-599 

83,648 

34,620 

6.8 

7 

7 

480-584 

45,982 

47,698 

1 

1 

1 

457-556 

6,672 

6,672 

1 

1 

1 

505-556 

6,672 

6,672 

3,3 

3 

3 

446-543 

17.045 

17,899 

18.2 

18 

18 

415-580 

106,736 

108,169 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

2.9 

3 

3 

41,5-505 

16,636 

17,480 

0.3 

0.3 

0.3 

415-505 

1,515 

1,515 

(156) 
$4,998,624 

- 

- 

715.6 

798.7 

798.7 

$5,861,671 

$5,977,783 

0,9 

1 

1 

$1,47.5-1,793 

$18,503 

$19,434 

5 

5 

5 

1,1.55-1,405 

83,420 

84,232 

1 

1 

1 

998-1,213 

14,556 

14,556 

1.6 

2 

2 

905-1,100 

24,060 

24,600 

3 

3 

3 

783-950 

34,200 

34,200 
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HEALTH  AND  WELFARE 


DEPARTMENT  OF   EMPLOYMENT — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filleil)      (Auth.)      (Aath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


a 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  DISABILITY  AND 
HOSPITAL   BENEFITS 

General  Administration — Continued 

Disability  insurance  off  II 

Secretary   I   

Sr  steno   

Steno  II  

Claim  and  Voluntary  Plan  Services : 

Disability  insurance  off  V 

Disability  insurance  off  IV 

Disability  insurance  off  III 

Tax  auditor  II 

Disability  insurance  off  I 

Sr  steno   

Sr  typist-clerk  

Steno  II  

Clerk-typist  II 

Clerk  II   

Disability  Insurance  District  Office : 

Disability  insurance  off  V 

Disability  insurance  off  IV 

Disability  insurance  off  III 

Disability  insurance  off  II 

Disability  insurance  off  I 

Employment  security  trainee 

Supvng  clerk  I 

Sr   steno    

Sr  clerk-typist 

Sr  clerk    

Sr  file  clerk  

Steno  II   

Clerk-tvpist  II 

Clerk   II    

File   clerk   II   

Janitor  *    

Steno  I 

Clerk-tvpist  I 

Clerk  I   

Youth  summer  aid 

Overtime   

Medical  Section : 

Medical  director 

Asst  medical  director 

Sr  steno   

Totals,  Authorized  Positions 


SERVICE  CENTER  ELEMENTS 

Employment  security  off  IV 

Supvng  employment  counselor 

Employment  security  off  III 

Employment  counselor 

Employment  security  off  II    

Employment  security  off  I 

Employment  counselor  trainee 

Employment  security  trainee 

Employment  community  worker 

Sr   clerk    

Sr  clerk-typist 

Steno  II  

Clerk-typist  II 

File  clerk  II   

Telephone  opr   

Clerk  I  

Totals,  Authorized  Positions 


JOB  TRAINING   AND    PLACEMENT 
COUNCILS 

Special   representative   0.5  -  -  $1,048-1,273  - 

Steno  II 0.4  -  -  446-543 

Totals,  Authorized  Positions 0.9  -  -  $10,479 

GRAND      TOTALS,      AUTHORIZED 

POSITIONS    8,303.4   8,617.3    8,617.3         $66,010,463        $72,922,133 

f  Two  janitor  positions  transferred  from  DI   District  Offices  to  Field  Tax  Services  Section. 

e  See  Service  Center  Program  budget  for  1968-69  and  1969-70  authorized  positions. 

h  See  Job  Training  and  Placement  Council  budget  for  1968^9  and  1969-70  authorized  positions. 


SALARY  BANGB 

0.5 

1 

710-863 

9,624 

10,104 

1 

1 

584-710 

8,520 

8,520 

4 

4 

505-614 

29,472 

29,472 

1 

1 

446-543 

6,079 

6,386 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

905-1,100 

13,200 

13,200 

1 

1 

783-930 

11,400 

11,400 

1 

1 

783-950 

11,355 

11,400 

1 

2 

614-746 

16,320 

16,680 

0.3 

1 

505-614 

6,060 

6,360 

1 

1 

492-599 

7,188 

7,188 

9 

2 

2 

446-543 

13,032 

13,032 

0.6 

1 

1 

415-530 

5,286 

5,553 

1.9 

2 

2 

415-505 

11,040 

11,280 

11.9 

12 

12 

998-1,213 

174,150 

174,672 

11.9 

13 

13 

905-1,100 

168,658 

170,162 

19.7 

22 

22 

783-950 

243,978 

246,156 

58 

64 

64 

710-863 

644,043 

655,024 

215.4 

220 

220 

614-746 

1,911,840 

1,937,964 

15.3 

33 

33 

614-710 

250,508 

262,194 

1 

1 

1 

571-692 

8,304 

8,304 

10.2 

12 

12 

503-614 

86,294 

87,556 

12.3 

13 

13 

492-599 

89,716 

91,668 

3.5 

4 

4 

492-599 

27,468 

27,768 

2 

2 

2 

492-599 

14,376 

14,376 

59.6 

65 

65 

446-543 

426,124 

4.36.329 

162.3 

169.8 

169.8 

415-505 

958,525 

984,291 

15.4 

19 

19 

415-505 

105,747 

108,648 

24.7 

25 

25 

41.5-505 

142,991 

145,675 

4 

2 

2 

415-505 

12,120 

12,120 

1.7 

3 

3 

405^92 

15,182 

15.934 

11.6 

20 

20 

377-457 

94,438 

98,864 

1.2 

7 

7 

339-435 

30,994 

32,530 

0.4 

_ 

_ 

1.85-2.05 

— 

— 

1 

1 

(172) 

6,800 

6,800 

1 

1 

1 

1,793-2,179 

26,148 

26,148 

2 

2 

9 

1,548-1,882 

44,456 

45,168 

3 

3 

3 

505-614 

22,104 

$5,842,835 

22,104 

676.9 

745.8 

745.8 

$5,041,789 

$5,952,608 

2.5 

$905-1,100 

2.8 

_ 

_ 

783-950 

_ 

« 

6 

_ 

_ 

783-950 

_ 

— 

18.4 

_ 

_ 

710-S63 

— 

— 

12.1 

_ 

-_ 

710-863 

— 

— 

20.2 

_ 

_ 

614-746 

— 

— 

11.5 

_ 

_ 

614-710 

— 

— 

25.9 

_ 

_ 

614-710 

- 

— 

25.2 

_ 

__ 

50.5-614 

— 

» 

0.5 

_ 

_ 

492-599 

— 

— 

0.1 

_ 

_ 

492-599 

— 

2.4 

_ 

_ 

446-543 

— 

11.9 

_ 

_ 

41.5-530 

— 

1.6 

_ 

_ 

415-505 

— 

1 

_ 

_ 

415-505 

-~ 

4.3 

- 

- 

359-435 

— 

146.4 

_ 

_ 

$1,090,589 

- 

$74,185,538 
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OFFICE  OF  ECONOMIC  OPPORTUNITY 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl      (tuth.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


TECHNICAL  ASSISTANCE  SECTION 

Director 

Deputy  director 

Chief,  community  action  program 

Community  action  rep 

Administrative  asst  II 

Staff  asst  

Asst  management  analyst 

Secretary  I  

Sr  steno   

Steno  II 

File  clerk  II 

Temporary  help 

Totals,   Authorized  Positions 


MIGRANT  SECTION 

Division  chief 

Asst  chief 

Community  action  rep 

Fiscal  ofEcer  I 

General  auditor  III 

Program  analyst 

Accountant  I 

Sr   steno    

Sr  account  clerk 

Steno  II  

Temporary  help 

Totals,  Authorized  Positions  -_, 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


SALARY  RANGE 

1 

1 

1 

$1,405-1,443 

$17,310 

$17,316 

0.8 

1 

1 

1,337-1.443 

17,164 

17,316 

0.3 

1 

1 

1,273-1.443 

16,180 

16,936 

7.1 

S 

8 

1,100-1,33- 

115,893 

120,878 

0.6 

1 

1 

9.50-1,155 

11,400 

11.976 

1 

— 

— 

950-1,155 

— 

— 

- 

1 

1 

783-950 

9.396 

9.,852 

0.5 

1 

1 

584-710 

7.188 

7,548 

1 

o 

2 

50.5-614 

13,536 

14,124 

1.4 

3 

3 

446-543 

17,780 

18,642 

1 

1 

1 

41.5-505 

6.060 

6,060 

4 

1 

1 

(29,345) 

5,886 

5,886 

18.7 


21 


21 


$198,579 


$237,799 


$246,534 


1 

1 

1 

$1,273-1,443 

$17,240 

$17,316 

1 

1 

1 

1,21.3-1.405 

15,276 

16.044 

3.5 

3 

3 

1,100-1,337 

43,456 

45,564 

0.9 

1 

1 

1,048-1,273 

13.14S 

13.805 

0.2 

1 

1 

950-1,155 

12,076 

12,680 

0.8 

1 

1 

950-1.155 

11,544 

12,126 

0.8 

1 

1 

5S4-710 

7,308 

7,668 

0.8 

2 

2 

505-614 

11,964 

12,564 

0.2 

1 

1 

492-599 

7,188 

7,188 

1.2 

1 

1 

446-543 

6,230 

6,516 

1 

- 

- 

(.5,939) 

- 

- 

11.4 


13 


13 


30.1    34 


34 


$123,746 


$322,325 


$145,430 


$383,229 


$151,471 


$398,005 


SERVICE   CENTER  PROGRAM 


EXECUTIVE    ELEMENT 

Personal  Services: 

Director    

Training  officer  II 

Field  representative 

Sr  statistician 

Assoc  m.anagement  analyst 

Administrative  asst  II 

Training  officer  I 

Assoc  research  analyst 

Program  planning  analyst 

Asst  research  analyst 

Asst  management  analyst 

Training    asst    

Sr  steno 

Steno  II  

Clerk-typist   II    

Clerk-typist   I   

Temporary   help    

Totals,  Authorized  Positions 


SALARY  RjVNGB 

1 

1 

$1,443 

$17,316 

$17,316 

1 

1 

1,155-1,405 

15,156 

15,916 

1 

1 

1,155-1,405 

14.556 

15.276 

1 

1 

1,155-1,405 

15,096 

15,852 

1 

1 

950-1.155 

13.860 

13,860 

1 

1 

9.50-1,155 

12,176 

12,784 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

950-1.155 

11,976 

12,576 

1 

950-1.1.55 

11,400 

11,976 

1 

1 

783-950 

9,396 

9,852 

_ 

2 

2 

783-950 

22,260 

22,800 

_ 

1 

1 

783-950 

9,396 

9.852 

1.3 

9 

9 

505-614 

13,428 

13,728 

1.7 

3 

3 

446-543 

17,007 

17,865 

0.4 

2 

9 

415-530 

10,740 

11,280 

0.2 

1 

1 

377-457 

4.632 

4,860 

0.3 

- 

3,106 

- 

- 

12.9 


21 


21 


$137,144 


$209,795 


$217,769 


CENTER    MANAGEMENT 
ELEMENT 

Manager  II   (3.9) 

Manager  I (2) 

Asst  manager  II   (5.6) 

Asst  manager  I   (1.9) 

Sr  steno   (3.2) 

Sr  clerk-typist (1.3) 

Steno  II  (6.1) 

Clerk-typist   II    (9.8) 

Telephone  operator (1.3) 

Janitor    (1-5) 

Clerical   aid   (1.7) 

Temporary   help    (5.1) 

Totals,   Authorized  Positions (43.4) 


4 

4 

$1,273-1.708 

$64,960 

$68,228 

3 

3 

1,1.55-1,3.39 

41,715 

46,668 

6 

6 

998-1.213 

74,776 

78.502 

3 

3 

90.5-1.100 

33.821 

37,696 

5 

5 

50.5-614 

32.955 

35,562 

2 

2 

492-599 

13.704 

14.040 

5 

5 

446-543 

29,870 

30.706 

15 

15 

415-530 

80.095 

86.336 

2 

2 

415-505 

10,408 

10,928 

415-505 

— 

— 

1 

1 

342-377 

4,104 

4.308 

0.5 

0.5 

(30.749) 
($340,823) 

3,000 
$389,408 

3,000 

46.5 

46.5 

$415,974 
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1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Department  of  Human  Resources  Development 
SERVICE   CENTER   PROGRAM — Contrnued 


HEALTH  AND  WELFARE 


SALARIES  AND  WAGES 


NO,  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (ftulh.)       (Anlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


3 

7 

30 

133 

O 

1 

17 

1 

118 

38 


INTAKE    ELEMENT 

Traiuiug  officer  I (-)  3 

Supvng  intake  counselor (5)  7 

Intake  counselor (22.3)  30 

Social  service  asst  II (89.6)  133 

Sr  clerk-typist (0.8)  2 

Steno  II (0.7)  1 

Clerk-typist   II    (10.8)  17 

Telephone  operator (0.3)  1 

Social  service  aid (50.3)  118 

Clerical   aid   (27.4)  38 

Temporary  help (1)  -             - 

Totals,  Autliorized  Positions (20S.2)  350          350 

REHABILITATION    ELEMENT 

Vocational  psychologist (1-5)  3.5          3.5 

Supvng  voc  rehab  counselor  II (1.4)  3              3 

Supvng  voc  rehab  counselor  I (t.S)  12            12 

Voc  rehab  counselor (35.3)  44            44 

Supvng  clerk-typist  I (0.4)  1              1 

Supvng  clerk  I (0.7)  2              2 

Sr  steno (2.3)  3              3 

RehabUitation  aid (49.2)  73            73 

Sr  clerk-typist (3.8)  7              7 

Accounting  technician   (1-2)  2              '2 

Steno  II (1.3)  1              1 

Clerk-typist  II (25.1)  30            3(! 

Clerk   II   (2.1)  2              2 

Clerical  aid (14.2)  28            28 

Medical  consultant — intermittent (1.3)  3.2           3.2 

Totals,  Authorized  Positions (149.6) 


EMPLOYMENT   ELEMENT 

Employment  security  off  IV (2.5)  4  4 

Supvng  employment  counselor (2.8)  4  4 

Employment  security  off  III (6)  7  7 

Employment  counselor (18.4)  23  23 

Employment  security  off  II (12.1)  18  18 

Employment  security  off  I (20.2)  46  46 

Employment  counselor  trainee (11-5)  8  8 

Employment  security  trainee (25.9)  19  19 

Employment  community  worker (25.2)  15  15 

Sr  clerk    (0.5)  1  1 

Sr  clerk-typist (0.1)  1  1 

Steno  II (2.4)  3  3 

Clerk-typist  II (11.9)  12  12 

File  clerk  II (1.6)  2  2 

Telephone  operator (1)  1  1 

Clerk   I   (4.3) 

Totals,  Authorized  Positions (146.4)  164  164 


SUPPORTIVE    SERVICES 
ELEMENT 

Social  Welfare : 

Social  services  specialist 

Social  service  administrator  I 
Social  service  consultant  III  _ 
Inter  steno 

Public  Health : 

Health  program  advisor  II  __ 
Health  program  advisor  I 

Meutal  Hygiene : 

Supvng  psych  social  worker  I  . 

Corrections : 

Parole  agent  II 


§34,200 

74,539 

261,261 

852,218 

13,092 

5,536 

89,245 

5,286 

524,784 

151,848 


$973-1,183 

950-1,155 

863-1,048 

7S3-950 

571-692 

571-692 

505-614 

505-614 

492-599 

492-599 

446-543 

415-530 

415-505 

342-377 

(30,427) 


$42,926 
31,607 

131,013 

434,813 

8,176 

13,704 

20,676 

455,859 

46,884 

11,808 

5,835 

191,284 
11,-156 

109,795 
77,721 


220.7      220.7         ($1,065,316)         $1,593,557 


$905-1,100 
783-950 
7S3-950 
710-863 
710-863 
614-746 
614-710 
614-710 
505-614 
492-599 
492-599 
446-543 
415-530 
415-505 
415-505 
339-435 


$45,468 

43,572 

74,985 

198,398 

162,604 

365,640 

62,728 

151,824 

93,626 

7,188 

7,048 

17,634 

63.825 

11,368 

6,060 


($1,090,589)         $1,311,968 


PROPOSED 
1969-70 


SALARY  RANGE 

$950-1,155 
842-1,023 
710-863 
505-614 
492-599 
446-543 
415-530 
415-505 
377-115 
342-377 
(6,180) 


($1,172,528)         $2,012,009  $2,149,909 


$35,928 

79,935 

280.082 

910.097 

13,392 

5,812 

95,999 

5,553 

559,402 

163.709 


$45,090 
35,916 

138,403 

458,349 

8,304 

14,376 

21,096 

490,703 

48,604 

12,408 

6,129 

205,457 
11,728 

120,649 
78,314 


$1,695,526 


$47,400 

44,970 

79,800 

218,442 

178,537 

394,028 

65,566 

158,348 

103,274 

7,1S« 

7.1  «S 

18,186 

69,559 

11,636 

6,060 


$1,410,182 


(1) 

1 
1 

5 

1 

1 

1 
5 

1 

$1,21.3-1.475 

1,100-1,337 

973-1,183 

446-543 

$17,700 

16.044 

64.296 

5,904 

$17,700 

16,044 

70,980 

6,516 

(2) 
(0.6) 

2 
1 

2 

1 

950-1,155 
783-950 

23.952 
9,852 

25,1.52 
10,356 

(1-7) 

3 

3 

884-1,074 

33,294 

39.876 

(S) 

4 

4 

884-1,074 

43,736 

46,704 
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SERVICE  CENTER  PROGRAM — Continued 


SALAKIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Auth.)       (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SUPPORTIVE  SERVICES  ELEMENT— 

Continued 

Youth  Authority : 

Parole  agent  II 

Apprenticeship  Standards: 

Consultant    

Fair  Employment  Practices : 

Consultant    


Totals,  Authorized  Positions 


GRAKD  TOTALS,  AUTHORIZED 

POSITIONS     

Expenditures  reported  in  other 

budgets  a     (570.9) 


(2) 

2 

2 

SALARY  RANGE 
884-1,074 

23,952 

25,776 

(5) 

6 

6 

905-1,100 

66,990 

71,856 

(2) 

3 

3 

905-1,100 

30,212 
$335,932 

$5,852,669 

35,928 

(23.3) 

29 

29 

(.$258,070) 
$137,144 

$366,888 

12.9 

831.2 

831.2 

$6,256,248 

(570.9) 

- 

- 

($3,927,326) 

- 

- 

a  Actual  expenditures  for  1967-68  are  reported  in  budgets  of  parent  organization.  Amounts  shown  in  parentheses  are  for  information 
only  and  are  not  included  in  budget  totals. 


JOB  TRAINING  AND  PLACEMENT  COUNCIL 


JOB  TRAINING   AND   PLACEMENT 
COUNCILa 


Executive   director 

Special   representative 
Stenographer  II  


0.6 

0.8 


Totals,   Authorized  Positions. 


1.4 


SALARY  RANGE 

$1,475 

1,048-1,273 

446-543 

$15,523 


$8,850 
6,288 
3,115 


$18,253 


a  Authorization  for  the  Job  Training  and  Placement  Council  terminates  on  December  31,  1968. 
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Deportment  of  Mentcsl  Hygiene 
DEPARTMENTAL  ADMINISTRATION 


HEALTH  AND  WELFARE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE 

Office  of  the  Director  : 

Director 

Chief  dep  director,  medical  services 

Executive  asst  to  the  director 

Secretary  II  

Secretary    I    

Sr  stenographer  

Public  Information  and  Education : 

Information  officer  II 

Editorial  aid 

Sr  stenographer 

Office  of  Program  Review : 

Chief    

Medical-surgical  specialist 

Mental  health  adm  services  spec 

Hospital     organization     and     man- 
power utilization  specialist  . 

Nursing  consultant,  program  review 

team 

Social  service  specialist 

Sr  clerk-typist 

Clerk-typist  II 

Office  of  I?lanning : 

Chief    

Assoc  mental  health  planning  analyst 
Asst  mental  health  planning  analyst 

Sr  stenographer 

Clerk-typist  II 

Totals,  Authorized  Positions 


DIVISION   OF   RE 
TRAINING 


SEARCH   AND 


Office  of  Deputy  Director : 

Deputy  director  research  &  training 
Secretary  I  

Bureau  of  Biostatistics : 

Chief    

Data  analysis  supervisor 

Associate  social  research  analyst 

Associate  demographic  analyst 

Asst  statistician 

Asst  social  research  analyst 

Sr  graphic  artist 

Graphic  artist 

Sr  stenographer 

Sr  clerk 

Sr  clerk-typist 

Sr  account  clerk 

Statistical  clerk 

Stenographer  II  

Clerk-typist  II 

Clerk   II   

Account  clerk  II 

Sr   statistician 

Supvng  clerk   I 

Bureau  of  Research : 

Chief  of  research 

Sr  stenographer 

Bureau  of  Training : 

Chief,  bureau  of  training 

Coordinator   of  professional   educ 

Training  officer  II 

Training  officer  I 

Sr    stenographer    

Stenographer   II    

Student  professional  asst 

Training  Center  for  Community 
Psychiatry — Berkeley : 

Director     

Sr    stenographer    

Training   Center   for  Community 
Psychiatry — Los  Angeles : 

Director    

Sr  stenographer 

Totals,  Authorized  Positions 


1 

1 

0.5 

0.5 

1 

2.2 

1 
1 
1.2 

1 

1 
0.2 


22.3 


42.3 


1 
1 
1 
1 
1 
2 

1 

1 
1 

1 
1 

1 


1  1 

1  1 

0.7  1 

1  1 

1  1 


24 


1 

1 
1 
1 
1 
2 

1 
1 

1 

1 

1 
1 


1 

1 
1 
2 

1 
1 
1 
1 
1 


24 


SALARY  RANGE 
$27,300 
2,273 
783-950 
644-783 
58-1-710 
505-614 

1,100-1.337 
530-644 
505-614 

2,179-2,271 
1,882-2,269 
1,405-1,708 

1,155-1,405 

1,100-1,337 

1,100-1,337 

492-509 

415-530 

1,475-1.793 

950-1,155 

7S3-950 

505-614 

415-530 

$281,039 


47.5 


47.5 


$486,236 


$27,300 
27,276 
10,692 

7.728 

8,520 

13,428 

16,044 

7.72S 
7,368 

27,252 
27,216 
16,860 

16,860 

15.276 

16,044 

7.188 

12,005 

21,516 

13,860 

9,396 

6,360 

6,135 


$322,052 


$27,300 

27,276 

11,220 

8,112 

8.520 

13,728 

16,044 

7,728 
7,368 

27,252 

27,216 
17,700 

16,860 

16,044 

16,044 

7.188 

12,295 

21.516 

13,860 

9,852 

6,672 

6,360 


$326,155 


0.5 

1 

1 

$2,127-2,272 

$27,264 

$27,264 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

1,475-1.793 

19,044 

20,004 

- 

1 

1 

1,048-1,273 

12,576 

13,200 

2.9 

3 

3 

950-1,155 

38,362 

39,584 

1 

1 

1 

950-1,155 

11,400 

11,976 

0.8 

1 

1 

783-950 

9,776 

10,272 

3 

3 

3 

783-950 

28,644 

30,060 

1 

1 

1 

676-821 

9,396 

9,852 

1 

1 

1 

584-710 

8,520 

8,520 

0.5 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

3 

4 

4 

492-599 

26,023 

26,966 

0.9 

1 

1 

492-599 

6,572 

6,908 

2.5 

3 

3 

492-599 

20,829 

22,626 

0.5 

0.5 

0.5 

446-543 

3,258 

3.258 

3.5 

0 

9 

415-530 

11,544 

11,820 

4.8 

5.5 

5.5 

415-505 

32,024 

32.572 

1.4 

1.5 

1.5 

415-505 

8,404 

8,675 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

1,882-2.271 

26,237 

27.216 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

_ 

1 

1 

1,273-1,.548 

15.276 

16.044 

1 

1 

1 

1,155-1,405 

16.860 

16.860 

1 

1 

1 

950-1,155 

13.044 

13,695 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

446-543 

6,516 

6.516 

(20.5) 

(20.5) 

- 

150,362 

150,362 

1 

1 

1 

2,076-2.270 

27,240 

27,240 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

2,076-2.270 

27,240 

27.240 

1 

1 

1 

505-614 

7,368 

7,368 

/ 


65,018 


HEALTH  AND  WELFARE 
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DEPARTMENTAL  ADMINISTRATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
{Filledl       (iulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF  STATE  SERVICES 

Office  of  Deputy  Director  : 

Deputy  director,  hospital  medical 

services    

Asst  deputy  director,  mental  health 

services   

Asst  to  the  deputy  director 

Secretary  I  

Sr   stenographer    

Bureau  of  Retardation  Services : 
Asst  deputy  director,  retardation 

services    

Chief  of  medicine,  retardation 

services    

Sr  stenographer 

Stenographer  II  

Bureau  of  Nursing: 

Nursing   services   administrator 

Asst  director  of  nursing  services 

Sr  stenographer 

Bureau  of  Psychology : 

Chief  of  psychological  services 

Sr    stenographer    

Bureau  of  Rehabilitation  and 
Education : 

Chief    

Asst  chief 

Jewish  chaplain 

Sr  stenographer 

Stenographer  II  

Bureau  of  Social  Service : 

Chief    

Asst  chief 

Sr  clerk-typist 

Stenographer  II   

Totals,  Authorized  Positions 


DIVISION  OF  LOCAL  PROGRAMS 

Office  of  Deputy  Director : 

Dep  director,  div  of  local  programs 

Asst  deputy  director,  medical 

Community   program   analyst   III 

Community  program  analyst  I 

Secretary    I    

Sr   stenographer   

Stenographer    II    

Clerk-typist    II    

Clerk   II   

Sacramento : 

Regional  mental  health  admr 

Community  program  analyst  III 

Community  program  analyst  II 

Community  program  analyst  I 

Sr   stenographer   

Clerk-typist  II 

Fresno : 

Regional  mental  health  admr 

Community  program  analyst  III 

Community  program  analyst   II 

Sr    stenographer    

Stenographer    II 

Los  Angeles  and  San  Diego : 

Regional  mental  health  admr 

Asst   regional    mental   health   admr 

Community   program    analyst   III 

Community  program  analyst  II 

Mental  health  nursing  consultant 

Sr    stenographer    

Stenographer    II    

Clerk-typist  II 

San  Francisco : 

Regional  mental  health  admr 

Commiinity  program  analyst  III 

Community   program   analyst   II 

Sr    stenographer    

Stenographer  II  

Totals,  Authorized  Positions 


1 

1 

1 

SAL,\RY  R.\NGE 
$2,179-2,272 

$27,264 

$27,264 

1 

1 
1 

2.1 

1 
1 
1 
2 

1 

1 
1 
2 

2,179-2,271 
1,337-1,626 

584-710 
505-614 

27,252 

19,512 

8,520 

14,736 

27,252 

19,512 

8,520 

14,736 

1 

1 

1 

2,179-2,271 

27,252 

27,252 

0.5 

1 

0.4 

1 
1 
1 

1 

1 
1 

1,882-2,269 
505-614 
44G-543 

22,584 
6,060 

5,490 

23,712 
6,.360 
5,706 

1 
1 

1.8 

1 
1 
1 

1 
1 

1 

1,27.3-1,548 

1,100-1.3.37 

505-614 

18,576 

16.044 

7,368 

18,576 

16.044 

7,368 

0.1 

1 
0.5 

1 
0.5 

1,587-1,929 
505-614 

19,044 
3,030 

20,004 
3,180 

1.1 

1 
1 
3 
1 
1 

1 
1 
3 

1 

1 

1,337-1,626 

1,155-1,405 

884-1,074 

505-614 

446-543 

16,860 

15,276 

38,103 

7.218 

5,651 

17.700 

16,044 

38,664 

7,368 

5,929 

0.5 
0.8 

1 

1 
1 
1 

1 
1 
1 

1 

1,337-1,626 

1,155-1,405 
492-599 
446-543 

17,350 

15.340 

6.992 

6,516 

18,211 

16.112 

7.1  SS 

6,516 

23.3 


43.7 


25.5 


25.5 


$333,507 


$352,038 


48.5 


48.5 


$507,859 


$594,855 


$359,278 


1 

1 

1 

$2,179-2,272 

$27,264 

$27,264 

1 

1 

1 

2,179-2,271 

27,252 

27,252 

1.8 

2 

9 

1,15.5-1,405 

30,720 

31,416 

1.2 

1 

1 

783-950 

9,852 

10,356 

2 

2 

2 

584-710 

17,040 

17,040 

3 

3 

3 

505-614 

22,104 

22,104 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

2,076-2,270 

27,058 

27,240 

- 

1 

1 

1,155-1.405 

14,556 

15,276 

0.5 

1 

1 

950-1,155 

11.400 

11,976 

1 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

505-614 

7,.368 

7,368 

1 

1 

1 

415-530 

6,360 

6,360 

0.5 

1 

1 

2,076-2,270 

27.240 

27,240 

_ 

1 

1 

1,15.5-1,405 

16,860 

16,860 

1.8 

2 

2 

950-1,155 

23.9.52 

25.152 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

2,076-2,270 

27,240 

27,240 

1 

1 

1 

1,793-2,268 

26,148 

26.148 

2 

9 

2 

1,15.5-1,405 

33,720 

33,720 

3 

3 

3 

9.50-1,155 

37,836 

39,036 

_ 

1 

1 

950-1,155 

11,400 

11,976 

1.5 

2 

2 

50.5-614 

13,428 

13,728 

3.2 

3.5 

3.5 

446-543 

20,951 

21,675 

1 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

2,076-2,270 

27,240 

27,240 

1 

1 

1 

1,155-1,405 

14,556 

15,276 

3.8 

3 

3 

9.50-1,155 

40.296 

40,920 

1 

1 

1 

505-614 

7.368 

7,368 

2.4 

3 

3 

446-543 

17,070 

17.925 

$604,188 
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HEALTH  AND  WBLFABB 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (iDtli.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
S3 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


OFFICE  OF  ADMINISTRATIVE 
MANAGEMENT 

OfSee  of  Deputy  Director: 

Chief  deputy  director  administrative 

management    1 

Asst  deputy  director,  administrative 

services   1 

Secretary  I 1 

Sr  clerk-typist 1 

Bureau  of  Accounting : 

Accounting  officer  III 1 

Accounting   officer  II - 

Accountant  I l.S 

Supvng  clerk  I 1 

Property  clerk  I 1 

Sr  clerk 0.9 

Sr  clerk-typist 0.7 

Sr  account  clerk 1 

Accounting  technician  II 3.9 

Stenographer   II   1 

Clerk-typist  II 2 

Clerk  II 2.4 

Account  clerk  II 2.1 

Overtime   — 

Bureau  of  Budget  Planning  and 
Analysis : 

Fiscal  officer  I 1 

Associate  budget  analyst 2.2 

Asst  budget  analyst 2.5 

Sr  stenographer O.S 

Stenographer   II    1.2 

Overtime   — 

Bureau  of  Data  Processing : 

Data  processing  manager  II 1 

Associate  data  processing  systems 

analyst    0.8 

Supervisor  EDP 2.1 

Asst  data  processing  systems 

analyst 1.5 

Computer  operations  supervisor  I 1 

Programmer  II,  EDP 5.8 

Sr  computer  operator 2 

Computer  operator 2.7 

Sr   stenographer   0.5 

Key  punch  supervisor  I 1 

Sr  account  clerk 1 

Key  punch  operator 4.7 

Bureau  of  Nutrition : 

Departmental  food  administrator  —  1 

Asst  departmental  food  admr 1.7 

Sr  stenographer 1 

Clerk-typist  I 0.4 

Bureau  of  Patients  Accounts  : 
Sacramento : 

Chief    0.7 

Stenographer  II _ 1-7 

Benefits  and  Liaison  Section  : 

Mental  health  ins  coordinator  —  1 

Patients  estates  and  accts  supvr_  2.2 

Patients  estates  and  accts  spec  —  2.9 

Stenographer  II 4.5 

Clerk-typist  II 1 

Reporting  and  Adjustment  Section  : 

Asst  chief 1 

Insurance  &  benefits  officer 1 

Patients  estates  and  accts  supvr  _  1.1 

Patients  estates  and  accts  spec  —  11.9 

Supvng  clerk  I 1 

Sr  clerk 0.9 

Sr  file  clerk 1 

Sr  account  clerk 1 

Stenographer    II    3.S 

Clerk-typist  II 8.3 

Clerk  II 11.2 

Account  clerk  II 3 


SALARY  RANGE 

1 

1 

$1,626-1,976 

$23,712 

$23,712 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

584-710 

8,520 

8,520 

1 

1 

492-599 

7,188 

7,188 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

9,700 

10,l!s8 

1 

1 

584-710 

8.112 

8,520 

1 

1 

571-<392 

8,144 

8,304 

1 

1 

530-644 

7,728 

7,728 

1 

1 

402-599 

6.S24 

7.160 

1 

1 

492-599 

5,904 

6,204 

1 

1 

492-599 

7.188 

7.188 

4 

4 

492-599 

26,359 

26,966 

1 

1 

446-543 

6,054 

6,360 

1 

1 

41.5-530 

5.645 

5.935 

3 

3 

415-505 

17,980 

18.180 

1 

1 

415-505 

6,060 

6,060 

0.1 

0.1 

— 

1,000 

1,000 

1 

1 

1,048-1,273 

15.276 

15.276 

3 

3 

950-1,155 

37,576 

38.766 

3 

3 

783-950 

29,360 

30,816 

1 

1 

505-614 

6,060 

6,360 

1 

1 

446-543 

5,490 

5,766 

0.2 

0.2 

- 

5,000 

5,000 

1 

1 

1,155-1,405 

16,452 

16,800 

1 

1 

950-1,1.55 

11,400 

11,976 

2 

2 

950-1,155 

25,222 

26,482 

2 

2 

783-950 

20,595 

21,378 

1 

1 

783-950 

11,040 

11,400 

6 

6 

783-950 

59.706 

62,637 

2 

2 

644-783 

17,766 

18,422 

3 

3 

556-676 

22,482 

23,200 

1 

1 

505-614 

7,158 

7,368 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7,188 

4 

4 

425-517 

24,816 

24,816 

1 

1 

1,128-1,371 

16,452 

16,452 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

505-614 

7,368 

7,368 

0.5 

0.5 

377-157 

2,400 

2,520 

1 

1 

1,155-1,405 

15,036 

15,788 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1,048-1,273 

15.036 

15,276 

1 

1 

821-998 

11,976 

11,976 

1 

1 

746-905 

10,860 

10,860 

4 

4 

446-543 

25.452 

25,752 

1 

1 

415-530 

5,200 

5,462 

1 

1 

950-1.155 

13,860 

13,860 

1 

1 

821-998 

11.976 

11,976 

1 

1 

821-998 

11,976 

11,976 

8 

8 

746-905 

82,576 

83,988 

1 

1 

571-692 

8,304 

8,304 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-589 

7,188 

7,188 

1 

1 

492-599 

7,188 

7,188 

4 

4 

446-.543 

26,064 

26,064 

12.5 

12.5 

415-530 

69.326 

71  .,359 

11 

11 

415-505 

64.005 

65,097 

3 

3 

415-505 

18,180 

18,180 
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DEPARTMENTAL  ADMINISTRATION— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)       (Aulb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


OFFICE   OF  ADMINISTRATIVE 
MANAGEMENT— Continued 

Bureau  of  Patients  Accounts — 
Continued 
Los  Angeles : 

Patients  estates  and  accts  supvr 

Patients  estates  and  accts  spec 

Sr    stenographer    

Clerli-typist  II 

Overtime     

San  Francisco : 

Patients  estates  and  accts  supvr  _ 

Patients  estates  and  accts  spec 

Stenographer    II    

Oaltland  : 

Patients  estates  and  accts  spec 

Stenographer  II  

Bureau  of  Legal  Services : 

Chief,  Bureau  of  Legal  Services 

Associate  counsel 

Sr  legal  stenographer 

Bureau  of  Guardianship: 

Sr   counsel    

Associate  counsel   

Patients  estates  and  accounts  spe- 
cialist      

Sr  legal   stenographer   

Sr   clerk    

Sr  account  clerk 

Accounting   technician   II 

Legal  stenographer 

Stenographer    II    

Clerk-t.vpist  II 

Account  clerk  II 

Bureau  of  Management  Analysis : 

Sr   management   analyst 

Staff  administrative  analyst 

Associate  management  analyst 

Sr   stenographer   

Clerk-typist   II    

Bureau  of  General  Services : 

Business  service  and  patient  trans- 
fer  officer   

Asst  to  the  patient  transfer  officer 

Sr    stenographer    

Teletypewriter  operator 

Clerk-typist   II    

Mailroom : 

Duplicating  machine  supervisor  I 
Duplicating  machine  operator  II 

Clerk-typist    II    

Clerk   II   

Bureau  of  Personnel : 

Personnel  officer 

Personnel  officer  II 

Associate  personnel  analyst 

Asst  personnel  analyst 

Personnel  asst  III 

Supervising   clerk   I   

Sr  stenographer 

Personnel  asst  I 

Stenographer  II 

Clerk-typist  II 

Clerk  II  

Environmental  Health  and  Safety : 
Chief  of  environmental  health  and 

safety  

Area  coordinator,  environmental 

health  and  safety 

Stenogi-apher  II 

Bureau  of  Facilities  Planning  : 

Chief    

Deptl  constrn  &  malnt  supvr 

Sr  clerk-typist 

Totals,  Authorized  Positions 


1 

4.1 

1 

1.3 

1 
3 
1 
1 
1.5 

1 
3 
1 
1 
1.5 

SALARY  RANGE 
S21-99S 
746-905 
505-614 
415-530 

11,976 

32.580 

7,368 

5.835 

7,500 

11,976 

32,580 

7,368 

6,135 

7,500 

1 
2 
1.9 

1 
3 

2 

1 
3 

2 

821-998 
746-905 
446-543 

11,976 
29,874 
12,006 

11,976 
30,822 
12,282 

2 

1 

3 

1 

3 

1 

746-905 
446-543 

29,512 
6,079 

30,444 
6,386 

1 
1 
1.2 

1 
1 
1 

1 

1 
1 

1,548-1,882 

1,213-1,475 

543-660 

22,584 

16,792 

7,920 

22.584 

17,630 

7,920 

1 
5 

1 
5 

1 
5 

1,337-1,626 

1,213-1,475 

19,512 

88,500 

19,512 
88,500 

2 
2 

1 

1 

1 

2.8 

1 

1.2 

2 

3 

2 

1 
1 
1 
3 
1 
1 
2 

3 
2 

1 
1 
1 
3 
1 
1 
2 

746-905 
543-660 
492-599 
492-599 
492-599 
469-571 
446-543 
415-530 
415-505 

32,580 

15,840 
7,188 
7,188 
7.188 

20;556 
5,651 
6,060 

12,120 

32.580 

15,840 
7,188 
7,188 
7,188 

20,556 
5,929 
6.060 

12,120 

0.9 

0.5 

4.2 

1 

1.9 

1 

2 

4 
1 
2 

1 
2 
4 
1 
2 

1,155-1,405 

1,048-1,273 

950-1,155 

505-614 

415-530 

14,556 
28,806 
50,520 
7,368 
12,720 

15,276 
29,484 
51,672 
7,368 
12,720 

0.1 

1 

1 

1 

2 

1 
1 

1 
1 
2 

1 

1 
1 

1 
2 

950-1,155 
571-692 
505-614 
457-556 
415-530 

12,576 
8,304 
7,368 
6,672 

12,720 

13,200 
8,304 
7,368 
6.672 

12,720 

1 
1 
0.5 

4.8 

1 
1 

0.5 
5 

1 
1 

0.5 
5 

530-644 
457-556 
415-530 
415-505 

7,728 

6,672 

2,550 

27,074 

7,728 

6,672 

2,676 

28,444 

1 

1 

1.8 

1 

1.2 

1.4 

2 

0.3 

3.1 

0.8 

1 

1 

1 
2 
1 
1 
2 
2 

1 
3 

7 

1 

1 
1 
2 
1 
1 
2 
2 
1 
3 
7 
1 

1,337-1,620 
1.100-1,337 
950-1,155 
783-950 
660-801 
571-692 
505-614 
492-599 
446-543 
415-530 
415-505 

19,512 
16,044 
24.655 

9,396 

9,612 
14,612 
14,736 

7,188 
17,542 
40,632 

6,060 

19,512 
16,044 
25,836 

9,852 

9,612 
15.332 
14,736 

7.188 
18.094 
41,633 

6,060 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1 
1 

1 

1 

998-1,213 
446-543 

14,556 
6,516 

14,556 
6,516 

1 
2 
1.5 

1 
2 
1 

1 
2 

1 

1,273-1,548 

1,155-1,405 

492-599 

18,576 
33,720 

7,188 

$1,886,836 

18,576 
33,720 

7,188 

205.4 

209.3 

209.3 

$1,768,594 

$1,919,725 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tilth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


REIMBURSABLE  SERVICES 

State 

Medical  Assistance  Program : 

Physician  and  surgeon  II -  3.5  3.5 

Coordinator  of  medicare  services 1  11 

Program  consultant 0.2  1  1 

Sledicare  procedures  specialist 111 

Programmer  II  a -  1  - 

Social  work  associate 5.3         15  15 

Sr   stenographer   111 

Stenographer  II 0.8  1.5  1.5 

Clerk-typist  II 3.3         10.5         10.5 

Account  clerk  II 111 

Totals,  Authorized  Positions , 13.6        36.5        35.5 

Grants — Federal 


SALARY  RANGE 

$1,548-2,076 

1,183-1,439 

1,048-1,273 

950-1,155 

783-950 

614-746 

505-614 

446-543 

415-530 

415-505 

$70,017 


$71,288 

16,056 

12,576 

13,475 

11,400 

118,800 

7,368 

9,774 

54,581 

6,060 


$73,712 
16,860 
13,200 
13,860 

124.560 

7,368 

9,774 

57,305 

6,060 


$321,378 


$322,699 


Office  of  Planning : 

Sr  mental  health  planning  analyst—  0.3  -  -  $1,100-1,337 

Assoc  research  analyst 0.7  -  -  950-1,155  -  - 

Assoc  mental  health  planning  ana- 
lyst    0.8  -  -  905-1,100 

Jr  staff  analyst 0.2  -  -  644-783 

Administrative    trainee    0.5  -  -  614—710  -  - 

Stenographer   II   0.9  -  -  446-543 

Clerk-typist  II 0.4  -  -  415-530 

Training  Center  for  Community  Psy- 
chiatry— Berkeley : 
Director,  community  psychiatry 

training  center 1  -  -  2,076-2,270 

Associate  director -  0.8  0.8         1,708-2,179  $16,397  $17,213 

Asst  director,  community  psychiatry 

training  center 111  1,371-1,667  17,925  18,819 

Social  research  trainee 0.6  0.5  0.5  614-710  4,192  4,404 

Sr  stenographer -  1  1  505-614  6,210  6,516 

Clerk-typist  II 3  2  2  415-530  11,970  12,270 

Training  Center  for  Community  Psy- 
chiatry— Los  Angeles : 
Director,  community  psychiatry 

training  center   1  -  -  2,076-2,270 

Associate  director -  0.8  0.8         1,708-2,179  16,397  17,213 

Asst  director,  community  psychiatry 

training   center   -  1  1  1,371-1,667  16,452  17,268 

Clerk-typist  II 111  415-530  5,100  5,352 

Federal  Administration : 
Mental  Health  Education: 

Chief,  Bureau  of  Mental  Health 

Education   111  1,213-1,475  15,852  16,656 

Sr  clerk 0.9  1  1  492-599  7,188  7,188 

Stenographer  II 0.9  1  1  446-543  5,881  6,127 

Clerk-typist  11 0.3  1  1  415-530  5,810  6,110 

Electronic  Data  Processing : 

Programmer  II,   EDP 1  -  -  78.3-9.50 

Sr  account  clerk 1.7  1  1  492-599  6,104  6,412 

Key  punch  operator 0.4  -  -  425-517  -  — 

Community  Program  Development : 
Community  organization  specialist, 

mental  health 4  4  4  1,100-1,337  60,818  62,860 

Mental  health  nursing  consultant  0.9  1  1  950-1,155  13,860  13,860 

Totals,  Authorized  Positions  __         22.5         18.1         18.1  $248,983  $210,156  $218,268 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    373.1      409.4      40S.4  $3,696,235  $4,340,014  $4,415,331 

a  Programmer  II,  EDP  limited  to  June  30,  1969  by  the  1968-69  Governor's  Budget  for  initial  work  related  to   reimbursement  from 
Department  of  Health  Care  Services  for  Medi-Cal  services  performed  by  the  department. 


RESEARCH 

ESEARCH  ADMINISTRATION 

Administration  Unit : 

Asst  chief  of  research — grants  adm 

Administrative   asst   II 

Associate  DPS  analyst 
Programmer  II                                _     _ 
Applied  science  programmer 
Property  clerk  II                  _     _  _ 

Sr  stenographer 

Sr  clerk-typist                                     _ 

0.9 
1 

1 

1 

1 
1 
1.6 

1 
1 

1 
1 
1 
1 
1 
1 
1 

SALARY  RANGE 

$1,626-51.976 

950-1,155 

950-1.155 

783-950 

783-950 

614-746 

505-614 

492-599 

446-543 

$17,852 
12,732 
11.052 
9,396 
8,316 
7,638 
5,916 
6,029 
5,898 

$20,004 
13,365 
11,784 
9.852 
9,396 
8,016 
6.260 
6,334 

Stenographer  II   

6,082 
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RESEARCH— C 

:ontinued 

UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

=i 

67-68  68-69  69-70 
(Fillid)      (Atjih.l      (Aoih.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


RESEARCH   ADMINISTRATION— 

Continued 

Administration  Unit — Continued 

Clerli-typist    II    

Account  clerk  II 

Publications  Unit: 

Editor,  research  publication 

Librarian    III    

Clerk-typist  II 

Center    for    Training    in    Community 
Psychiatry — Los  Angeles  : 
Research    specialist    II — psychology 
Stenographer  II   

Socio-Cultural     Research     Center    — 
Southern  California: 

Special   consultant    

Research   specialist  IV 

Clerk-typist  II 

Totals,  Authorized  Positions 

LANGLEY  PORTER 


1.5 
1 

1.5 

1 

1.5 

1 

SALARY  BANGE 
415-505 
41.5-505 

6,650 
5,100 

7,650 
5,352 

1 
2 

1 
1 
2 

1 
1 
2 

998-1,213 
710-863 
415-530 

14.556 

9,211 

11,716 

14,556 

9,852 

11,975 

1 

1 

1 

1 

1 
1 

1,213-1,475 
446-543 

17,666 
6,516 

17,700 
6,516 

- 

1 
0.5 

1 

1 
0.5 

1 

2,076-2,270 

1,548-1,882 

415-505 

24,912 
9,288 
4,980 

26,148 
9,756 
5,105 

15 


Chief  of  research 1 

Chief  research  biochemist 1 

Research  social  scientist 1 

Clerk-typist  II 2 

Research  psychologist 1 

Totals,  Authorized  Positions 6 

NEUROPSYCHIATRIC  INSTITUTE,  UCLA 

Chief  of  research   1 

Chief  research  biochemist 1 

Research  social  scientist 1 

Research  psychologist 1 

Stenographer  II 1 

Clerk-typist   II    0.8 

Totals,  Authorized  Positions 5.8 

AGNEWS  STATE   HOSPITAL 

Chief  of  research 1 

Research  specialist  IV  "A" — 

psychology    1 

Research  specialist  I — engineering - 

Psychiatric  technician - 

Sr  stenographer 1 

Stenographer  II 1 

Totals,   Authorized  Positions 4 

ATASCADERO  STATE  HOSPITAL 


Research  specialist  II — psychology 
Stenographer   II   


Totals,  Authorized  Positions 

CAMARILLO  STATE  HOSPITAL 

Research  specialist  V  "D" — psychology 
Research  specialist  II — social  science 

Sr  clerk-typist 

Clerk-typist  II 

Totals,   Authorized  Positions 

DEWITT  STATE  HOSPITAL 
Stenographer      

Totals,  Authorized  Positions 

MENDOCINO  STATE   HOSPITAL 

Chief  of  research 

Research    specialist    II — psychology 

Sr  stenographer 

Stenographer  II  

Totals,  Authorized  Positions 


0.9 

1 

1 

1 


3.9 


1 
1 
0.3 

1.7 


20 


20 


1.2 

1 
1 

1 
1 


6.2 


0.5 


0.5 


1.2 

1 

1 
1 
1 


6.2 


0.5 
0.5 


$125,067 


$1,882-2,269 

1,371-1,667 

1,183-1,439 

415-530 

1,183-1,439 

$88,393 


$1,882-2,269 

1,371-1,667 

1,183-1,439 

1,183-1.439 

446-543 

415-530 

$86,193 


$1,882-2,269 

1.548-1,882 

1,100-1,337 

505-614 

505-614 

446-543 

$52,484 


$1,213-1,475 
446-543 

$21,146 


$1,882-2,269 

1,213-1,475 

492-599 

415-530 

$43,588 


$446-543 


$1,882-2,269 

1,213-1,475 

505-614 

446-543 

$53,485 


$195,424 


$27,216 

22,296 

13,200 

6,060 

6,060 

6,008 


$80,840 


$17,556 
5,858 


$23,414 


$22,584 

17,556 

7,188 

6,360 


$53,688 


$2,745 


$2,745 


$27,228 

17,556 

7,158 

6,204 


$205,703 


$58,146 


$27,216 

23,444 

13,536 

6,260 

6,260 

6,060 

$82,776 


$17,700 
6,154 

$23,854 


$23,712 

17,700 

7,188 

6,360 

$54,960 

$2,883 
$2,883 


$27,228 

17,700 

7,368 

6,516 

$58,812 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1988-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


METROPOLITAN  STATE  HOSPITAL 

Research  specialist  IV  "A" — 

psychology    

Research  assistant  IV 

Stenographer   II   

Totals,  Authorized  Positions 

NAPA  STATE   HOSPITAL 

Chief  of  research 

Research  specialist  II — sociology 

Stenographer    II   

Clerk-typist    II    

Totals,  Authorized  Positions 4 

PATTON  STATE   HOSPITAL 

Research  specialist  IV  "A" — 

psychology    1 

Research  specialist  I — psychology - 

Laboratory    technician   asst   - 

Stenographer   II   1 

Clerk-typist  II 

Totals,  Authorized  Positions 2 

STOCKTON   STATE   HOSPITAL 

Chief  of  research 1 

Stenographer   II   1.6 

Totals,  Authorized  Positions 2.6 

FAIRVIEW  STATE   HOSPITAL 

Research  specialist  II — psychology — 

Stenographer   II   - 

Totals,  Authorized  Positions - 

PACIFIC  STATE   HOSPITAL 

Research  specialist  V  "A" - 

Research  specialist  III - 

Research  specialist  III — biochemistry  1 

Research  specialist  III — psychology  _  1 

Clerk-typist  II 1 

Sr  clerk-typist 1 

Totals,  Authorized  Positions 4 

PORTERVILLE  STATE   HOSPITAL 

Stenographer   II   — 

Totals,  Authorized  Positions - 

SONOMA  STATE   HOSPITAL 

Chief  of  research 1 

Research  specialist  IV  "A" — 

psychology     1 

Laboratory  technician  asst - 

Stenographer   II   1 

Clerk-typist   II    1 

Totals,  Authorized  Positions 4 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS    57.3 


- 

0.4 

0.4 
1 

0.4 
0.4 

1 

SALARY  RANGE 
$1,548-1,882 
905-1,100 
446-543 

$7,430 

4,344 
5,490 

$7,627 
4,560 
5,766 

- 

1.8 

1.8 

- 

$17,264 

$17,953 

1 

1 
1 
1 

1 
1 
1 

1 

1 
1 
1 
1 

$1,882-2,269 

1,213-1,475 

446-543 

415-530 

$26,196 

17,148 

6,516 

6,060 

$27,216 

18.211 

6.516 

6.060 

4.5 


0.5 
0.5 


0.5 


0.5 


$50,774 


63.5 


4.5 


0.5 
0.5 


0.5 


0.5 


2 

i 

2 
1 


63.5 


,f21,S00 


$1,882-2,269 
446-543 

$35,630 


$1,213-1,475 
446-543 


$1,708-2,076 

1,405-1,708 

1,405-1.708 

1,405-1,708 

415-530 

492-599 

$54,907 


$446-543 


$1,882-2,269 

1,548-1,882 
505-614 
446-543 
415-530 

$69,984 


$703,451 


$55,920 


$46,081 


$27,228 
6,003 


$33,231 


$9,031 
2,869 

$11,900 


$20,640 
16,860 
20,332 
18,067 

5,985 
7,188 

$89,072 


$2,621 
$2,621 


$27,228 

37,554 
6,060 

12.519 
6,060 

$89,421 


$759,767 


$58,003 


I 


1 

1 

$1,548-1,882 

$18,031 

$19,122 

1 

1 

1,100-1,337 

13,200 

13,860 

1 

1 

505-614 

6,060 

6.360 

1 

1 

446-543 

6,360 

6,360 

0.5 

0.5 

415-505 

2,430 

2,616 

$48,318 


$27,228 
6,141 


$33,369 


$9,561 

3,021 

$12,582 


$21,528 

17,700 

20,496 

19,122 

6.285 

7,188 

$92,319 


$2,745 
$2,745 


$27,228 

39.622 
6,360 

12.657 
6,060 

$91,927 


$786,204 
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NEUROPSYCHIATRIC   INSTITUTES 

(Jj 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

13 

67-68  68-69  69-70 
(Fillid)      (Auih.)      (Aiiib.) 

1 

2 
3 

4 
5 

6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATION 


LANGLEY-PORTER  NEUROPSYCHIATRIC  INSTITUTE 


Executive : 

Medical  siipei-intendent 0.8 

Assoc  medical  superintendent 0.8 

Secretary  I 1.1 

Sr  steno   1 

Medical  Records  and  Clerical : 

Asst  social   research   analyst 0.9 

Medical  record  librarian 1 

Sr  steno   1 

Sr  clerk-typist - 

Steno  II   15.2 

Clerk-t.vpist   II    11.8 

Clerk   II   3.2 

Business  Services : 

Hosp  business  administrator 1 

Sr  steno   1 

Fiscal  Section : 

AccountiuR  officer 1 

Siipvng  clerk  I 1 

Property  clerk  I 0.9 

Accounting   technician 2 

Steno  II 1 

Clerk-typist  II 0.9 

Clerk   II   1 

Account   clerk   II   0.9 

Hospital  Trust  Office: 

Patients   estates   &   accts   specialist  1 

Personnel  Section : 

Personnel   officer   I 1 

Personnel  asst  II 1 

Personnel  asst  I 0  8 

Clerk-t.rpist   II    1.1 

Service,  Supply,  and  Clerical : 

Storekeeper   I    1 

Communications  Section : 

Telephone  operator 3.8 

Totals,  Authorized  Positions 57.2 


CARE  AND  WELFARE 

Medical  Care : 

Chief  of  clinical  services 1 

Chief  psychiatrist,  in-patient  service  1 
Chief   psychiatrist,    mental   hygiene 

clinic    1 

Chief,  neuropathology  service 1 

Sr   psychiatrist   3 

Physiciiiu  &  surgeon  II 1 

Staff   psychiatrist   7 

Chief  psychologist 1 

Psychiatric   resident  III 4 

Psychiatric   resident  II 22.9 

Sr   psychologist    0.8 

Staff  psychologist,  medical 6.8 

Motion  picture  projectionist 0.1 

Mental  health  nursing  consultant 1 

Supvng   lab   technologist 1 

Precision    electronics   specialist 1 

Sr  lab  technologist 1 

Neuropathology  technologist 2 

Pharmacist  I 0.3 

Phys  therapist  II 1 

Librarian    III    1 

Sr  electroencephalographic  techn 1 

Lab   technologist 1.9 

Librarian    II    1 

Jr   chemist    0.6 

Electroencephalographic  techn 1 

X-ray  technician 1 

Lab  asst  I 2.7 


0.8 
0.8 
1 
1 

1 

1 

1 

1 
16 
13 

3.5 

1 
1 

1 
1 
1 
2 
1 
1 
1 
1 


61.1 


0.8 
0.8 

1 
1 

1 

1 

1 

1 
16 
13 

3.5 

1 
1 

1 
1 
1 
2 
1 
1 
1 
1 


61.1 


SAL.4KY  R.\NGE 
$2,179-2,271 

2,076-2.270 
584-710 
505-614 

783-950 
692-842 
505-614 
492-599 
446-543 
415-530 
415-505 

1,273-1,548 
505-614 

863-1,048 
571-592 
530-644 
492-599 
446-543 
415-530 
415-505 
415-505 

746-905 

998-1,213 
571-692 
492-599 
415-530 

530-«76 

415-505 

?415,730 


$20,439 

20,430 

7,920 

7,368 

11,400 
10,104 
7,368 
6,516 
98,619 
74,783 
20,342 

18,576 
7,368 

12,576 
6,852 
6,620 

14,376 
6,516 
5.200 
6,060 
5,100 

10,860 

14,440 
7.920 
6,544 

5,484 

7,728 
22,773 


$450,282 


$20,439 

20,430 

8,316 

7,368 

11,400 

10.104 

7.368 

6,516 

100,998 

76,658 

20,749 

18.576 
7,368 

12,576 
7,188 
6,952 

14,376 
6,516 
5.462 
6,060 
5,352 

10,860 

14,556 
8,304 
6,SS0 
5,760 

7,728 

23,307 


$458,167 


1 

1 

$1,882-2,269 

$27,228 

$27,228 

1 

1 

1,793-2,268 

27,216 

27,216 

1 

1 

1,793-2,268 

27,216 

27,216 

1 

1 

1,70.8-2.179 

26,148 

26,148 

3 

3 

1,708-2,179 

78,444 

78.444 

1 

1 

1,548-2,076 

24,612 

24,912 

7 

7 

1,548-2,076 

171,284 

173,184 

1 

1 

1,305-1,587 

19,044 

19,044 

4 

4 

1,213-1,337 

59.712 

61,872 

24 

24 

614-1,337 

279,418 

288,408 

1 

1 

1,07-1-1,305 

15,660 

15,660 

8 

8 

973-1,183 

110,218 

113,238 

0.1 

0.1 

3.21-3.37  hr 

66T 

667 

1 

1 

950-1,155 

13,148 

13.805 

1 

1 

821-998 

11,976 

11,976 

1 

1 

842-973 

11,676 

11,676 

1 

1 

746-905 

10,860 

10,860 

2 

2 

746-905 

21,720 

21,720 

0.3 

0.3 

998-1,100 

4,192 

4,192 

1 

1 

746-905 

9,624 

10,104 

1 

1 

710-863 

10,356 

10,356 

1 

1 

710-863 

9,852 

10,356 

2 

2 

710-821 

18,588 

19,026 

1 

1 

644-783 

9,396 

9,396 

1 

1 

644-746 

7,920 

8.316 

1 

1 

556-676 

8,112 

8,112 

1 

1 

556-676 

8,112 

8,112 

3 

3 

415-505 

17,220 

17,472 

472 
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SALARIES  ANB  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
52 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
-84 
85 
86 


LANGLEY-PORTER  NEUROPSYCHIATRIC  INSTITUTE— Continued 


CARE  AND  WELFARE— Continued 

Research  Team : 

Clk-typist   II   

Chief  of  research 

Chief  research  biochemist 

Research  social  scientist 

Research   psychologist 

Personal  Care : 

Superintendent  of  nursing  services 
Asst  superintendent  of  nursing  serv- 
ices   (registered  nurse)    

Psychiatric  nursing  educ  director 

Supvng  psychiatric  nurse 

Surgical  nurse  II 

Sr  psychiatric  nurse  

Surgical  nurse  I 

Psychiatric   nurse   

Jr  psychiatric  nurse 

Psychiatric   techn   

Rehabilitation  Therapy : 

Chief  rehab  therapist 

Occupational  therapist 

Recreation  therapist 

Education : 

High  school  teacher 

Speech  develmt  &  correction 

Social  Service : 

Chief  social  worker 

Supvng  psychiatric  social  worker  I 
Psychiatric  social  worker 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  I 1.1 

Supvng  cook  I 1 

Cook  II 3 

Food  service  asst  II 3 

Janitor 1 

Food  service  asst  I 7.7 

Housekeeping : 

Janitor  foreman  II 0.4 

Window  cleaner 1 

Janitor  foreman  I 1 

Janitor    11 

Housekeeper 0.9 

Totals,  Authorized  Positions 31.1 


PLANT  OPERATION 

Maintenance  of  Structures : 

Utility  shops  supvr 

Plumber  I 

Carpenter  I   

Painter    I    

Auto  equipt  operator  I 

Maintenance  of  Grounds : 

Groundsman 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


— 

2 

1 
1 
1 
1 

2 
1 

1 
1 
1 

SALARY  RANGE 

415-530 
1,882-2,269 
1,371-1,667 
1,183-1,439 
1,183-1,439 

12,695 
27,228 
20,004 
17,268 
17,268 

12,720 
27,228 
20,004 
17,268 
17,268 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

5 

1 

6.9 

1 
47 
12.2 
32 

1 

1 

5 

1 

7 

1 

54 

10 

33 

1 

1 

5 

1 

7 

1 

54 

10 

33 

905-1,100 
905-1,100 
821-998 
746-905 
746-905 
676-821 
676-821 
599-728 
480-614 

13,200 
13,200 
59,880 
10,860 
75,894 
9,852 

504,991 
75,751 

231,374 

13,200 
13,200 
59,880 
10,860 
76,020 
9,852 

515,216 
79,552 

234,730 

1 
4 
1 

1 
4 

1 

1 
4 
1 

863-1,048 
614-746 
614-746 

12,576 
34,656 

8,952 

12,576 

35,274 

8,952 

1 

1 

1 
1 

1 
1 

710-1,100 
710-1,100 

13,200 
13,200 

13,200 
13,200 

0.9 

3.8 

12.1 

1 

4 

12 

1 

4 

12 

973-1,183 

884-1,074 

801-973 

14,196 

51,552 

136,600 

$2,430,060 

14,196 

51,552 

138,965 

201 

216.4 

216.4 

$2,125,875 

$2,469,673 

6.9 


1.1 

1 

3 

3 

1 

9 


1.1 
1 
3 
3 

1 
9 


1  1 

1  1 

1  1 

11  11 

1  1 


33.1        33.1 


$692-842 
571-764 
517-692 
425-517 
415-505 
386-469 

530-644 
530-644 
457-556 
415-505 
415-505 

$184,470 


$11,114 

8,304 

22,608 

18,462 

6,060 

47,867 

7,728 
7,728 
6,672 
65,774 
5,810 


$208,127 


296.2      317.6      317.6 


505-584 

$57,629 


$2,783,704 


6,980 


$62,432 


$3,150,901 


$11,114 

8,304 

22,608 

18,612 

6,060 

48,828 

7,728 
7,728 
6,672 
66,485 
6,060 


$210,199 


1 

1 

1 

$801-884 

$10,608 

$10,608 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

692-764 

9,168 

9,168 

1.9 

2 

2 

692-764 

18,336 

18,336 

1 

1 

1 

584-644 

7,728 

7,728 

7,008 


32,460 


$3,200,499 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleill      (toth.)      (Aotb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


NEUROPSYCHIATRIC  INSTITUTE  AT  UNIVERSITY  OF  CALIFORNIA,  LOS  ANGELES 
ADMINISTRATION 

Executive : 

Medical   supt — 

Assoc  medical  supt 1.6 

Adm  asst  II 1 

Sect.v  I 1.9 

Medic.il  Records  and  Clerical : 

Medical  record  librarian 0.9 

Supvng  elk  I 1 

Sr  steno   4.4 

Sr  elk-typist 5.2 

Sr  file  elk 0.9 

Steno  II 6.9 

Clk-typist  II 30.1 

Clk  II 1.6 

Business  Services : 

Hosp  business  admr 1 

Asst  social  research  analyst — 

Sr  clk-typist 1 

Student  professional  asst — 

Fiscal  Section : 

Acctg  off — state  inst 1 

Property  elk  II 1 

Accountant  I 0.9 

Sr   clk-typist    0.7 

Sr   account   elk   1 

Acctg  techn 1 

Steno  II 0.9 

Clk-typist  II 3.1 

Account  elk  II 1 

Hospital  Trust  Office : 

Patients  estates  &  accts  specialist 1 

Account  elk  II 1 

Personnel  Section : 

Personnel  off  I 0.6 

Personnel  asst  II 1 

Personnel  asst  I 1 

Steno  II 1 

Serrice,  Supply,  and  Clerical: 

Storekeeper  II 1 

Stock  clerk 1 

Clerk-typist  II 2 

Communications  Section : 

Supvng  telephone  opr  I 1 

Telephone      opr 4.9 

Totals,  Authorized  Positions 83.6 

CARE  AND  WELFARE 

Medical  Care : 

Chief  of  clinical  services 1 

Chief  psychiatrist,  inpatient  service  1 

Chief  psychiatrist,  mental  hygiene 

clinic    1 

Chief,  neuropathology  service 0.1 

Sr  psychiatrist 1.4 

Physician  &  surgeon  II 2.6 

Staff  psychiatrist 10.5 

Chief  psychologist 1 

Psychiatric  resident  III 9.9 

Psychiatric   resident   II 24.8 

Sr  psychologist 2 

Staff  psychologist — social 1 

Staff  psychologist — medical 10.6 

Neuropathology  technologist 3.7 

Phys  therapist  II - 

Librarian  III 1 

Sr  electroencephalographic  techn 0.5 

Medical  student  asst - 

Electroencephalographic  techn 3.4 

Lab   asst  II 0.9 

Student  professional  asst - 

Personal  Care : 

Supt  of  nursing  services 1 

Asst  supt  of  nursing  services 1 

Psychiatric  nursing  educ  director —  0.8 

Supvng  nurse  II 0.8 

Supvng  psychiatric  nurse 5.1 

Supvng  nurse  I   2 


0.8 
1.6 

1 
2 

0.8 
1.6 

1 
2 

SALARY  RANGE 

$2,179-2,271 

2,076-2.270 

950-1,155 

584-710 

$19,611 
40,860 
12.888 
15,528 

$20,439 
40.860 
13.530 
15,888 

1 
1 
4 
6 
1 
8 
32 
2.5 

1 
1 
4 
6 
1 
8 
32 
2.5 

692-842 
571-692 
505-614 
492-599 
492-599 
446-543 
415-530 
415-505 

10,104 
8.304 

26,940 

41.550 
7,188 

53.713 
183.696 

13,530 

10.104 
8,304 

27,924 

42,204 
7,188 

53.713 
188.125 

13,530 

1 
1 
1 
2 

1,273-1,548 
783-950 
492-599 
395-480 

18,576 
9,396 
7,188 
9,720 

18,576 
9,852 
7,188 

10,200 

1 

1 
1 
1 
1 
1 
1 
3 
1 

863-1,048 
614-746 
584-710 
492-599 
492-599 
492-599 
446-543 
415-530 
415-505 

12,576 
8,880 
7.338 
5,904 
7,188 
7,160 
6,029 

18,180 
6,035 

12,576 
8.952 
7,698 
6,204 
7.188 
7.188 
6,334 

18.180 
6,060 

1 
1 

746-905 
415-505 

10,860 
5,553 

10,860 
5,835 

1 
1 
1 
1 

998-1,213 
571-692 
492-599 
446-543 

14,556 
8,144 
6,824 
6,516 

14,556 
8,304 
7,160 
6,516 

1 

1 
2 

2 

614-783 
480-584 
415-530 

8,952 

7,008 

11,160 

8.952 

7,008 

11,412 

1 
5 

1 
5 

469-571 
415-505 

6,852 
28,376 

6,852 
29,200 

92.9        92.9 


$562,149 


$672,883 


$684,660 


1 

1 

$1,882-2,269 

$27,228 

$27,228 

1 

1 

1,793-2,208 

27,216 

27,216 

1 

1 

1,793-2.268 

26,593 

27,216 

1 

1 

1,708-2,179 

20,496 

21.516 

2 

2 

1,708-2,179 

46.644 

47,664 

3 

3 

1,548-2.076 

67,391 

69,058 

10 

10 

1,548-2.076 

232,711 

238,107 

1 

1 

1,305-1,587 

19,044 

19,044 

8 

8 

1,213-1.337 

124,452 

128.288 

30 

30 

614-1,337 

296,462 

305,904 

2 

2 

1,074-1,305 

31,320 

31,320 

1 

1 

973-1,183 

14,196 

14,196 

14 

14 

973-1.183 

180,264 

184,958 

4 

4 

746-905 

41,193 

42,150 

1 

1 

746-905 

8,952 

9.396 

1 

1 

710-863 

10,356 

10,356 

0.5 

0.5 

710-863 

5.178 

5,178 

1 

1 

530-746 

6.360 

6.672 

3.5 

3.5 

556-676 

26,012 

27,092 

1 

1 

457-556 

6,160 

6,464 

2 

2 

395^80 

9,720 

10,200 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

905-1,100 

13,200 

13,200 

1 

1 

905-1,100 

10,860 

11,400 

1 

1 

821-998 

11,880 

11,976 

6 

6 

821-998 

67,176 

68,616 

2 

2 

746-905 

21,216 

21,720 
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SALAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


NEUROPSYCHIATRIC   INSTITUTE  AT  UNIVERSITY  OF  CALIFORNIA,  LOS  ANGELES— Continued 
CARE  AND  WELFARE— Continued 

Personal  Care — Continued 

Sr  psychiatric  nurse 7              9              9 

Neurological  nurse 14.3         18            18 

Psychiatric  nurse   63.4         72            72 

Graduate  nurse 7.1           8              8 

Jr  ps.vchiatric  nurse 14.3         24            24 

Psychiatric  techn   74            86            86 

Rehabilitation  Therapy : 

Chief  rehab  therapist 111 

Voc  rehab  counselor —              1              1 

Asst  supvr  of  rehab  services 111 

Coordinator  of  volunteer  services 111 

Occupational  therapist 5.4           5              5 

Recreation  therapist 1.9           1              1 

Student  professional  asst —              2              2 

Motion  picture  opr 0.1           0.2           0.2 

Education : 

Supvr  of  academic  instruction 111 

High  school  teacher 111 

Elementary  teacher 111 

Teacher   of   the   emotionally   handi- 
capped    2             2             2 

Social  Service : 

Chief  social  worker,  neuropsychiat- 

rie  center 111 

Supvng  psychiatric  social  worker  I  3.9           4              4 

Psychiatric  social  worker 15.5         18            18 

Student  professional  asst -              2              2 

Research  Team : 

Chief  of  research —              1              1 

Chief  research  biochemist -              1              1 

Research  social  scientist -              1              1 

Research   psychologist   -              1              1 

Steno  II -              1              1 

Clk-typist  II -              1              1 

Totals,  Authorized  Positions 303          366.2       366.2 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  admr  I 

Food  service  supvr  II 

Food  service  asst  II 

Pood  service  asst  I 

Clothing : 

Seamer-seamstress 

Housekeeping : 

Janitor  foreman  III 

Janitor  foreman  II 

Supvng  housekeeper  II 

Janitor   foreman   I 

Supvng  housekeeper  I 

Janitor    

Housekeeper 

Totals,   Authorized   Positions. 


SALARY  RANGE 

746-905 

91,218 

93,348 

676-821 

162.835 

167.540 

676-821 

666,576 

684,551 

628-764 

67,712 

69.000 

599-728 

183,298 

192,352 

480-614 

692,977 

600,112 

863-1,048 

12,576 

12,576 

783-950 

9,396 

9,852 

710-863 

10,356 

10,356 

710-863 

9,322 

9,776 

614^746 

40,728 

41.856 

614-746 

8,214 

8,628 

395^80 

9,720 

10,200 

3.21-3.37  hr 

1,544 

1,544 

998-1,213 

14,556 

14,556 

710-1,100 

12,784 

13,200 

710-1,100 

11,976 

11,976 

710-1,100 

24,840 

25,426 

973-1,183 

14,196 

14,196 

884-1,074 

51,552 

51,5.52 

801-973 

196.108 

201,491 

395^80 

9,720 

10,200 

1,882-2,269 

27,228 

27,228 

1,371-1,667 

20.004 

20,004 

1,183-1,439 

17,268 

17,268 

1,183-1,439 

17,268 

17,268 

446-543 

5,490 

5,766 

415-530 

5,462 
$3,663,248 

5,737 

$3,052,607 

$3,749,738 

1 

0.9 

2.9 

9.8 

1 

1 

3 

11 

1 

1 

3 

11 

$692-842 
571-692 
425-517 
386-469 

$10,104 

7,507 

18,412 

59,414 

$10,104 

7,888 
18,612 
60,124 

1 

1 

1 

517-628 

6,572 

6,908 

1 
1 

2 

1 

18.6 

8.7 

1 

1 
1 
1 
1 
21 
9 

1 

1 
1 
1 
1 
21 
9 

584-710 
530-644 
530-644 
457-556 
457-556 
415-505 
415-505 

7,008 
7,728 
7,728 
5,910 
6,672 
119,257 
52,374 

7,368 
7,728 
7,728 
6.210 
6,672 
1??,757 
53,184 

PLANT  OPERATION 

Maintenance  of  Structures : 

Office  building  mgr  II 

Building  maint  man 

Auto  equipt  opr  I 

Totals,   Authorized  Positions. 


IVIENTAL   RETARDATION    UNIT 

Program  Unit : 

Assoc  program  director 

Sr  steno 

Program  Lab  Unit : 

Blicrobiologist  

Biochemical  techn 

Cytogenetic  techn 

Laboratory  asst  II 

Clk-typist   II   


47.9 


52 


52 


$268,369 


$927-1,128 
584-644 
584-644 

$34,102 


$1,882-2,269 
505-614 

905-1,100 
746-905 
746-905 
457-556 
415-505 


$308,686 


$13,536 
15,456 

7,728 

$36,720 


$20,421 
6,060 

3,620 

2,982 
2,982 
1,828 
1,660 


$315,283 


$13,536 

15,456 

7,728 

$36,720 


$27,228 
6,360 

11,400 
9,393 
9,393 

5,614 
5,180 
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NEUROPSYCHIATRIC   INSTITUTES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulfa.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


NEUROPSYCHIATRIC  INSTITUTE  AT  UNIVERSITY  OF  CALIFORNIA,  LOS  ANGELES— Continued 

1ENTAL   RETARDATION    UNIT— 
Continued 

Sensory  Test  Unit : 

Audiometry  specialist — 

Vision   specialist   - 

Clk-typist  II 

Speech  therapy  specialist — 

Research   Support : 

Sr  elk-typist — 

Clk-typist  II 

Post-Hospitalization  Evaluation  Unit : 

Staff  psychiatrist — 

Staff  psychologist - 

Psychiatric  social  worker — 

Steno  II  

Professional  Education : 

Psychiatric  resident   III - 

Psychiatric   resident   II - 

Medical  student  asst - 

Student  professional  asst - 

Clk-typist  II   

Electroencephalographic  Department : 

Sr  EEC  techn 

EEG  techn 

Outpatient  Department : 

Sr  psychiatrist — 

Physician  &  surgeon  II — 

Inpatient  Services : 

Chief   psychiatrist,   children's   inpa- 
tient services  — 

Sr  psychiatrist - 

Staff  psychiatrist - 

Steno  II 

Sr  physician - 

Ps.vchology : 

Sr  psychologist — 

Staff  psychologist - 

Psyctiometrist    - 

Clerk-typist  II 

Social  Service  : 

Supvng  psychiatric  soc  worker  I - 

Psychiatric  social  worker - 

Clerk-typist  II 

School  Department: 

Elementary  teacher — 

Teacher  of  mentally  retarded  chldn  — 

Home  economics  teacher 

Instructor  in  general  shop - 

Teaching  asst - 

Steno  II   

Rehabilitation  Services: 

Asst  supvr  of  rehab  services 

Occupational    therapist   

Recreation  therapist 

Clerk-t.vpist  II 

Nursing  Service : 

Assoc   supt  of  nursing   serv   (RN) 

Asst  supt  of  nursing  serv  (RN) 

Supvng  ps.vchiatric  nurse — 

Public  health  nurse  II - 

Supvng  nurse  I - 

Public  health  nurse  I - 

Psychiatric   nurse 

Pediatric  nurse 

Psychiatric   technician 

Sr  clerk-typist - 

Clerk-typist  II 

Medical  Records ; 

Medical  record  librarian  II — 

Sr  clerk-tvpist — 

Clerk-typist  II 

Library  Information  Services : 

Librarian  IT 

Personnel  Department : 

Training  asst — 

Clerk-typist  II 

Accounting  Department : 

Sr  account  clerk - 

Acctg  techn — 

Clerk-typist  II 


1 
1 
1 
1 

1 
1 
1 

1 

SALARY  RANGE 

905-1,100 
692-842 
415-505 

905-1,100 

10,860 
8,304 
5,100 

10.860 

11,400 
8,736 
5,352 

11,400 

1 
1 

1 
1 

492-599 
415-530 

5,904 
5,100 

6,204 
5,352 

1 
1 

1 
1 

1 
1 

1 
1 

1.548-2,076 

973-1,183 

801-973 

446-543 

19,512 

11,676 

9,612 

5,490 

20,496 

12,276 

10.104 

5,766 

5 
6 
2 
11 
4 

5 
6 
2 

11 
4 

1,213-1,337 

611-1,337 

530-746 

395-480 

415-530 

72,780 
53,712 
14,736 
44,410 
20,400 

76,380 
56,376 
15,456 
55,660 
21,408 

0.5 
1.5 

0.5 
1.5 

710-863 
556-676 

4,260 
10,260 

4,476 
10,782 

1 
1 

1 
1 

1,708-2,179 
1,548-2,076 

21,516 
18,576 

22,584 
19,512 

1 
1 
1 
1 

1 

1 

1 
1 
1 
1 

1,793-2,268 
1,708-2,179 
1,548-2.076 
446-543 
1,708-2,179 

27,216 

10,248 

9,288 

5,490 

26,148 

27,216 
21,006 
19,044 
5,766 
26,148 

2 
7 
2 

i 

o 

i 

1,074-1,305 

973-1,183 

660-801 

415-530 

19,332 

58,380 

15,840 

5,100 

26,748 

84,732 

16,608 

5,352 

2 

12 

4 

2 

12 

4 

884-1,074 
801-973 
415-530 

15,912 
76,896 
10,080 

21,990 

119,280 

20,892 

2 
o 

i 

1 
•> 

i 

2 

2 

1 
1 

i 

710-1,100 
710-1,100 
710-1,100 
710-1,100 
435-530 
446-543 

5,680 
5,680 
2.840 
2,840 
3,480 
2,676 

17,328 

17,328 

8,664 

8,664 

10,616 

5,628 

1 

3 
3 

1 

1 

3 
3 

3 

710-863 
614-746 
614-746 
415-530 

4,260 
7,368 
7,368 
2,490 

8.736 
23,004 
23,004 

5,220 

1 

1 

3 

1 

1 

2 

31 

15 

36 

5 

1 

1 

3 

1 

1 

2 

31 

15 

36 

^ 

5 

905-1,100 

905-1,100 
821-998 
783-950 
746-905 
710-863 
676-821 
676-821 
480-614 
4!i:i-rir)n 
415-530 

11,970 

10.860 

20,888 

9,396 

4,476 

17,040 

89.436 

40.572 

77,100 

3.936 

11,740 

12,568 
11,400 
26,872 
9,852 
9,174 
17,904 

257,820 
42,600 

216,760 
12,008 
26,072 

1 
1 
5 

746-905 
492-599 
415-530 

4,476 

5,904 

22,060 

9,174 

6,204 

26,588 

1 

644-783 

3,864 

8,112 

1 
2 

783-950 

415-530 

9,396 
7,590 

9,852 
10,572 

1 

1 
3 

3 

492-590 
492-599 
415-530 

5,904 

2,952 

11,860 

6.204 
6,054 

15,884 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (Auth.)      (Aulli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


NEUROPSYCHIATRIC  INSTITUTE  AT  UNIVERSITY  OF  CALIFORNIA,  LOS  ANGELES— Continued 

MENTAL   RETARDATION   UNIT— 
Continued 

Food  Service: 

Food  admr  II 

Food  service  supvr  I 

Cook  II 

Food  service  asst  II 

Food  service  asst  I 

Building  Services : 

Storelieeper  I 

Building  maintenance  man 

Supvng  housekeeper  I 

Janitor   foreman   I   

Janitor 

Housekeeper 

Mental  Retardation  Research 
Teams : 

Sr  research  biostatistician 

Sr  research  embryologist 

Sr  research  neuropathologist 

Principal  research  biochemist 

Sr  research  techn 

Lab  asst  II 

Behavioral  techn 

Totals,  Authorized  Positions, 
Mental  Retardation  Unit 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


GRAND  TOTALS,  NEURO- 
PSYCHIATRIC  INSTITUTES 


SALARY  BANGE 

- 

1 
1 
3 
3 
7 

1 
1 
3 
8 
7 

884-1,074 
469-571 
517-692 
425-517 
386-469 

5,304 

2,814 

6,204 

5,100 

10,808 

10,866 
5,766 
19,392 
15.552 
33,754 

- 

1 
1 
1 
2 
8 
5 

1 
1 
1 
2 
8 
5 

530-676 
584-644 
457-556 
457-556 
415-505 
415-505 

3,180 
3.504 
1,828 
7.938 
27,060 
8,300 

6,516 

7,368 

4,708 

12,126 

42,150 

25,900 

- 

1 
1 
1 
1 
4 
3 
2 

1 

1 
1 
1 
4 
S 
2 

1,667-2,026 

1,667-2,026 

1,750-2,127 

1,667-2,026 

710-863 

457-556 

457-556 

20,004 
20,004 
21,000 
20,004 
34,080 
16,866 
10,968 

$1,313,619 

$5,995,156 

21,000 
21,000 
22,044 
21,000 
35,808 
17,730 
11,520 

- 

261 

261 

- 

$2,053,136 

438.5 

776.1 

776.1 

$3,917,227 

$6,839,537 

734.7 

1,093.7 

1,093.7 

$6,700,931 

$9,146,057 

$10,040,036 

HEALTH  AND  WELFARE 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

n 

18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aolh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


ADMINISTRATION 

Executive : 

Siipt  &  medical  director 

Administrative  asst  II 

Secretary    I    

Medical  Records  and  Clerical : 

Medical  record  librarian 

Supvng  clerk  I 

Sr   sleno 

Sr   clerk    

Sr    clerk-typist    

Steno  II  

Clerk-typist   II   

Clerk  II 

File    clerk    II    

Business  Services : 

Hosp  business  administrator 

Sr   steno   

Fiscal  Section : 

Accounting  officer  III 

Property  clerk  II 

Accountant  I 

Sr  clerk 

Accounting  technician 

Steno   II 

Clerk-tvpist  II 

Clerk  II 

Bookkeeping  mach  operator  I 

Account  clerk  II 

Trust  Section : 

Patient  estates  &  accts  supvr 

Patient  estates  &  accts  specialist. 

Sr  clerk-typist 

Clerk-typist  II 

Clerk   II   

File  clerk  II 

Personnel  Section : 

Personnel  officer  I 

Asst  personnel   analyst 

Personnel  asst  II 

Sr  steno 

Personnel  asst  I 

Steno  II  

Clerk-typist  II 

Clerk  II   

Service,  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Storekeeper  III  

Storekeeper  I  

Sr  clerk 

Stock  clerk 

Steno  H 

Clerk   II   

Communications  Section : 

Supvng  telephone  operator  I 

Telephone  operator 

Totals,  Authorized  Positions  — 


CARE  AND  WELFARE 

Medical  Care : 

Assoc  superintendent,  medical 

services    

Asst  superintendent,  general  medical 

&  surgical  service  

Asst  superintendent,  psychiatric 

service   

Chief  of  professional  education 

Sr  physician 

Sr  psychiatrist 

Physician  &  surgeon  II 

Staff  psychiatrist 

Pathologist 

Dentist  III 

Dentist  II 

Chief  psychologist 

Psychiatric  resident  II 

Psychiatric  resident  I 


AGNEWS  STATE   HOSPITAL 


SALARY  RANGE 


114 


120 


120 


$759,807 


$834,343 


PROPOSED 
1969-70 


1 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

1 

950-1.1.55 

13.860 

13.860 

1 

1 

1 

5S4-710 

7,008 

7,368 

1 

1 

1 

692-842 

10,104 

10,104 

— 

1 

1 

571-692 

6,8.52 

7.188 

7.6 

7 

7 

50.5-614 

50,148 

50,568 

1 

1 

1 

492-599 

7,188 

7,188 

1.6 

492-599 

14,376 

14,376 

11.1 

10 

10 

446-5-13 

64.386 

e.5,004 

26.2 

30 

30 

415-530 

177.592 

180.711 

5.9 

7 

7 

41O-.505 

39,075 

39,792 

2 

415-505 

12,120 

12,120 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

614-746 

8,146 

8,556 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

5,858 

6,154 

0.2 

1 

1 

415-530 

4,980 

5,100 

2.3 

3 

3 

415-505 

18,180 

18,180 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

5,645 

5,935 

_ 

1 

1 

821-998 

9,852 

10,356 

2 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

492-599 

7,188 

7,188 

8 

8 

8 

415-530 

48,580 

48,780 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

571-692 

8.304 

8.304 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

492-599 

14,376 

14.376 

0.9 

1 

1 

446-543 

5,490 

5.766 

o 

2 

2 

415-530 

11,595 

12,120 

i 

1 

1 

415-505 

6,060 

6,060 

1.2 

1 

1 

863-1,048 

10,524 

11.040 

1 

1 

1 

676-821 

9,700 

9,852 

2 

2 

2 

530-676 

14,796 

15,156 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

480-584 

7.008 

7.008 

2 

2 

2 

446-543 

12,670 

12,980 

8 

3 

3 

415-505 

18,180 

18,180 

1 

1 

1 

469-571 

6.6S4 

6,852 

7 

I 

7 

415-505 

40,774 

41,297 

$845,139 


1 

1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1 

1,882-2,269 

27,228 

27,228 

4 

4 

4 

1,882-2,269 

108,900 

108,900 

1 

1 

1 

1,882-2.269 

27,048 

27.228 

0.4 

1 

1 

1,708-2,179 

20,496 

21.516 

7 

7 

7 

1.708-2,179 

181,800 

181.800 

10.6 

13 

13 

1,548-2,076 

285,378 

290,893 

14.2 

17 

17 

1,548-2,076 

389.923 

410.394 

0.6 

1 

1 

1.626-2,076 

22.212 

22.704 

1 

1 

1 

1.626-1.976 

23.712 

23,712 

2 

9 

9 

1,475-1,793 

42,182 

43.032 

1 

1 

1 

1.183-1,439 

17.268 

17.268 

5.8 

10 

10 

611-1,337 

116.802 

119.816 

2.5 

3 

3 

614^-1,337 

27.936 

29,316 

478 


Depariment  of  Mentci!  Hygiene 
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HEALTH  AND  WELFARE- 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 

48 

49 
50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


CARE  AND  WELFARE— Continued 

Medical  Care — Continued 

Sr  psychologist 

Podiatrist    

Staff  psychologist — clinical 

Pharmacist  II 

Pharmacist  I 

Nurse-anesthetist    

SupYug  lab  technologist 

Neuropathology  technologist 

Phys  therapist  II 

Librarian  III 

Lab  technologist 

Phys  therapist  I 

Sr  X-ray  technician 

Electroencephalographic  techn 

X-ray  technician 

Psychiatric   techn   

Dental   asst    

Student  professional  asst 

Career  resident  physician  & 

career  resident  surgeon  II 

Geriatric  Services : 

Staff  psychiatrist 

Psychiatric   techn   

Clerk-typist  II 

Personal  Care : 

Superintendent  of  nursing   services 
Asst  superintendent  of  nursing 

services    (registered  nurse) 

Psychiatric  nursing  edue  director 

Asst  superintendent  of  nursing 

services  (psychiatric  technician) 

Supvng  psychiatric  nurse 

Nurse  II 

Sr  psychiatric  nurse _ 

Supvng  psychiatric  technician 

Psychiatric  nurse 

Graduate  nurse 

Sr  psychiatric  technician  II 

Sr  psychiatric  technician  I 

Barbershop   manager   

Beauty  shop  manager 

Psychiatric  techn 

Surgery — Central  Supply — Clinics : 

Surgical  nurse  II 

Surgical  nurse  I 

Psychiatric  techn   

Clerk-typist  II 

Rehabilitation  Therapy : 

Chaplain  (Protestant) 

Chaplain  (Catholic) 

Supervisor  of  rehab  services 

Asst  supervisor  of  rehab  services 

Coordinator  of  volunteer  services 

Librarian  II 

Occupational  therapist 

Industrial   therapist 

Music  therapist 

Recreation  therapist - 

Motion  picture  operator  (part-time) 

Psychiatric  techn — group  leader 

Social  Service : 

Supvng  psychiatric  social  worker  II 
Supvng  psychiatric  social  worker  I 

Psychiatric  social  worker 

Convalescent  Leave  Service : 

Staff  psychiatrist 

After-Care  Facility : 

Sr  psychiatrist 

Staff  psychiatrist 

Staff  psychologist — clinical 

Psychiatric  social  worker 

Steno  II  

Clerk-typist  II 

Medical  Assistance  Program : 

Social  worker  I 

Clerk-typist  II 

Totals,  Authorized  Positions 


AGNEWS  STATE   HOSPITAL— Continued 


SALAHY  RANGE 


PROPOSED 
1969-70 


2 

2 

2 

1.074-1,305 

30.514 

31,320 

1 

1 

1 

973-1,183 

14,196 

14,196 

7.6 

15 

15 

973-1,183 

186,578 

191, .861 

1 

1 

1 

1,048-1.155 

13,860 

13,860 

1 

1 

1 

998-1,100 

13,200 

13,200 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

S21-998 

11.976 

11,976 

1 

1 

1 

746-905 

10,860 

10,860 

2 

2 

746-905 

21,720 

21.720 

1 

1 

1 

710-863 

10,856 

10,356 

5.9 

6 

6 

710-821 

56,977 

58.168 

5.9 

6 

6 

644-783 

52,584 

53.809 

1 

1 

1 

584-710 

8.520 

8.520 

556-676 

16,224 

16,224 

1 

1 

1 

556-676 

7,856 

8,112 

1 

1 

1 

480-614 

7,008 

7,008 

3 

3 

3 

457-556 

19,679 

19,990 

— 

1 

1 

395^80 

4,860 

5,100 

2.0 

3 

3 

1,548-2,076 

61,740 

63,144 

0.8 

1 

1 

1,548-2,076 

24,912 

24.912 

42.6 

44 

44 

480-614 

302,584 

307,416 

0.9 

1 

1 

415-530 

5,860 

6,060 

1 

1 

1 

1,100-1,837 

16,044 

16,044 

3 

3 

3 

905-1,100 

89,600 

39,600 

1 

1 

1 

905-1,100 

13,200 

13,200 

2 

2 

2 

863-1.048 

25.152 

25,152 

13.8 

15 

15 

821-998 

175,704 

177,828 

0.5 

1 

1 

783-950 

10,608 

11,130 

24.1 

27 

27 

746-905 

283,554 

284,988 

17.1 

14 

14 

710-863 

159,640 

151,890 

104.8 

124 

124 

676-821 

1,181,850 

1,193,773 

8.6 

10 

10 

628-764 

82,944 

86,316 

39.6 

9 

9 

584-746 

103,096 

119,448 

116.8 

27 

27 

530-676 

429,622 

219,024 

1 

1 

1 

517-628 

6,936 

7,275 

0.9 

1 

1 

517-628 

6,656 

6,992 

352.8 

330 

330 

480-614 

2,489,689 

2,314,598 

1 

1 

1 

746-905 

10,860 

10,860 

5.6 

6 

6 

676-821 

59,112 

59.112 

6.7 

7 

7 

480-614 

48,434 

48,748 

1 

1 

1 

415-530 

6,135 

6,360 

1 

1 

1 

884-1,074 

12,126 

12,735 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

863-1,048 

12,426 

12.576 

2.5 

3 

3 

710-863 

30,336 

30.810 

1 

1 

1 

710-863 

10,356 

10.356 

1 

1 

1 

644-783 

8,418 

8,844 

3.8 

2 

2 

614-746 

17,370 

17,796 

1.8 

2 

2 

614-746 

16,320 

16,680 

o 

1 

1 

614-746 

8.6S5 

8,898 

3 

1 

1 

614-746 

8,685 

8,898 

_ 

0.2 

0.2 

3.21-3.37  hr 

1,276 

1,276 

6 

6 

6 

4S0-614 

42,048 

42,048 

1 

1 

1 

973-1,183 

14,196 

14,196 

3.8 

4 

4 

884-1,074 

56,824 

62.252 

23.2 

31.5 

31.5 

801-973 

345,519 

363,876 

0.7 

1 

1 

1,548-2,076 

18,576 

19,512 

1 

1 

1 

1,708-2,179 

26,148 

26,148 

0.8 

3 

3 

1,548-2,076 

55,728 

58,536 

1 

1 

1 

973-1,183 

11,676 

12.276 

0.8 

0.8 

0.8 

801-973 

9.120 

9.341 

1 

2 

2 

446-543 

12,006 

12,282 

1.5 

2 

2 

415-530 

11,597 

11,859 

1.2 

_ 

_ 

660-801 

_ 

_ 

0.5 

- 

- 

415-530 

- 

- 

899.2 

807.5 

807.5 

$7,913,333 

58,103,515 

$7,826,862 

HEALTH  AND  WELFAHE 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
4T 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


SUPPORT  AND   SUBSISTENCE 


AGNEWS  STATE   HOSPITAL— Continued 


Feeding : 

Food  administrator  II 1 

Food  administrator  I 1 

Supvng  cooic  H 1 

Supvng  cook  I 4 

Coolc    II    16.1 

Baker  II 1 

Butcher-meat  cutter  II 1 

Food  service  supvr  II 1 

Baker  I 3.6 

Butclier-meat  cutter  I 1 

Food  service  supvr  I 1.9 

Cook  I 4.8 

Food  service  asst  II 33.7 

Food  service  asst  I 30 

Clothing : 

Clothing  center  manager 1 

Shoemaker    0.7 

Seamer-seamstress 1 

Asst  seamstress 1.9 

Housekeeping — Ward : 

Janitor  foreman  III 1 

Janitor  foreman  I 5.8 

Janitor     12.8 

Housekeeping — Public : 

Janitor  foreman  I 1 

Janitor    6 

Housekeeper 2 

Laundry : 

Laundry  supvr  II 1 

Laundry  supvr  I 1.7 

Laundryman     7 

Laundress 6 

Laundry  asst 4.5 


Totals,   Authorized  Positions 154.5 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  III 

Supervisor  of  building  trades 

Plumber  II 

Carpenter   II   

Painter  II 

Plumber  I 

Sheet  metal  -worker 

Upholsterer 

Carpenter   I   

Painter   I   

Mason    

Locksmith   

Blacksmith   

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II   

Tractor  operator — laborer 

Lead   groundsman   

Groundsman    

Light,  Heat,  and  Power: 

Chief  engineer  I  

Electrician    II    

Electrician   I    

Steamfitter   

Stationary  engineer 

Refrigeration  engineman 

Stationary  fireman  

Fire  Protection : 

Institution  fire  chief 

Institution  fireman . 

Institution  firefighter — part  time 

Motor  Vehicles : 

Auto  mechanic 

Auto  equipt  operator  II 

Auto  equipt  operator  I  

Security  Force : 

Security  ofiicer  II 

Security  officer  I 

Totals,  Authorized  Positions 88.8 


SAL.ARY  liANOE 


PROPOSED 
1969-70 


1 

1 

$884-1,074 

$12,888 

$12,888 

2 

2 

692-842 

18,408 

18.840 

1 

1 

660-801 

9,205 

9,612 

4 

4 

571-764 

31,932 

32,274 

16 

16 

517-G92 

118,604 

119,204 

1 

1 

571-692 

8.304 

8,304 

1 

1 

571-692 

7,760 

8,144 

1 

1 

571-692 

7.217 

7,568 

4 

4 

517-628 

26,326 

27,588 

1 

1 

517-628 

7,160 

7,507 

5 

5 

469-571 

29,364 

30,468 

5 

5 

425-517 

29,912 

30,497 

34 

34 

425-517 

201,428 

204,388 

31 

31 

3S6-469 

162,532 

167,044 

1 

1 

660-801 

9,612 

9,612 

1 

1 

628-764 

7,824 

8,208 

1 

1 

517-628 

7,536 

7,536 

2 

2 

425-517 

11,430 

11,694 

1 

1 

584-710 

8,080 

8,486 

6 

6 

457-556 

38,852 

39.965 

14 

14 

415-505 

81,523 

84,969 

1 

1 

457-556 

5,622 

5,910 

6 

6 

415-505 

30,600 

31,932 

2 

2 

415-505 

11,751 

12,045 

1 

1 

628-764 

9,168 

9,168 

7. 

2 

517-628 

13,682 

14,052 

7 

7 

446-543 

45,274 

45.612 

6 

6 

425-517 

36,974 

37,224 

5 

5 

386-469 

25,610 

$1,014,578 

26,598 

.63 

163 

$898,104 

$1,037,397 

1 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

0.3 

1 

1 

801-927 

10,272 

10,780 

0.7 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

728-801 

9,612 

9,612 

9 

2 

2 

728-801 

19,224 

19,224 

2.5 

2 

2 

728-801 

19,002 

19,224 

1 

1 

1 

728-801 

9,612 

9,612 

0.8 

1 

1 

628-764 

7,536 

7,920 

3.7 

3 

3 

692-764 

27.504 

27,504 

6.9 

6 

6 

692-764 

55,008 

55,008 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9.168 

1 

1 

1 

676-746 

8,952 

8,952 

5 

6 

6 

584-644 

45,828 

46,188 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

614-676 

8,112 

8,112 

1 

1 

530-644 

6,360 

6,672 

4 

3 

3 

505-584 

21,024 

21,024 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10,104 

10,104 

3.1 

4 

4 

728-801 

37,020 

37,893 

1 

1 

1 

728-801 

9,612 

9.612 

5 

5 

5 

692-764 

45,840 

45,840 

04 

1 

1 

692-764 

8,448 

8.8.S0 

9.8 

10 

10 

628-692 

82,208 

82,976 

1 

1 

1 

728-884 

10,608 

10.608 

2 

9 

2 

599-728 

16,912 

17.328 

1.1 

1.3 

1.3 

599-728 

11,388 

11,388 

2 

2 

2 

676-821 

17.904 

17,904 

1 

1 

1 

644-710 

8,520 

8,520 

21.5 

22 

22 

584-644 

168,456 

169,716 

1 

1 

1 

556-676 

8,112 

8.112 

4 

4 

4 

480-584 

27,556 

28,032 

91.3 


91.3 


$705,063 


$775,066 


$781,077 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (tulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


FARMING  AND  PROCESSING 

Hog  Ranch : 

Hog  ranch  operator 

Asst  hog  ranch  operator 


AGNEWS  STATE  HOSPITAL— Continued 


1 
1.1 


Totals,  Authorized  Positions 


2.1 


SALAIiT  EANGB 
$5.56-676 
457-556 

$14,472 


$8,112 
5,622 


$13,734 


Totals,  Authorized  Positions — Program 

for  the   Mentally   III 1,258.6   1,183.8    1,183.8 

MENTAL   RETARDATION    UNIT 

Asst  superintendent,  psychiatric  service  111 

Phvsician  &  surgeon  II 2.3           3              3 

Staff  psychiatrist 111 

Dentist  II 111 

Staff  psychologist — clinical 2              2              2 

Teacher  of  mentally  retarded  children 3.5           4               4 

Asst  superintendent,  of  nursing  services 

(registered    nurse)     111 

Supvng  psychiatric  social  worker  I 0.5           0.5           0.5 

Psychiatric  social  worker 2.8           3              3 

Supervisor,  sheltered  workshop,  Depart- 
ment of  Mental  Hygiene 111 

Supvng  psychiatric  technician 5              5              5 

Asst  supervisor  of  rehab  services,  mental 

hospital      111 

Plumber  I 0.9           1              1 

Phys  therapist  I 1.3           2              2 

Sr  psychiatric  technician  II 15.5         16            16 

Occupational  therapist 3.9           4              4 

Music  therapist 111 

Sr  psychiatric  technician  I 47.3         48            48 

Building  maint  man 111 

Auto  equipt  operator  I 111 

Psychiatric   techn    69.3         75            75 

Accounting  technician 111 

Food  service  supvr  I 111 

Dental  asst 111 

Steno  II 2              3              3 

Clerk-tvpist  II 5.8           6               6 

.Tanitor    1.9           2              2 

Laundry  asst 6.2           7              7 

Food  service  asst  I 17.9         19            19 

Totals,    Authorized    Positions — Mental 

Retardation  Unit 200.1       212.5       212.5 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS     1,458.7    1,396.3    1,396.3 


$1,361,384 


$1,666,544 


$8,112 
5,910 


$14,022 


$10,290,779 

$10,741,236 

$10,504,497 

$1,882-2,269 

$27,216 

$27,216 

1,548-2,076 

65,919 

66,951 

1,548-2,076 

23,924 

24.712 

1,47.5-1,793 

21,516 

21,516 

973-1,183 

27,624 

28,282 

710-1,100 

44,254 

45,792 

905-1,100 

13,148 

13,200 

884-1,074 

6,419 

6,444 

801-973 

34,430 

35,028 

783-950 

11,400 

11,400 

710-863 

49,944 

50,376 

710-863 

10,356 

10,356 

728-801 

8,736 

9,108 

644-783 

15,840 

16,632 

584-746 

140,424 

140,784 

614-746 

33,612 

34,776 

614-746 

8,248 

8,664 

530-676 

380,008 

383,244 

584-644 

7,728 

7,728 

584-644 

7,728 

7,728 

480-614 

513,202 

523,278 

492-599 

7,188 

7,188 

469-571 

6,852 

6,852 

457-556 

6,672 

6,672 

446-543 

18,185 

18,772 

415-530 

32,898 

34,543 

41.5-505 

10,817 

11,365 

386-469 

34,786 

36,510 

386-469 

97,470 

101,422 

$1,696,599 


$11,652,163        $12,407,780        $12,201,096 


ADMINISTRATION 


ATASCADERO  STATE   HOSPITAL 


E.xecutive : 

Supt  &  medical  director 1 

Administrative  asst  II 1 

Secretary  I 1 

Medical  Records  and  Clerical: 

Sledical  record  librarian 1 

Supvng  clerk  I 1 

Sr   steno    4 

Sr  cleik-tvpist 1.7 

Sr  file  clerk 1 

Steno   II 6.6 

Clerk-tvpist  II 11.3 

Clerk  II 2.5 

Business  Services : 

lies])  business  administrator 1 

Sr  steno       1 

Fiscal  Section  : 

Accounting  officer 1 

Property  clerk  II 1 

Accountant  I 1 

Sr  clerk       1 

Sr  account  clerk 1 

Steno  II       1 

Bookkeeping   mach   operator  I 1 

Account  clerk  II 3.1 


SALARY  RANGE 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

584-710 

8,520 

8,520 

1 

1 

692-842 

10,104 

10,104 

1 

1 

571-692 

8,304 

8,304 

4 

4 

50.5-614 

29,472 

29.472 

2 

2 

492-599 

13,092 

13,392 

1 

1 

492-599 

6,880 

7,188 

7 

7 

446-543 

42,524 

43,640 

12.5 

12.5 

415-530 

72,309 

74,309 

1 

1 

415-505 

6,060 

6,000 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

505-614 

7,368 

7,368 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

614-746 

8,952 

8,952 

1 

1 

584-710 

8,520 

8,520 

1 

1 

492-599 

7.188 

7,188 

1 

1 

492-599 

7.188 

7,188 

1 

1 

446-543 

6.516 

6,516 

1 

1 

415-505 

6,060 

6.060 

3 

3 

415-505 

17,340 

17,604 
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HOSPITALS   FOR  THE  MENTALLY   ILL- 

-Continued 

u 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_i 

67-68  68-69  69-70 
(flll.d)      (»»ili.|       (Auib.) 

1 

2 
3 

4 
5 
6 

7 
& 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 

Hoppit.-il  Trust  Office : 

Patients  estates  &  accounts 

specialist 

Sr  clerk-tvpist 

Clerk-typist  II 

Personnel  Section  : 

Personnel   officer   I 

Training  officer  I 

Snpins  clerk  I 

Sr  steno  

Sr  clerk-tvpist 

Clerk-t.vpist  II 

Service.  Simply,  and  Clerical : 

Service  &  supply  officer  II 

Storekeeper  ITI  

Storekeeper    I    

Sr  clerk    

Clerk-tvpist  II 

Clerk  II  

Communications  Section: 

Telephone  operator 

Totals,  Authorized  Positions 


CARE  AND  WELFARE 


^TASC/! 

^DERO 

STATE 

HOSPITAL— Continued 
SALARY  RANOS 

2 

1 

1 

1 
1 
1 

746-905                  10.860 
492-599                    7.188 
415-530                    5,737 

10,860 
7.188 
6,035 

1 
1 

1 
1 

0.9 
0.9 

1 
1 
1 
1 
1 
1 

998-1.213                 14.556 
950-1,155                 12,076 
571-692                   8,304 
50.5-614                    7,368 
492-599                   7,188 
415-530                   6,060 

14.5-6 
12.680 
8.304 
7,368 
7.1  R8 
6,060 

1 

1 

1.7 

1 

o 

5.1 

1 
1 

9 

1 
f) 

5 

2 

i 

2 
5 

863-1.048                  12,576 
676-821                    9.852 
530-676                 15,456 
492-599                    7.188 
415-530                  12.420 
415-505                 28,586 

12.576 
9.852 

15,456 
7.188 

12.420 

29,107 

4 

4 

4 

415-505                 23.012 

23.725 

69.8        69.5 


Medical  Care : 

Assoc  superintendent,  medical 

services   1 

Asst  superintendent,  psychiatric 

services    1 

Chief  of  professional  education 0.1 

Sr  psychiatrist 2.9 

Physician  &  surgeon  II 3.5 

Staff  psychiatrist 6 

Dentist  II 1 

Chief  psychologist,   mental  hospital  1 

Staff  psychologist — clinical 7 

Pharmacist  II 1.1 

Sr  lab  technologist 1 

Lab   technologist   2 

Phys  therapist  I 1 

Sr  X-ray  technician 1 

X-ray  technician 0.1 

Elcctroencephalographic  techn 1 

Lab  asst  II 1 

Dental  asst 1 

Student  professional  asst 1.3 

Person.il  Care : 

Superintendent  of  nursing_  services  1 
Asst  superintendent  of  nursing 

services   (registered  nurse) 3 

Psychiatric  nursing  educ  director 1 

Asst  superintendent  of  nursing 

services   (p.sychiatric  techn) 2 

Supvng  psychiatric  nurse 5.9 

Sr  psychiatric  nurse 3 

Supvng  psychiatric  technician 11 

Psychiatric  nurse 11.6 

Graduate   nurse 2.1 

Sr  psychiatric  technician  II 24.9 

Sr  psychiatric  technician  I 72.5 

Psychiatric    techn    266.3 

Psychiatric  techn — trainee 47.3 

Surgery — Central  Supply — Clinics : 

Surgical  nurse  II 1 

Surgical  nurse  I 2 

Graduate  nurse 1 

Psychiatric    techn    1 

Steno  II 0.9 

Psychiatric   techn — trainee 1.3 


69.5 


$500,789 


§524,628 


$531,328 


1 

1 

$2,076-2,270 

$27,240 

$27,240 

o 

•) 

1,882-2,269 

48,999 

50.928 

1 

1 

1.882-2.269 

27,216 

27,216 

3 

3 

1,708-2,179 

70.320 

71.340 

3.5 

3.5 

1,548-2.076 

75,399 

77,001 

10.5 

10.5 

1,548-2.076 

214,701 

221.1.39 

1 

1 

1,475-1,793 

21,516 

21,516 

1 

1 

1,183-1.439 

16.928 

17.268 

7 

7 

973-1,183 

88,273 

91,305 

1.1 

1.1 

1,048-1,155 

14,908 

14.908 

1 

1 

746-905 

10,860 

10,860 

2 

2 

710-821 

19,704 

19,704 

1 

1 

644-783 

9.322 

9.396 

1 

1 

584-710 

8.520 

8,520 

0.1 

0.1 

556-676 

584 

584 

1 

1 

556-676 

8,112 

8,112 

1 

1 

457-556 

6,672 

6,672 

1 

1 

457-556 

5,835 

6,135 

1 

1 

395^80 

4,860 

5,100 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

3 

905-1,100 

39.600 

39.600 

1 

1 

905-1,100 

13,200 

13,200 

o 

2 

863-1,048 

25,152 

25,152 

6 

6 

821-998 

71.856 

71.856 

3 

3 

746-905 

32,580 

32,580 

11 

11 

710-863 

113,916 

ll.'?,fll6 

13 

13 

676-821 

123.468 

124.728 

3 

3 

628-764 

24.728 

25.976 

25 

25 

584-746 

218.616 

218.616 

78 

78 

530-676 

609,688 

613.512 

305 

305 

480-614 

2,177.366 

2,177.404 

34 

34 

415-457 

177,942 

186,456 

1 

1 

746-905 

10.860 

10.860 

3 

3 

676-S21 

28,020 

28,440 

1 

1 

628-764 

9.168 

9.168 

1 

1 

480-614 

6.840 

7.008 

1 

1 

446-543 

5.651 

5.929 

2 

2 

415-457 

10,440 

10,968 

16 — 4?16  SW 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 
51 

52 
53 

54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ATASCADERO  STATE   HOSPITAL— Continued 


CARE  AND   WELFARE— Continued 

Rehabilitation  Therapy : 

Chaplain   (Catholic)    

Chaplain  (Protestant) 

Suijervisor  of  rehab  services 

Asst  supervisor  of  rehab  services 

Coordinator  of  volunteer  services 

Librarian  II 

Occupational    therapist    

Industrial    therapist    

Music  therapist 

Recreation  therapist 

Student  professional   asst 

Motion  picture   operator — part-time 

Education : 

High  school  teacher 

Elementary  teacher 

Social  Service : 

Supvng  psychiatric  social  worker  II 
Supvng  psychiatric  social  worker  I 
Psychiatric  social  worker 

Totals,  Authoi'ized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Pood  administrator  II 

Supvng  cook  II  

Supvng   cook   I   

Cook  II  

Baker  II 

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Pood  service  supvr  I 

Cook    I    

Food  service  asst  II 

Pood  service  asst  I 

Clothing : 

Shoemaker    

Seamer-seamstress     

Housekeeping : 

Janitor  foreman  I 

Janitor      

Laundry : 

Laundry  supvr  II  

Laundry  supvr  I 

Laundryraan     

Laundress     

Totals,  Authorized  Positions 


PLANT  OPERATION 

Maintenance  of  Structures : 
Chief  of  plant  operation  III_ 
Supervisor  of  building  trades 

Plumber  I 

Carpenter   I   

Painter  I 

Locksmith      

Electronics  technician 

Fusion  welder 

Building  maint  man 

Maintenance  of  Grounds  : 

Supvng  groundsman  I 

Groundsman     

Light,  Heat,  and  Power : 

Chief  engineer  I 

Electrician  I 

Steamfitter      

Stationary    engineer    

Refrigeration  engineman 

Stationary   fireman   

Water  and  Sewage: 

Water  &  sewage  plant  supvr  . 


SALARY  EANGB 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

884-1,074 

12,888 

12,888 

0.9 

1 

863-1,048 

10,356 

10,860 

3 

3 

710-8G3 

29,232 

29,664 

1 

1 

710-863 

10,356 

10,356 

1 

1 

64^1^783 

9,063 

9,396 

0.8 

2 

614-746 

15,436 

16,202 

1 

i 

614-746 

8,952 

8,952 

1 

1 

61^-746 

8,952 

8,952 

6.8 

7 

614-746 

57,136 

59,092 

0.3 

1 

395^80 

4,860 

5,100 

0.2 

0.2 

0.2 

3.21-3.37  hr 

1,216 

1,216 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

710-1,100 

11,784 

11,976 

1 

1 

973-1,183 

14,196 

14.196 

1 

1 

884-1,074 

12,SSS 

12,888 

S.9 

10 

10 

801-973 

111,361 

$4,739,868 

114,130 

523.7 

56S.4 

568.4 

$4,124,041 

$4,778,813 

42.8 


1 

1 

1 

$884-1,074 

$12,888 

$12,888 

1 

1 

1 

660-801 

9.612 

9,612 

2.8 

3 

3 

571-764 

24,432 

24,816 

7.7 

8 

8 

517-692 

57,436 

58,432 

1.1 

1 

1 

571-692 

8,304 

8,304 

LI 

1 

1 

571-692 

6,852 

7,188 

1 

1 

1 

571-692 

8,304 

8.304 

1.2 

1 

1 

517-628 

7,536 

7,536 

1 

o 

o 

469-571 

12,480 

12,744 

2 

2 

o 

425-517 

12,408 

12,408 

6 

10 

10 

42.5-517 

56,682 

58,172 

3 

9 

9 

386^69 

43,680 

45,360 

1 

1 

1 

628-764 

9,168 

9,168 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

457-556 

6,646 

6,672 

4.4 

5 

5 

415-505 

29,040 

29,592 

1 

1 

1 

628-764 

9,168 

9,168 

0.9 

1 

1 

517-628 

6,204 

6,516 

2.9 

3 

3 

446-543 

19,-548 

19.548 

1.7 

2 

2 

42.J-517 

10,702 

11,302 

55 


55 


$278,635 


$358,686 


728-801 


9,612 


$365,266 


1 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

1 

1 

1 

801-927 

11,124 

11,124 

2 

2 

2 

728-801 

18,348 

18,780 

1 

1 

1 

692-764 

9,168 

9,168 

1.9 

2 

o 

692-764 

17,472 

17,904 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

628-764 

9,168 

9,168 

1 

1 

1 

676-746 

8,952 

8,952 

5 

5 

5 

584-644 

38,712 

38,712 

0.8 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

505-584 

6,672 

7,008 

1 

1 

1 

801-927 

11,124 

11,124 

2 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

728-801 

9,612 

9,612 

2 

2 

2 

692-764 

18,336 

18,336 

1 

1 

1 

692-764 

8,988 

9,168 

5 

5 

5 

628-692 

41,520 

41,520 

9,612 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (toth.)      (toih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ATASCADERO  STATE  HOSPITAL— Continued 


PLANT  OPERATION— Continued 


Fire  Protection : 

Institution   fire   cliie£   1 

Institution  fireman 1.9 

Institution  firefighter — part-time 1..3 

Motor  Vehicles : 

Auto  meelianic 1 

Auto  equipt  operator  II 1 

Tractor    operator — laborer    1 

Auto  equipt  operator  I 1 

Seciirit.v  Force  : 

Security  officer  III 1 

Security  officer  II 5 

Security  officer  I 43.6 

Clerk  II 1 


1 

o 
1.3 

1 
2 
1.3 

SALARY  RANGE 
728-884 
599-728 
599-728 

10.608 
15,634 
11,388 

10.608 
16,428 
11,388 

1 

1 
1 
1 

1 
1 
1 

1 

676-S21 
644-710 
C14-676 

584-644 

8,9.52 
8,196 
8,112 
7,728 

8,952 
8.196 
8.112 

7.728 

1 

5 

44 

2 

1 

5 

44 

2 

710-863 
556-676 

480-584 
415-505 

10,356 

40,560 

295.S24 

10,607 

10.356 

40..560 

302,304 

11,137 

Totals.  Authorized  Positions  _. 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


88.5 


90.3 


90.3 


724.8   783.2   783.2 


$631,941 


$5,535,406 


$699,033 


i,322,215 


$708,217 


6,383,124 


ADIMINISTRATION 


CAMARILLO  STATE   HOSPITAL 


Executive : 

Supt  &  medical  director 1 

Administrative  asst  II 0.6 

Secretary    I    1 

Medical  Records  and  Clerical : 

Medical  record  librarian 0.8 

Supvng  clerk  I 1 

Sr  steno 8 

Sr   clerk   1 

Sr  file  clerk 1 

Steno    II    10.1 

Clerk-typist  II 37.8 

Clerk  II 17.9 

File  clerk  11 2 

Business  Services : 

Hosp  business  administrator 1 

Sr  steno 1 

Fiscal  Section : 

Accounting  officer  III 1 

Property  clerk  II 1 

Accountant  I 1 

Sr  clerk 1.2 

Sr  account  clerk 1 

Accounting  technician 1 

Steno  II 1 

Clerk-typist  II 2.9 

Clerk  II 2.1 

Bookkeeping  mach  operator  I 1 

Account   clerk   II   2 

Hospital  Trust  Office : 

Patients  estates  &  accts  supvr 1 

Patients  estates  &  accts  specialist 1 

Sr  clerk   1 

Steno  II 1 

Clerk-typist  II 3 

Clerk  II 5 

Account  clerk  II 1.9 

Personnel  Section : 

Personnel  officer  I 1 

Hosp  health  &  safety  coordinator 1 

Training  asst 0.8 

Personnel  asst  II 1 

Personnel  asst  I 1 

Steno   II   1 

Clerk-tvpist   II    4.3 

Clerk   II   2 

Account  clerk  II 1 


SALARY  RANGE 

1 

$2,179-2.271 

$27,252 

$27,252 

1 

950-1,155 

11,400 

11.976 

1 

584-710 

8,520 

8,520 

1 

692-842 

10,104 

10,104 

1 

571-692 

8,304 

8.304 

11 

11 

505-614 

77,922 

79,032 

1 

492-599 

7,188 

7,188 

1 

492-599 

7,188 

7,188 

11 

11 

446-543 

69.242 

70,096 

39 

39 

415-530 

2.35.477 

238.406 

22 

22 

415-505 

124,700 

127,080 

9 

2 

415-505 

12,120 

12,120 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

505-614 

7,368 

7,368 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

614-746 

8,180 

8,592 

1 

1 

584-710 

8,520 

8,520 

2 

2 

492-599 

14.208 

14,376 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

3 

3 

415-530 

18,480 

18,600 

2 

2 

415-505 

11,728 

12,020 

1 

1 

415-505 

6,060 

6,060 

1 

1 

415-505 

6,060 

6,060 

1 

1 

821-998 

11,976 

11,976 

2 

2 

746-905 

20,712 

21,216 

1 

1 

492-599 

7,188 

7.188 

1 

1 

446-543 

6.516 

6,516 

3 

3 

415-530 

18,480 

18,480 

5 

5 

415-505 

29,770 

30,050 

2 

2 

415-505 

11,390 

11.659 

1 

998-1,213 

14,556 

14,556 

1 

905-1,100 

13,200 

13,200 

1 

783-950 

10.692 

11,220 

1 

571-692 

8,304 

8.304 

1 

492-599 

6,768 

7,104 

1 

446-543 

5,490 

5.766 

4.5 

4.5 

415-530 

27,194 

27,328 

o 

2 

415-505 

12.120 

12,120 

1 

1 

415-505 

6,060 

6,060 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillEd)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


HEALTH  AND  WELFARE 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


ADMINISTRATION— Continued 

Service,  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Storelieeper  III 

Clothing  center  manager 

Storekeeper  I  

Steno  II 

Clerk-typist  II 

Clerk  II   

Account  clerk  II 

Communications  Section : 

Supvng  telephone  operator 

Telephone  operator 

Totals,  Authorized  Positions- 


CARE  AND  WELFARE 

Medical  Care : 

Assoc  superintendent,  medical 

services    1 

Asst  superintendent,  general 

medical  &  surgical  service 1 

Asst  superintendent,  psychiatric 

service   5 

Asst  superintendent,  children's 

service   1 

Chief  of  professional  education 1 

Sr  physician 1 

Sr  psychiatrist 7.6 

Physician  &  surgeon  II 19.9 

Staiif  psychiatrist 21 

Pathologist 1 

Dentist  III 1 

Dentist  II 3.6 

Chief  psychologist 1 

Psychiatric  resident  II 13 

Sr  psychologist 3 

Podiatrist    1 

StafE  psychologist — counseling 1 

Staff  psychologist — clinical 15.5 

Pharmacist  II 1 

Pharmacist  I 1 

Nurse-anesthetist 2 

Supvng  lab  technologist 1 

Neuropathology  technologist 1 

Phys  therapist  II 1 

Librarian  III 1 

Dental  lab  technician 1 

Lab   technologist 4 

Phys  therapist  I 3.3 

Photographer   — 

Sr  X-ray  technician 1 

Eleetroeucephalographic  techn 1.8 

X-ray  technician 1.9 

Psychiatric  techn 1 

Lab  asst  II 2 

Dental  asst 4.6 

Lab  asst  I 2.7 

Student  professional  asst 0.8 

Career  Residents : 

Physician  &  surgeon  II 2.S 

StafE  psychiatrist   1 

Personal  Care : 

Superintendent    of   nursing    services  1 
Asst  superintendent  of  nursing 

services   (resistered  nurse) 5 

Psychiatric  nursing  educ  director 1 

Asst  superintendent  of  nursing 

services   (psychiatric  techn) 4 

Supvng  psychiatric  nurse 10.5 

Sr  psychiatric  nurse 19.3 

Supvng  psychiatric  technician 23.4 

Psychiatric  nurse 77.3 

Graduate  nurse 15.1 

Sr  psychiatric  technician  II 44 

Sr  psychiatric  technician  I 112.2 

Barbershop  manager 1 

Beauty  shop  manager 1 

Psychiatric  techn 769.6 


CAMARILLO  STATE  HOSPITAL— Continued 


SALARY  RANGE 


1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9,852 

9,852 

0.5 

1 

1 

660-^01 

8,016 

8,412 

3 

3 

3 

530-676 

23,184 

23.184 

0.5 

1 

1 

446-543 

5,490 

5,766 

2.7 

2 

•> 

415-530 

12,434 

12,898 

5.7 

6 

(i 

415-505 

36,360 

36,360 

1.8 

2 

2 

415-505 

12,120 

12,120 

0.9 

1 

1 

469-571 

6,852 

6,852 

6.9 

7 

7 

415-505 

39,860 
$1,110,509 

40,960 

150.4 

162.5 

162.5 

$974,003 

$1,123,913 

1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1,882-2,269 

27,216 

27,216 

5 

5 

1,882-2,269 

135,558 

136,092 

1 

1 

1,882-2,269 

27,228 

27,228 

1 

1 

1,882-2,269 

27,228 

27,228 

1 

1 

1,708-2,179 

26,148 

26.148 

8 

8 

1,708-2,179 

205,476 

205,476 

23 

23 

1,548-2,076 

494,272 

507,741 

23 

23 

1,548-2,076 

502,463 

519,911 

1 

1 

1,626-2.076 

24,912 

24,912 

1 

1 

1,626-1,976 

23,712 

23,712 

4 

4 

1,475-1,793 

79,965 

82,784 

1 

1 

1,183-1,439 

17,268 

17,268 

13 

13 

614-1,337 

174,608 

183,284 

3 

3 

1,074-1,305 

46,056 

46,794 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

973-1,183 

12,176 

12,786 

IS 

18 

973-1,183 

215,151 

229,770 

1 

1 

1,048-1,155 

13,860 

13,860 

1 

1 

998-1.100 

13,200 

13.200 

2 

2 

863-1,048 

25,152 

25,152 

1 

1 

821-998 

11,976 

11,976 

1 

1 

746-905 

10.860 

10,860 

1 

1 

746-905 

10,440 

10,860 

1 

1 

710-863 

10,356 

10,356 

1 

1 

710-863 

10,356 

10,356 

6 

6 

710-821 

56,880 

57,750 

4 

4 

644-783 

34,492 

35.754 

1 

1 

599-72S 

7,362 

7.728 

1 

1 

584-710 

8,520 

8,520 

2 

2 

556-676 

14,952 

15.300 

2 

2 

556-676 

15,270 

15,630 

1 

1 

480-614 

7,368 

7,368 

o 

2 

457-556 

13,162 

13.344 

5 

5 

407-556 

31,706 

32.436 

3 

3 

415-505 

16,866 

17,730 

1 

1 

395-480 

4,860 

5,100 

3 

3 

1,548-2,076 

66,968 

68,841 

1 

1 

1,548-2,076 

22,584 

22,584 

1 

1 

1,100-1,337 

16,044 

16,044 

5 

5 

90.5-1,100 

66,000 

66,000 

1 

1 

905-1,100 

13,200 

13,200 

4 

4 

863-1,048 

49,560 

50,154 

14 

14 

821-998 

161,292 

162,804 

27 

27 

746-905 

276.948 

281.508 

22 

22 

710-863 

243,624 

223,620 

101 

101 

676-821 

953,010 

964.920 

7 

7 

628-764 

59,696 

61,896 

S3 

23 

584-746 

284,424 

205.896 

69 

69 

530-676 

740,434 

559,758 

1 

1 

517-628 

7,217 

7,536 

1 

1 

517-628 

7,536 

7.536 

570 

570 

480-614 

4,249,696 

4,069,130 

HEALTH  AND  WELFARE 


Department  of  Mental  Hygiene 


485 


HOSPITALS   FOR   THE  MENTALLY   ILL — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


CARE  AND  WELFARE— Continued 

Surgerj — Central  Supply — Clinics  : 

Surgical  nurse  II 1 

Surgical  nurse  I 4 

Psychiatric    techn    7.9 

Clerk-typist    II    0.9 

Rehabilitation  Therapy : 

Chaplain     (Catholic)    1 

Chaplain   (Protestant)   2 

Supervisor  of  rehab  services 1 

Asst  supervisor  of  rehab  services 4.8 

Coordinator  of  volunteer  services 1 

Librarian  II 1 

Occupational    therapist    5.2 

Industrial    therapist    2 

Music  therapist 1.9 

Recreation  therapist 7.4 

Motion   picture   operator 0.3 

Psychiatric  technician — group  leader  — 

Education  : 

Supervisor   of  academic  instruction  1 

High   school  teacher 2.9 

Elementary  teacher 9.8 

Home  economics  teacher 1 

Clerk-typist    II    1 

Social  Service : 

Supvng  psychiatric  social  worker  II  1 

Supvug  psychiatric  social  worker  I  6 

Psychiatric  social  worker 34.7 

Convalescent  Leave  Service: 

Staff   psychiatrist    1.3 

After-Care  Facility  : 

Sr  psychiatrist 0.4 

Staff  psychiatrist 1.4 

Psychologist   0.7 

Social  worker 0.8 

Steno   II 0.5 

Clerk-typist  II 1.3 

Medical  Assistance  Program : 

Clerk-typist  II 0.1 

Los  Angeles  After-Care  and  Screening 
Unit: 

Chief  psychiatrist      1.1 

Staff   psychiatrist      3.1 

Psychologist      0.7 

Supvng  social  worker  II 1 

Supvng  social  worker  I 0.8 

Social    worker   4.1 

Sr   steno    1 

Steno-  II 0.8 

Clerk-typist  II 1.7 

Los  Angeles  Day  Treatment  Center  : 

Psychiatrist    director    1 

Sr   psychiatrist    1 

Staff   psychiatrist    0.9 

Psychologist     1 

Supvng  social  worker  I 1 

Supervisor  of  rehab  services 1 

Social   worker      0.4 

Sr  psychiatric  nurse 1 

Occupational    therapist : 1 

Recreation    therapist    0.9 

Sr  steno 0.8 

Psychiatric   techn    1 

Steno   II   1 

Clerk-typist    II    1 

Account  clerk  II 1 

•lanitor       0.5 


LO 

STATE 

HOSPITAL— Cont 

SALARY  RANGE 

nued 

1 

1 

746-905 

10,860 

10,860 

4 

4 

676-821 

38,952 

39.408 

8 

8 

480-614 

57,144 

57,144 

1 

1 

415-530 

6,060 

6,060 

1 

1 

884-1,074 

12,888 

12.888 

•y 

2 

884-1,074 

25,521 

25,776 

1 

1 

863-1,048 

12,576 

12,.576 

5 

:} 

710-863 

50,430 

51,402 

1 

1 

710-863 

10,356 

10,356 

1 

1 

644-783 

9,396 

9,396 

3 

3 

614^746 

25,760 

26,152 

2 

2 

614-746 

17,904 

17,904 

o 

o 

614-746 

17,436 

17,904 

9 

9 

614-746 

73,480 

79,248 

0.3 

0.3 

3.21-3.37  hr 

1,926 

2,022 

4 

4 

480-614 

23,040 

24,240 

1 

-I 

998-1,213 

14,556 

14,556 

3 

3 

710-1,100 

38,136 

38,726 

11 

11 

710-1,100 

129,150 

132.612 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

415-530 

5,220 

5,484 

1 

1 

973-1,183 

14,196 

14,196 

884-1,074 

87,936 

88,452 

42 

42 

801-973 

407,528 

452,725 

2 

2 

1,548-2,076 

37,152 

39,024 

1 

1 

1,708-2,179 

24,912 

24,912 

o 

*> 

1,548-2,076 

37,152 

39,024 

1 

1 

973-1,183 

11,676 

12,276 

1 

1 

801-973 

9,612 

10,104 

1 

1 

446-543 

5,490 

5,766 

o 

o 

415-530 

10,200 

10,704 

415-530 


1,793-2,268 

1,548-2,076 

973-1,183 

973-1,183 

884-1,074 

801-973 

505-614 

446-543 

415-530 

1,882-2,269 

1,708-2,179 

1,548-2,076 

973-1,183 

884-1,074 

863-1,048 

801-973 

746-905 

614-746 

614-746 

505-614 

480-614 

446-543 

415-530 

415-505 

415-505 


Totals,  Authorized  Positions 1,353       1,116.3    1,116.3  ?11,427,4.50         $10,856,589        $10,549,596 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
81 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


CAMARILLO  STATE   HOSPITAL— Continued 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 

Food  administrator  I 

Supvng  cook  II  

Supvng  cook  I  

Cook  II 

Baker  II 

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Butcher-meat  cutter  I 

Food  service  supvr  I 

Cook  I 

Food  service  asst  II 

Food  service  asst  I 

Clothing : 

Shoemaker    

Seamer-seamstress 

Asst    seamstress    

Housekeeping — Public : 

Supvng  housekeeper  II 

.Tauitor  foreman  I 

Janitor      

Housekeeper     

Housekeeping — Ward : 

Supvng  housekeeper  I 

Janitor      

Housekeeper     

Totals,  Authorized  Positions  . 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  III   

Supervisor  of  building  trades 

Plumber  II 

Carpenter   II 

Painter  II 

Plumber  I 

Sheet  metal  worker 

Carpenter  I   

Painter  I   

Mason    

Locksmith 

Fusion  welder 

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Lead   groundsman   

Groundsman     

Light,  Heat,  and  Power  : 

Chief  engineer  I  

Electrician   II    

Electrician  I 

Steamfitter      

Stationary   engineer   

Refrigeration  engineman 

Stationary  fireman  

Water  and  Sewage : 

Water  &  sewage  plant  supvr 

Fire  Protection : 

Institution   fire   chief   

Institution  fireman 

Institution  firefighter — part-time 

Motor  Vehicles : 

Auto   mechanic    

Auto  equipt  operator  II 

Mechanics   helper   

Auto  equipt  operator  I  

Laborer      

Tractor    operator — laborer    

Security  Force : 

Security   ofiieer   II   

Security  ofiieer  I 

Totals,   Authorized  Positions  _ 


SALARY  EANGE 

1 

1 

1 

$884-1,074 

$12,888 

$12,888 

2 

2 

692-842 

19,605 

20,085 

1 

1 

1 

660-801 

9,612 

9,612 

4.2 

4 

4 

571-764 

33,216 

33,216 

15.1 

15 

15 

517-692 

110,832 

111,840 

0.4 

1 

1 

571-692 

8.080 

8,304 

1 

1 

1 

571-692 

8.304 

8,304 

1 

1 

1 

571-692 

8,304 

8,304 

6 

6 

6 

517-628 

43,841 

44.727 

1 

1 

1 

517-628 

7,536 

7,536 

3 

3 

3 

469-571 

20,556 

20,556 

8.8 

9 

9 

425-517 

54,443 

54,997 

81.2 

33 

33 

425-517 

196,063 

199,548 

46 

48 

48 

886-469 

258,658 

262,934 

1 

1 

1 

628-764 

9.168 

9.168 

1 

1 

1 

517-628 

7,536 

7,536 

4 

4 

4 

425-517 

24,816 

24,816 

0.8 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

457-556 

6,672 

6,672 

8.8 

10 

10 

41.5-505 

59,650 

60,782 

9.8 

10 

10 

415-505 

59,094 

59,842 

1 

1 

1 

457-556 

6,672 

6,672 

12 

12 

12 

41.5-.505 

71,.580 

71,580 

1 

1 

1 

415-505 

6,060 
$1,050,914 

6,060 

162.1 

168 

168 

$946,684 

$1,063,707 

1 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

1 

1 

1 

801-927 

10,314 

10.823 

1 

1 

1 

764-842 

10,104 

10,104 

0.9 

1 

1 

728-801 

9,612 

9,612 

2.7 

3 

3 

728-801 

28,836 

28,836 

4.9 

5 

5 

728-801 

48,060 

48,060 

1 

1 

1 

728-801 

9,612 

9,612 

3.8 

4 

4 

692-764 

35,808 

.36,240 

5.7 

6 

6 

692-764 

54,308 

54,576 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

676-746 

8,952 

8,952 

1.9 

2 

2 

584-644 

15,456 

15,456 

1 

1 

1 

676-821 

9,8.52 

9,852 

2 

2 

2 

530-644 

15,216 

15,456 

4.9 

5 

5 

505-584 

33,360 

35,040 

1 

1 

1 

801-927 

10,356 

10,866 

1 

1 

1 

76-1-842 

10,104 

10,104 

4.1 

4 

4 

728-801 

37,461 

38,004 

2 

9 

2 

728-801 

19,224 

19,224 

5.5 

6 

6 

692-764 

54,864 

55,008 

1 

1 

1 

692-764 

9,168 

9,168 

5 

5 

5 

628-692 

40,880 

41,520 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-884 

10,608 

10,608 

o 

2 

2 

599-728 

17,472 

17,472 

1.2 

1.3 

1.3 

599-728 

11,388 

11,388 

1 

1 

1 

676-821 

8,952 

8,952 

1 

2 

2 

644-710 

16,632 

16,632 

1 

1 

1 

556-676 

7,368 

7.368 

16.6 

17 

17 

584-644 

130,926 

131,376 

4.7 

5 

5 

505-556 

33,048 

33,048 

- 

2 

2 

614.-676 

16,224 

16,224 

1 

1 

1 

556-676 

8,112 

8,112 

3.7 

4 

4 

480-584 

25,836 

26,436 

88.6 


94.3 


94.3 


$706,394 


1,777 


$806,993 


HEALTH  AND  WELFARE 


Department  of  Mental  Hygiene 
HOSPITALS   FOR  THE  MENTALLY   ILL — Continued 


487 


SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Aulh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


CAMARILLO  STATE   HOSPITAL— Continued 


FARMING  AND   PROCESSING 


Farm  General : 

Head  farmer  II 111 

Farmhand     12            12            12 

Dairy : 

Dairyman     111 

Asst  dairyman 1.5           2               2 

Milker      11.9         12             12 

Farmhand     0.3           1              1 

Stable  and  Tractor : 

Automotive  equipment  operator  I -              1              1 

Totals,  Authorized  Positions   __ _  27.7         30            30 


SALARY  RANGE 
$644-783 
435-505 

676-821 
556-676 
505-614 
435-505 

584-644 

$192,738 


$8,112 
68,712 

9,396 
15,456 
84.096 

5,700 

7,728 


$8,112 
68,712 

9,396 
15,456 
84,096 

5,760 

7,728 


$199,260 


$199,260 


Totals,  Authorized  Positions — Program 

for  the  Mentally  III 1,781.8  1,571.1  1,571.1 

MENTAL  RETARDATION  PROGRAM 

Sr  physician 0.3  1  1 

Physician  &  surgeon  II -  1  1 

Staff  psychiatrist 2.8  3  3 

Dentist  II 0.4  1  1 

Staff  psychologist   -  2  2 

Teacher  of  mentally  retarded  children 1.4  4  4 

Asst  superintendent  of  nursing  services  0.3  1  1 

Supvng  social  worker  I 0.2  0.5  0.5 

Social   worker    0.8  3  3 

Supervisor,   sheltered  workshop —  1  1 

Asst  supervisor,  rehab  services 0.5  1  1 

Plumber  I -  1  1 

Phys  therapist  I -  2  2 

Sr  psychiatric  technician  II -  16  16 

Occupational  therapist 0.9  2  2 

Recreation  therapist 0.9  3  3 

Music  therapist —  1  1 

Sr  psychiatric  technician  I —  43  43 

Building  maint  man 0.2  1  1 

Auto  equipt  operator  I 0.2  1  1 

Psychiatric    techn    131.1  75  75 

Accounting  technician 0.5  1  1 

Food  service  supvr  I 0.5  1  1 

Laborer   0.6  2  2 

Dental  asst -  1  1 

Steno   II   -  3  3 

Clerk-typist  II 1.5  5  5 

.Tanitor    0.9  2  2 

Food  service  asst  I 13.3  19  19 

Laundry   asst -  5  5 

Totals,    Authorized    Positions — Mental 

Retardation   Program 157.3  202.5  202.5 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS    1,939.1  1,773.6  1,773.6 


$14,247,269        $14,018,049        $13,743,469 


$26,148 

19,512 

66,010 

21.516 

24,552 

43,032 

13,200 

6,444 

33,456 

9,852 

9,174 

9,168 

16,632 

117,888 

16,6.32 

25,464 

7,728 

286,896 

7,72S 

7,728 

521,732 

6,360 

6,852 

13,188 

5,910 

17.298 

27,845 

12,]  20 

102.034 

23,700 


1,708-2,179 

$26,148 

1,548-2.076 

18,576 

1,548-2,076 

62,872 

1,475-1,793 

21.516 

973-1,183 

23,352 

710-1.100 

40,971 

905-1,100 

12,784 

884^1,074 

6,266 

801-973 

32,964 

783-950 

9,393 

710-863 

8,736 

728-801 

8,736 

644-783 

15,840 

584-746 

112,128 

614^746 

15,840 

614-746 

24,680 

614-746 

7,368 

530-676 

273,480 

584^644 

7,728 

58-4-644 

7,728 

480-614 

517,115 

492-599 

6,054 

469-571 

6,516 

505-556 

12.882 

457-556 

5,622 

446-543 

16.470 

415-530 

26,806 

415-505 

12,120 

386-469 

98,339 

386-469 

22,620 

$1,077,023 


$1,461,650 


$1,505,799 


$15,324,292         $15,479,699         $15,249,268 


ADMINISTRATION 

Executive : 

Supt  cS:   medical  director 

Administrative  asst  II 

Secretary    I    

Medical  Records  and  Clerical : 

Medical  record  librarian 

Supvng  clerk  I 

Sr  steno 

Sr    clerk    

Sr    clerk-typist    

Sr  file  clerk 

Steno  II  

Clerk-typist  II 

Clerk  II  

Business  Services : 

Hosp  business  administrator 
Sr   steno   


DEWITT  STATE   HOSPITAL 


SALARY  RANGE 

1 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

0.3 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

584^710 

8,520 

8,520 

1 

1 

1 

692-842 

10,104 

10,104 

1 

1 

1 

571-692 

8.304 

8,304 

5.6 

6 

6 

505-614 

43,332 

43,878 

1 

1 

1 

492-599 

6,964 

7,188 

1.4 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

5.8 

6 

6 

446-543 

38,350 

38.888 

13.2 

14.5 

14.5 

415-530 

84,565 

86,127 

2.6 

3 

3 

415-505 

17,840 

17,604 

1 

1 

1 

1,273-1,548 

18,576 

18.576 

1 

1 

1 

505-614 

7,368 

7,368 
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SALARIES  AND  TTAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       («Dth.)        lAnlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATION— Continued 


DE  WITT  STATE   HOSPITAL— Continued 


Fiscal  Section : 

Accounting  officer — 
Property  clerk  II  . 

-state  institution 

1 
1 
1 

i 

1 
1 

o 

1 

0.4 
1.6 

1 
1 

1 
1 
1 
1 
2.9 

1 
1 
1 
1 
o 

3 

1 
6 

1 

1 
1 

o 

i 

1 
1 

2 

1 
1 

1 
1 
1 

1 
1 
1 
1 
3 

1 
1 
1 
1 

3 

1 
6 

1 
1 
1 
2 

i 

1 
1 

O 

1 
1 
1 
1 
1 

1 
1 
1 
1 
3 

1 

1 

1 

1 
o 

3 

1 
6 

SAL.1RT  EANGE 
863-1.048 
614-746 
584-710 
492-599 
492-599 
446-543 
415-505 
415-505 

746-905 
492-599 
446-543 
415-530 
415-505 

998-1.213 
7S3-950 
571-692 
492-599 
415-530 

863-1,048 
676-821 
530-676 
492-599 
446-543 
415-505 

469-571 
415-505 

12,526 
8,952 
8,520 

14,376 
7,188 
6,516 
5,599 

12,120 

10,860 
6,824 
6,516 
6,060 
5,760 

14.324 

11,400 

8,304 

7,188 
17,428 

12,576 

9,852 

7,248 

7,188 

12.259 

18,180 

6,852 
35,325 

12,576 
8,952 

Accountant  I 

8,520 

Sr  account  clerk     . 

14,376 

Accounting  tedmician 

Steno  II 

7,188 
6,516 

Bookkeepiug  maeh 
Account   clerk   II 

operator  I 

5,885 
12,120 

Trust  Section : 

Patients'   estates   & 
Sr  clerk-tvpist 

accts  specialist 

10,860 
7,160 

Steno  II 

6,516 

Clerk-t.Tpist   II 

6,060 

Clerk  II 

6,060 

Personnel  Section: 
Personnel  officer  I 
Training    asst 

14.556 
11,400 

Personnel  asst  H  . 

8,304 

Personnel  asst  I  _. 
Clerk-tvpist  II 



7.188 
17,696 

Service.  Supply,  and  Clerical: 
Service  &  supplv  officer  II 
Storekeeper  III 

12,576 

9,852 

Storekeeper  I 

7,608 

Sr    clerk 

7,188 

Steno  II 

12,545 

Clerk   II 

18,180 

Communications  Section : 

Supvng   telephone   operator   

Telephone  operator 

6.852 
35,889 

Totals,  Authorized  Positions 


CARE   AND   WELFARE 


74.8 


$521,990 


Medical  Care : 

Assoc  superintendent,  medical  serv- 
ices       1 

Asst  superintendent,  general  medical 

&  surgical  services 1 

Asst  superintendent,  psychiatric 

service      2 

Chief  of  professional  education 0.4 

Sr  physician 2 

Sr  psychiatrist 2 

Physician  and  surgeon  II 5.9 

Staff  psvchiatrist 6 

Dentist  II 2 

Chief  psychologist 1 

Podiatrist      1 

Staff  psychologist — counseling 1 

Staff  psychologist — clinical 3.9 

Pharmacist   II 1 

Supvng   lab   technologist 1 

Phys  therapist  II 1 

Dental   lab   technician 1 

Clinical  lab  technologist 1.9 

Phys  therapist  I 0.3 

Electroencephalographic  techu 1 

X-ray  technician 1 

Psychiatric    techn — podiatrist     asst  2.6 

Lab  asst  II 1 

Dental    asst    1.9 

Student  professional  asst 0.3 

Personal  Care : 

Superintendent   of  nursing   services  1 
Asst  superintendent  of  nursing  serv- 
ices  (registered  nurse)    3 

Psychiatric  nursing  educ  director 1 

Asst  supt  of  nursing  services    (psy- 
chiatric technician)    2 

Supvng  psychiatric  nurse 10 

Public  health  nurse  H 1 

Sr  psychiatric  nurse 13.1 

Supvng  psychiatric  technician 12.9 

Psychiatric  nurse 26 


$576,392 


?5S2,7S4 


1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1,882-2,269 

27,216 

27,216 

0 

0 

1,882-2.269 

54,444 

54,444 

1 

1 

1,882-2,269 

22,584 

23,712 

9 

o 

1,708-2.179 

52,296 

52,296 

2 

o 

1,708-2,179 

49.824 

49,824 

9 

9 

1,548-2.076 

183,228 

188,470 

8 

8 

1.548-2,076 

172,716 

175,656 

2 

9 

1,475-1.793 

43,032 

43,032 

1 

1 

1,183-1.439 

17,268 

17,2fiS 

1 

1 

973-1.183 

14,196 

14,196 

1 

1 

973-1.183 

13.200 

13,860 

4 

4 

973-1.183 

53,856 

54,514 

1.1 

1.1 

1,048-1,155 

15,118 

15,118 

1 

1 

821-998 

11,976 

11,976 

1 

1 

746-905 

10.860 

10.860 

1 

1 

710-863 

10.356 

10.356 

2 

2 

710-821 

18.915 

19.362 

o 

9 

644-783 

15,840 

16,632 

i 

1 

556-676 

8.112 

8,112 

1.1 

1.1 

55G-676 

8,779 

8,779 

1 

1 

4SO-614 

7,008 

7,008 

1 

1 

457-556 

6.672 

6.672 

9 

9 

457-556 

13.344 

13.344 

i 

1 

395-^180 

4,860 

5,100 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

3 

905-1,100 

39.600 

39.600 

1 

1 

905-1,100 

13,200 

13,200 

<> 

9 

863-1.04S 

25,152 

25.152 

10 

10 

821-998 

119.760 

119.760 

1 

1 

783-950 

11.400 

11.400 

18 

18 

746-905 

191,430 

194,016 

14 

14 

710-863 

142,770 

143,580 

29 

29 

676-S21 

281,584 

283,417 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEWITT  STATE  HOSPITAL— Continued 


CARE  AND  WELFARE— Continued 

Personal  Care — Continued 

Graduate  nurse 

Sr  psychiatric  technician  II 

Sr  psychiatric  technician  I 

Barbershop    manager   

Beauty  shop  manager 

Psychiatric   teehn    

Psychiatric   teehn — trainee    

Surgery — Central  Supply — Clinics : 

Nurse-anesthetist 

Surgical   nurse  II 

Surgical  nurse  I 

Psychiatric  teehn 

Clerk-typist  II 

Rehabilitation  Therapy: 

Chaplnin    ("Catholic)    

Chaplain   (Protestant) 

Supervisor  of  rehab  services 

Asst  supervisor  of  rehab  services 

Coordinator  of  volunteer  services 

Librarian  II 

Occupational  therapist 

Industrial   therapist 

Music  therapist 

Recreation  therapist 

Motion  picture  operator 

Psychiatric  teehn — group  leader 

Sheltered  Workshop : 

Sr  psychiatrist 

Staff  psychologist 

Teacher  of  mentally  retarded   chil- 
dren    

Voe  rehab  counselor 

Supervisor,   sheltered  workshop 

Industrial   therapist 

Psychiatric   teehn — group  leader 

Clerk-typist   II    

Social  Service : 

Supvng  psychiatric  social  worker  II 
Supvng  psychiatric  social  worker  I 
Psychiatric  social  worker 

Convalescent  Leave  Service : 

Staff  psychiatrist   

After-Care  Facility : 

Sr   psychiatrist    

Physician  &  surgeon  II 

Staff  psychologist — clinical 

Psychiatric  social  worker 

Sr  steno 

Steno  II  

Clerk-typist   II   

Medical  Assistance  Program : 

Physician  and  surgeon  II 

Social   worker   I    

Clerk-typist    II    

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 

Food  administrator  I   

Supvng  cook  II  

Supvng  cook  I   

Cook    II    

Baker    II    

Butcher-meat   cutter   II   

Food  service  supvr  II 

Baker    I    

Butcher-meat  cutter  I 

Food  service  supvr  I 

Cook    I    

Food  service  asst  II 

Food  service  asst  I 


SALARY  RANGE 

4.8 

4 

4 

62,S-764 

33,488 

35,196 

26 

32 

32 

58-1-7^6 

284,792 

273.936 

87 

96 

96 

530-676 

778.292 

746.048 

1 

1 

1 

517-628 

7,246 

7,536 

0.9 

1 

1 

517-628 

7,5.36 

7.536 

30S.1 

302 

302 

480-614 

2,050.200 

2,112.650 

20.4 

6 

6 

415^57 

31,584 

32,904 

1 

1 

1 

863-1.048 

12.576 

12.576 

1 

1 

1 

746-905 

10,860 

10.860 

2.8 

3 

3 

676-821 

29,556 

29.556 

3.2 

8 

3 

480-614 

21,744 

21,744 

1 

1 

1 

41.5-530 

6,060 

6,060 

1 

1 

1 

884-1.074 

12.888 

12.888 

1 

1 

1 

884-1.074 

12,888 

12.888 

1 

1 

1 

863-1.048 

12,576 

12.576 

3 

3 

3 

710-863 

29,642 

30,606 

1 

1 

1 

710-863 

9,137 

9.586 

1 

1 

1 

644-783 

8,772 

9.211 

2.7 

5 

5 

614-746 

36.324 

40.908 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

614-746 

8,880 

8.952 

3.9 

4 

4 

614-746 

32,640 

33.360 

_ 

0.2 

0.2 

3.21-3.37  hr 

1,272 

1,272 

2 

2 

2 

480-614 

14,016 

14,016 

1 

_ 

„ 

1,708-2.179 

_ 

_ 

0.6 

- 

- 

973-1,183 

- 

- 

1.5 

9 

2 

710-1,100 

18,540 

19,476 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

10,314 

10.818 

1 

1 

1 

614-746 

8,952 

8,952 

3 

3 

3 

480-614 

21,604 

21,744 

2.5 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

973-1.183 

14,196 

14.196 

1 

1 

1 

884-1,074 

12,888 

12,888 

8.3 

13 

13 

801-973 

138,214 

145,366 

0.4 

1 

1 

1,548-2,076 

18,576 

19,512 

1 

1 

1 

1.708-2.179 

26,148 

26.148 

1.5 

9 

2 

1..54,S-2.076 

42,916 

43.930 

1 

1 

1 

97.3-1,183 

11.676 

12.276 

1 

1 

1 

801-973 

11.676 

11.676 

1 

1 

1 

50.5-614 

7,368 

7.368 

1 

1 

1 

446-543 

6.516 

6..516 

1 

1 

1 

415-530 

6,260 

6,360 

0.1 

_ 

_ 

1,548-2,076 

— 

— 

0.4 

_ 

— 

6G0-S01 

— 

— 

0.3 

- 

- 

415-530 

- 

— 

619.6 

634.4 

634.4 

?5,043,401 

$5,539,405 

15,598,019 

1 

1 

1 

$834-1,074 

1 

1 

1 

692- 

-S42 

1 

1 

1 

660-801 

1.9 

2 

2 

571- 

-764 

9.9 

10 

10 

517- 

-692 

1 

1 
1 

1 

1 

571- 
571- 

-H'»9 

1 

-692 

0,7 

1 

1 

571- 

-692 

9 

2 

2 

517_698 

1 

1 

1 

517- 

-628 

1.5 

2 

2 

469- 

-571 

3  3 

5 

5 

42.5- 

-517 

8 

8 

8 

42.5- 

-517 

20.5 

21 

21 

386-469 

$12,888 

$12,888 

9,612 

10.104 

S.8S0 

9.316 

15.06S 

15,666 

72.776 

74.1.32 

8.304 

8..304 

8,304 

8,304 

8,304 

8.304 

15,072 

15.072 

7.536 

7..5.36 

12.906 

13.212 

28,388 

29.585 

47,024 

47.928 

110,390 

113,367 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aiith.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEWITT  STATE   HOSPITAL— Continued 


SUPPORT  AND  SUBSISTENCE— 

Continued 

Clothing  : 
Slioemaker 

1 
1 
2 

1 
2 
4 

0.9 

1.7 
10.6 

7 
4.8 

1 
1 
2 

1 
2 
4 

6 

1 

2 

10 

5 

8 

1 
1 
2 

1 
2 
4 

6 

1 
2 
10 
5 
8 

SALARY  EANGE 
628-764 
517-628 
425-517 

530-644 
415-505 
415-505 

415-505 

628-764 
517-628 
446-543 
425-517 
386-469 

9,168 

7,536 

12,408 

7,728 
11,636 
24,240 

35,460 

9,168 
13,740 
62,795 
31,020 
38,550 

9,168 
7,536 

12,408 

Housekeeping — Public : 

Janitor  foreman  II 

Janitor 

7,728 
11.920 

Housekeeper 

Housekeeping — Ward : 

Janitor    

Laundry  : 

Laundry  supvr  II                _     _ 

Laundry  supvr  I 

24,240 

37,260 

9,168 
14,052 
63,661 

Laundress 

Laundry  asst 

31,020 
40,452 

Totals,  Authorized  Positions 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  III 

Supvr  of  building  trades 

Plumber  II 

Carpenter  II 

Painter  II 

Plumber  I 

Sheet   Metal  Worker 

Carpenter  I 

Painter   I   

Mason   

Locksmith 

Machinist    

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Groundsman   

Light,  Heat,  and  Power: 

Chief  engineer  I 

Electrician   II   

Electrician   I    

Steamfitter   

Stationary   engineer 

Refrigeration  engineman 

Stationary  fireman 

Water  and  Sewage : 

Water  &  sewage  plant  supvr 

Building  maint  man 

Fire  Protection : 

Institution   fire   chief 

Institution  fireman 

Institution  firefighter 

Motor  Vehicles : 

Auto  mechanic 

Auto  equipt  operator  II 

Auto  equipt  operator  I 

Security  Force : 

Security  officer  II 

Security  officer  I 

Totals,  Authorized  Positions- 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


S9.8      100 


100 


$529,949 


$628,901 


$642,331 


1 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

72S-S01 

9,612 

9,612 

2 

2 

2 

72S-S01 

19,224 

19,224 

1 

1 

1 

728-801 

9,612 

9.612 

2 

2 

2 

692-764 

18,336 

18,336 

4.9 

5 

5 

692-764 

45,840 

45,840 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

8,304 

8,736 

0.9 

1 

1 

692-764 

8,304 

8,736 

2 

2 

2 

584-644 

15,456 

15,456 

1 

1 

1 

614-746 

8,952 

8,952 

2.8 

3 

3 

505-584 

20,092 

20,744 

1 

1 

1 

801-927 

11.124 

11,124 

1 

1 

1 

764-S42 

10,104 

10.104 

2 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

728-801 

9,612 

9,612 

2 

2 

2 

692-764 

18,336 

18.336 

0.7 

1 

1 

692-764 

8,664 

9.096 

4.9 

5 

5 

628-692 

41,488 

41,520 

1 

1 

1 

728-801 

9,427 

9,612 

3.9 

4 

4 

584-644 

30,192 

30,552 

1 

1 

1 

728-884 

9,817 

10,314 

5 

5 

5 

599-728 

42,198 

42,672 

1.3 

1.3 

1.3 

599-728 

11,388 

11,388 

1 

1 

1 

676-821 

8,952 

8,952 

1 

1 

1 

644-710 

8,520 

8.520 

7 

7 

7 

584-644 

54,096 

54,096 

1 

1 

1 

556-676 

8,112 

8,112 

4 

4 

4 

480-584 

28,032 

$547,942 

28,032 

62.4 

63.3 

63.3 

$505,472 
$6,600,812 

$551,438 

846.6 

875.2 

875.2 

$7,292,640 

$7,374,572 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (iuth.)      (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 


MENDOCINO  STATE   HOSPITAL 


Executive : 

Supt  &  medical  director 

Administrative  asst  II 

Secretary  I  

Medical  Records  and  Clerical : 

Medical  record  librarian  

Supvng  clerk  I 

Sr    steno    

Sr  clerk-typist 

Sr  file  clerk 

Steno  11  

Clerk-typist  II 

Clerk  II  

Business  vServices : 

Hosp  business  administrator 

Sr  clerk-typist 

Fiscal  Section : 

Accounting  officer 

Property  clerk  II 

Accountant  I   

Sr  clerk 

Sr  account  clerk 

Accounting  technician   

Clerk-typist  II 

Clerk    II    

Account  clerk  II 

Trust  Section : 

Patient  estates  &  accts  supvr 

Patients  estates  &  accts  specialist 

Sr  account  clerk 

Clerk-typist  II 

Account  clerk  II 

Personnel  Section : 

Personnel  officer  I 

Training  officer  I 

Personnel  asst  II 

Personnel  asst  I 

Steno  11  

Clerk-typist  II 

Service.  Siipply,  and  Clerical : 

Service  &  supply  officer  II 

Storekeeper  III  

Storekeeper  I  

Duplicating  mach  operator  II  __. 
Clerk  II  

Communications  Section : 

Telephone  operator 

Totals,  Authorized  Positions 80.1 


CARE  AND   WELFARE 

Medical  Care : 

Assoc  supt,  medical  services 1 

Asst  supt,  general  medical  &  surgi- 
cal service  1 

Asst  supt,  psychiatric  service 1.9 

Chief  of  professional  education 1 

Sr  psychiatrist 2.3 

Physician  &  surgeon  II 15.1 

Staff  psychiatrist   8 

Dentist   II    2 

Chief  psychologist 1 

Psychiatric   resident   II 9.7 

Psychiatric  resident  I 7.3 

Sr   psychologist 1 

Podiatrist    1 

Staff  psychologist — social 1 

Staff  psychologist — clinical 6.3 

Pharmacist  II 1 

Nurse-anesthetist 1 

Supvng  lab  technologist 1 

Phys  therapist  II 1 

Librarian  III 1 

Lab   technologist 2 

Phys  therapist  I 1.4 

Electroencephalographic  techn 1 

X-ray  technician 1 

Psychiatric  techn — podiatrist  asst  _  1 


SALARY  RANGE 

1 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

0.3 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

692-842 

10,104 

10,104 

1 

1 

1 

571-692 

8,304 

8,304 

4.1 

5 

5 

505-614 

36,256 

36,600 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7.188 

15.2 

15 

15 

446-543 

93,832 

95,519 

13.2 

18 

IS 

415-530 

98,448 

102.147 

4.4 

4 

4 

415-505 

22,773 

23,307 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

492-599 

7,188 

7,188 

0.7 

1 

1 

863-1,048 

10.356 

10,860 

0.9 

1 

1 

614-746 

8,952 

8,952 

0.9 

1 

1 

584-710 

8,486 

8,520 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7.188 

7,188 

1 

J. 

1 

492-599 

7.188 

7,188 

2 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

415-505 

5,100 

5,352 

2 

3 

3 

415-505 

17,220 

17,472 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

746-905 

10,860 

10,860 

t 

1 

1 

492-599 

7,188 

7,188 

9 

9 

2 

415-530 

11,959 

12,245 

2.9 

3 

3 

415-505 

17,220 

17,472 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

950-1,155 

12,888 

13.530 

1 

1 

1 

571-692 

8.304 

8.304 

1 

1 

1 

492-599 

7.188 

7.188 

0.5 

1 

1 

446-543 

5,743 

6,029 

2.1 

2 

2 

415-530 

11,160 

11,412 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9,852 

9,852 

2 

2 

2 

530-676 

15.456 

15.456 

1 

1 

1 

457-556 

6,672 

6.672 

0.9 

1 

1 

415-505 

5,100 

5,352 

5 

5 

5 

415-505 

29,691 

30,100 

88 


88 


$549,429 


$633,456 


1 

1 

$2,076-2,270 

$27,240 

1 

1 

1,882-2,269 

27,228 

2 

2 

1,882-2,269 

49,812 

1 

1 

1,882-2,269 

27,228 

4 

4 

1,708-2.179 

96.904 

20.3 

20.3 

1,548-2,076 

438.744 

25.7 

25.7 

1,548-2,076 

522,590 

9 

2 

1,475-1,793 

43,032 

1 

1 

1,183-1,439 

17.268 

11 

11 

614-1.337 

120,152 

614-1.337 

- 

2 

2 

1,074-1,305 

28,548 

1 

1 

973-1,183 

14.196 

1 

1 

973-1,183 

14.196 

12 

12 

973-1,183 

150.077 

1.1 

1.1 

1,048-1,155 

14,908 

1 

1 

863-1,048 

12,-576 

1 

1 

821-998 

11.832 

1 

1 

746-905 

9,814 

1 

1 

710-863 

10,356 

2 

9 

710-821 

18,732 

2 

9 

644-783 

16,983 

1 

1 

556-676 

8,112 

1.1 

1.1 

556-676 

8,756 

1 

1 

480-614 

7,008 

$643,717 


$27,2-10 

27,228 

50,940 

27,228 

99.136 

442.060 

541,759 

43,032 

17,268 

124,016 

29,196 

14,196 

14.196 

154.717 

14.908 

12,576 

11.976 

10,314 

10,356 

19,174 

17.826 

S,n2 

8,756 

7,008 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
{Filledl       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MENDOCINO  STATE  HOSPITAL— Continued 


CARE  AND  WELFARE— Continued 

Medical  Care — Continued 

Lab  asst  II 

Dental  asst 

Student  professional  asst  _: 

Personal  Care : 

Superintendent  of  nursing  services  _ 
Asst  superintendent  of  nursing  serv- 
ices (registered  nurse) 

Psychiatric  nursing  educ  director 

Asst  superintendent  of  nursing  serv- 
ices  (psychiatric  technician)   _ 

Supvng  psychiatric  nurse 

Sr  psychiatric  nurse 

Supvng  psychiatric  technician 

Psychiatric   nurse   

Graduate  nurse 

Sr  psychiatric  technician  II 

Sr  psychiatric  technician  I 

Barhershop   manager   

Beauty  shop  manager 

Psychiatric    techn    

Psychiatric   techn — trainee 

Surgery — Central  Supply — Clinics  : 

Surgical  nurse  II 

Surgical  nurse  I 

Graduate  nurse 

Psychiatric  techn   

Clerk   II   

Rehabilitation  Therapy : 

Chaplain   (Catholic) 

Chaplain   (Protestant) 

Supervisor  of  rehab  services 

Asst  supervisor  of  rehab  services 

Coordinator  of  volunteer  services 

Librarian  II 

Occupational  therapist 

Industrial   therapist 

Music  therapist 

Recreation  therapist 

Psychiatric  techn — group  leader 

Motion  picture  operator 

Compensatory  Education  Project : 

Teacher  

Student  professional  asst 

Social  Service : 

Supvng  psychiatric  social  worter  II 
Supvng  psychiatric  social  vyorker  I 
Psychiatric  social  worker 

Convalescent  Leave  Service : 

Staff  psychiatrist 

After-Care  Facility : 

Sr  psychiatrist 

Staff  psychiatrist 

Staff  psychologist — clinical 

Psychiatric  social  worker 

Steno  II  

Medical  Assistance  Program: 

Physician  and  surgeon  II 

Social  worker  I 

Clerk-typist  II 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 

Food  administrator  I 

Supvng   cook    II    

Supvng  cook  I  

Cook  II 

Baker  II 

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Butcher-meat  cutter  I 

Food  service  supvr  I 

Food  service  asst  II 

Food  service  asst  I 


SALAEY  RANGE 

1 

1 

1 

457-556 

6,438 

6,672 

2 

2 

2 

457-556 

13,344 

13,344 

0.2 

1 

1 

395^80 

4,860 

5,100 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

3 

3 

905-1,100 

39,600 

39,600 

1.9 

2 

2 

905-1,100 

23,956 

24,600 

2 

2 

2 

863-1,048 

25,152 

25,152 

8.1 

9 

9 

821-998 

105,564 

106,164 

12.7 

13 

13 

746-905 

141,012 

141,180 

14 

15 

15 

710-863 

152,612 

153,600 

24.9 

45 

45 

676-821 

415,578 

423,252 

3.1 

4 

4 

628-764 

33,828 

35,105 

18.1 

22 

22 

584-746 

187,224 

188,304 

69.3 

66 

66 

530-676 

520,722 

521,376 

1 

1 

1 

517-628 

7,536 

7..536 

1 

1 

1 

517-628 

7,536 

7,536 

296 

251 

251 

480-614 

1,830,996 

1,833,414 

41.5 

44 

44 

415^57 

238,500 

241,296 

1 

1 

1 

746-905 

10.860 

10,860 

2.8 

3 

3 

676-821 

29,556 

29,556 

0.9 

1 

1 

628-764 

8,484 

8,916 

3 

3 

3 

480-614 

21,624 

21,744 

0.8 

1 

1 

415-505 

5,286 

5,553 

0.9 

1 

1 

884-1,074 

10,909 

11,446 

1 

1 

884-1.074 

12,888 

12,888 

1 

1 

863-1,048 

11,976 

12,576 

3 

3 

710-863 

29,481 

30,222 

1 

1 

710-863 

9,548 

10,020 

1 

1 

644-783 

9,896 

9,396 

2 

*> 

614-746 

16,500 

16.872 

2 

2 

614-746 

16,320 

16.680 

1 

1 

614-746 

8,9.52 

8,952 

2 

3 

3 

614-746 

18.750 

23,356 

2 

2 

2 

480-614 

14,376 

14,376 

- 

0.2 

0.2 

3.21-3.37  hr 

1,335 

1,335 

0.1 

_ 

_ 

710-1,100 

_ 

0.2 

- 

- 

395^80 

- 

- 

1.7 

1 

1 

973-1,183 

14,196 

14,196 

3.9 

5 

5 

881-1,074 

48,813 

61.464 

16.7 

35 

35 

801-973 

379,165 

408,660 

0.5 

1 

1 

1,548-2,076 

18,576 

19,512 

0.7 

1 

1 

1,708-2,179 

23,336 

24,512 

1.2 

2 

2 

1,548-2,076 

42,288 

43,224 

0.8 

1 

1 

973-1,183 

11.676 

12.276 

1 

1 

1 

801-973 

11.676 

11,676 

2.8 

3 

3 

446-543 

18,163 

18,749 

0.3 

„ 

_ 

1,548-2,076 

_ 

„ 

0.8 

_ 

— 

660-801 

— 

— 

0.5 

- 

- 

415-530 

- 

- 

625.4 

657.4 

6574 

$5,292,242 

$6,270,924 

$6,381,510 

1 

1 

1 

$884-1,074 

$11,492 

$12,076 

0.4 

1 

1 

692-842 

9.353 

9,612 

1 

1 

1 

660-801 

9,612 

9.612 

2.2 

2 

2 

571-764 

16.288 

16,608 

12.1 

18 

13 

517-692 

92,812 

94,464 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

571-692 

8,304 

8,304 

0.9 

1 

1 

571-692 

6,852 

7,188 

2 

2 

2 

517-628 

15,072 

15.072 

1 

1 

1 

517-628 

7.536 

7,536 

0.8 

1 

1 

469-571 

6.852 

6.852 

16 

17 

17 

425-517 

101,393 

103,039 

28.2 

27 

27 

386^69 

146,544 

149,408 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (tuth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SUPPORT  AND  SUBSISTENCE— 
Continued 

Clothing : 

Clothing  center  manager 

Shoemaker    

Seamer-seamstress 

Asst  seamstress 

Housekeeping : 

Supvng  housekeeper  I 

Janitor    

Housekeeper 

Laundry : 

Laundry  supvr  II  

Laundry  supvr  I 

Laundryman 

Laundress  

Totals,   Authorized  Positions— 


MENDOCINO  STATE   HOSPITAL— Continued 


1 
1 

2 

1 

1 

1 
2 

1 

SALARY  RANGE 
660-801 
628-764 
517-628 
425-517 

9,612 

9,168 

15.072 

6,204 

9,612 

9,168 

15.072 

6,204 

1 
3 
0.9 

1 
4 
1 

457-556 
415-505 
415-505 

6,412 

22,727 

5,100 

6,672 

23.257 

5,352 

1 
1 

7.8 
4.9 

8 
5 

1 
1 
8 
5 

628-764 
517-628 
446-543 
425-517 

9,168 

7,536 

49,112 

29,891 

9,168 

7,-536 

50,437 

30,459 

92.2 


95 


95 


$549,945 


$610,416 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  Plant  Operation  III 

Supervisor  of  building  trades 

Carpenter  II   

Painter   II   

Plumber  I 

Steamfitter   

Sheet  metal  worker 

Upholsterer 

Carpenter  I   

Painter   I   

Mason   

Locksmith  

Machinist    

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Tractor  operator — laborer 

Lead  groundsman 

Groundsman 

Light,  Heat,  and  Power : 

Chief  engineer  I 

Electrician   II   

Electrician  I   

Stationary  engineer   

Refrigeration  engineman 

Stationary  fireman 

Water  and  Sewage : 

Water  &  sewage  plant  supvr 

Fire  Protection : 

Institution    fire   chief 

Institution  fireman 

Institution  firefighter — part-time 
Motor  Vehicles : 

Auto  mechanic 

Auto  equipt  operator  II 

Auto  eouipt  operator  I 

Security  Force : 

Security  ofiicer  II 

Security  officer  I 

Totals,   Authorized   Positions 58.1         58.3         58.3 


FARMING  AND   PROCESSING 

Farm   manager   

Head  farmer  II 

Hog  ranch  operator 

Asst  dairyman 

Tractor  operator — laborer 

Milker    

Asst  hog  ranch  operator 

Farmhand     

Dairyman   

Totals,   Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


$473,826 


$510,662 


$621,012 


1 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

728-801 

9,612 

9.612 

1 

1 

1 

728-801 

9,612 

9,612 

2 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

628-764 

9,168 

9.168 

2 

2 

2 

692-764 

18.192 

18.336 

3 

3 

3 

692-764 

27,504 

27,504 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,060 

9,168 

2 

2 

2 

584-644 

15,456 

15,456 

1 

1 

1 

676-821 

9,852 

9,8.52 

1 

1 

1 

614-676 

8,112 

8,112 

1 

1 

1 

530-644 

7,728 

7,728 

3 

3 

3 

505-584 

20,016 

21,024 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10,104 

10,104 

2 

2 

2 

728-801 

19.002 

19.224 

3 

3 

3 

692-764 

27,504 

27,504 

1 

1 

1 

692-764 

9,168 

9,168 

5.1 

5 

5 

628-692 

41,264 

41,520 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-884 

10,608 

10,608 

2 

2 

2 

599-728 

17,472 

17,472 

1.3 

1.3 

1.3 

599-728 

11,388 

11,388 

2 

2 

2 

676-821 

17,904 

17,904 

1 

1 

1 

644-710 

8,.520 

8,520 

7.1 

7 

7 

584-644 

54,096 

54,096 

0.7 

1 

1 

556-676 

7,728 

7,728 

3.9 

4 

4 

480-584 

28,032 

28,032 

$512,400 


1 

1 

1 

$783-950 

$11,400 

$11,400 

1 

1 

1 

644-783 

9,396 

9..S96 

1 

1 

1 

556-676 

8,112 

8,112 

2 

2 

2 

556-676 

16,064 

16,224 

1 

1 

1 

614-676 

8,112 

8,112 

7.8 

9 

9 

.50.5-614 

64,944 

65.004 

1 

1 

1 

457-556 

6.672 

6,672 

5.3 

7 

7 

43.5-505 

41.004 

41.544 

1 

1 

- 

7,728 
$173,432 

7,728 

20.1 

24 

24 

$141,017 

$174,192 

875.9 

922.7 

922.7 

$7,006,459 

$8,198,890 

$8,332,831 
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1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
SI 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


ADMINISTRATION 


METROPOLITAN  STATE   HOSPITAL 


Executive : 

Siipt  &  medical  director 

Secretary   I    

Medical  Records  and  Clerical: 

Medical   records  librarian 

Supvng  clerk  I 

Sr  steno 

Sr  clerk 

Steno  II 

Clerk-typist  II 

Clerk   II    

File  clerk  II 

Business  Services : 

Hosp  business  administrator 

Sr  steno   

Fiscal   Section  : 

Accounting  officer  III 

Property  clerk  II 

Accountant  I 

Sr  clerk-typist 

Sr  account  clerk 

Stock  clerk 

Clerk-typist  II 

Bookkeeping  mach  operator  I 

Account  clerk  II 

Trust  Section  : 

Patients  estates  &  accts  suprr  _.., 
Patients  estates  &  accts  specialist. 

Sr  clerk 

Clerk-typist  II 

Account  clerk  II 

Personnel  Section : 

Personnel  officer  I   

Training  officer  I 

Personnel  asst  II 

Sr  steno 

Personnel  asst  I  

Clerk-typist   II   

Clerk   II   

Service,  Supply,  and  Clerical: 

Service  &  supply  officer  II 

Storekeeper  III  

Storekeeper    II    

Storekeeper    I   

Sr   clerk    

Duplicating  mach  operator  II 

Steno  II  

Clerk  II   

Communications  Section : 

Supvng  te.lepbone  operator  I 

Telephone  operator 

Totals,  Authorized  Positions 120.7 


CARE  AND  WELFARE 

Medical  Care: 

Assoc   superintendent   medical   serv  1 

Asst  superintendent  GM  &  S 1 

Asst  superintendent  psych  serv 3 

Chief  of  prof  ed 1 

Sr    physician    1 

Sr    psychiatrist    4.7 

Physician  &  surgeon  II 24.2 

Career  psych  resident — P  &  S  II 3 

Staff  psychiatrist 13.7 

Dentist    III    1 

Dentist    II    3 

Chief    psychologist    1 

Psychiatric  resident  II 12.1 

Sr   psychologist 2 

Podiatrist    1 

Staff    psychologist — clinical    13.6 

Pharmacist  II 1 

Pharmacist  I 1 

Supvng  clinical  lab   technologist 1 

Neuropathology  technologist 1 

Phys  therapist  II 1 

Liljrarian   III    1 


127.4       127.4 


$784,771 


§876,054 


PROPOSED 
1969-70 


SALARY  RANGE 

1 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

692-842 

9,464 

9,940 

1 

1 

1 

571-692 

8,304 

8,304 

6.3 

7 

7 

505-614 

51,.S06 

51,576 

1.5 

1 

1 

492-599 

6.572 

6.908 

8 

7 

7 

446-543 

43.744 

44.296 

39.6 

45 

45 

415-530 

267,799 

271.S44 

6.1 

6 

6 

415-505 

36,037 

36,335 

2.9 

2 

415-505 

12,120 

12,120 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

950-1,155 

13,860 

13.860 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

584-710 

8,520 

8,520 

0.9 

— 

— 

492-599 

_ 

_ 

2 

2 

2 

492-599 

13.217 

13,522 

1 

1 

1 

4S0-5S4 

7,008 

7,008 

1 

1 

1 

415-530 

5,576 

5,860 

1 

1 

1 

415-505 

6,060 

6,060 

2 

2 

2 

415-505 

11,845 

12,120 

1 

1 

1 

821-998 

11,130 

11,688 

1 

2 

2 

746-905 

20,712 

20.712 

1 

1 

1 

492-599 

6,412 

6,740 

9.5 

10 

10 

415-530 

54,784 

56,939 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

998-1,213 

14,5.56 

14,556 

1 

1 

1 

950-1.135 

12,940 

13.585 

1 

1 

1 

571-692 

8,304 

8,304 

0.6 

1 

1 

50.5-614 

6,060 

6,360 

1.8 

2 

2 

492-599 

14,040 

14,370 

2 

2 

2 

415-505 

11,260 

11,522 

0.7 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9,852 

9,852 

0.9 

1 

1 

614-7S3 

8,952 

8,952 

2 

2 

2 

530-676 

15,456 

15,456 

1 

1 

1 

492-599 

6,656 

6,992 

1 

1 

1 

457-556 

5,810 

6.110 

1 

1 

1 

446-543 

5,979 

6,282 

2 

2.4 

2.4 

415-505 

13,650 

13,650 

1 

1 

1 

469-571 

6,852 

6,852 

6.9 

7 

7 

415-505 

39,793 

41,129 

,754 


1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1,882-2,269 

27,228 

27,228 

3 

3 

1,882-2,269 

81,684 

81,684 

1 

1 

1,882-2,269 

27,228 

27,228 

1 

1 

1.708-2,179 

24,912 

24,912 

5 

5 

1,708-2,179 

125,204 

126,656 

31 

31 

1,548-2,076 

649,082 

667,569 

3 

3 

1,548-2,076 

64,044 

66,672 

22 

22 

1,548-2,076 

413,059 

478,761 

1 

1 

1,626-1,076 

23,712 

23,712 

3 

3 

1,475-1,793 

64,548 

64.548 

1 

1 

1,183-1,439 

17,268 

17,268 

15 

15 

614-1,337 

180,065 

185,606 

2 

2 

1,074-1,305 

31,320 

31,320 

1 

1 

973-1,183 

14,196 

14.196 

16 

16 

973-1,183 

217,663 

220,771 

1 

1 

1,048-1,155 

13.860 

13,860 

1 

1 

998-1,100 

13,200 

13,200 

1 

1 

821-998 

11,976 

11,976 

1 

1 

746-905 

10,860 

10,860 

1 

1 

746-905 

10,860 

10,860 

1 

1 

710-863 

10,356 

10,356 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (tuili.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 

86 


METROPOLITAN  STATE   HOSPITAL— Continued 


CARE  AND   WELFARE— Continued 

Medical  Care — Continued 

Dental  lab  technician 

Clinical  lab  technologist 

Phys  therapist  I  

Sr  X-ray  technician 

Electroencephalographic  techn 

X-ray  technician 

Psychi:itric  techn — podiatrist  asst_ 

Dental  asst 

Student  professional  asst 

Personal  Care  : 

Superintendent  of  nursing  services  _ 
Asst   superintendent — nur   serv   RN 

Psychiatric  nursing  educ  director 

Asst  superintendent — NS  PT 

Supvng  psychiatric  nurse 

Sr  psychiatric  nurse 

Supvng  psychiatric  technician 

Psychiatric   nurse   

Graduate  nurse 

Sr  psychiatric  technician  II 

Sr  psychiatric  technician  I 

Barbershop  manager 

Beauty  shop  manager 

Psychiatric    techn    

Psychiatric   techn — trainee 

Surgery — Central  Supply — Clinics  : 

Surgical  nurse  II 

Surgical  nurse  I 

Graduate  nurse 

Psychiatric   techn   

Clerk-typist  II 

Rehabilitation  Therapv  : 

Chaplain    (Catholic)    

Chaplain   (Protestant) 

Supervisor  of  rehab  services 

Asst  supervisor  of  rehab  services 

Coordinator  of  vol  serv 

Librarian  II 

Occupational  therapist 

Industrial   therapist   

Music  therapist 

Recreation  therapist 

Rehab    therapist   

Psychiatric  techn — group  leader 

Motion  picture  operator 

Social  Service : 

Supvng  psych  social  worker  II 

Supvng  psych  social  worker  I 

Psych  social  worker 

Convalescent  Leave  Service : 

Staff   psychiatrist   

After-Care  Facility : 

Sr  psychiatrist 

Staff  psychiatrist 

Staff  psychologist  clinical 

Psychiatric  social  worker 

Steno   II 

Lous  Beach  After-Care  and  Screening 
Unit : 

Chief  psychiatrist 

Staff  psychiatrist 

Staff  psvchologist — clinical 

Supvng  social  worker  I 

Psych  social  worker 

Sr  steno 

Steno  II 

Clerk-typist  II  

Medical  Assistance  Program: 

Clerk-typist  II 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 

Food  administrator  I 

Supvng  cook  II  


SALARY  EANGE 

1 

1 

1 

710-863 

10,356 

10,356 

2.6 

5 

5 

710-821 

47,028 

47,904 

2.3 

3 

3 

644-783 

25,462 

26,268 

0.9 

1 

1 

58J-710 

8,520 

8,520 

1 

1 

1 

556-676 

7,824 

8,112 

1.1 

1 

1 

556-676 

7,792 

8,112 

0.9 

1 

1 

480-614 

5,910 

6,210 

3.9 

4 

4 

457-556 

25,826 

26,126 

0.7 

1 

1 

395-4S0 

4,740 

4,740 

1 

1 

1 

1,100-1,337 

16.044 

16,044 

3 

3 

3 

905-1,100 

39,600 

89,600 

1 

1 

1 

905-1,100 

13.200 

13.200 

9 

9 

2 

863-1,048 

25,152 

25.152 

10.6 

11 

11 

821-998 

129,192 

130,260 

17.4 

18 

18 

746-905 

192,984 

194,016 

16 

17 

17 

710-863 

173.SS0 

174,648 

63.7 

74 

74 

676-821 

706,484 

712,812 

9.4 

16 

16 

628-764 

129,288 

134,768 

40.3 

86 

86 

584-746 

329.238 

311,582 

113.8 

109 

109 

530-676 

894,172 

848,518 

0.6 

1 

1 

517-628 

6,360 

6,684 

1 

1 

1 

517-628 

7,536 

7,536 

449.8 

265.8 

265.8 

480-614 

2,173,203 

1,952.335 

63.8 

64 

64 

415-457 

332,680 

349,436 

1 

1 

1 

746-905 

10,860 

10,860 

2.8 

8 

8 

676-821 

28,020 

28,440 

0.5 

1 

1 

628-764 

7,920 

8,304 

5.8 

6 

6 

480-614 

41,100 

41,400 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 

12.888 

12,888 

0.7 

1 

1 

863-1,048 

11.085 

11,640 

3 

3 

3 

710-863 

31,068 

31,068 

1 

1 

1 

710-863 

10.856 

10,356 

1 

1 

1 

644^783 

9,359 

9,396 

8.4 

4 

4 

614-746 

34,014 

34,822 

1 

1 

1 

614-746 

8,952 

8,952 

2 

2 

2 

614-746 

17,544 

17,904 

7.1 

5 

5 

614-746 

44,760 

44,760 

1 

1 

— 

4,476 

8,952 

3.8 

4 

4 

4S0-614 

28,056 

28,892 

0.2 

0.2 

3.21-3.37  hr 

1,335 

1,335 

1 

1 

1 

973-1.188 

14,196 

14,196 

3.5 

6 

6 

884-1,074 

41,580 

77,328 

22.3 

42 

42 

801-973 

400,086 

471,528 

1.1 

2 

2 

1,548-2,076 

41,160 

42,096 

0.6 

1 

1 

1,708-2.179 

20,921 

21,961 

1.7 

2 

2 

1,548-2.076 

44,380 

45,408 

1 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

1 

801-973 

9,612 

10.104 

2.8 

3 

3 

446-543 

18,805 

19,262 

1 

1,793-2,268 

_ 

_ 

0.1 

— 

_ 

1,548-2.076 

— 

— 

1 

- 

_ 

973-1,183 

— 

— 

1 

_ 

_ 

884-1,074 

— 

_ 

1 

_ 

_ 

801-973 

— 

— 

0.2 

_ 

_ 

505-614 

— 

— 

0.9 

_ 

_ 

446-543 

— 

— 

0.5 

- 

- 

415-530 

- 

- 

0.3 

- 

- 

415-505 

- 

- 

977.2 

847 

847 

$8,107,328 

$8,297,713 

$8,263,918 

1 

0.9 

1 


$884-1.074 
692-842 
660-801 


$12,888 

$12,888 

8,304 

8,7.36 

9,612 

9,612 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aoth.)      (Aolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


METROPOLITAN  STATE   HOSPITAL— Continued 


SUPPORT  AND  SUBSISTENCE— Continued 

Feeding — Continued 

Supvng  cook  I  

Cook  II 

Baker   II    

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Butclier-meat  cutter  I 

Food  service  supvr  I 

Cook  I 

Food  service  asst  II 

Food  service  asst  I 

Clothing : 

Tailor    

Seamer-seamstress 

Asst  seamstress 

Housekeeping — Public  Areas : 

Janitor  foreman  II 

Supvng  housekeeper  I 

Janitor    

Housekeeper 

Housekeeping — Ward  Areas : 

Janitor  foreman   I 

Janitor    

Laundry : 

Laundry  supvr  II 

Laundry  supvr  I  

Laundryman 

Laundress 

Laundry  asst 

Totals,  Authorized  Positions 183.6 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  III 1 

Supervisor  of  building  trades 1 

Plumber  II 1 

Carpenter  II 1 

Painter  II 2 

Plumber  I 2.S 

Sheet  metal  worker 1 

Upholsterer 1 

Carpenter   I 3 

Painter  I 2.2 

Mason    1 

Locksmith 1 

Blacksmith   1 

Building  maint  man 2 

Maintenance  of  Grounds : 

Supvng  groundsman  II 1 

Lead  groundsman 0.8 

Groundsman 3.1 

Light,  Heat,  and  Power : 

Chief  engineer   I 1 

Electrician   II   0.9 

Electrician    I   3 

Stenmfitter   1 

Stationary   engineer   3.9 

Refrigeration   engineman 0.2 

Stationary  fireman 4.9 

Fire  Protection  : 

Inst   fire   chief 1 

Motor  Vehicles : 

Auto  mechanic 2 

Auto  equipt  operator  II 1 

Auto  eouipt  operator  I 13.1 

Security  Force : 

Security    officer    II 1 

Security  officer  I 3.8 


SALARY  RANGE 

2 

9 

2 

571-764 

16,608 

16,608 

9 

9 

9 

517-692 

67,824 

67,824 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

571-692 

8,304 

8,304 

3.3 

4 

4 

517-628 

26,968 

27,952 

1 

1 

1 

517-628 

7,420 

7,536 

1.7 

2 

2 

469-571 

12,480 

12,756 

3.7 

4 

4 

425-517 

24,309 

24,591 

30.1 

31 

31 

425-517 

188,156 

190,120 

78.3 

85 

85 

3S6-469 

461,936 

460,667 

1 

1 

1 

628-764 

9.16S 

9.16S 

0 

2 

2 

517-628 

15,072 

15,072 

1.7 

2 

2 

425-517 

12,408 

12,408 

1 

1 

1 

530-644 

6,952 

7,308 

1 

1 

1 

457-556 

6,672 

6,672 

13.5 

3 

3 

415-505 

14,893 

15,660 

2 

2 

2 

415-505 

11,152 

11,720 

5.6 

6 

6 

457-556 

37,410 

39,256 

- 

14 

14 

415-505 

75,924 

79,739 

0.9 

1 

1 

628-764 

9,168 

9,168 

9 

2 

9 

517-628 

14,332 

14,668 

6 

7 

7 

446-543 

44,464 

45,000 

10.1 

10 

10 

425-517 

61,233 

61,815 

1.8 

2 

2 

386-^69 

9,492 
$1,189,757 

9,960 

183.6 

198 

198 

$1,021,934 

$1,210,816 

1 

1 

$1,023-1,243 

1 

1 

801-927 

1 

1 

764-842 

T 

1 

728-801 

2 

2 

728-801 

3 

3 

728-801 

1 

1 

728-801 

1 

1 

62S-764 

3 

3 

692-764 

3 

3 

692-764 

1 

1 

692-764 

1 

1 

692-764 

1 

1 

676-746 

2 

2 

584-644 

1 

1 

676-821 

1 

1 

530-644 

3 

3 

505-584 

1 

1 

801-927 

1 

1 

764-842 

3 

3 

728-801 

1 

1 

728-801 

4 

4 

692-764 

1 

1 

692-764 

5 

5 

628-692 

1 

1 

728-884 

2 

2 

676-821 

1 

1 

644-710 

13 

13 

584-644 

1 

1 

556-676 

4 

4 

480-584 

Totals,   Authorized   Positions 


62.7 


65 


$14,916 

11,124 

10.104 

9,612 

19,224 

28,283 

9,612 

9,168 

27,504 

27.504 

9,168 

9,168 

8.952 

15,246 

9,852 

7,278 

19,534 

10,995 
10,104 
27,960 

9,612 
36,672 

8,304 
40,944 

10,608 

17.904 

8,520 

100,014 

8,112 
27,566 


65 


$506,999 


$563,584 


GRAND  TOTALS,  AUTHORIZED 

POSITIONS    1,344.2   1,237.4   1,237.4 


$14,910 

11,124 

10.104 

9,612 

19,224 

28.762 

9,612 

9,168 

27.504 

27.504 

9,168 

9,168 

8,952 

15,456 

9,852 

7,638 

20,532 

11,124 
10,104 
28,392 

9,612 
36.672 

8,736 
41,328 

10,608 

17,904 

8.520 

100,404 

8,112 
27,892 

§567,704 


$10,421,032        $10,927,108        $10,932,192 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


e7-68  68-69  69-70 
(Fillidl      (Auih.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MODESTO  STATE  HOSPITAL 


ADMINISTRATION 

Executive : 

Supt  &  medical  director 

Secretary  I 

Medical  Records  and  Clerical : 

Medical  record  librarian 

Supvng  clerk  I 

Sr  steno   

Sr   clerk   

Sr  clerk-typist 

Sr  file  clerk 

Steno  II 

Clerk-typist  II 

Clerk  II 

Business  Services : 

Hosp  business  administrator 

Sr  steno 

Fiscal  Section : 

Accounting  officer 

Property  clerk  II 

Accountant  I 

Sr  clerk    

Sr  account  clerk 

Aectg  technician 

Steno  II  

Bookkeeping  mach  operator  I 

Account  clerk  II 

Hospital  Trust  Office : 

Patients'  estates  &  accts  specialist 

Sr  clerk 

Clerk-typist  II 

Personnel  Section : 

Personnel  officer  I 

Training  asst 

Personnel  asst  II 

Sr  steno   

Sr  clerk-typist 

Personnel  asst  I 

Clerk-txpist  II 

Service,  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Storekeeper  III  

Storekeeper  I  

Clerk-typist  II  

Clerk   II   

Communications  Section : 

Snpvng  telephone  operator 

Telephone  operator 

Totals,   Authorized  Positioixs 


CARE   AND  WELFARE 

Medical  Care : 

Assoc  supt,  medical  services 

Asst  supt,  general  &  surgical  service 

Asst  supt  psychiatric  service 

Chief  of  professional  education 

Sr  physician 

Sr  psychiatrist 

Physician  &  surgeon  II 

Staff  psychiatrist   

Dentist  II 

Chief  psychologist 

Podiatrist   

Staff  psychologist — clinical 

Pharmacist  II 

Nurse-anesthetist 

Supvng  lab  technologist 

Phys  therapist  II 

Lab  technologist 

Phys  therapist  I 

Electroencephalographic  techn 

X-ray  techn 

Psychiatric  techn — podiatrist  asst 

Lab  asst  II 

Dental  asst 

Student  professional  asst 


SALARY  RANGE 

1 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

692-842 

10,104 

10,104 

1 

1 

1 

571-692 

8,304 

8.304 

4 

4 

4 

505-614 

29.472 

29,472 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

6,796 

7.132 

1 

1 

1 

492-599 

7,188 

7.188 

4.7 

6 

6 

446-543 

36,018 

36.846 

10.5 

10.5 

10.5 

415-530 

63,160 

63.818 

2.9 

3 

3 

415-505 

17,320 

17,582 

1 

1 

1 

1,273-1,548 

18,576 

18.576 

1 

1 

1 

505-614 

6,060 

6,360 

1 

1 

1 

86.3-1,048 

12,576 

12,576 

1 

1 

1 

614-746 

8,592 

8,952 

1 

1 

1 

584-710 

8,048 

8.4.52 

1 

1 

1 

492-599 

7,188 

7,188 

0.3 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,104 

7,188 

1 

1 

1 

446-543 

5,490 

5,766 

1 

1 

1 

415-505 

5,599 

5.885 

2 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

746-905 

10.860 

10,860 

1 

1 

1 

492-599 

7.188 

7,188 

1.8 

2 

2 

415-530 

10,676 

11,212 

1 

1 

1 

998-1,213 

12,628 

13,2.55 

1 

1 

1 

783-950 

11.400 

11,400 

0.4 

1 

1 

571-692 

8,304 

8.304 

1 

1 

1 

505-614 

7,368 

7,368 

0.8 

492-599 

— 

— 

1 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

415-580 

11,613 

11,895 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9,8.52 

9,852 

2 

2 

2 

530-676 

15,4.56 

15.456 

1 

1 

1 

415-330 

6,060 

6,060 

5 

5 

5 

415-505 

30,175 

30,300 

1 

1 

1 

469-571 

6,8.52 

6.8.52 

5 

5 

5 

41.5-505 

29,722 

30,025 

67.4 


69.5 


69.5 


1 

1 

1 

1 

1 

1 

2 

2 

2 

1 

1 

1 

0.3 

1 

1 

1 

3 

3 

4.1 

3.6 

3.6 

3.7 

7.4 

7.4 

1.5 

2 

2 

1 

1 

1 

1 

1 

1 

2.6 

4 

4 

1 

1.1 

1.1 

0.8 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

2 

0.2 

1 

1 

0,5 

1 

1 

1 

1.1 

1.1 

1 

1 

1 

1 

1 

1 

2 

2 

2 

1 

1 

$474,125 


$2,076-2.270 

1,882-2,269 

1,882-2.269 

1,882-2.269 

1,708-2.179 

1,708-2,179 

1.548-2,076 

1,548-2,076 

1,47.5-1,793 

1,183-1,439 

97.3-1.183 

973-1,183 

1,048-1.155 

863-1.048 

821-998 

746-905 

710-821 

644-783 

556-676 

556-676 

480-614 

457-^56 

457-556 

39.5-480 


$517,781 


$27,240 

27,228 

54,456 

22,584 

24,912 

65,904 

82,105 

145.478 

39.216 

17,268 

14,396 

49,724 

15,246 

10,3.56 

11.976 

10.860 

18..188 

7,920 

6,840 

8.923 

7,008 

6,]  35 

13.344 

4,860 


$523,448 


$27,240 

27,228 

54,456 

23.712 

24,912 

67,944 

83,253 

150,.562 

40.092 

17,268 

14,196 

51  ,.534 

15.246 

10,860 

11,976 

10.860 

19.026 

8.316 

7,188 

8.923 

7.008 

6.4.38 

13.344 

5,100 
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HEALTH  AND  WBLFAKH 


SALAKIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (Auth.)       (Auth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
28 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
S6 


MODESTO  STATE   HOSPITAL— Continued 


CARE  AND  WELFARE— Continued 

Personal  Care : 

Siipt  of  nursing  services 

Asst  supt  of  nursing  services 

(registered  nurse) 

Psychiatric  nursing  educ  director 

Asst  supt  of  nursing  services 

fpsycliiatric   technician)    

Supvng  psychiatric  nurse 

Sr   psychiatric   nurse 

Supvng  psychiatric  technician 

Psychiatric  nurse 

Graduate  nurse 

Sr   psychiatric   technician   II 

Sr   psychiatric   technician   I 

Barbershop    manager    

Beauty  shop  manager 

Psj'cliiatrie   techn    

Psj'chiatric   techn — trainee   

Medical  Assistance  Program : 

Physician   c&   surgeon   II 

Social   -worker   I    

Clerk-typist    II    

Surgery — Central  Supply — Clinics : 

Surgical  nurse  II 

Surgical  nurse  I 

Psychiatric   nurse 

Psychiatric   techn   

Steno  II   

Rehabilitation  Therapy : 

Chaplain   (Catholic) 

Chaplain  (Protestant) 

Supvr  of  rehabilitation  services 

Asst  supvr  of  rehabilitation  services 

Coordinator  of  volunteer  services 

Librarian    II    

Occupational    therapist    

Industrial   therapist   

Music    therapist    

Recreation    therapist    

Psychiatric  techn — group  leader 

Motion   picture  operator 

Social  Service ; 

Supvng  psychiatric  social  worker  II 
Supvng  psychiatric  social  worker  I 
Psychiatric   social  worker 

Convalescent  Leave  Service : 

Physician  &  surgeon  II 

After-care  Facility : 

Sr  psychiatrist 

Physician  &  surgeon  II 

Staff  psychologist — clinical 

Psvehiatric  social  worker 

Steno   II   

Clerk-typist  II 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 1 

Food  administrator  I 1 

Supvng  cook  II 0.9 

Supvng  cook  I 2 

Cook  II 10.2 

Baker  II 1 

Bntcher-meat  cutter  II 1 

Food  service  supvr  II 1 

Baker  I 2.5 

Butcher-meat  cutter  I 0.9 

Food  service  supvr  I 2.3 

Cook  I 1.9 

Food  service  asst  II 12.3 

Food  service  asst  I 29.8 


SALARY  KANGE 

1 

1 

1 

1,100-1,387 

14,440 

15,156 

3 

3 

3 

905-1,100 

39,600 

39,600 

1 

1 

1 

905-1,100 

10,860 

11,400 

2 

2 

2 

863-1.048 

24,802 

25,1.'52 

8 

8 

8 

821-998 

95,760 

95.808 

23 

21 

21 

746-905 

227,934 

228,060 

14.1 

16 

16 

710-863 

160,188 

161,484 

30.9 

72 

72 

676-821 

642,690 

661.280 

10.6 

6 

6 

62S-7G4 

52,560 

54,792 

35.3 

18 

18 

584-746 

168,420 

161.136 

104.6 

36 

36 

530-676 

328,536 

292,032 

1 

1 

1 

517-628 

6.544 

6,880 

1 

1 

1 

517-628 

7,536 

7.536 

277.5 

319 

319 

480-614 

2,330.229 

2,263.696 

5.4 

12 

12 

415-457 

61,920 

65,016 

0.4 

_ 

_ 

1,548-2,076 

_ 

_ 

1.2 

- 

- 

660-801 

_ 

_ 

0.6 

- 

- 

415-530 

- 

- 

1 

1 

1 

746-905 

10,860 

10,860 

2.5 

3 

3 

676-821 

29,556 

29,556 

_ 

1 

1 

676-821 

8,316 

8,736 

4 

3 

3 

4S0-614 

21,744 

21,744 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 

12,888 

12,SSS 

1 

1 

1 

863-1.048 

11,265 

11,832 

2.2 

3 

3 

710-863 

28,500 

29,412 

1 

1 

1 

710-863 

10,356 

10,356 

1 

1 

1 

644-783 

9,396 

9,396 

0.4 

1 

1 

614-746 

7,548 

7,920 

O.S 

1 

1 

614-746 

7,368 

7,728 

0.5 

0.5 

0.5 

614-746 

4,476 

4,476 

1.8 

3.5 

3.5 

614-746 

23.958 

28,560 

3 

3 

3 

480-614 

21,384 

21,384 

- 

0.2 

0.2 

3.21-3.37  hr 

1,272 

1,272 

0.9 

1 

1 

973-1,183 

14,141 

14,196 

0.1 

1 

1 

884-1,074 

2,652 

10,737 

5.7 

9 

9 

801-973 

90,625 

99,999 

0.2 

0.2 

0.2 

1,548-2,076 

4,982 

4,982 

_ 

1 

1 

1,708-2,179 

20,496 

21,516 

1.2 

2 

2 

1,548-2.076 

43,872 

45,615 

0.3 

1 

1 

973-1,183 

11,676 

12,276 

1 

1 

1 

801-973 

11,308 

11,676 

2.4 

2 

2 

446-543 

12.006 

12,282 

0.2 

1 

1 

415-530 

5,100 

5,352 

5S5.5 

604.6 

604.6 

§4,807,413 

$5,309,535 

$5,269,865 

1 

1 

$884-1,074 

1 

1 

692-842 

1 

1 

660-801 

2 

2 

571-764 

11 

11 

517-692 

1 

1 

571-692 

1 

1 

571-692 

1 

1 

571-692 

2 

o 

517-628 

1 

1 

517-628 

3 

3 

469-571 

9 

2 

425-517 

17 

17 

425-517 

27 

27 

386-469 

$12,888 

10,104 

9,612 

16.608 

80.240 

8,304 

8.304 

8.804 

15,072 

7,536 

19,968 

11.556 

97.506 

143.203 


$12,888 

10,104 

9,612 

16,608 

81,236 

8,.304 

8,304 

8.304 

15,072 

7,536 

20,.556 

11,832 

99.894 

146,401 
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UJ 

SALAEIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-1 

67-68  68-69  69-70 
IFilled)       (iuth.)        (tolh.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MODESTO  STATE   HOSPITAL— Conti 
SUPPORT  AND  SUBSISTENCE— Continued 


nued 


Clothing : 

Clothing  center  manager 

Shoem.iker    

Seamer-seamstress    

Asst  seamstress 

Housekeeping : 

Siipvng  housekeeper  I 

Janitor    

Housekeeper 

Laundry : 

Laundry  supvr  II  

Laundry  supvr  I  

Laundryman     

Laundress 

Laundry  asst 


1  1 

2.8  3 

2.8  3 


1 

2 

3.7 

9.1 

6.1 


1 
2 
5 

11 

4 


1 
1 

1 
2 

1 
3 
3 

1 
2 
5 
11 
4 


Totals,  Authorized  Positions 101.3       106 


PLANT  OPERATION 


106 


5AL.AKY  BANGE 
660-801 
628-764 
517-628 
425-517 

457-556 
41.5-505 
415-505 

628-764 
517-628 
446-543 
425-517 
386-469 

$589,894 


9.612 

7.536 

7.132 

11,786 

6.672 
16.770 
17,428 

9.168 
14,407 
30.522 
66.288 
19,912 


$666,438 


Maintenance  of  Structures : 

Chief  of  plant  operation  III 

Carpenter   II   

Painter   II   

Plumber  I 

Upholsterer 

Carpenter   I   

Painter   I   

Machinist    

Fusion  welder 

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  I 

Groundsman 

Light,  Heat,  and  Power : 

Chief  engineer  I 

Electrician   I 

Steamfitter    

Stationary   engineer 

Stationary  fireman 

Water  and  Sewage  : 

Waf-er  &  sewage  plant  supvr 

Fire  Protection : 

In.stitution  fire  chief 

Institution  fireman 

Institution  firefighter 

Motor  Vehicles : 

Auto  mechanic 

Auto  equipt  operator  II 

Auto  enuipt  operator  I 

Security  Force : 

Security  officer  II 

Security  officer  I 

Totals.  Authorized  Positions 


GRAND      TOTALS, 
POSITIONS    _^ 


AUTHORIZED 


9.612 
-  7.920 

7.478 
12,062 

6.672 
17.472 
17,696 

9.168 
1.5.014 
31.398 
66.816 
20,905 


$678,864 


1 

2 

2 

1 

2.9 

4 

1 

1 

6.9 

1 
1 
2 
2 
1 
2 
4 
1 
1 
7 

1 
1 
2 

9 

i 

9 

4 

1 
1 
7 

$1,02.3-1.243 
728-801 
728-801 
72.S-S01 
628-764 
692-764 
692-764 
692-764 
676-746 
584-644 

$14,916 

8.736 

19.224 

19.224 

8,080 

17,472 

36.672 

9.168 

8.952 

53,556 

$14,916 

9,168 

19.224 

19.224 

8.484 

17.904 

36.672 

9.168 

8.952 

53,916 

1 
3 

1 
3 

1 
3 

614-746 

505-584 

8,952 
20,016 

8.952 
21,024 

1 
2 

0.7 
3 

5 

1 
2 
1 
3 
5 

1 
2 

1 
3 
5 

801-927 
728-801 
72,8-801 
692-764 
628-692 

11,124 
19,224 
8,736 
27.504 
41,520 

11,124 
19.224 
9.168 
27.504 
41,520 

1 

1 

1 

728-801 

9,612 

9,612 

1 

4.9 

1.3 

1 
5 
1.3 

1 
5 
1.3 

72.S-8S4 
599-728 
599-728 

10.608 
43.120 
11,388 

10.608 
43.536 
11,388 

1 

0.8 
8 

1 
1 

8 

1 
1 

8 

676-821 
644-710 
584-644 

8,952 

8,282 

61,284 

8.952 

8..520 

61.644 

1 
4 

1 

4 

1 
4 

556-676 

480-584 

8.112 
28,032 

$522,466 

8.112 
28,032 

60.5 

61.3 

61.3 

$483,723 

$526,548 

814.7 

841.4 

841.4 

$6,355,155 

$7,016,220 

$6,998,725 

ADMINISTRATION 

Executive : 

Supt  &  medical  director 1 

Administrative  asst  II 1 

Secretary   I    1 

Medical  Records  and  Clerical: 

Medical  record  librarian 1 

Supvng  clerk  I 1 

Sr  steno   12 

Sr  clerk-typist 3 

Sr  file  clerk 1 

Steno  II 7.4 

Clerk-typist  II 42.6 

Duplicating  mach  operator  II 1 

Clerk  II   9 

File  clerk  II 1.2 


NAPA  STATE  HOSPITAL 


1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

950-1.1.55 

13.255 

13.860 

1 

1 

584-710 

8,520 

8,520 

1 

1 

692-842 

10.104 

10.104 

1 

1 

571-692 

8,240 

8,304 

12 

12 

50.5-614 

87,832 

88.176 

3 

3 

492-599 

21,172 

21,508 

1 

1 

492-599 

7,188 

7,188 

7 

7 

446-543 

43.990 

44.810 

46 

46 

415-530 

271.473 

276,587 

1 

1 

435-530 

6..360 

6.360 

10 

10 

415-505 

57.690 

59.085 

1 

1 

415-505 

5,960 

6,060 

500 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllledl       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 


NAPA  STATE  HOSPITAL— Continued 


Business  Services : 

Hosp  business  administrator 

Sr  steno 

Fiscal  Section : 

Accounting  officer  III  _ 

1 
1 

1 
1 
1 
1 
1 
1 
1 
2 
1 
2.9 

1 

1 

1 

1 

1 

8.7 

0.2 

1 

1 

1 

1 

1 

2 

0.4 

4.7 

1 

1 

1 

2 

0.8 

1 

2.2 

1 
6.2 

1 
1 

1 

1 
1 
1 
1 
1 
1 
2 

1 
3 

1 
2 
1 
1 
1 
9 
1 
1 

1 

1 
1 
1 
2 
1 
4 

1 
1 
1 
2 
1 
1 
2 

1 
6 

1 
1 

1 

1 

1 
1 

1 
1 
1 
o 

1 
3 

1 
2 
1 
1 

1 
9 

1 
1 

1 
1 

1 
1 
2 
1 
4 

1 
1 
1 

2 
1 
1 
2 

1 
6 

SALARY  RANGE 

1,273-1,548 
505-614 

950-1,155 
614-746 
584^710 
492-599 
492-599 
492-599 
415-530 
415-505 
415-505 
415-505 

821-998 
746-905 
492-599 
492-599 
446-543 
415-530 
415-505 
415-505 

998-1,213 
783-950 
571-692 
50.5-614 
492-599 
446-543 
415-530 

863-1,048 
783-950 
676-821 
530-676 
446-543 
415-530 
415-505 

469-571 
415-505 

18,576 
7,368 

13,860 

8,952 
8,520 
7,188 
7,188 
7,188 
6,060 

12,120 
6,060 

17,955 

11,976 
20.124 
7,188 
7,188 
6,516 
53,697 
5,100 
6,060 

14,266 

10,272 
8,304 
7,368 

14,208 
5,904 

22,802 

12,576 

11,400 
9,852 

14,886 
6,490 
6,060 

12,120 

6,852 
34,856 

$1,006,136 

18,576 
7,368 

13,860 

Property  clerk  II 

Accountant  I 

Sr  clerk 

Sr  account  clerk 

Accounting  technician 
Clerk-tTpist  II 

8,952 
8,520 
7,188 
7,188 
7,188 
6,060 

Bookkeeping  mach  operator  I 

Cashier  clerk  II 

Account  clerk  II 

12,120 

6,060 

18,180 

Trust  Section : 

Patients  estates  &  accts  supvr 

Patients  estates  &  accts  specialist 

Sr   clerk    

11,976 

21,132 

7,188 

7,188 

Steno  II   

Clerk-tvpist  II 

6,516 

54,558 

Clerk   II    

Account  clerk  II 

Personnel  Section : 

Personnel  officer  I 

Training  asst 

5,532 
6,060 

14,556 
10,776 

Personnel  asst  II 

Sr  steno 

Personnel  asst  I 

Steno  II                                         

Clerk-typist  II 

8,304 
7,368 

14,376 
6,210 

23,341 

Service.  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Service  &  supply  officer  I 

Storekeeper  III     _ 

Storekeeper  I 

12,576 

11,400 

9,852 

15,246 

Steno  II  

Clerk-typist  II                               

6,516 
6,060 

Clerk   II   

Communications  Section : 

Supvng  telephone  operator  I 

Telephone  operator 

12,120 

6,852 
35.632 

Totals,  Authorized  Positions 

139.3 

145 

145 

$906,108 

$1,020,409 

CARE  AND  WELFARE 

Medical  Care : 

Assoc  supt,  medical  services 1 

Asst  supt,  general  medical  and 

surgical   services   1 

Asst  supt,  psychiatric  services 5 

Asst  supt,  chiUlrens  services 1 

Chief  of  professional  education 1 

Sr  physician 1 

Sr   psychiatrist   4.3 

Physician  &  surgeon  II 26.8 

Staff  ps,ychiatrist   14.1 

Pathologist   1 

Dentist  III 1 

Dentist  II 2.7 

Chief  psychologist 1 

Psychiatric   resident   II 7 

Psychiatric  resident  I 0.5 

Sr   psychologist    3 

Podiatrist    1 

Staff  psychologist — clinical 16.4 

Pharmacist   II 1 

Pharmacist  I   1 

Nurse-anesthetist     0.5 

Supvng  lab   technologist — clinical 1 

Sr  lab  technologist — clinical 1 

Neuropathology  technologist 1 

Phys  therapist  II 1 

Librarian  III 0.8 

Lab  technologist   5.8 

Phys  therapist  I 3.4 


1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1,882-2,269 

27,228 

27,228 

5 

5 

1,882-2,269 

135,226 

136,116 

1 

1 

1,882-2,269 

27,228 

07  903 

1 

1 

1,882-2,269 

27,228 

27,228 

1 

1 

1,708-2,179 

26,148 

26,148 

6 

6 

1,708-2,179 

140,696 

143,970 

25.6 

25.6 

1,548-2.076 

560,413 

572,971 

194 

19.4 

1,548-2,076 

408,894 

421,367 

1 

1 

1,626-2,076 

24,912 

24,912 

1 

1 

1,626-1,976 

23,712 

23.712 

3 

3 

1,475-1,793 

60,732 

61,608 

1 

1 

1,183-1,439 

17,268 

17,268 

7 

7 

614-1.337 

86,268 

89,064 

_ 

614-1,337 

— 

— 

3 

3 

1,074-1,305 

46,980 

46,980 

1 

1 

97.3-1,183 

14,196 

14,196 

17.7 

17.7 

973-1.183 

233,205 

243,004 

1 

1 

1,048-1,155 

13,860 

13.860 

1 

1 

998-1.100 

13.200 

13.200 

1 

1 

863-1.048 

10,356 

10.860 

1 

1 

821-998 

10,860 

11.4C0 

1 

1 

746-905 

10,860 

10,860 

1 

1 

746-905 

10,860 

10,800 

1 

1 

74C-905 

10,860 

10,860 

1 

1 

710-863 

8.520 

8.9.^2 

8 

8 

710-821 

74,605 

76,364 

4 

4 

644-783 

35,484 

36,319 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filltd)      (tuih.)      (ioih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CARE  AND   WELFARE— Continued 


NAPA  STATE   HOSPITAL— Continued 


Medical  Care — Continued 

Photographer  I   1 

Sr  X-ray  technician 0.6 

Electroencpphalographic  techn 1 

X-ray  technician 2.3 

Psychiatric  techn — podiatrist  asst 1.9 

Sr  clerlj       0.2 

Lab  asst  II 2.S 

Dental  asst 4 

Career  Resident : 

Physician  &  surgeon  II 1 

Staff  psychiatrist 3.1 

Personal  Care : 

Superintendent    of   nursing   services  1 
Asst  supt  of  nursing  services  (regis- 
tered nurse)    4 

Psychiatric  nursing  educ  director 1 

Asst  supt  of  nursing  services   (psy- 
chiatric  technician   2 

Supvng  psychiatric  nurse 14.6 

Sr  psychiatric  nurse 19.5 

Supvng  psychiatric  technician 19.6 

Psychiatric  nurse   67.1 

Graduate  curse 8.7 

Sr  psychiartic  technician  II 49.8 

Sr  psychiatric  technician  I 123.5 

Barbershop  manager 1 

Beauty  shop  manager 1 

Psychiatric  technician   703.3 

Psychiatric  techn — trainee 25.7 

Surgery — Central  Supply — Clinics : 

Surgical  nurse  II 1 

Surgical  nurse  I 4 

Psychiatric   techn   6 

Clerk-typist  II 1 

Rehabilitation  Therapy : 

Chaplain  (Catholic) 1 

Chaplain  (Protestant) 2 

Supvr  of  rehab  services 1 

As.st  supvr  of  rehab  services 3.9 

Coordinator  of  volunteer  services 1 

Librarian  II 0.8 

Occupational  therapist 7 

Industrial   therapist 1 

Music  therapist 1.5 

Recreation  therapist 9.1 

Student  professional   asst 0.4 

Motion   picture   operator 0.2 

Patient  Group  Leader: 

Ps.vchiatrie   techn   8.8 

Education  : 

Supvr  of  academic  instruction 1 

Teacher  of  mentally  retarded 

children 1 

Teacher  of  emotionally  handicapped  9.1 

Teacher  of  home  economics 1 

Instructor  of  recr  &  phys  education  1 

Instructor  in  general  shop 1 

Teacher,  high  school 1 

Steno  II   1 

Clerk-typist  II 0.8 

Social  Service  : 

Supvng  psychiatric  social  worker  II  1 

Supvng  psychiatric  social  worker  I  4.9 

Psychiatric   social   worker 27.8 

Tuberculosis  X-ray  Services : 

Physician  and  surgeon  II 0.4 

X-rny  technician 1 

Clerk-typist  II 0.5 

Convalescent  Leave  Service: 

Staff  psychiatrist 1 

After-Care  Facility : 

Sr   psychiatrist    0.9 

Staff   psychiatrist   2 

Staff    psychologist — clinical    0.9 

Psvchiatric  social  worker 1 

Steno  II  2 

Clerk-typist  11 0.4 


SAL.\nY  KANGE 

1 

1 

599-728 

8,736 

8,736 

1 

1 

5S4-710 

8.520 

8,520 

2 

<> 

556-676 

14.952 

15,.S00 

2 

o 

556-676 

15,150 

13.510 

1 

1 

480-614 

7,008 

7,008 

_ 

_ 

492-599 

_ 

— 

1 

1 

457-556 

6,672 

6,672 

4 

4 

457-556 

26,688 

26,688 

2 

2 

1.548-2,076 

42.288 

43,224 

4 

4 

1,548-2,076 

85,691 

88,641 

1 

1 

1,100-1,337 

16,044 

16,044 

4 

4 

905-1,100 

52,800 

52,800 

1 

1 

905-1,100 

13.200 

13,200 

2 

2 

863-1,048 

23,706 

23,706 

15 

15 

821-998 

176,280 

177.828 

22 

22 

746-905 

231.162 

233,064 

16 

16 

710-863 

213,804 

162,888 

74 

74 

676-821 

709.922 

717,348 

9 

9 

628-764 

72,964 

76,404 

50 

50 

584-746 

476,232 

436.656 

150 

150 

530-676 

1,243,274 

1,144,704 

1 

1 

517-628 

7,536 

7.336 

1 

1 

517-628 

6,684 

7,020 

636 

636 

480-614 

4,519,596 

4,543,693 

415-457 

- 

- 

1 

1 

746-905 

10,860 

10,860 

5 

5 

676-821 

47,724 

48,144 

6 

6 

480-614 

40,950 

41,2.50 

1 

1 

415-530 

6,360 

6,360 

1 

1 

884-1,074 

14.177 

14,177 

2 

2 

884-1,074 

25,776 

25,776 

1 

1 

863-1,048 

11,784 

12.376 

4 

4 

710-863 

41,130 

41,424 

1 

1 

710-863 

10.356 

w.p,m 

1 

1 

644-783 

9,396 

9,396 

4 

4 

614-746 

35,.592 

35.808 

2 

2 

614-746 

16,320 

16.680 

4 

4 

614-746 

33,000 

33,744 

9 

9 

614-746 

72,495 

79.044 

1 

1 

39.5-480 

4,860 

5.100 

0.2 

0.2 

3.21-3.37  hr 

1,399 

1.399 

9 

9 

480-614 

63,518 

63,928 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

710-1,100 

11.040 

11,-592 

9 

9 

710-1,100 

133,260 

114,340 

1 

1 

710-1.100 

10,860 

11,400 

1 

1 

710-1.100 

12,-576 

12.576 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

710-1.100 

10.860 

11.400 

446-543 

— 

— 

1 

1 

415-530 

6,360 

6,360 

1 

1 

973-1,183 

14,196 

14,196 

6 

6 

884-1,074 

74,691 

75,576 

42 

42 

801-973 

422.198 

450,241 

0.5 

0.5 

1,548-2,076 

12,456 

12,456 

1 

1 

556-676 

8,112 

8,112 

0.5 

0.5 

415-530 

3,180 

3,180 

1.5 

1.5 

1,548-2,076 

31,968 

32,952 

1 

1 

1,708-2.179 

24,912 

24,912 

o 

o 

1,548-2.076 

48,624 

48,624 

1 

1 

973-1.1S3 

14,196 

14,196 

1 

1 

801-97-3 

11,124 

11,676 

3 

3 

446-543 

19,548 

19,548 

1 

1 

415-530 

5,200 

5,462 
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1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
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68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
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CARE  AND  WELFARE— Continued 


NAPA  STATE   HOSPITAL— Continued 


Medical  Assistance  Program : 

Physician  &  surgeon  H 0.5  —  - 

Social   worker   I   1.5  —  — 

Clerk-typist   II    0.6 

East  Bay  Clinic: 

Chief    psychiatrist,     mental    health 

clinic    111 

Staff  psychiatrist   1.1  2  2 

Staff    psychologist — clinical    111 

Supvng  social  worker  I 0.9  1  1 

Psychiatric  social  worker 2  2  2 

Sr  steno   111 

Steno  II 111 

Clerk-typist   II    2.2  8  3 

San   Francisco  Community  Screening 
Unit : 

Physician  &  surgeon  II 0.5  —  — 

Staff   psychiatrist    0.4  -  - 

Supyng  social  worker  I 1  -  — 

Social    worker    1  -  - 

Sr   steno   O.S 

Steno  II 0.3 

San  Francisco  Day  Treatment  Center : 

Psychiatrist    director    1  -  - 

Sr    psychiatrist    O.S  -  - 

Staff   psychiatrist   1  —  - 

Psychiatric   resident  II 0.1  -  - 

Staff  psychologist — clinical 0.8  -  - 

Supvng  social  worker  I 1  -  - 

Supervisor    1  -  - 

Social    worker    1  —  — 

Voc  rehab  counselor 1  -  - 

Sr  psychiatric  nurse 0.4  -  - 

Psychiatric   nurse   0.6  —  — 

Occupational    therapist   1  -  - 

Recreation  therapist 1  -  — 

Sr  steno   1  —  - 

Psychiatric  teehn 0.9  —  — 

Steno  II 1.8 

Clerk-typist  II 0.9 

Totals,  Authorized  Positions 1,309.5    1,257.4    1,257.4 

SUPPORT  AND  SUBSTANCE 

Feeding : 

Food  administrator  II 

Food  administrator  I 

Supvng  cook  II  

Supvng  cook  I  

Cook  II  

Baker  II 

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Butcher-meat  cutter  I 

Food  service  snpvr  I 

Cook  I 

Food  service  asst  II 

Food  service  asst  I 

Clothing : 

Clothing  center  manager 

Tailor    

Seamer-seamstress 

Asst  seamstress 

Housekeeping : 

Janitor  foreman  III 

Janitor  foreman  II 

Janitor  foreman  I 

Janitor    

Housekeeper 

Laundry  : 

Laundry  supvr  II 

Laundry  supvr  I 

Laundryman 

Laundress 

Totals,  Authorized  Positions  _ 


SALARY  RANGE 

1,548-2,076 

_ 

_ 

660-801 

_ 

_ 

415-530 

- 

- 

1,793-2,268 

27,216 

27,216 

1,548-2,076 

37,152 

39,024 

973-1,183 

14,196 

14,196 

884-1,074 

12,276 

12,276 

801-973 

21,288 

21,780 

505-614 

7,368 

7,368 

446-543 

6,516 

6,516 

415-530 

15,799 

16,589 

1,548-2,076 

_ 

1,548-2.076 

- 

- 

884-1,074 

— 

_ 

801-973 

_ 

^ 

505-614 

_ 

_ 

446-553 

- 

- 

1,882-2.269 

_ 

_ 

1,708-2,179 

_ 

_ 

1,548-2,076 

_ 

— 

614-1.337 

_ 

- 

973-1.183 

_ 

_ 

S84-1.074 

_ 

_ 

863-1,048 

_ 

_ 

801-973 

_ 

_ 

783-950 

_ 

_ 

746-905 

_ 

_ 

676-821 

_ 

_ 

614-746 

_ 

_ 

614-746 

_ 

_ 

505-614 

_ 

_ 

480-614 

_ 

_ 

446-543 

_ 

_ 

415-530 

- 

- 

$11,089,386 

$11,536,573 

$11,486,307 

1 

1 

1 

$884-1,074 

$12,888 

$12,888 

9 

2 

9 

692-842 

20.126 

20.208 

1 

1 

1 

660-801 

9.096 

9,538 

1.9 

9 

9 

571-764 

16.576 

16,608 

12.2 

12 

12 

517-692 

90.432 

90,432 

1 

1 

1 

571-692 

8,304 

8,304 

0.5 

1 

1 

571-692 

7,020 

7,362 

1 

1 

1 

571-692 

8.304 

8,304 

4 

4 

4 

517-628 

30,144 

80.144 

1.3 

1 

1 

517-628 

7.536 

7.536 

3.1 

5 

5 

469-571 

31,812 

32,364 

3.9 

4 

a. 

425-517 

23,342 

24.332 

27.2 

28 

28 

42.5-517 

171,029 

172,008 

48.7 

52 

52 

386-^69 

282,502 

286,810 

1 

1 

1 

660-801 

9,390 

9,612 

1 

1 

1 

628-764 

9.168 

9,168 

1 

1 

1 

517-628 

7,536 

7,536 

2 

2 

2 

425-517 

12,408 

12,408 

1 

1 

1 

584-710 

8.520 

8,520 

1 

1 

1 

530-644 

7,728 

7,728 

3 

3 

3 

457-556 

20.016 

20,016 

21.2 

92 

22 

415-505 

129,883 

131,804 

5.S 

6 

6 

415-505 

36,014 

36,310 

0.6 

1 

1 

628-764 

7,536 

7,920 

9 

9 

9 

517-628 

14,840 

15,072 

9 

9 

9 

446-543 

58,410 

58,644 

7.8 

8 

8 

425-517 

48,654 
$1,089,214 

48,918 

165.2 

173 

173 

$973,343 

$1,100,494 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Anlh.)       (Ai>lh.| 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANT  OPERATION 

Mainten.ince  of  Structures : 

Chief  of  plant  operations  III 

Supervisor  of  building  trades 

Plumber  II   

Carpenter   II   

Painter    II    

Plumber  I 

Sheet   metal  worker 

Upholsterer     

Cnri)enter   I   

Painter   I    

JIason    

Glazier 

Locksmith   

JIachinist    

Fusion   welder   

Buildinc  raaint  man 

Maintenance  of  Grounds: 

Supvns  Kroundsman   II 

Tractor  operator — laborer 

Lead   frroundsman   

Groundsman      

Lic^bt.  Heat,  and  Power: 

Chief  ensineer  I 

E'ectrician   II   

Electrician    I   

Steamfitter    

Stationary   enjjineer   

Refrigeration  ensineman 

Stationary  fireman   

BuildinR   maint   man   

Fire  Protection : 

Institution  fire  chief 

Institution  fireman 

Institution  firefighter — part-time 

Motor  Vehicles : 

Auto    mechanic    

Auto  equipt  operator  II 

Auto  eouipt  operator  I 

Security  Force : 

Security  officer  II 

Security  officer  I 

Totals,  Authorized  Positions 


FARMING  AND  PROCESSING 


NAPA  STATE  HOSPITAL— Continued 


SALARY  RANGE 


1 

1 

1 

.$1,023-1,243 

$14,856 

$14,916 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10.104 

10,104 

1 

1 

1 

728-801 

9,612 

9.612 

3 

3 

3 

728-801 

28,836 

28,836 

3.9 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

72.SUS01 

9,612 

9,612 

_ 

1 

1 

628-764 

7,536 

7,920 

2 

2 

2 

692-764 

18,336 

18,336 

6 

5 

5 

692-764 

45,840 

45,840 

1 

1 

1 

692-764 

9,096 

9.168 

— 

1 

1 

692-764 

8,304 

.S.736 

1 

1 

1 

692-764 

9.168 

9,168 

1 

1 

1 

692-764 

9,168 

9.168 

1 

1 

1 

676-746 

8,952 

8,9.52 

5 

4 

4 

584-644 

30,912 

30,912 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

614-676 

8,112 

8,112 

1 

1 

1 

530-644 

7,668 

7,728 

4 

4 

4 

505-584 

27,360 

28,032 

1 

1 

1 

801-927 

11.124 

11,124 

1 

1 

1 

764-842 

10.104 

10.104 

3.1 

3 

3 

728-801 

27,960 

28.392 

1 

1 

1 

728-801 

9,612 

9,612 

3 

5 

5 

692-764 

44,976 

45,408 

1 

1 

1 

692-764 

9,168 

9.168 

4.9 

5 

5 

62S-692 

40,560 

41,328 

2 

2 

2 

584-644 

15,456 

15,456 

1 

1 

1 

728-884 

10,524 

10.608 

2 

2 

2 

599-728 

17,472 

17,472 

1.3 

1.3 

1.3 

599-728 

11,388 

11,388 

2 

2 

2 

676-821 

17,904 

17.904 

1 

1 

1 

644-710 

8,.520 

8,520 

13.7 

14 

14 

5S4-644 

108,192 

108,192 

1 

1 

1 

556-676 

8,112 

8.112 

3.9 

4 

4 

480-584 

27,209 

27,514 

78.8 


Dairyman    

Asst  dairyman 

Milker    

Farmhand  

Totals,  Authorized  Positions 

GRAND      TOTALS,      AUTHORIZED 

POSITIONS    1,697 


79.3   79.3 


634,103 


$681,953 


$685,654 


0.4 
0.8 
2.5 
0.5 

2 
3 

2 
3 

$676-821 
556-676 
50.5-614 
435-505 

$13,344 

18,180 

$14,016 
19,080 

4.2 

5 

5 

$29,630 

$31,524 

$33,096 

1,697 

1,659.7 

1,659.7 

$13,632,570 

$14,345,400 

$14,325,960 

ADMINISTRATION 

Executive : 

Supt  &  medical  director 1 

Administrative  asst  II 1 

Secretary  I 1 

Medical  Records  and  Clerical: 

Medical  record  librarian 1 

Supvng  clerk  I 1 

Sr  steno 10 

Sr  clerk-typist 2 

Sr  file  clerk 1 

Sr  account  clerk 0.8 

Steno  II 10.7 

Clerk-tvpist  II 21.2 

Clerk    II    10 

File  clerk  II 1 

Account  clerk  II 1 


PATTON  STATE   HOSPITAL 


SALARY  RANGE 


1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

950-1,155 

13.860 

13,860 

1 

1 

584-710 

8,520 

8,520 

1 

1 

692-842 

10,104 

10,104 

1 

1 

571-692 

7,984 

8,304 

11 

11 

505-614 

79,860 

80,196 

2 

2 

492-599 

14,376 

14,376 

1 

1 

492-599 

6,796 

7,132 

1 

1 

492-599 

7,188 

7,188 

1? 

12 

446-543 

75,081 

76,205 

23 

23 

415-530 

139,875 

142,055 

10 

10 

415-505 

57,382 

58,436 

1 

1 

41.O-505 

5,160 

5,418 

1 

1 

415-505 

5,330 

5,599 
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SALAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aoth.)       (ADth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 
4 
5 
6 
7 
8 
9 
10 
01 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 

Business  Services : 

Hosp   business  administrator 

Sr   steno 

Fiscal  Section  : 

Acctg  oiBcer  III 

PropertTT  clerk  II 

Accountant  I 

Sr   clerk   

Sr  account  clerk 

Acctg  teclinician 

Steno  II  

Bookkeeping  mach  operator  I 

Account  clerk  II 

Trust  Section : 

Patients'  estates  &  aects  stipvr 

Patients'  estates  &  aects  specialist 

Sr  clerk-trpist 

Steno   II   

Clerk-tTpist  II 

Account  clerk  II 

Personnel  Section  : 

Personnel  officer  I 

Training  asst 

Sup-rng  clerk   I 

Personnel  asst  II 

Sr  steno 

Personnel  asst  I 

Steno  II 

Clerk-trpist    II    

Service.   Supply,  and  Clerical : 

Sen-ice  &  supply  officer  II 

Storekeeper    III    

Storekeeper  I  

Sr  clerk 

Steno  II 

Clerk  II   

Account  clerk  II 

Communications  Section : 

Supvng  telephone  operator 

Telephone  operator 

Totals,  Authorized  Positions 


CARE  A^'D  WELFARE 


PATTON   STATE   HOSPITAL— Continued 


1 
1 

1 

1 
1 
1 
2 

1 

0.8 
1 
4.1 

1 

1 

1 

0.6 

7.2 


1 

1 

1.1 

1 

1 

1 

1.9 

2 

1 

1 

2 

0.9 

1 

3.7 

1 

1 
7 


lis 


Medical  Care: 

Assoc  supt,  medical  services 1 

Asst  supt.  general  medical  &  surgical 

service   2 

Asst  supt.  psychiatric  service 4 

Chief  of  professional  education 1 

Sr  psychiatrist 5.1 

Physician  &  surgeon  II 17.6 

Staff   psychiatrist   10.1 

Career  psych  resident — staff  psych_  2 

Pathologist   1 

Dentist  III 1 

Dentist  II 2 

Chief  psyeholo.gist 1 

Psychiatric  resident  II 4.9 

Sr   nsychologist 1.7 

Podiatrist   1 

Staff  psychologist — counseling 0.2 

Staff  psychologist — clinical 7.6 

Pharmacist  II 1 

Pharm.icist  I 1 

Nurse-anesthetist 0.1 

Sup'.Tig  lab  technologist 1 

Sr  lab  technologist 2 

Neuropathology  technologist 1 

Phys  therapist  II 1 

Libmrian  III 1 

Dental  lab  technician 1 

Clinical  lab  technologist 3.5 

Phys  therapist  I 5 


124 


1 

1 

1 
1 
1 

1 
2 

1 

1 
1 
4 

1 
■> 

i 

1 


124 


S.U..\BY  E.\NGE 
1,273-1.548 
505-614 

950-1,1.55 
614^746 
584-710 
492-599 
492-599 
492-599 
446-543 
415-505 
415-505 

821-998 
746-905 
492-599 
446-543 
415-530 
415-505 

998-1,213 
783-950 
571-692 
571-692 
505-614 
492-599 
446-543 
415-530 

863-1,048 
676-S21 
530-676 
492-599 
446-.543 
415-505 
415-505 

469-571 
41.5-505 

§792,216 


1 

1 

$2,076-2,270 

9 

9 

1,882-2,269 

4 

4 

1,882-2.269 

1 

1 

1.8.S2-2,269 

6 

6 

1,708-2,179 

26 

26 

1.54S^2.076 

10.3 

10.3 

1.54S^2.076 

2 

"> 

1..54,S-2,0T6 

1 

1 

1.626-2.076 

1 

1 

1,626-1,976 

2 

2 

1,475-1,793 

1 

1 

1,18:5-1,439 

9 

9 

614-1,337 

2 

2 

1,074-1.305 

1 

1 

973-1,183 

1 

1 

97.3-1,183 

10 

10 

973-1.183 

1 

1 

1,048-1,155 

1 

1 

998-1,100 

1 

1 

863-1,048 

1 

1 

821-998 

2 

2 

746-905 

1 

1 

746-905 

1 

1 

746-905 

1 

1 

710-863 

1 

1 

710-863 

7 

7 

710-S21 

5 

5 

644^783 

18,576 
7,368 

13,860 

8,080 
8,520 
7.188 

14,376 
7.188 
5,490 
5,985 

23,280 

11,784 

20,560 

7,188 

6.230 

40,290 

6,060 

14,556 
10,440 

7,792 

7,368 

11.808 

12,512 

11,770 

12,576 
9,852 

15,456 
0,179 
5,929 

23,710 
6,060 

6,852 
40,584 


874,235 


127,240 

53,724 
10S.912 
27.228 
142.726 
562,628 
229,067 
37,152 
24,912 
23,712 
43.032 
16,520 
84,158 
28,176 
14,196 
13,265 
123.586 
13,860 
13,200 
10,356 
11.976 
21,720 
10.860 
10.860 
10.356 
10,356 
63.384 
46.176 


18,576 
7,368 

13,860 
8,486 
8,520 
7,188 

14,376 
7,188 
5,766 
6.060 

23,532 

11,976 

21,048 

7.188 

6,516 

41,366 

6,060 

14,5.56 
10,950 

8,176 

7.368 

12.408 

13,032 

12,120 

12,576 
9.852 

15,456 
6,490 
6.230 

23,990 
6,060 

6,852 
41,412 


$887,247 


$27,240 

54,444 
108,912 
27,228 
144.806 
572,185 
234,443 
39.009 
24.912 
23.712 
43,032 
17,268 
88,876 
29,196 
14,196 
13,920 
128,445 
13.860 
13.200 
10,860 
11,976 
21,720 
10,860 
10.S60 
10,356 
10,356 
65,574 
46,610 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS       I 


67-68  68-69  69-70 
(Filled)      (Aoih.)      (Auih.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 
56 

57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CARE  AND  WELFARE— Continued 


PATTON   STATE    HOSPITAL— Continued 


Medical  Care — Continued 

Graduate   nurse   0.6 

Electroenoephalographic  techu 1 

X-ray  technician 3 

Psychiatric  techn — podiatrist  asst 1 

Dental  asst 3 

Student  professional  asst 1.1 

Personal  Care  : 

Superintendent   of  nursing   services  1 
Asst  superintendent  of  nursing 

services   (registered  nurse) 8 

Psychiatric  nursing  educ  director 1.4 

Asst  superintendent  of  nursing 

services   (psychiatric  techn) 2 

Supvng  psychiatric  nurse 8.1 

Sr  psychiatric  nurse 20 

Supvng  physchiatric  technician 21.4 

Psychiatric  nurse 70.1 

Graduate  nurse 13 

Sr  psychiatric  technician  II 40.9 

Sr  psychiatric  technician  I 112.9 

Barbershop  manager 1 

Beauty  shop  manager 1 

Psychiatric  techn 472.9 

Surgery — Central  Supply — Clinics : 

Surgical  nurse  II 1 

Surgical  nurse  I 4.1 

Graduate  nurse 1.5 

P.sychiatric  techn 6.9 

Clerk-typist  II 0.9 

Rehabilitation  Therapy : 

Chaplain  (Catholic)   1 

Chaplain  (Protestant) 1 

Supervisor  of  rehabilitation 

services    1 

Asst  supervisor  of  rehabilitation 

services   3 

Coordinator  of  volunteer  services 1 

Librarian  II - 

Occupational    therapist    2.1 

Industrial  therapist 2 

Music  therapist 4 

Recreation  therapist 3.4 

Psychiatric  techn — group  leader 9.9 

Clerk  II 1 

Motion  picture  operator 0.2 

Sheltered  Workshop : 

Voc  rehab  counselor 0.3 

Supervisor,  sheltered  workshop 1 

Occupational  therapist 1.3 

Psychiatric   techn   2.9 

Clerk-typist    II    1 

Social  Service : 

Supvng  psychiatric  social  worker  II  1 

Supvng  psychiatric  social  worker  I  4.3 

Psychiatric  social  worker 17.9 

Tuberculosis  X-ray  Services : 

Physician  &  surgeon  II - 

X-ray  technician 0.9 

Steno  II 0.4 

Convalescent  Leave  Service : 

Staff   psychiatrist   2 

After-Care  Facility : 

Sr   psychiatrist    1 

Staff  psychiatrist 1.8 

Staff  psychologist — clinical 1 

Psychiatric  social  worker 1 

Sr   steno   1 

Steno  II 2 

San  Diego  After-Care  and  Screening 
Unit : 

Chief  psychiatrist 1 

Staff  psychologist — clinical 0.5 

Supvng  social  worker  I 1.2 

Social  worker 1.8 

Sr  steno    0.7 

Clerk-typist  II 3.1 

Student  professional  asst 0.1 


SALARY  RANGE 

- 

— 

62R-764 

_ 

_ 

1 

1 

556-676 

8,112 

8.112 

3 

3 

55(^676 

22.248 

22.968 

1 

1 

4R0-614 

7,00S 

7.008 

3 

3 

457-556 

20.016 

20.016 

1 

1 

395-480 

4,860 

5,100 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

3 

90.5-1,100 

39,600 

39.600 

1 

1 

905-1,100 

13,200 

13.200 

o 

2 

86.3-1.048 

25.152 

25.1.52 

9 

9 

821-99S 

105,660 

106.164 

20 

20 

746-905 

213.3S4 

214.272 

17 

17 

710-863 

216.012 

176.052 

98 

98 

676-821 

916.965 

931.746 

22 

22 

628-764 

1S5.297 

193,318 

29 

29 

584-746 

291,684 

259.60S 

88 

88 

530-676 

780.604 

713,856 

1 

1 

517-628 

7,536 

7.536 

1 

1 

517-628 

7.536 

7,536 

445 

445 

480-^14 

3,255,603 

3,278,760 

1 

1 

746-905 

10.860 

10,860 

5 

5 

6T6-S21 

47.724 

48.144 

1 

1 

628-764 

8.304 

8.736 

7 

7 

480-614 

50.496 

50.496 

1 

1 

415-530 

5,100 

5,352 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

863-1,048 

12,576 

12.576 

3 

3 

710-863 

30.526 

31.026 

1 

1 

710-863 

10.356 

10,356 

1 

1 

644-783 

7,920 

8,316 

4 

4 

614-746 

32.028 

32,400 

2 

2 

614-746 

17.904 

17,904 

4 

4 

614-746 

35,104 

35.520 

6.3 

6.3 

614-746 

52,638 

53.974 

10 

10 

480-614 

70,440 

70,440 

_ 

_ 

415-505 

— 

— 

0.2 

0.2 

3.21-3.37  hr 

1,295 

1,295 

1 

1 

783-950 

11,040 

11,400 

1 

1 

783-950 

11,400 

11,400 

1 

1 

614-746 

8,952 

8,952 

3 

3 

4S0-614 

21,384 

21.384 

1 

1 

415-530 

6,060 

6,060 

1 

1 

973-1.183 

14.196 

14196 

4 

4 

884-1,074 

51,552 

51.552 

29 

29 

801-973 

313,822 

321,911 

0.5 

0.5 

1,548-2.076 

9.288 

9,756 

1 

1 

556-676 

7,038 

7,398 

0.5 

0.5 

446-543 

2,791 

2,929 

2.3 

2.3 

1,548-2,076 

53,076 

53,076 

1 

1 

1,708-2,179 

26.148 

26.148 

2 

2 

1,548-2,076 

43,932 

44,996 

1 

1 

973-1.183 

14,196 

14,196 

1 

1 

801-973 

11.676 

11.676 

1 

1 

505-614 

7,368 

7,368 

2 

2 

446-543 

12,616 

13,032 

1,793-2,268 

_ 

_ 

_ 

_ 

973-1,183 

— 

— 

_ 

_ 

884-1,074 

— 

— 

_ 

_ 

801-973 

— 

— 

_ 

_ 

505-614 

— 

- 

_ 

_ 

415-530 

— 

— 

_ 

_ 

395-^80 

— 

— 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
59 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
54 
55 
■86 


CARE  AND  WELFARE— Continued 

San  Diego  Day  Treatment  Center : 

Psychiatrist  director 

Sr  psychiatrist 

Psychiatric  resident  II 

Staff  psychologist — clinical 

Supvng  social  worker  I 

Supervisor 

Social  worker 

Sr  psychiatric  nurse 

Occupational  therapist 

Recreation  therapist 

Sr  psychiatric  technician  I 

Psychiatric  techn   

Sr  clerk-typist 

Steuo  II  

Clerk-typist  II 

Janitor    

Medical  Assistance  Program : 

Clerk-typist  II 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Pood  administrator  II 

Food  administrator  I 

Supvng  cook  II  

Supvng  cook  I 

Cook  II  

Baker  II 

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Butcher-meat  cutter  I 

Food  service  supvr  I 

Clerk-typist  II 

Cook  I 

Food  service  asst  II 

Food  service  asst  I 

Clothing : 

Shoemaker 

Seamer-seamstress 

Asst  seamstress 

Housekeeping : 

Janitor  foreman  II 

Janitor  foreman  I 

Supvng  housekeeper  I 

Janitor 

Housekeeper 

Laundry  : 

Laundry  supvr  II  

Laundry  supvr  I  

Laundryman 

Laundress  

Laundry  asst 

Totals,  Authorized  Positions  . 


PLANT  OPERATrON 

Maintenance  of  Structures : 

Chief  of  plant  operation  III 

Supvr  of  building  trades 

Plumber  II 

Carpenter   II    

Painter  II 

Plumber  I 

Sheet  metal  worker 

Upholsterer 

Carpenter  I 

Painter   I    

Mason   

Locksmith 

Fusion  welder 

Building  maint  man 

Labor — special  repairs  &  maint_ 


PATTON   STATE   HOSPITAL— Continued 


0.9 

0.8 

0.9 

1.5 

1.1 

0.3 

1.1 

1 

0.6 

0.8 

0.2 

1.2 

1 

2 

1 

1 

0.1 


1 

1 

1 

1 

1 

2 

1 

1 

3.1 

3.6 

1 

1 

1 

3 

o 


SALARY  EANGE 

1,882-2,269 

1,708-2,179 

614-1,337 

973-1,183 

884-1,074 

863-1,048 

801-973 

746-905 

614-746 

614-746 

530-676 

480-614 

492-599 

446-543 

415-530 

415-505 

415-530 


967.9      951.1      951.1 


$8,318,678  ?8,965,441 


$1,023-1,243 
801-927 
764-842 
728-801 
728-801 
728-801 
728-801 
628-764 
692-764 
692-764 
692-764 
692-764 
676-746 
584-644 
(11,391) 


3,924,705 


1 

1 

1 

$884-1,074 

$12,888 

$12,888 

1 

2 

2 

692-842 

18,408 

18,840 

1 

1 

1 

660-801 

9,612 

9,612 

3 

3 

3 

571-764 

24,912 

24.912 

14 

16 

16 

517-692 

115.415 

117,445 

1 

1 

1 

571-692 

8,304 

8.304 

1 

1 

1 

571-692 

S.304 

8.304 

1 

1 

1 

571-692 

8,304 

8,304 

2.8 

4 

4 

517-628 

26,616 

27,588 

2 

9 

2 

517-628 

15,072 

15,072 

3 

3 

3 

469-571 

20,556 

20,556 

1 

1 

1 

415-530 

5,835 

6.060 

1.9 

1 

1 

425-517 

6,204 

6,204 

32.2 

36 

36 

42.5-517 

216.585 

218,640 

53.8 

56 

56 

386-^69 

301,666 

307,112 

1 

1 

1 

628-764 

9,168 

9,168 

1 

1 

1 

517-628 

7,536 

7,536 

2 

2 

2 

425-517 

12,408 

12,408 

1 

1 

1 

530-644 

7,698 

7,728 

2 

2 

2 

457-556 

13,344 

13,344 

_ 

1 

1 

457-5.56 

5,484 

5.760 

17 

18 

18 

415-505 

108,048 

108,855 

2 

1 

1 

41.5-505 

6,060 

6,060 

1 

1 

1 

628-764 

9,168 

9,168 

2 

2 

2 

517-628 

14,668 

15.014 

9.5 

9 

9 

446-543 

58,107 

58,410 

8 

8 

8 

425-517 

49.632 

49.632 

1 

2 

2 

386-469 

10,812 
$1,110,814 

11,072 

167.2 

178 

178 

$974,419 

$1,123,996 

$14,916 

$14,916 

11,124 

11.124 

10,104 

10.104 

9.612 

9,612 

9.612 

9,612 

19,224 

19.224 

9.612 

9,612 

9,]  68 

9,168 

27,504 

27,504 

35.S08 

36,240 

9,168 

9,168 

9,168 

9,168 

8.952 

8.952 

23,184 

23,184 
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SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)      (tuth.l      («uih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


PLANT  OPERATION— Continued 


PATTON   STATE   HOSPITAL— Continued 


Maintenance  of  Grounds : 

Supvng  groundsman   II 111 

Tractor  operator — laborer 0.3  2  2 

Lead  groundsman 1.2  1  1 

Groundsman 3.5  4  4 

Laborer -  2  2 

Light.  Heat,  and  Power: 

Chief  engineer  I 111 

Electrician    II    1  1  1 

Electrician   I   3  3  3 

Steamfitter   2  2  2 

Stationar.v  engr 5  5  5 

Refrigeration  engineman 111 

Stationary   fireman 5.1  5  5 

Building  maint  man 111 

Water  and  Sewage : 

Water  &  sewage  plant  supvr 111 

Farm  hand 0.6  1  1 

Fire  Protection : 

Institution  fire  chief 111 

Institution  fireman 2.1  2  2 

Institution  firefighter 1.3  1.3  1.3 

Motor  Vehicles : 

Auto  mechanic 111 

Auto  equipt  operator  II 1  1  1 

Auto  equipt  operator  I 15.9         16  16 

Security  Force ; 

Security  officer  II 111 

Security  officer  I 4  4  4 


SALARY  RANGE 

676-821 

9,852 

9,852 

614-676 

16.224 

16.224 

530-644 

7.698 

7.728 

505-584 

26.688 

2.8,032 

505-556 

12,420 

13,032 

801-927 

11.124 

11,124 

764-842 

10,104 

10,104 

728-801 

28,836 

28..'<.36 

72.8-801 

19.224 

19,224 

692-764 

44,724 

45.408 

692-764 

9,168 

9.168 

628-692 

40,592 

41,328 

584-644 

7,728 

7,728 

728-801 

9,612 

9,612 

435-505 

6,060 

6,060 

728-884 

10.608 

10,608 

599-728 

17.472 

17,472 

599-728 

11,388 

11,388 

676-821 

8.952 

8,952 

633-710 

8,520 

8.520 

584-644 

123,648 

123.648 

556-676 

8,112 

8,112 

480-584 

28,032 

28,032 

Totals,   Authorized  Positions 


FARMING   AND   PROCESSING 


77.7 


80.3 


80.3 


$623,420 


§683,942 


$687,780 


Dairyman    111 

Head  farmer  II 111 

Vegetable  gardener 111 

Hog  ranch  operator 111 

Asst  dairyman 0.8           1              1 

Milker   6.7           6              6 

Asst  hog  ranch  operator 0.9           1              1 

Farmhand 8.3         11            11 

Totals,  Authorized  Positions 20.7         23            23 

GRAND  TOTALS,  AUTHORIZED  "^"""^ 

POSITIONS    1,351.5    1,356.4   1,350.4 


$676-821 

$8,112 

$8,112 

644-783 

7,728 

7,728 

556-676 

6,672 

6.672 

556-676 

6.672 

6,672 

556-676 

6,840 

7,188 

505-614 

36.360 

36.360 

457-556 

5,4.84 

5.4.S4 

435-505 

57,420 
$145,288 

57,420 

$136,151 

$135,636 

$10,844,884 

$11,769,720 

$11,759,364 

ADMINISTRATION 

Executive : 

Supt  &  medical  director 1 

Administrative  asst  II 1 

Secretary    I    1 

Medical  Records  and  Clerical : 

Medical  record  librarian 1 

Supvng  clerk  I 1 

Sr   steno   7.7 

Sr  clerk-tvpist 2 

Sr  file  clerk 1 

Steno  II 12.7 

Clerk-typist  II 19.1 

Clerk   II   7.2 

File  clerk  II 1 

Business  Services : 

Hosp  busineses  administrator 1 

Sr  steno 1 

Fiscal  Section : 

Accounting  officer  III 0.9 

Property  clerk  II 1 

Accountant  I 1.6 

Sr  clerk 1 

Accounting  technician 1 

Steno  II 1 

Bookkeeping  mach  operator  I 1 

Account  clerk  II 5 

Sr  account  clerk - 


STOCKTON  STATE   HOSPITAL 


1 
1 

1 

1 
1 

8 

2 

1 

14 

22.5 

7 
1 


1 
1 
1 

1 

1 

8 

2 

1 
14 
22.5 

7 

1 

1 

1 

1 
1 
1 
1 
1 
1 
1 
5 
1 


SALARY  RANGE 
$2,179-2,271 
950-1,155 
584^710 

692-842 
571-692 
505-614 
492-599 
492-599 
446-543 
41.5-530 
41.5-505 
415-505 

1,273-1,548 
505-614 

950-1,155 
614-746 
584-710 
492-599 
492-599 
446-543 
415-505 
415-505 
492-599 


$27,252 

13,.860 

8.520 

10,104 
8,304 

57.636 

14,376 
7.188 

88,363 
134.174 

42.420 
6,060 

18,576 
7,368 

13,,860 
8,952 
9,948 
7,188 
6.572 
6,516 
6,060 

28,544 
5,904 


$27,252 

13..S60 

8,520 

10.104 
8.304 

m.ma 

14.376 

7,188 

89,665 

135.699 

42,420 

6,060 

18.576 
7,368 

13,.860 
8,952 
9,948 
7,188 
6.908 
6,516 
6,060 

29,194 
6,204 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 

Hospital  Trust  Office : 

Estates  &  accts  supvr 

Estates  &  aeets  specialist 

Sr  clerk-typist 

Steno  II  

Clerk-typist  TI 

Account  clerk  II 

Personnel  Section : 

Personnel  officer  I 

Training  asst 

Personnel  asst  II 

Sr  steno   

Sr  clerk 

Personnel  asst  I  

Steno  II   

Clerk-typist  II 

Account  clerk  II 

Service,  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Service  &  supply  officer  I 

Storekeeper  III  

Storekeeper  I  

Sr  clerk 

Steno   II   

Clerk-typist  II 

Clerk   11    

Communicatious  Section : 

Sr   clerk    

Telephone  operator 

Totals,  Authorized  Positions 


CARE  AND  WELFARE 


STOCKTON   STATE  HOSPITAL— Continued 


0.9 
1 

1 

2.9 

2.9 

1 

1 

1 

1 

1 

0.8 

0.4 

1 

2 

1 

1 
1 
1 
2 

1 
1.2 

2.8 

1 
6 


Medical  Care : 

Assoc  supt  medical  services 1 

Asst  supt  general  medical  &  surgical  1 

Asst  supt  psychiatric  service 3 

Chief  of  professional  education 1 

Sr  physician 0.2 

Sr  psychiatrist 3.7 

Physician  &  surgeon  II 14.9 

Staff  psychiatrist   3 

Dentist  III 1 

Dentist  II 2 

Chief  psychologist 1 

Psychiatric  resident  I 0.5 

Sr  psychologist 0.3 

Podiatrist    1 

Psychologist   4.8 

Pharmacist  II 1 

Pharmacist  I 1 

Nurse-anesthetist    1 

Supvng  lab  technologist 1 

Sr  lab  technologist 1 

Neuropathology  technologist - 

Ph.vs  therapist  II 1.9 

Librarian   III    1 

Clinical  psychology  intern 0.8 

Lab  technologist 3.8 

Phys  therapist  I 1 

Sr  X-ray  technician 1 

Electroeucephalographie  techn 1 

X-ray  technician 0.3 

Psychiatric  techn — podiatrist  asst 1.9 

Dental  asst 3 

Student  professional   asst 1 

Career  resident  physician  & 

surgeon  II   1 

Personal  Care : 

Superintendent  nursing  services 1.3 

Asst  superintendent  nursing 

services — RN   2.8 

Psychiatric  nursing  educ  director 1 

Asst  superintendent  nursing 

services — PT 2 

Supvng  psychiatric  nurse 10 

Sr  psychiatric  nurse 18.2 


1 

1 
1 
8 
3.5 

1 

1 
1 

1 
1 

1 

1 
1 
2 

1 
1 
1 
2 
1 
1 
1 
2 

1 
6 


106.1      112 


1 

1 

1 

3 

3.5 

1 

1 
1 
1 
1 

1 
1 
1 
2 

1 
1 
1 
2 
1 
1 
1 


112 


SALARY  EANGE 
821-998 
746-905 
492-599 
446-543 
415-530 
415-505 

998-1,213 
783-950 
571-692 
505-614 
492-599 
492-599 
446-543 
415-530 
415-505 

863-1,048 
7S3-950 
676-821 
530-676 
492-599 
446-543 
415-530 
415-505 

492-599 

415-505 

$734,249 


9,852 
10,860 

5,904 
19.111 
20,282 

5,100 

14.556 

10,104 

8,304 

7,368 

7,188 

6,516 

5,818 

11,160 

12,576 

11,400 
9,852 

15,456 
5,904 
6,516 
6,360 

12,120 

7,1SS 
36,235 


$803,475 


10,356 

10,860 

6,204 

19,418 

20,772 

5,484 

14.556 

10,608 
8,304 
7,3GS 

7,188 

6,516 

5,960 

11,544 

12,576 

11,400 
9,852 

15,456 
6,204 
6.516 
6,360 

12,120 

7.1S8 
36,360 


$811,328 


1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1,882-2,269 

27,228 

27,228 

3 

3 

1,882-2,269 

81,304 

81,660 

1 

1 

l,SS2-2,269 

27,228 

27,228 

1 

1 

1,70,S-2,179 

20,496 

21,516 

5 

5 

1,708-2,179 

115,728 

117,768 

15,1 

15.1 

1,548-2,076 

323,199 

332,142 

1.9 

1.9 

1,548-2,076 

43,303 

43,537 

1 

1 

1,626-1,976 

23,712 

23.712 

2 

2 

1,47.5-1,793 

43,032 

43.032 

1 

1 

1,183-1,439 

14.196 

14.916 

1 

1 

614-1  ,.337 

7,368 

7,728 

1 

1 

1,074-1,305 

12.SSS 

13,536 

1 

1 

973-1,183 

14,106 

14,196 

5 

5 

973-1,183 

60,900 

63,300 

1 

1 

1,048-1,155 

13,860 

13,860 

1 

1 

998-1,100 

13,200 

13,200 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

821-998 

11,976 

11.976 

1 

1 

746-905 

10,860 

10,860 

1 

1 

746-905 

8,952 

9,396 

2 

2 

746-905 

19,812 

20,256 

1 

1 

710-863 

10,356 

10,356 

571-842 

— 

— 

4 

4 

710-821 

39.332 

39.408 

2 

2 

644-783 

17,316 

17,712 

1 

1 

584-710 

8,350 

8,520 

1 

1 

556-676 

8,112 

8.112 

1 

1 

556-676 

6,840 

7,188 

1 

1 

480-614 

7,008 

7,008 

3 

3 

457-556 

20,016 

20,016 

1 

1 

395-480 

4,860 

5,100 

2 

2 

1,548-2,076 

40,599 

42,585 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

3 

905-1,100 

39,600 

39,600 

1 

1 

905-1,100 

13,200 

13,200 

2 

2 

863-1,048 

25,152 

25,152 

10 

10 

821-998 

119,760 

119,760 

18 

18 

746-905 

193,464 

195,480 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIed)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CARE   AND   WELFARE— Continued 


STOCKTON   STATE  HOSPITAL— Continued 


Personal  Care — Continued 

Supvng  psychiatric  technician 20.3 

Psychiatric  nurse   58.5 

Graduate  nurse 10 

Sr  psychiatric  technician  II 29.7 

Sr  psychiritric  technician  I 86.2 

Barbershop    manager   1 

Beauty  .shop  manager 1 

Psychiatric  techn 463.8 

Psycliiatric  techn — trainee 2 

Surgery — Central  Supply — Clinics : 

Surgical  nurse  II 1 

Surgical  nurse  I 4 

Ps.ychiatric   techn    4.7 

Clerk-typist  II 0.9 

Group  Leadership  : 

Psychiatric    techn    2 

Rehabilitation  Therapy : 

Chaplain    (Catholic)   1 

Chaplain   (Protestant)   1 

Supervisor  rohab  services 1 

Asst  supervisor  rehab  services 3 

Coordinator  volunteer  services 1 

Occupational    therapist    1.9 

Music  therapist 3.2 

Recreation  therapist 4 

Motion   picture  operator 0.2 

Fresno  After-Care  Screening  Unit : 

Chief  psTchiatrist 0.2 

Staff  psychiatrist 0.1 

Supvng  social  worker  I 0.1 

Steno  II   0.8 

Social  Service : 

Supvng  psychiatric  social  worker  II  1 

Supvng  psychiatric  social  worker  I  2 

Psychiatric  social  worker 12 

Convalescent  Leave  Service : 

Staff   psychiatrist   - 

After-Care  Facility : 

Sr  psychiatrist 0.3 

Staff  psychiatrist 1.9 

Psychologist      1 

Psychiatric  social  worker 1 

Sr  steno      1 

Steno  II   1 

Clerk-typist  II 1 

Medical  Assistance  Program : 

Physician  and  surgeon  II 0.2 

Social  worker  I 0.6 

Clerk -typist  II 0.9 


Totals,   Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 1 

Food  administrator  I 0.9 

Supvng  cook  II 1 

Supvng  cook  I 3 

Cook  II 12.4 

Baker  II 0.6 

Butcher-meat  cutter  II 0.1 

Food  service  supvr  II 1 

Baker  I 2.1 

Butcher-meat  cutter  I 1 

Food  service  supvr  I 2 

Cook  I 2.7 

Food  service  asst  II 29.1 

Food  service  asst  I 52.2 

Clothing : 

Clothing  center  manager 1 

Tailor 1 

Seamer-seamstress 1 

Asst  seamstress 2 

Housekeeping : 

Supvng  housekeeper  II 1 

Janitor 5 

Housekeeper 3 


27 

79 

10 

25 

78 

1 

1 

308 


1 
1 
1 
3 
1 
1 
3 
4 
0.2 


1 
2 

15 


27 

79 

10 

25 

78 

1 

1 

308 


1 
1 
1 
3 
1 
1 
3 
4 
0.2 


1 

2 

15 


822.9      686.2      686.2 


SAI-ARY  RANGE 
710-863 
G76-821 
628-764 
584-746 
530-676 
517-628 
517-628 
480-614 


746-905 
676-821 
480-614 
415-530 

480-614 

884-1,074 

884-1,074 

8aS-l,048 

710-863 

710-863 

614-746 

614-746 

614-746 

3.21-3.37  hr 

1,793-2,268 

1,548-2,076 

884-1,074 

446-543 

973-1,183 

884-1,074 

801-973 

1,548-2,076 

1,708-2,179 
1.548-2,076 
973-1,183 
801-973 
50.5-614 
446-543 
415-530 

1,548-2,076 
660-801 

415-530 

$6,953,000 


266,760 

741.638 

82,904 

2.55.246 

686,994 

7,536 

7.536 

2,544,069 


10,860 

39,408 

35,760 

6,060 

14,736 

12,888 
12,888 
12,576 
31,068 
10,356 

8,952 
25,474 
35,808 

1,356 


14,196 

24,120 

159,358 

37,151 

20,496 

47,424 

13,866 

11,676 

7,368 

6,516 

6,360 


$6,702,667 


269,784 

751.849 

86.358 

222,969 

626,208 

7,536 

7,536 

2,183,395 


10.860 

39,408 

35.760 

6,060 

14,736 

12,888 
12,888 
12,576 
31,068 
10,356 

8,952 
26,460 
35,808 

1,356 


14,196 

24,600 

164,136 

39,024 

21,516 

47,424 

14,196 

11,676 

7,368 

6,516 

6,360 


$6,297,925 


1 

1 

$884-1,074 

$12,888 

$12,888 

2 

2 

692-842 

16.932 

17.796 

1 

1 

660-801 

9,612 

9.612 

3 

3 

571-764 

24,912 

24.912 

14 

14 

517-692 

99.992 

101.636 

1 

1 

571-692 

8,144 

8.304 

1 

1 

571-692 

6,852 

7,188 

1 

1 

571-692 

7.984 

8.304 

0 

2 

517-628 

13.R0R 

14.220 

1 

1 

517-628 

7,.53C 

7.536 

9. 

2 

469-571 

13,704 

13.704 

3 

3 

425-517 

16,656 

17.]  84 

33 

33 

425-517 

200,270 

202.176 

51 

51 

386-^69 

273,306 

278,396 

1 

1 

660-801 

9,612 

9,612 

1 

1 

628-764 

9.168 

9.168 

1 

1 

517-628 

7,333 

7,.536 

2 

2 

425-517 

12,208 

12.408 

1 

1 

530-«44 

6,360 

6.672 

5 

5 

415-505 

29,954 

30,250 

3 

3 

415-505 

18,180 

18,180 

510 


Depeartment  of  Menta!  Hygiene 
HOSPITALS   FOR  THE  MENTALLY   ILL— Continued 


HEALTH  AND  WELFARE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STOCKTON  STATE   HOSPITAL— Continued 

SUPPORT  AND  SUBSISTENCE— Continued 

Laundry : 

Laundry  supvr  II  

Laundry  supvr  I  

Laundryman 

Laundress 

Laundry  asst 

Totals,  Authorized  Positions 146.9 


SALARY  RANGE 

1 

1 

1 

628-764 

9,168 

9,168 

2 

2 

9 

517-628 

15,072 

15,072 

7.2 

8 

8 

446-543 

49,071 

50.171 

11.5 

12 

12 

425-51T 

74,448 

74.448 

2.1 

1 

1 

386-469 

4,746 

4,980 

154 


154 


$856,743 


$958,004 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  II  __. 

Supervisor  building  trades 

Plumber  II 

Carpenter   II   

Painter  II 

Plumber  I 

Steamfitter   

Sheet  metal  worker 

Upholsterer 

Carpenter  I   

Painter  I   

Mason    

Locksmith 

Machinist    

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Lead  groundsman   

Groundsman 

Light,  Heat,  and  Power : 

Chief  engineer  I 

Electrician  II 

Electrician  I   

Stationary  engineer 

Refrigeration  engineman 

Fusion  welder  

Stationary  fireman 

Fire  Protection : 
Institution  fire  chief 

Motor  Vehicles  : 

Auto  mechanic 

Auto  equipt  operator  II 

Tractor  operator-laborer 

Auto  equipt  operator  I 

Security  Force : 

Security  officer  II 

Security  officer  I 

Totals,  Authorized  Positions 


1 
3.8 


71.3 


73 


73 


GRAND  TOTALS,  AUTHORIZED  PO- 
SITIONS        1,147.2    1,025.2    1,025.2 


556-676 

480-584 

$570,444 


$9,114,436 


7,728 
26,520 


$623,479 


$9,087,625 


$971,521 


1 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

1 

1 

1 

801-927 

10,104 

10,608 

1 

1 

1 

764-842 

10,104 

10.104 

_ 

1 

1 

728-801 

8,736 

9.168 

2 

2 

2 

728-801 

19,224 

19,224 

2 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

728-801 

9,612 

9,612 

0.9 

1 

1 

728-801 

8,8-14 

9,279 

1 

1 

1 

628-764 

9,168 

9,168 

3 

2 

2 

692-764 

18,336 

18,336 

5.S 

6 

6 

692-764 

55,008 

55,008 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

4 

4 

4 

584^644 

30,912 

30,912 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

530-644 

7,518 

7,728 

4 

4 

4 

505-584 

26,688 

28,032 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10,104 

10,104 

1.S 

2 

2 

728-801 

18,228 

19,113 

4 

4 

4 

692-764 

35,931 

36,326 

2 

2 

2 

692-764 

18,336 

18,336 

1 

1 

1 

676-746 

8,952 

8,952 

7.5 

8 

8 

628-692 

65,248 

66,240 

0.5 

1 

1 

728-884 

8,736 

9,168 

o 

2 

2 

676-821 

17,904 

17,904 

1 

1 

1 

644-710 

8,520 

8,520 

1 

1 

1 

614-676 

8,112 

8,112 

L2 

12 

12 

584-644 

92,286 

92,646 

8,112 
27,150 


$630,482 


S,711,256 


GRAND  TOTALS,  HOSPITALS  FOR 

THE  MENTALLY  ILI 12,199.711,871.111,871.1 


$96,487,209   $102,847,297   $102,268,388 
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HOSPITALS   FOR  THE   MENTALLY   RETARDED 

lU 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-1 

67-68  68-69  69-70 
(Flllid)      («Dih.)      («orh.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive  : 

Supt  &  medical  director 

Administrative  asst  II 

Secretary    I    

Medical  Records  and  Clerical: 

Medical   record   librarian 

Supvng  clerk  I 

Sr   steuo   

Sr  clerk-typist 

Sr  file  clerk . 

Steno  II   

Clerk-typist  II 

Business  Services : 

Hosp  business  administrator 

Sr   steno   

Fiscal  Section : 

Accounting  officer  III 

Property  clerk  II 

Accountant  I   

Sr  clerk-typist 

Sr  account  clerk 

Accounting   technician 

Steno  II 

Clerk-typist  II 

Bookkeeping  maeh  operator  I 

Account   clerk    II    

Trust  Section : 

Patients   estates   &   accts   specialist 

Sr    clerk    

Clerk-typist    II    

Personnel  Section  : 

Personnel   officer  I 

Training  asst 

Supvng  clerk  I 

Sr   steno    

Senior  clerk 

Clerk-typist  II 

Service,  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Storekeeper  III  

Clothing  center  manager 

Stoi-ekeeper  I 

Duplicating  raach  operator  II 

Clerk-typist  II 

Communications  Section : 

Supvng  telephone  operator 

Telephone  operator 

Totals,  Authorized  Positions 


CARE   AND   WELFARE 


FAIRVIEW  STATE   HOSPITAL 


SALATtY  nAXGE 

1 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

1 

950-l,l.J5 

13,860 

13,860 

1 

1 

1 

58-1^710 

8,520 

8,520 

0.9 

1 

1 

692-842 

9,427 

9,899 

1 

1 

1 

571-692 

8,304 

S,.304 

4 

4 

4 

50.1-614 

29,472 

29,472 

1 

1 

1 

492-599 

6,572 

6.908 

1 

1 

1 

492-599 

7,188 

7,188 

8.3 

9 

9 

446-543 

55.392 

56,532 

14.7 

15.5 

15.5 

415-530 

89,042 

91,835 

1 

1 

1 

1,273-1,548 

18,576 

18.576 

1 

1 

1 

505-614 

7.3GS 

7,308 

1 

1 

1 

950-1,155 

13.530 

13,860 

1 

1 

1 

614-746 

8,316 

8,736 

1 

1 

1 

584-710 

8,520 

8,.520 

1 

1 

1 

492-599 

7,188 

7.188 

1.5 

1 

1 

492-599 

7,188 

7.18S 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,516 

6.516 

1 

1 

1 

415-530 

6,060 

6.060 

1 

1 

1 

415-505 

5,985 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

746-905 

10.860 

10,860 

1 

1 

1 

492-599 

7,188 

7,1S8 

1.2 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

998-1.213 

12,628 

13,255 

1 

1 

1 

783-950 

n,S94 

10.398 

1 

1 

1 

571-692 

8.304 

S.304 

1 

1 

1 

505-614 

6.060 

6,360 

2 

2 

o 

492-599 

13.928 

14,264 

2 

2 

2 

415-530 

11,728 

12,020 

1 

1 

1 

863-1,048 

12.576 

12.576 

1 

1 

1 

676-821 

8,180 

8,592 

1 

1 

1 

660-801 

8.628 

9.060 

1.9 

2 

9 

530-676 

14.088 

14,400 

1 

1 

1 

457-556 

6.542 

6,672 

2 

2 

2 

415-530 

11,945 

12,120 

_ 

1 

1 

469-571 

5,628 

5,904 

5.4 

4 

4 

41.5-505 

24,240 

24,240 

70.9 


Medical  Care : 

Assoc  superintendent,  medical 

services    1 

Asst  superintendent,  general  medical 

&  surgical  service 1 

Asst  superintendent,  psychiatric 

service  2 

Chief  of  professional  education 1 

Sr  physician 3.3 

Physician  &  surgeon  II 10.2 

Staff  psvchiatrist   0.6 

Dentist    II    2 

Chief  ps,ychologist 1 

Sr  psychologist   0.6 

Podiatrist   1 

Staff    psychologist — clinical    5.5 

Pharmacist  II 1 

Assoc  microbiologist 1 

Nurse-anesthetist 1 

Supvng  lab  technologist 1 

Phys  tlierapist  II 1 

Lab  technologist 2.8 

Phys  therapist  I 2.8 


71.5 


71.5 


.?505,619 


$537,201 


$545,663 


1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1,882-2,269 

27,228 

27,228 

o 

9 

1,882-2,269 

54,432 

54,432 

1 

1 

1,882-2,269 

25.942 

27.048 

4 

4 

1,708-2,179 

103.356 

103,356 

12.5 

12.5 

1,548-2.076 

282.673 

288,177 

1 

1 

1,548-2,076 

22.584 

22.584 

o 

9 

1,475-1,793 

43.032 

43,032 

1 

1 

1,18.3-1,439 

15,858 

16.656 

1 

1 

1,074-1.305 

12,888 

13,536 

1 

1 

973-1.183 

14,196 

14.196 

8 

8 

973-1,183 

106.008 

107,808 

1.1 

1.1 

1.048-1,155 

15.246 

15,246 

1 

1 

905-1,100 

12,680 

13,200 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

821-998 

11.976 

11.976 

1 

1 

746-905 

10..860 

10.860 

3 

3 

710-821 

28,804 

29,252 

3 

3 

644-783 

27,450 

27,648 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.j       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
■85 
.86 


FAIRVIEW  STATE   HOSPITAL— Continued 


CARE  AND  WELFARE— Continued 

Medical  Care — Continued 

Electroenceplialographie  techn 

X-ray  teclinieian 

Ps.veliiatrie  teclin — podiatrist  asst 

Lab  asst  II 

Dental  asst 

Student  professional  asst 

Personal  Care : 

Superintendent  of  nursing  services- 

Asst  supt  of  nursing  services 

Ps.vchiatric  nursing  educ  director 

Asst  supt  of  nursing  services 

Supvng  ps.vchiatric  nurse 

Public  health  nurse  II 

Sr  psychiatric  nurse 

Supvng  psychiatric  technician 

Psychiatric  nurse   

Graduate  nurse 

Sr  psychiatric  technician  II 

Sr  psychiatric  technician  I 

Barbershop  manager 

Beauty  shop  manager 

Ps.vchiatric   techn   

Psychiatric  techn — trainee 

Surgery — Central  Supply— Clinics : 

Surgical  nurse  II 

Surgical  nurse  I 

Graduate  nurse 

Psychiatric  techn 

Clerk-typist  II 

Rehabilitation  Therapy : 

Chaplain   (Catholic) 

Chaplain  (Protestant) 

Supervisor 

Asst  supervisor 

Coordinator 

Librarian    II    

Occupational  therapist 

Ind)istrial  therapist 

Music  therapist 

Recreation  therapist 

Psychiatric  techn — group  leader 

Motion  picture  operator 

Education : 

School   principal   

Supervisor  of  academic  instruction- 
Speech  correction  teacher 

Elementary  teacher 

Teacher  of  mentally  defective  deaf 

children 

Music   teacher   

Teacher  of  mentally  retarded 

children 

Arts  &  crafts  teacher 

Social  Service : 

Supvng  psychiatric  social  ivorker  II 
Supvng  psychiatric  social  -worker  I 
Psychiatric  social  worker 

Preadmission  and  Diagnostic  Clinic : 

Staff  psychiatrist 

Staff  psychologist — clinical 

Psychiatric  social  worker 

Public  health  nurse  II 

Steuo  II  

Clerk-typist  II  

San  Diego  Mental  Retardation. 

Evaluation,  and  Referral  Center : 

Physician  &  surgeon  II 

Staff  psychologist 

Psychiatric  social  worker 

Clerk-typist  II 

Totals,  Authorized  Positions 


SALARY  RANGE 

o.s 

1 

1 

556-676 

6.S40 

7,188 

1 

1.1 

1.1 

556—676 

8.3.52 

8,767 

1 

1 

1 

480-614 

7,008 

7,008 

1 

1 

1 

457-556 

6.568 

6,672 

1.5 

2 

2 

457-556 

11,313 

11.895 

0.3 

1 

1 

395-4S0 

4,860 

5,100 

1 

1 

1 

1,100-1,337 

16,044 

16.044 

3 

3 

3 

905-1,100 

39,600 

39.600 

0.2 

1 

1 

905-1.100 

10,860 

11,400 

•> 

2 

2 

863-1,048 

25.152 

25.1.52 

12.8 

14 

14 

821-998 

165,540 

166,044 

1 

1 

1 

783-950 

9.738 

10,230 

22.2 

24 

24 

746-905 

255,744 

258,294 

11 

11 

11 

710-S63 

113,916 

113,916 

48.9 

75 

75 

676-821 

686.032 

701,110 

20.8 

19 

19 

62S-764 

155.056 

161,386 

17.8 

20 

20 

5S4-746 

171,480 

172,560 

61.4 

80 

SO 

530-676 

597.874 

608,472 

1 

1 

1 

517-G2S 

7,536 

7,536 

1 

1 

1 

517-628 

7,536 

7,536 

544.6 

607 

607 

480-614 

3,891.575 

4,111,077 

193.2 

227 

227 

415-457 

1,181,645 

1,241,109 

1 

1 

1 

746-005 

10,860 

10,860 

3 

3 

3 

676-821 

29,556 

29.556 

1 

1 

1 

628-764 

9,168 

9,168 

S 

3 

3 

4S0-614 

21,384 

21,384 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

8SJ-1,074 

13,532 

13.532 

1 

1 

1 

884-1,074 

13,532 

13.532 

1 

1 

1 

863-1,048 

12,576 

12.576 

2.2 

3 

3 

710-863 

28,336 

29.733 

1 

1 

1 

710-S63 

10,356 

10.356 

1 

1 

1 

644-783 

9,396 

9.396 

1.7 

1 

1 

614-746 

8,952 

S.952 

1 

1 

1 

614-746 

8,952 

8.952 

3 

3 

3 

614-746 

24,688 

25,856 

3.8 

4 

4 

614-746 

.32,958 

34.390 

1.9 

o 

o 

480-614 

13,876 

14.016 

0.2 

0.2 

3.21-3.37  hr 

1,334 

1,334 

0.6 

1 

1 

1.100-1,337 

13,200 

13,860 

1 

1 

1 

99S-1.213 

14,556 

14,556 

0.9 

1 

1 

710-1,100 

10,230 

10,734 

2.2 

1.7 

1.7 

710-1,100 

22,114 

22,114 

0.4 

0.5 

0.5 

710-1,100 

5.325 

5.588 

0.9 

1 

1 

710-1.100 

10,230 

10,734 

10.3 

10.5 

10.5 

710-1.100 

127,360 

128,805 

1.3 

1.3 

1.3 

710-1.100 

15,982 

15,982 

1 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

1 

884-1.074 

12.786 

12,888 

10.9 

10.5 

10.5 

801-973 

117,561 

118,794 

1 

1 

1 

1.548-2,076 

22,584 

22,584 

1 

1 

1 

973-1.1S3 

14,196 

14,196 

*> 

o 

o 

801-973 

23,352 

23,352 

0.6 

i 

1 

783-950 

9,396 

9.852 

1.1 

1 

1 

446-543 

5,697 

5.979 

0.9 

1 

1 

415-530 

5,220 

5.484 

1 

1.548-2,067 

0.2 

- 

— 

973-1,183 

— 

— 

l.S 

— 

— 

801-973 

— 

— 

1.5 

- 

- 

415-530 

- 

- 

1,056.5 

1,206.4 

1,206.4 

$7,637,670 

$8,934,790 

$9,273,498 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIiill      (lurh.)      (tuih.) 


ACTUAL 
1967-68 


ESTIMATED 
I968-S9 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food   administrator   II   

Food  administrator  I 

Supvng  cook  II  

Suiivns  cook  I 

Cook  II 

Baker    II    

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Butcher-meat  cutter  I 

Food  service  supvr  I 

Food  service  asst  II 

Food  service  asst  I 

Clothins ; 

Shoemaker    

Seamer-seamstress 

Asst  seamstress 

Housekeeping : 

Supvng   housekeeper  II 

Janitor  foreman  I 

Janitor 

Housekeeper       

Laundry  : 

Laundry  supvr  II  

Laundry  supvr  I  

Laundryman     

Laundress     

Laundry  asst 

Totals,  Authorized  Positions 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operations   III 

Supervisor   of  building   trades 

Plumber  II 

Carpenter   II    

Painter  II 

Plumber  I 

Sheet  metal  worker 

Upholsterer       

Carpenter  I   

Painter   I   

Mason      

Locksmith     

Fusion   welder   

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Lead   groundsman 

Groundsman        

Light,  Heat,  and  Power : 

Chief  engineer  I 

Electrician    II    

Electrician    I    

Steamfitter      

Stationai-y    engineer   

Refrigeration   engineman 

Stationary   fireman   

Water  and  Sewage  : 

Building    maint   man 

Fire  Protection  : 

Institution    fire   chief   

Motor  Vehicles : 

Auto  mechanic 

Anto   equipt  operator  II 

Auto   eriuipt  operator  I 

Security  Force  : 

Secnrity   officer   II    

Security  officer  I   

Totals,  Authorized   Positions  _ 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


FAIRVIEW   STATE    HOSPITAL— Continued 


SALARY  RANGE 

1 

1 

1 

$884-1,074 

$12,888 

$12,888 

1 

1 

1 

692-842 

10,104 

10,104 

1 

1 

1 

660-SOl 

9,205 

9,612 

2.9 

3 

3 

571-764 

24,115 

24,496 

12.3 

14 

14 

517-692 

99,777 

101,972 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

517-62S 

7,362 

7,.536 

3.3 

4 

4 

469-571 

26,442 

26,916 

21.5 

42 

42 

425-517 

234.051     . 

240.972 

116 

108 

108 

386-469 

566,270 

582,032 

1 

1 

1 

62.S-764 

9,168 

9,168 

1 

1 

1 

517-628 

6,796 

7,132 

3.7 

4 

4 

425-517 

23,170 

23,710 

1 

1 

1 

430-644 

7,188 

7,548 

4 

4 

4 

457-556 

26,168 

26,688 

11.9 

14 

14 

415-505 

78,805 

81,873 

3.1 

2 

2 

415-505 

12,120 

12,120 

1 

1 

1 

628-764 

9,168 

9,168 

1 

2 

2 

517-628 

13,308 

13,965 

13.7 

12 

12 

446-543 

76,3.32 

77,217 

20.3 

20 

20 

425-517 

122,608 

123,237 

2.7 

5 

5 

386-469 

24,379 

25,586 

228.4 

246 

246 

$1,231,404 

$1,431,872 

$1,466,388 

1 

1 

1 

$1,023-1.243 

$14,916 

$14,916 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

728-801 

9,612 

9,612 

1.9 

2 

2 

728-801 

18,348 

18,780 

1 

1 

1 

728-801 

9,316 

9,612 

1 

1 

1 

628-764 

9,168 

9,168 

2 

2 

2 

692-764 

18,336 

18,336 

5 

5 

5 

692-761 

45,840 

45,840 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

67(5-746 

8,952 

8,952 

2 

2 

2 

584-644 

15,456 

15,456 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

530-644 

7,728 

7,728 

5 

5 

5 

505-584 

34,368 

35,040 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

76^-842 

10,104 

10,104 

1.8 

9 

2 

728-801 

18,708 

19,1.50 

1 

1 

1 

72S-S01 

9,612 

9,612 

3 

3 

3 

692-764 

27,504 

27.504 

1 

1 

1 

692-764 

9,168 

9,168 

5 

5 

5 

628-692 

41,520 

41,520 

1 

1 

1 

584-644 

7,728 

7,728 

1 

1 

1 

728-884 

10,608 

10,608 

1 

1 

1 

676-821 

8,952 

8,952 

1 

1 

1 

644-710 

8,520 

8,520 

7.9 

8 

8 

584-644 

61,824 

61,824 

1 

3.6 


.58.2 


59 


59 


556-676 

480-584 

$467,404 


8,112 
26,474 


$511,026 


1,414      1,582.9   1,582.9 


8,112 
27,334 


$513,728 


$9,842,097        $11,414,898        $11,799,277 


17—4316  SW 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive ; 

Supt  &  medical  director 

Administrative   asst   II 

Secretary  I  

Medical  Records  and  Clerical : 

Medical  record  librarian 

SupVng  clerk  I 

Sr  steno 

Sr  file  clerk 

Duplicating  mach  operator  II 

Steno  II 

Clerk-typist    II    

Clerk    11   

Business  Services : 

Hosp  business  administrator 

Sr   steno    

Fiscal  Section : 

Accounting  officer  III 

Property  clerk  II 

Accountant  I 

Sr   steno   

Sr  account  clerk 

Accounting  tecbnician   

Steno  II 

Clerk-typist    II    

Clerk   II   

Bookkeeping  mach  operator  I 

Trust  Section  : 

Patients  estates  &  accts  specialist 

Sr  clerk 

Steno  II   

Account  clerk  II 

Personnel  Section : 

Personnel  officer  I 

Hosp  health  &  safety  coordinator. 

Training  asst 

Personnel  asst  II 

Sr   steno    

Sr  clerk 

Personnel  asst  I   

Steno  II   

Clerk-typist  II 

Clerk   II   

Account  clerk  II 

Service,  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Storekeeper  III  

Storekeeper    I    

Steno  II   

Clerk-typist  II 

Clerk  II  

Communications  Section  : 

Supvng  telephone  operator  I 

Telephone  operator 

Totals,   Authorized   Positions 79.7 


CARE  AND  WELFARE 

Medical  Care : 

Assoc  superintendent,  medical 

services   

Asst  superintendent,  general  medical 

&  surgical  service  

Asst  superintendent,  psychiatric 

service  

Chief  of  professional  education 

Sr  physician 

Sr   psychiatrist    

Physician   &   surgeon   II 

Staff  psychiatrist   

Dentist    III    

Dentist  II 

Chief  psychologist 

Sr  psychologist 

Podiatrist    


PACIFIC  STATE   HOSPITAL 


SAL.4RY  RANGE 

1 

1 

1 

$2,179-2,271 

S27,252 

$27,252 

1 

1 

1 

950-1.155 

13,860 

13,860 

1 

1 

1 

5S-1-710 

8,452 

8,520 

1 

1 

1 

692-842 

10,104 

10,104 

1 

1 

1 

571-692 

8,304 

8.304 

8.7 

4 

4 

505-614 

28,608 

29,028 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

457-556 

6,672 

6,672 

13.4 

16 

16 

446-543 

101,841 

102,780 

13 

11.5 

11.5 

415-530 

69,114 

69,990 

2.2 

3 

3 

415-505 

17,406 

17,673 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

505-614 

7,368 

7,868 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

614-746 

7,728 

8,112 

1 

1 

1 

5S4-710 

8,520 

8,520 

1 

1 

1 

505-614 

7,868 

7.368 

1 

1 

1 

492-599 

7,188 

7,188 

0.9 

1 

1 

492-599 

5.904 

6,204 

1 

1 

1 

446-543 

6.516 

6,516 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

415-505 

5,985 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

746-905 

10,860 

10.860 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

998-1.213 

14.556 

14,556 

1 

1 

1 

905-1.100 

12,628 

13,200 

1 

1 

1 

788-950 

11.400 

11,400 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

505-014 

7,308 

7,368 

o.s 

1 

1 

492-599 

5,904 

6,204 

0.3 

1 

1 

492-599 

6,544 

6,880 

0.5 

0.5 

0.5 

446-543 

3,258 

3,258 

1.4 

1 

1 

415-530 

5,860 

6,060 

0.2 

1 

1 

415-505 

5,120 

5,374 

1.6 

1 

1 

415-505 

5,100 

5,352 

1 

1 

1 

868-1,048 

12.576 

12,576 

1 

1 

1 

676-821 

9,662 

9,852 

o 

0 

■7 

530-676 

15,456 

15,456 

1 

1 

1 

446-548 

6,516 

6,516 

1 

1 

1 

415-530 

6,060 

6,060 

2.8 

3 

3 

415-505 

17,811 

18,105 

1 

1 

1 

469-571 

6.464 

6,796 

4.9 

5 

5 

415-505 

28,715 

29,589 

83 


83 


$562,672 


$619,800 


$626,743 


1 

1 

1 

$2,076-2,270 

$27,240 

$27,240 

1 

1 

1 

1,882-2,269 

27,228 

27,228 

1.7 

o 

o 

1,882-2,269 

51,828 

53,055 

1 

1 

1 

1.882-2,269 

27,216 

27,216 

1 

2 

2 

1,708-2,179 

40,992 

43,032 

- 

o 

2 

1.708-2.179 

40,992 

43.082 

7.9 

11.5 

11.5 

1.548-2,076 

233,699 

241,681 

1 

4 

4 

1.548-2,076 

79,440 

82,248 

1 

1 

1 

1.626-1,976 

20,666 

21.694 

0.2 

2 

0 

1.47.5-1.798 

85,400 

37,152 

1 

1 

1 

1.188-1.439 

17,268 

17.268 

1 

1 

1 

1.074-1,805 

13,104 

13,756 

1 

1 

1 

973-1,183 

14,196 

14,196 
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SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flliidl      (Auth.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


PACIFIC   STATE    HOSPITAL— Continued 


CARE  AND   WELFARE— Continued 


69 
70 
71 

72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Medical  Care — Contimud 

Staff   psychologist,   clinical 4.2 

Pharmacist   II 1 

Assoc  microliiologist 1 

Pharmacist  I 1 

Xurse-anesthetist 1 

SupvuK  lab  technologist 1 

Phys  therapist  II 1 

Librarian  III 1 

Lab   technologist 4.1 

Phys  therapist  I - 

Sr  X-ray  technician 0.9 

Electroencephalographic   techn 1 

X-ra.v  technician 1 

P.sychiatric   techn   1.9 

Dental    asst    2.7 

Student  professional  asst — 

Personal  Care  : 

Superintendent   of   nursing   services  1 
Asst  superintendent  of  nursing 

services   (registered  nurse) 3 

Psychiafric  nursing  educ  director 1 

Asst  superintendent  of  nursing 

ser%-ices    (psychiatric  techn) 2 

Supvng   p.sychiatric   nurse 9 

Public  health  nurse  II 0.2 

Sr  ps.Tchiatric  nurse 13.6 

Supvng  psychiatric  technician 18.7 

Psychiatric  nurse 41 

Graduate   nurse   12.2 

Sr  psychiatric  technician  II 30 

Sr  psychiatric  technician  I 100.3 

Barbershop  manager 0.8 

Beauty  shop  manager 0.9 

Psychiatric  techn 678.6 

Psychiatric  techn  trainee 131.3 

Surgery — Centra!  Supply — Clinics : 

Surgical  nurse  II — 

Surgical  nur.se  I 4 

Psychiatric   nurse    0.4 

Psvchiatric   techn   3.9 

Clerk   typist   II 0.8 

Rehabilitation  Therapy : 

Chaplain   (Catholic) 1 

Chaplain    (Protestant) 0.7 

Supervisor  of  rehab  services  . 1 

Asst  supervisor  of  rehab  services 3 

Coordinator  of  volunteer  services 1 

Librarian  II — 

Occupational  therapist 2.3 

Industrial  therapist 1.8 

Music  therapist 0.6 

Recreation  therapist 3.8 

Psychiatric   techn   5 

Motion  picture  operator — 

Education : 

School  prin.  hosp  for  the  mentally 

retarded 1 

Supvr  of  academic  instruction 1 

Speech  correction  teacher 3 

Elementary  teacher 6.6 

Teacher  of  mentally  defective  deaf 

childreu 1 

Teacher  of  mentally  retarded 

children   5.9 

Home  economies  teacher 1 

Arts  &  crafts  teacher 0.9 

Instructor  in  recr  &  phys  educ 0.3 

Student  professional  asst - 

Social  Service : 

Supvng  psychiatric  social  worker  II  1 

Supvng  psychiatric  social  worker  I_  1 

Psychiatric  social  worker 2.7 

Preadmission  and  Diagnostic  Clinic  : 

Staff   p.sychiatrist    0.9 

Staff  psychologist,  clinical 0.7 

Ps.vchiatric  social  worker 2 

Psvchi,-!tric  nurse 1 

Steno  II 2.7 


SALARY  RANGE 

9 

9 

973-1,183 

112,0.39 

116.244 

1 

1 

1,048-1,155 

13,S(;0 

13.860 

1 

1 

905-1,100 

10,860 

11.400 

1 

1 

998-1,100 

13,200 

13.200 

1 

1 

863-1,048 

10,356 

10.860 

1 

1 

821-998 

11.976 

11,976 

1 

1 

746^905 

10,860 

10,860 

1 

1 

710-863 

10.356 

10.356 

4 

4 

710-821 

38.202 

38.730 

3 

3 

644-783 

23,7<;0 

24,948 

1 

1 

584-710 

7.18.S 

7,548 

1 

1 

556-676 

8.112 

8,112 

1 

1 

556-676 

7,668 

8,048 

1 

1 

480-614 

7,008 

7,008 

3 

3 

457-556 

20,016 

20,016 

1 

1 

395-480 

4,860 

5,100 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

3 

905-1,100 

39,600 

39,600 

1 

1 

905-1,100 

13,200 

13,200 

o 

o 

863-1,048 

25,1.52 

25,152 

10 

10 

821-998 

116,916 

118.140 

1 

1 

783-950 

9,396 

9.8.52 

19 

19 

746-905 

194..346 

197..5.56 

19 

19 

710-863 

196,260 

196.764 

60 

60 

676-821 

555,682 

565.814 

12 

12 

628-764 

100.316 

104.964 

27 

27 

584-746 

23.5,812 

237.056 

81 

81 

530-676 

624,088 

629,900 

1 

1 

517-628 

6,360 

6.684 

1 

1 

517-628 

7.536 

7.536 

738 

738 

480-614 

4,940,709 

5,057.344 

159 

159 

415-457 

824,640 

866,082 

1 

1 

746-905 

8,9.52 

9,396 

3 

3 

676-821 

29,556 

29,556 

1 

1 

676-821 

9.852 

9.852 

4 

4 

480-614 

27.744 

28.056 

1 

1 

415-530 

5,810 

6,110 

1 

1 

884-1,074 

12,735 

12,888 

1 

1 

884-1.074 

12,076 

12,684 

1 

1 

863-1,048 

12,576 

12,576 

3 

3 

710-863 

31,068 

31,068 

1 

1 

710-863 

10,356 

10,356 

1 

1 

644-783 

7,920 

8,316 

3 

3 

614-746 

25.452 

25,824 

2 

2 

614-746 

17,904 

17,904 

1 

1 

614-746 

7,548 

7,920 

4 

4 

614-746 

34,.554 

34.936 

5 

5 

480-614 

34,956 

35,310 

0.2 

0.2 

3.21-3.37  hr 

1,335 

1,335 

1 

1 

1,100-1,337 

14,5.56 

15,276 

1 

1 

998-1.213 

14,556 

14,556 

4 

4 

710-1.100 

46,896 

47,328 

7 

7 

710-1,100 

82,470 

83,964 

1 

1 

710-1,100 

13,200 

13,200 

7 

7 

710-1.100 

83,672 

85,224 

1 

1 

710-1.100 

13.200 

13,200 

1 

1 

710-1,100 

13,200 

13,200 

1 

1 

710-1,100 

13.044 

13.200 

2 

2 

395-480 

9,720 

10,200 

1 

1 

973-1,183 

14.196 

14,196 

1 

1 

884-1,074 

12,786 

12,888 

12.5 

12.5 

801-973 

138,726 

140,448 

1 

1 

1,548-2.076 

18.576 

19,512 

1 

1 

973-1,183 

14.196 

14.196 

2 

2 

801-973 

23,352 

23,352 

1 

1 

676-821 

8..S16 

8.7.36 

3 

3 

446-543 

17,910 

18,474 

516 


HEALTH  AND  WELFARE 


Department  of  Mental  Hygiene 
HOSPITALS   FOR  THE   MENTALLY   RETARDED — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillad)       (iuth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PACIFIC  STATE   HOSPITAL— Continued 


CARE  AND  WELFARE— Continued 


After-Care  Facility : 

Sr  psvehiatrist -  1  1 

Physician  &  surgeon  II 2.3  2  2 

Staff  psycliologist,   clinical 111 

Psychiatric  social  worker 0.2  1  1 

Steno  II 2.6  3  3 

Mental   Retardation,    Evaluation   and 
Referral  Center — Los  Angeles : 

Sr  physician 0.7  —  - 

Psychiatric  social  worker 0.3  —  — 

Clerk-typist  II 1.2 

Totals,   Authorized   Positions   ___    1,155.5  1,286.2  1,286.2 


SUPPORT  AND   SUBSISTENCE 


SALARY  RANGE 

1,708-2,179 

1,548-2.076 

973-1,183 

801-973 

446-543 


1,708-2,179 
801-973 
415-539 

.$8,479,934 


Feeding : 

Food  administrator  II  _ 

Food  administrator  I 

Supvng  cook  II  

Supvng  cook  I  

Cook   II    

Baker  II 

Butcher-meat  cutter  II 
Food  service  supvr  II  _ 

Baker  I 

Food  service  supvr  I 

Cook  I  

Food  service  asst  II 

Food  service  asst  I 

Clothing  : 

Seamer-seamstress     

Asst  seamstress 

Housekeeping : 

Janitor  foreman  II 

Janitor   foreman   I 

Janitor    

Housekeeper     

Laundry  : 

Laundry  supvr  II  

Laundry  supvr  I 

Laundryman     

Laundress     

Laundry  asst 


Totals,  Authorized   Positions 144.6       155 


PLANT  OPERATION 

Maintenance  of  Structures : 
Chief  of  plant  operation  III  _ 
Supervisor  of  building  trades 

Plumber  II 

Carpenter  II 

Painter  II 

Plumber  I 

Sheet  metal  worker 

Upholsterer 

Carpenter  I 

Painter  I   

Mason    

Locksmith 

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Lead  groundsman 

Groundsman 

Light,  Heat,  and  Power : 

Chief  engineer  I 

Electrician   II    

Electrician   I    

Steamfitter   

Stationary  engineer 

Refrigeration  engineman 

Stationary  fireman 


155 


.$839,740 


20,496 
47,724 
14,196 
11,400 
17,256 


$956,946 


21,516 
48,624 
14,196 
11,676 
18,126 


9,799,775    $10,028,077 


1 

1 

1 

$884-1,074 

$12,888 

$12,888 

1 

1 

1 

692-842 

10,104 

10,104 

1 

1 

1 

660-801 

8,772 

9,205 

2 

2 

2 

571-764 

16,608 

16,608 

12.1 

12 

12 

517-692 

90,432 

90,432 

1 

1 

1 

571-692 

7,696 

8,080 

1 

1 

1 

571-602 

6,852 

7,188 

1 

1 

] 

571-692 

8,304 

8,304 

0.7 

1 

1 

517-628 

6,412 

6,740 

3 

3 

3 

469-571 

20,556 

20,556 

3.2 

4 

4 

425-517 

23,756 

24,332 

11.1 

12 

12 

42.5-517 

73,144 

73,596 

30 

34 

34 

386-469 

177,411 

182,340 

3.8 

4 

4 

517-628 

28,968 

29,292 

2.8 

3 

3 

425-517 

18,612 

18,612 

1 

1 

1 

530-644 

6,9.52 

7,308 

4.9 

5 

5 

457-556 

32,006 

32.746 

17.8 

19 

19 

415-505 

109,875 

112,924 

3 

3 

3 

415-505 

18,180 

18,180 

1 

1 

1 

628-764 

9,168 

9,168 

2 

2 

2 

517-628 

14,276 

14,612 

17.1 

19 

19 

446-543 

119,360 

121,429 

13.9 

14 

14 

425-517 

86,606 

86,856 

9.2 

10 

10 

38G-469 

50,008 

52,203 

$973,703 


1 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10,104 

10,104 

1 

1 

1 

728-801 

9,612 

9.612 

1 

1 

1 

728-801 

9,612 

9.612 

2 

2 

2 

728-801 

19,224 

19,224 

1 

1 

1 

728-801 

9,612 

9,612 

1 

1 

1 

628-764 

9,168 

9,168 

2 

2 

2 

692-764 

18,336 

18,336 

5 

5 

5 

692-764 

45,840 

45,840 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

5 

5 

5 

584-644 

38,640 

38,640 

1 

1 

1 

676-821 

9,852 

9,852 

2 

2 

2 

530-644 

15,456 

15,456 

5 

5 

5 

505-584 

35,040 

35,040 

1 

1 

1 

801-927 

11,124 

11,124 

1 

1 

1 

764-842 

10.104 

10,104 

1.8 

2 

2 

728-801 

18,564 

19,002 

1 

1 

1 

728-801 

9,612 

9,612 

3.7 

4 

4 

692-764 

35,988 

36,420 

1 

1 

1 

692-764 

9,168 

9,168 

4.9 

5 

5 

628-692 

39,792 

40,944 
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HOSPITALS   FOR  THE   MENTALLY   RETARDED — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllcdl      (Aulh.)      (tuih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PACIFIC  STATE   HOSPITAL— Continued 


PLANT  OPERATION— Continued 

Fire  Protection  : 

Institution  fire  chief 

Institution   fireman 

Institution  firefighter — part-time  and 
relief    

Jlotor  Vehicles : 

Auto  mechanic 

Auto  equipt  operator  II 

Mechanics'   helper 

Auto  equipt  operator  I 

Security  Force : 

Security  officer  II 

Securitj'  officer  I 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    


SALARY  RANGE 

1 

2 

1 
1 

1 
1 

728-884 
599-728 

9,501 
8,736 

9,981 
8,736 

1.3 

1.7 

1.7 

599-728 

15,708 

15,708 

1 

1 

1 

10.5 

1 

1 

1 

10 

1 

1 

1 

10 

676-821 
644-710 
556-676 

584-644 

8,952 
8,.520 
7,.368 

77,280 

8,952 
8,520 
7,368 

77,280 

1 
3.9 

1 
4 

1 

4 

556-676 

480-584 

7,608 
27,462 

$580,359 

7,984 
27,780 

68.1 

67.7 

67.7 

$543,426 

$583,555 

1,447.9 

1,591.9 

1.591.9 

$10,425,772 

$11,956,880 

$12,212,078 

ADMINISTRATION 

Executive : 

Supt  &  medical  director 

Administrative  asst  II 

Secretary  I  

Medical  Records  and  Clerical : 

Medical  record  librarian 

Supvng  clerk   I 

Sr  steno    

Sr  clerk 

Sr  file  clerk 

Steno  II   

Clerk-typist  II 

Clerk  II 

Business  Services : 

Hosp  business  administrator 

Sr  steno 

Fiscal  Section : 

Accounting  officer 

Property  clerk  II 

Accountant  I 

Sr  account  clerk 

Steno  II 

Bookkeeping  mach  operator  I 

Account  clerk  II 

Hospital  Trust  Office : 

Patients  estates   &   aects  specialist 

Sr  account  clerk 

Steno  II   

Personnel  Section : 

Personnel  officer  I 

Training  asst 

Personnel  asst  II 

Personnel  asst  I 

Steno  II 

Clerk-typist  II  

Account  clerk  II 

Sen'iee.  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Storekeeper  III  

Storekeeper    I    

Clerk-typist    II    

Clerk  II 

Communications  Section  : 

Supvng    telephone    operator 

Telephone  operator 

Totals,   Authorized  Positions 


PORTERVILLE  STATE   HOSPITAL 


1 
1 
1 

1 

1 

1 

1 
1 
1 

SALARY  RANGE 
$2,179-2,271 
950-1.155 
584-710 

$27,252 

13,860 

8,520 

$27,252 

13,860 

8,520 

1 

1 

7 
1 
1 

7.5 

10.8 

3.5 

1 
1 
7 
1 
1 
9 
10.5 
3 

1 

1 
7 
1 
1 
9 
10.5 
3 

692-842 
571-692 
50.5-614 
492-599 
492-599 
446-543 
415-530 
415-505 

10,104 

8,304 

50.694 

7,188 

6,824 

54,600 

62,001 

18,180 

10,104 

8,304 

51,306 

7,188 

7,160 

55,782 

62,969 

18,180 

1 

1 

1 
1 

1 
1 

1,27.3-1,548 
505-614 

18.576 
7,368 

18,576 
7,368 

1 
1 
1 
2.2 

1 
1 
2.9 

1 
1 
1 
2 
1 
1 
3 

1 
1 
1 

9 

i 

1 

3 

863-1,048 
614-746 
584-710 
492-599 
446-543 
415-505 
415-505 

12,576 

8,952 
8,520 

13,984 
6,516 
6,060 

16,899 

12.576 
8,952 
8,520 

14,320 
6.516 
6,060 

17,448 

1 
1 

1 

1 

1 
1 

1 

1 
1 

746-905 
492-599 
446-543 

9,624 
7,188 
6,516 

10,104 
7,188 
6,516 

1 
1 

1 
1 

1 
1 
1 

1 
1 

1 
1 

1 
1 
1 

1 
1 

1 
1 

1 
1 
1 

998-1,213 
78.3-950 
571-692 
492-599 
446-543 
415-530 
415-505 

14,556 
9,396 
8,304 
7,188 
6,516 
6,060 
6,060 

14,556 
9,852 
8,804 
7,188 
6,516 
6,060 
6,060 

1 
1 

2 
2 
2 

1 
1 
2 
2 
2 

1 
1 
2 
2 

2 

863-1,048 
676-821 
530-676 
415-530 

415-505 

12,576 
9,852 
14,088 
12,120 
12,120 

12,576 
9,852 
14,400 
12,120 
12,120 

0.3 

4.7 

1 
4 

1 
4 

469-571 
415-505 

6,516 

24,240 

6,852 
24,240 

70.9 


71.5 


71.5 


$499,917 


$539,898 


$545,465 
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HOSPITALS 

FOR  THE   MENTALLY   RETARDED- 

—Continued 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_l 

67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.l 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CARE  AND  WELFARE 

Medical  Care : 

Assoc  superintendent,  medical 

services   

Asst  superintendent,  general  medical 

&  surgical  services  

Asst  superintendent,  psychiatric 

service   

Chief  of  professional  education 

Sr  psychiatrist    

Physician   &   surgeon   II 

Pathologist    

Dentist  II 

Chief  psychologist 

Sr  psychologist 

Podiatrist    

Staff  psychologist — clinical 

Pharmacist  II 

Assoc  microhiologist 

Pharmacist  I 

Nurse — anesthetist 

Supvng  lab  technologist 

Phys  therapist  II 

Lab   technologist   

Phys  therapist  I 

Electroencephalographic   tecim 

X-ray  technician  and  relief 

Psychiatric    techn    

Dental  asst 

Student  professional  asst 

Personal  Care : 

Superintendent   of  nursing   services 
Asst  superintendent  of  nursing 

services   (registered  nurse) 

Psychiatric    nursing    educ  _  director 
Asst  superintendent  of  nursing 

services   (psychiatric  techn) 

Supvng  psychiatric  nurse 

Public  health  nurse  II 

Sr  psychiatric  nurse 

Supvng  psychiatric  technician 

Psychiatric   nurse   

Graduate  nurse 

Sr  psychiatric  technician  II 

Sr  psychiatric  technician  I 

Barbershop  manager 

Beauty  shop  manager 

Psychiatric   techn   

Psychiatric  techn  trainee 

Surgery — Central  Supply — Clinics  : 

Surgical  nurse  II 

Surgical  nurse  I 

Psychiatric   nurse    

Psychiatric    techn    

Clerk-typist  II 

Rehabilitation  Therapy  : 

Chaplain   (Catholic)   

Chaplain  (Protestant)   

Supervisor   of   rehab   services 

Asst  supervisor  of  rehab  services 

Coordinator  of  volunteer  services 

Librarian  II 

Industrial    therapist   

Music  therapist 

Recreation  therapist 

Motion  picture  operator — ^part-time- 
Psychiatric  techn 

Education  : 

School  prin,   hosp   for  the  mentally 

retarded  

Supervisor  of  academic  instruction- 
Teacher — elementary 

Teacher  of  mentally  defective  deaf 

children 

Teacher — music 

Teacher  of  mentally  retarded 

children 

Teacher  of  home  economics 

Teacher — arts  &  crafts 

Instructor  in  reer  &  phys  educ 

Student  professional  asst 


PO 


RTERVILLE 

STATE 

HOSPITAL— Cont 

inued 

SALARY  EANGE 

1 

1 

1 

,$2,076-2,270 

$27,240 

$27,240 

1 

1 

1 

1,882-2.269 

27,228 

27,228 

0.1 

o 

2 

1.182-2,269 

45,168 

47,424 

- 

1 

1 

1,882-2.269 

22,584 

23,712 

0.7 

4 

4 

1.708-2.179 

81,984 

86,064 

9.8 

9 

9 

1.548-2,076 

194,988 

198,772 

0.1 

1 

1 

1,626-2,076 

19,512 

20,496 

2 

2 

2 

1,475-1,793 

43,032 

43,032 

1 

i 

1 

1,183-1,439 

15,924 

16,724 

0.6 

1 

1 

1,074-1,305 

15,350 

15,660 

1 

1 

1 

973-1. 1S3 

14,196 

14,196 

1..5 

6 

6 

973-1,183 

74,540 

77.384 

1 

1 

1 

1,048-1,155 

13,860 

13,860 

0.9 

1 

1 

905-1,100 

10,860 

11.400 

1 

1 

1 

998-1.100 

13,148 

13,200 

1 

1 

1 

863-1,0-18 

12,576 

12.576 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

746-905 

10,860 

10,860 

2.4 

3 

3 

710-821 

28.440 

28,878 

0.4 

2 

2 

644-783 

15,840 

16.632 

0.6 

1 

1 

556-676 

7,578 

7,952 

1 

1.1 

1.1 

556-676 

8,884 

8,884 

2.8 

1 

1 

480-614 

7,008 

7,008 

2 

2 

2 

457-556 

13,344 

13,344 

0.2 

1 

1 

395-480 

4,860 

5,100 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

3 

3 

3 

905-1,100 

37,260 

37,800 

1 

1 

1 

905-1,100 

12,628 

13,200 

2 

2 

2 

863-1,048 

25,152 

25.152 

11.6 

13 

13 

821-998 

149,232 

152,448 

1 

1 

1 

783-950 

11,400 

11,400 

6.4 

7 

7 

746-905 

74,298 

75,516 

12 

10 

10 

710-863 

103,560 

103,560 

17 

25 

25 

676-821 

230,616 

235,320 

6.3 

7 

7 

628-764 

55,760 

58,552 

33.9 

34 

34 

584-746 

300,158 

300,912 

105.3 

102 

102 

530-676 

800,192 

804,192 

1 

1 

1 

517-628 

7,536 

7,536 

1 

1 

1 

517-628 

7,536 

7,536 

623.4 

788 

788 

480-614 

4,701,636 

5,312,072 

86.8 

99 

99 

415^57 

513,484 

539,000 

1 

1 

1 

746-905 

10,860 

10,860 

2  2 

3 

3 

676-821 

26,484 

27,324 

_ 

1 

1 

676-821 

8.316 

8,736 

3 

3 

3 

480-614 

21,744 

21.744 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

86.8-1,048 

12,076 

12,576 

3 

3 

3 

710-863 

31,068 

31,068 

1 

1 

1 

710-863 

9,285 

9,738 

1 

1 

1 

644-7S3 

9,396 

9,396 

3 

2 

9 

614-746 

17,904 

17,904 

2 

2 

2 

614-746 

17,234 

17,652 

4.1 

5 

5 

614-746 

41,214 

42,372 

0.2 

0.2 

3.21-3.37  hr 

1.392 

1,392 

2 

2 

2 

480-614 

14,016 

14,016 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

998-1,213 

14,556 

14,5.56 

1.8 

3 

3 

710-1,100 

30,288 

81,804 

1 

1 

1 

710-1,100 

13,200 

13,200 

0.5 

1 

1 

710-1,100 

8,520 

8,952 

7 

8 

8 

710-1,100 

98,328 

99,454 

1 

1 

1 

710-1,100 

13,200 

13,200 

2 

3 

3 

710-1,100 

36,252 

36,7.56 

1 

1 

1 

710-1,100 

11,928 

12,526 

1 

1 

395-^80 

4,860 

5,100 
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HOSPITALS   FOR  THE   MENTALLY   RETARDED — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIedl       (Aulh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


PORTERVILLE   STATE    HOSPITAL— Continued 


CARE  AND  WELFARE— Continued 

Social  Service  : 

Supvni,'  ps.vchiatric  social  worker  II 
SupvnK  p.s.vchiatric  social  worker  I 
Psychiatric  social  worker 

San  .lose  Mental  Retardation  and  Re- 
ferral Center : 

Psychologist   

Social  worker 

Public  health  nurse  II 

Steno  II 

Clerk-typist  II 

Preadmission  and  Diagnostic  Clinic : 

Physician  &  surgeon  II 

Staff  psychologist,  clinical 

Ps.vchiatric  social  worker 

Graduate  nurse 

Steno  II 

Totals,  Authorized  Positions 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food  administrator  II 

Food  administrator  I 

Supvng  cook  II 

Supvug  cook  I  

Cook    II    

Baker  II 

Butcher-meat  cutter  II 

Food  service  supvr  II 

Baker  I 

Butcher-meat  cutter  I 

Food  service  supvr  I 

Cook  I  

Food  service  asst  II 

Food  service  asst  I 

Clothing : 

Shoemaker      

Seamer-seamstress     

Asst  seamstress 

Housekeeping : 

Janitor   foreman    III 

Janitor  foreman  I 

.lanitor    

Laundry  : 

Laundry  supvr  II 

Laundry  supvr  I  

Laundrj'man     

Laundress     

Laundry  asst 

Totals.  Authorized  Positions 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operation  III 

Supervisor  of  building  trades- 

Painter  II 

Plumber    I    

Carpenter   I 

Painter   I   

Ma.son    

Locksmith 

Fusion  welder 

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Lead  groundsman 

Groundsman 


1 
1 

5.7 

1 

1 
8 

1 

1 
8 

S.4L,\RY  RANGE 

973-1,183 

884-1,074 

801-973 

14,196 

12,888 
88,728 

14,196 

12,888 
90,264 

0.6 

0.8 

1 

0.6 

0.4 

- 

~ 

973-1,1.83 
801-973 
783-9.50 
446-553 
415-530 

- 

- 

1 
1 
2 

1 
2 

1 
1 
2 

1 
2 

1 
1 
2 
1 
2 

1,548-2.076 

973-1. 1S3 

801-073 

628-764 

446-543 

22,584 
14.196 
23.352 
8,736 
11,912 

$8,484,065 

22,584 
14.196 
23,352 
9,168 
12.514 

1,007.5 

1,208.3 

1,208.3 

$7,265,828 

$9,167,210 

1 

1 

1 

$884-1,074 

$11,630 

$12,226 

1 

1 

1 

692-842 

10,063 

10.104 

1 

1 

1 

660-801 

9.612 

9.612 

3 

3 

3 

571-764 

24.912 

24.912 

10 

10 

10 

517-692 

74,564 

74,900 

1 

1 

1 

571-692 

8.304 

8,304 

1 

1 

1 

571-692 

8,272 

8,304 

1 

1 

1 

571-692 

8.304 

8..304 

2 

2 

2 

517-628 

14.753 

15.072 

1 

1 

1 

517-628 

7..536 

7.536 

1 

1 

1 

469-571 

6,852 

6,8.52 

3 

3 

3 

425-517 

18,.537 

18,612 

4 

4 

4 

425-517 

24.816 

24.816 

26.3 

27 

27 

386-469 

145,990 

149,141 

1 

1 

1 

628-764 

8,592 

9.024 

1 

1 

1 

517-628 

7,536 

7,536 

5 

5 

5 

42.5-517 

31,020 

31,020 

0.8 

1 

1 

584-710 

7,008 

7,368 

4.7 

5 

5 

457-556 

32.310 

32.598 

31 

32 

32 

415-505 

181..542 

188,441 

1 

1 

1 

628-764 

9,168 

9,168 

1 

1 

1 

517-628 

7,.536 

7,5.36 

23.7 

26 

26 

446-543 

161.569 

164.669 

7.6 

7 

7 

425-517 

43,036 

43.328 

5.4 

5 

5 

386-469 

24,169 

25,362 

138.5      142 


142 


$799,768 


$887,631 


$904,745 


1 

1 

1 

.$1,023-1.243 

$14,916 

$14,916 

1 

1 

1 

801-927 

11.124 

11,124 

1 

1 

1 

728-801 

9,612 

9,612 

3 

3 

3 

728-801 

28.836 

28,836 

2 

o 

9 

692-764 

18..336 

18..S36 

3 

3 

3 

692-764 

27.504 

27.504 

1 

1 

1 

692-764 

9,168 

9.168 

1 

1 

1 

692-764 

9,168 

9,168 

1 

1 

1 

676-746 

8,952 

8,952 

2.9 

3 

3 

584r-644 

23,184 

23,184 

1 

1 

1 

676-821 

9,852 

9,852 

9. 

2 

2 

530-644 

15,276 

15,456 

6 

6 

6 

505-584 

40,032 

42.048 
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HEALTH  AND  WELFARE 


HOSPITALS 

FOR  THE   MENTALLY   RETARDED 

— Continued 

Lii 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

_I 

67-68  68-69  69-70 
(Filled)      (Aijth.)       (Aulh.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PORTERVILLE  STATE    HOSPITAL— Continued 


PLANT  OPERATION— Continued 

Light,  Heat,  and  Power  : 

Chief  engineer  I 

Electrician    II    

Electrician   I    

Steamfitter   

Stationary   engineer 

Refrigeration  engineman 

Stationary  fireman 

Water  and  Sewage : 

Water  &  sewage  plant  supvr 

Fire  Protection : 

Institution  fire  chief 

Institution  fireman 

Institution  firefighter — part-time 

Motor  Vehicles : 

Auto  mechanic 

Auto  equipt  operator  II 

Auto  equipt  operator  I 

Security  Force : 

Security  officer  II   

Security  officer  I 

Totals,   Authorized  Positions 


1 

0.8 

2.2 

1 

2.7 
1 
5 


1 

1.9 
1.1 

1 
1 
9 

1 

4 


1 
2 
1.3 

1 
1 
9 

1 
4 


1.3 

1 
1 


60.6 


61.3 


61.3 


SALARY  RANGE 
801-927 
764-842 
728-801 
728-801 
692-764 
692-764 
628-692 

728-801 

728-884 
599-728 
599-728 

676-821 
644-710 

584-644 

556-676 

480-584 

$482,436 


11,124 
10,104 
19,224 

9,612 
27,360 

9,168 
40,752 

9,612 

10,146 
16,098 
11,388 

8,592 

8,520 

69,552 

8,112 
28,032 


11,124 
10,104 
19,224 

9,612 
27,504 

9,168 
41,456 

9,612 

10,608 
16,464 
11,388 

8,952 

8,520 

69,552 

8,112 
28,032 


$523,356 


$527,588 


GRAND  TOTALS,  AUTHORIZED 

POSITIONS    1,277.5    1,483.1    1,483.1 


9,047,949         $10,434,950         $11,145,008 


ADMINISTRATION 

Executive : 

Superintendent  and  medical  director  1 

Administrative  asst  II 1 

Secretary  I 1 

Medical  Records  and  Clerical : 

Medical  record  librarian 1 

Supvng  clerk  I 1 

Sr  steno   6 

Sr   clerk    1 

Sr  clerk-typist 2 

Sr  file  clerk 1 

Steno  II 4.8 

Clerk-typist  II 21.8 

Clerk   II   3.4 

Business  Services : 

Hosp  business  administrator 1 

Sr   steno    1 

Fiscal  Section : 

Accounting   officer  III 1 

Property  clerk  II 1 

Accountant  I 1 

Sr  account  clerk 2 

Accounting  technician 1 

Steno  II 2 

Bookkeeping  mach  operator  I 1 

Account  clerk  II 2 

Trust  Section : 

Patients  estates  and  aects  specialist  1 

Sr  account  clerk 1 

Steno  II 1 

Clerk-typist    II    1 

Personnel  Section : 

Personnel  officer  I 1.9 

Hosp  health  &  safety  coordinator 1 

Training  asst 1 

Supvng  clerk  I 0.9 

Sr   steno 1 

Personnel  asst  I 2 

Steno  II 0.4 

Clerk-typist    II    1.9 

Clerk   II    1 

Account  clerk  II 1 


SONOMA  STATE   HOSPITAL 


SALARY  RANGE 

1 

1 

$2,179-2,271 

$27,252 

$27,252 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

584-710 

8,520 

8,520 

1 

1 

692-842 

10,104 

10,104 

1 

1 

571-692 

8,304 

8,304 

6 

6 

505-614 

44,208 

44,208 

1 

1 

492-599 

7.188 

7,188 

2 

2 

492-599 

14.376 

14.376 

1 

1 

492-599 

7,188 

7,188 

5 

5 

446-543 

32,118 

32,424 

23 

23 

415-530 

141,883 

142,980 

3 

3 

415-505 

18,180 

18,180 

1 

1 

1,27.3-1,548 

18,576 

18,576 

1 

1 

505-614 

7,368 

7,368 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

614-746 

8,952 

8,952 

1 

1 

584-710 

8,048 

8,452 

2 

o 

492-599 

14,376 

14,376 

1 

1 

492-599 

7,188 

7,188 

2 

2 

446-543 

11,644 

12,230 

1 

1 

415-505 

6,060 

6,060 

2 

2 

415-505 

11,636 

11,920 

1 

1 

746-905 

10,860 

10,860 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,.516 

6,516 

1 

1 

415-530 

6,060 

6,060 

1 

1 

998-1.213 

14,556 

14,556 

1 

1 

905-1,100 

13.200 

13,200 

1 

1 

783-950 

10,314 

10,818 

1 

1 

571-692 

6,852 

7,188 

1 

1 

505-614 

7,368 

7,368 

2 

2 

492-599 

14,376 

14,376 

0.5 

0.5 

446-543 

3,090 

3,245 

2 

2 

415-530 

11,180 

11,434 

1 

1 

415-505 

5,100 

5,352 

1 

1 

415-505 

5,668 

5,960 
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HOSPITALS   FOR  THE   MENTALLY   RETARDED — Continued 


SALARIES  AND  "WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Flllid)      (tolli.l       («oth.| 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 

Service.  Supply,  and  Clerical : 

Service  &  supply  officer  II 

Service  &  supply  officer  I 

Storekeeper  III  

Storekeeper  I  

Steno  II   

Clerk-typi.st  II 

Duplicating  m.ach  operator  II 

Clerk   II   

Communication.«  Section  : 

Supvng  telephone  operator 

Telephone  operator 

Totals,  Authorized  Positions 


CARE   AND   WELFARE 


SONOMA  STATE   HOSPITAL— Continued 


SALARY  BANGE 

1 

1 

1 

863-1,048 

12.576 

12,576 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

676-.S21 

8,112 

8,520 

2 

2 

2 

530-^76 

15,096 

15.4.56 

0.5 

1 

1 

446-543 

5,628 

5.904 

1.5 

1 

1 

41.5-530 

6.060 

6.060 

1 

1 

1 

435-530 

6,360 

6,360 

3 

3 

3 

415-505 

16,667 

17,197 

1 

1 

1 

469-571 

6,S52 

6,852 

6.1 

6 

6 

415-505 

35,674 

35,945 

92.2 


Medical  Care : 

Assoc  supt,   medical   services 1 

Asst  superintendent  general  medical 

&  surgical  services 2 

Asst  superintendent  psychiatric 

services    1.7 

Chief  professional  education 1 

Sr    physician    1.1 

Sr  psychiatrist 1 

Physician  &  surgeon  II 11.5 

Pathologist   1 

Dentist  III 1 

Dentist  II 2 

Chief  psychologist 1 

Sr  p.sychologist 1 

Podiatrist    1 

Staff  ps.vchologist 6.9 

Pharmacist  II 1 

Assoc  microbiologist 1 

Pharmacist   I   0.1 

Nur.<ie-anesthetist 1 

Supvng  lab  technologist 1 

Asst  microbiologist 1 

Sr  lab  technologist 0.5 

Phys  therapist  II 1 

Brace    maker    1 

Librarian  III 1 

Lab  technologist 2.8 

Phys  therapist  I 0.2 

Sr  X-ray  technician 0.7 

Electroencephalographic   techn 0.7 

X-ray  technician 1.3 

Psychiatric  techn — podiatrist  asst 1.1 

Dental  asst    3 

Student  professional  asst 1.6 

Personal  Care : 

Superintendent   nursing   services 1 

A.sst  supt    f registered   nurse) 3 

Psychiatric  nursing  educ  director 2 

Asst  supt  (psychiatric  technician).  2 

Supvng  psychiatric  nurse 12.9 

Public  health  nurse  II 1 

Sr  psychiatric  nurse 23.6 

Supvng  psychiatric  technician 20 

Psychiatric  nurse   38.8 

Graduate  nurse 13.1 

Sr  p.sychiatric  technician  II 34 

Sr  psychiatric  technician  I 121.9 

Barbershop  manager 1 

Beauty  shop  manager 1 

Psychiatric  techn 926 

Psychiatric   techn — trainee    108.8 

Surgery — Central   Supply — Clinics : 

Surgical  nurse  II 1 

Surgical  nurse  I 1.7 

Psychiatric  nurse - 

Psychiatric  techn 6 

Steno  II  1 


92.5         92.5 


$656,559 


$687,642 


$693,957 


1 

1 

$2,076-2,270 

$27,240 

$27,240 

2 

2 

1,882-2,269 

54,444 

54,444 

2 

2 

1,882-2,269 

53,634 

54,444 

1 

1 

1,882-2,269 

27  22S 

27,228 

2 

2 

1,70.S-2,179 

51,060 

51.060 

4 

4 

1,70.9-2.179 

81.984 

86.064 

13 

13 

l,.54,S-2,076 

291.087 

294.002 

1 

1.626-2,076 

24.912 

24.912 

1 

1,626-1,976 

23,712 

23,712 

2 

1,47.5-1,793 

43,032 

43.032 

1 

1,183-1,4.39 

17.268 

17,268 

1 

1,074-1,305 

15.660 

15,660 

1 

973-1,183 

14.196 

14,196 

10 

10 

973-l,l.S3 

130,312 

133,339 

1 

1,048-1,155 

13,860 

13,860 

1 

905-1,100 

13,200 

13.200 

1 

99.S-1.100 

11,976 

12,576 

1 

863-1,048 

12,576 

12,576 

1 

821-99S 

11,976 

11,976 

1 

783-950 

11.400 

11.400 

1 

746-905 

9.396 

9.852 

1 

746-905 

10,692 

10.860 

1 

746-905 

9.624 

10,104 

1 

710-863 

10,3.56 

10,356 

3 

710-821 

28.250 

28,878 

4 

644-783 

31.680 

33.264 

1 

584-710 

8,520 

8,520 

1 

556-676 

8,112 

8,112 

1 

556-676 

6.672 

7,008 

1 

480-614 

7.008 

7,008 

3 

457-556 

20,016 

20,016 

1 

395-480 

4,860 

5,100 

1 

1,100-1.337 

16.044 

16.044 

3 

3 

90.5-1.100 

39,600 

39.600 

o 

9 

905-1,100 

26,400 

26.400 

2 

2 

863-1,048 

25,102 

25,152 

13 

13 

821-998 

155.688 

155,688 

1 

1 

783-950 

11.400 

11.400 

37 

37 

746-905 

376..890 

382.788 

20 

20 

710-863 

204,402 

205.716 

100 

100 

676-S21 

906,008 

928.284 

14 

14 

628-764 

125,148 

128,280 

99 

22 

584-746 

193.848 

194.376 

SO 

SO 

530-676 

623.274 

626,912 

1 

1 

517-62S 

7.536 

7,536 

1 

1 

517-628 

7,536 

7,536 

1,029 

1,029 

480-614 

6,736,748 

7,059,196 

98 

98 

415^157 

509.464 

534,352 

1 

1 

746-905 

10.860 

10,860 

3 

3 

676-821 

28,656 

29,100 

1 

1 

676-821 

8,316 

8,736 

6 

6 

4S0-614 

42,408 

42,408 

1 

1 

446-543 

6,516 

6,516 
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HOSPITALS   FOR  THE   MENTALLY   RETARDED— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SONOMA  STATE   HOSPITAL— Continued 


CARE  AND  WELFARE— Continued 

Rehabilitation  Therapy : 

Catholic   chaplain    

Protestant   chaplain   

Supervisor  of  rehabilitation  services 
Asst  supvr  of  rehabilitation  services 

Coordinator  of  volunteer  services 

Librarian  II 

Occupational  therapist 

Industrial   therapist    

Recreation    therapist    

Psychiatric  technician — group  leader 
Motion    picture   operator — part-time 

Education  : 

School    principal    

Supervisor   of   academic   instruction 

Speech  correction  teacher 

Teacher  of  arts  and  crafts 

Elementary  teacher 

Teacher  of  cerebral  palsied  children 
Teacher  of  mentally   defective  deaf 

children     

Teacher  of  mentally   retarded   chil- 
dren      

Music   teacher   

Instructor   in   recreation    

Student  professional  asst 

Social  Service : 

Supvus  psychiatric  social  worker  II 
Supvnu  psychiatric  social  worker  I 
Psychiatric   social  worker 

Preadmission  and  Diagnostic  Clinic  : 

Physician  &  surgeon  II 

Staff  psychologist — clinical 

Psychiatric  social  worker 

Psychiatric   nurse      

Sr   steno   

Clerk-typist    II    

Totals,  Authorized  Positions 


SUPPORT  AND   SUBSISTENCE 

Feeding : 

Food    administrator   II    

Food  administrator  I 

Supvug  cook  II  

Supvng  cook  I 

Cook  II 

Baker    II    

Butcher-meat  cutter  II   

Food  service  supvr  II 

Baker  I 

Butcher-meat  cutter  I 

Food  service  supvr  I  

Cook    I   

Food   service   asst  II 

Food  service  asst  I 

Clothing : 

Shoemaker 

Seamer-seamstress    

Asst  seamstress 

Housekeeping — Public  Area  : 

Janitor   foreman   III 

Janitor    

Housekeeper 

Housekeeping — Ward  Areas  : 

Janitor   foreman   I 

Janitor    

Laiindry  : 

Laundry  supvr  II  

Laundry  supvr  I 

Laundryman 

Laundress 

Laundry  asst 

Totals,    Authorized   Positions- 


SALARY  EANGE 

1 

1 

1 

884-1,074 

12,327 

12,888 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

863-1,048 

11,832 

12,426 

2.7 

3 

3 

710-863 

30,202 

30,900 

1 

1 

1 

710-863 

10,356 

10,356 

1 

1 

1 

644-783 

9,285 

9,396 

3 

3 

8 

614-746 

25,696 

26,084 

1 

1 

1 

614-746 

8,952 

8,952 

8.8 

10 

10 

614-746 

82,156 

85,222 

5 

5 

5 

480-614 

35,040 

35,040 

0.2 

0.2 

0.2 

3.21  hr 

1,349 

1,349 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

998-1,213 

14,556 

14,556 

3 

3 

3 

710-1,100 

32,648 

33,744 

1 

1 

1 

710-1,100 

11,448 

11,976 

6.5 

7 

7 

710-1,100 

77,590 

80,264 

2 

2 

2 

710-1,100 

26,400 

26,400 

2 

2 

2 

710-1,100 

26,400 

26,400 

10.9 

12 

12 

710-1.100 

144,231 

148,131 

0.6 

1 

1 

710-1,100 

8,.520 

8,952 

1 

1 

1 

710-1,100 

13,200 

13,200 

2 

2 

2 

39.5-480 

9,720 

10,200 

1 

1 

1 

973-1,183 

14,196 

14.196 

1 

1 

1 

884-1,074 

12,888 

12,888 

10.2 

11 

11 

801-973 

122,030 

125,244 

0.9 

1 

1 

1,548-2,076 

22,584 

22,584 

1 

1 

1 

973-1,183 

14,196 

14,196 

1.8 

2 

2 

801-973 

21,698 

22,200 

1 

1 

1 

676-821 

8,316 

8,736 

- 

1 

1 

505-614 

6,060 

6,360 

2 

1 

1 

415-530 

6,360 
$11,996,955 

6,360 

1,448.6 

1,583.2 

1,583.2 

,$10,585,724 

$12,416,279 

1 

1 

1 

$884-1,074 

$12,888 

$12,888 

1 

1 

1 

692-842 

9,817 

10,104 

1 

1 

1 

660-801 

8,664 

9,096 

3 

3 

3 

571-764 

24,912 

24,912 

15 

15 

15 

517-692 

309,612 

110,949 

1 

1 

1 

571-692 

7,984 

8,304 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

571-692 

7,792 

8,176 

4 

4 

4 

517-628 

29,423 

30,028 

1 

1 

1 

517-628 

6,712 

7,048 

2 

2 

2 

469-571 

13,704 

13,704 

4 

4 

4 

425-517 

24,102 

24,378 

15.9 

16 

16 

425-517 

97,301 

99,114 

35.3 

37 

37 

386-469 

194,380 

200,711 

1 

1 

1 

628-764 

8,736 

9,168 

2 

2 

2 

517-628 

14,696 

15,043 

5 

5 

5 

425-517 

30,559 

30,845 

0.7 

1 

1 

584-710 

7,008 

7,368 

12 

12 

12 

415-505 

71,004 

74,066 

4.9 

5 

5 

415-505 

29,568 

30,075 

5 

5 

5 

457-556 

33,178 

33,360 

19.7 

9 

9 

415-505 

44,820 

47,061 

1 

1 

1 

628-764 

9,168 

9,168 

2 

2 

o 

517-628 

14,724 

15,072 

16.8 

16 

16 

446-543 

99,880 

102,197 

19.1 

18 

18 

425-517 

108,586 

109,730 

16 

21 

21 

386-469 

103,040 

108,140 

191.4 

186 

186 

$1,014,018 

$1,130,562 

$1,159,009 
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HOSPITALS   FOR  THE   MENTALLY   RETARDED — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tilth.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SONOMA  STATE    HOSPITAL— Continued 


PLANT  OPERATION 

Maintenance  of  Structures : 

Chief  of  plant  operations  III 

Supervisor  of  building  trades 

Plumber    II    

Carpenter  II 

Painter  II 

Plumber  I 

Sheet  metal  worker 

Upholsterer 

Carpenter   I   

Painter   I    

Mason    

Locksmith 

Machinist    

Fusion   welder 

Building  maint  man 

Maintenance  of  Grounds : 

Supvng  groundsman  II 

Tractor  operator — laborer 

Lead  groundsman 

Groundsman 

Light,  Heat,  and  Power : 

Chief  engineer  I 

Electrician   II   

Electrician   I    

Steamfitter    

Stationary    engineer   

Refrigeration   engineman 

Stationary   fireman 

Building  maint  man 

Water  and  Sewage : 

Building  maint  man 

Fire  Protection  : 

Institution  fire  chief 

Institution  fireman 

Institution   firefighter 

Motor  Vehicles  : 

Auto  mechanic : 

Auto  equipt  operator  II 

Auto  eciuipt  operator  I 

Security  Force  : 

Security  ofiicer  II 

Security  officer    I 

Totals,  Authorized  Positions 


FARMING   AND    PROCESSING 


1 
1 
0.6 

1 

2 

2.4 

1.1 

1 

2.4 

4.9 

1 

1 

0.9 

1 

2.5 

1 
1 

1 
5.8 

1 

1 

2.7 

2 

3.9 

0.9 

5.1 

3 


1 

2.1 

1.2 

2 

1 

12.1 

0.9 

4 


77.5 


1 

1 
1 
1 
2 

3 
1 
1 
3 
5 
1 
1 
1 
1 
4 

1 
2 

1 
6 

1 
1 
3 
2 

4 
1 
5 
3 


1 
2 
1.3 


2 

1 
12 

1 
4 


82.3 


1 
1 
1 
1 
2 
3 
1 
1 
3 
5 
1 
1 
1 
1 
4 

1 
2 
1 
6 

1 
1 
3 
2 

4 
1 
5 
3 


1.3 

2 

1 

12 


82.i 


Dairyman    111 

Hog  ranch  operator 1  —  — 

Asst    dairyman    2  2  2 

Milker   6.1  6  6 

Asst  hog  ranch  operator 1  —  — 

Farm  hand 2.9  2  2 

Totals,  Authorized  Positions 14  11  11 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    1,823.7  1,955  1,955 


SALAKY  RANGE 
$1,023-1.243 
801-927 
764-842 
728-801 
728-801 
72.8-801 
728-SOl 
62,8-764 
692-764 
692-764 
692-764 
692-764 
692-764 
676-746 
584-644 

676-821 
614-676 
530-644 
505-584 

801-927 
764-842 
72,8-801 
728-801 
692-764 
692-764 
62,8-692 
5.84-644 

584-644 

72.8-8.84 
599-728 
599-728 

676-821 
644-710 

584-644 

556-676 

480-584 

.$611,675 


.$101,804 


.$13,976 

11.124 

10,104 

9.612 

19,224 

27,960 

8,736 

8,700 

26,820 

45,840 

9,168 

9,168 

9,168 

8,9.52 

30,912 

9,852 
16,224 

7,488 
39,284 

10,780 
10,104 
28.320 
19,224 
36,060 
9,168 
41,520 
23,184 

7,728 

10.608 
16,156 
12,357 

17,904 

8,520 

92,736 

7,698 
28,032 

$702,411 


$81,528 


GRAND  TOTALS,   HOSPITALS   FOR 
THE    MENTALLY    RETARDED 


$14,676 

11.124 

10,104 

9.612 

19,224 

28.396 

9,168 

9,132 

27,252 

45,840 

9,168 

9,168 

9,168 

8,952 

30,912 

9,852 
16,224 

7,728 
41,248 

11,124 
10.104 
28,762 
]  9.224 
36,672 
9,168 
41,520 
23,184 

7,728 

10,608 
16,528 
12,357 

17,904 

8,520 

92,736 

8,080 
28,032 

$709,199 


676-821 

$9,852 

$9,852 

556-676 

— 

- 

556-676 

16,224 

16,224 

50.5-614 

43,382 

43,708 

457-556 

— 

— 

43.5-505 

12,070 

12,120 

$81,904 


$12,969,780    $14,.599,098    $15,060,348 


5,963.1  6,612.9  6,612.9    $42,285,598    $48,405,826    $50,216,711 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Atth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22. 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


DIVISION   OF  ADMINISTRATION 

Executiye  Office : 

Director 0.5  1  1 

Chief  dep  director 0.6  1  1 

Asst   director   111 

Sect.T  II -  1  1 

Secty  I 1.6  1  1 

Sr  steno   0.5  1  1 

Sr  elk-typist 0.4 

Steno  II 0.6  1  1 


Totals,  Authorized  Positions 5.2 

Comprehensive  Health  Planning : 
Chief,    comprehensive    health    plan- 


SALAKY  EANGE 
$27,300 
2.272 
2,179-2,271 
644-783 
584-710 
505-614 

446-543 

$76,830 


$27,300 

27,264 

27,252 

8.520 

8,520 

7,368 

5,904 


$112,128 


$27,300 

27,264 

27,252 

8,952 

8,520 

7,368 

6,204 


$112,860 


3.3 

1 
1 
1 
2 
1 
2 
1 
4.5 

1 
1 
1 
2 
1 
2 
1 
4.5 

$1,708-2,076 

1,475 

1,155-1,405 

1,048-1,273 

950-1,155 

505-614 

446-543 

(48,206) 

$48,206 

$1,475-1,793 

1,213-1,475 

1,100-1,337 

492-599 

(2,918) 

$75,408 

$950-1,155 
783-950 
584-710 
505-614 
492-599 
492-599 
457-556 
415-530 
415-505 
415-505 
(174) 

$172,956 

$950-1.155 
863-1.048 
783-950 
801-927 
728-801 
614-783 
644-783 
692-764 
692-764 
692-764 
692-764 
571-692 
628-692 
543-660 
530-644 
530-644 
530-644 
584-644 
505-614 
492-599 
492-599 
505-584 
480-584 
457-556 
457-556 
457-556 
446-543 
415-530 
435-530 
435-530 

$24,912 
17,700 
13.860 
29,832 
13.695 
14.736 
6.516 
78.588 

$24,912 

17,700 

Planning  and  info  specialist 

Health  program  advisor  III 

Health  program  advisor  II 

Sr  steno 

Steno  II  

Temporary  help 

14,556 
30.552 
13,860 
14.736 
6,516 
78,588 

Totals,  Authorized  Positions 

Divisional  Administration :  a 

Div  chief 

Adm  service  off  II 

3.3 

1 

0.5 

0.2 

1 

0.2 

0.2 

13.5 

1 
1 
1 
1 

13.5 

1 
1 
1 

1 

$199,839 

$21,516 
17.700 
13,200 

7,188 

$201,420 

$21,516 
17.700 

Info  off  II 

13,860 

Sr  elk-typist 

7,188 

Clk-tvpist  II 

Temporary  help                             

_ 

Totals,  Authorized  Positions 

Bureau  of  Accounting  Services : 
Acctg  off  III 

3.1 

1 

0.3 

5 

1 

0.8 

2 

2 

7.4 

6 

2.1 

4 

1 
2 
4 

1 

4 
2 
6 

8 
2 

4 

1 
2 

4 

1 

4 
2 
6 

8 
2 

$59,604 

$13,860 

18,906 

33,046 

7,008 

26,484 
13.344 
33.396 
46.249 
11,455 

$60,264 
$13,860 

Acctg  off  II 

Accountant  I 

Sr  steno 

Sr  elk 

Acctg  techn 

Bookkeeping  mach  opr  II 

Clk-tvpist  II 

19,830 

33,740 

7,368 

27,096 
13.344 

34,788 

Clk  II 
Account  elk  II 

47,930 
11,995 

Temporary  help                               _  _ 

Totals,  Authorized  Positions 

Bureau   of  Administrative   Services :  b  c 

Business  service  off  III 

Business  service  off  II 

Business  service  off  I 

Chief   engr   I    

Electrician    I 

27.6 

0.8 

1.3 

1 

1 

1.9 

1 

1 

2 

0.7 

7.6 

0.4 

2 

0.8 

1 

1 

1 

1 

5 

7.1 

1 

5.9 

1 

9.9 

5.1 

1 

1 
13.7 
14.8 

0..3 

1.9 

30 

1 

2 

1 
2 

i 

1 

2 

i 

8 

1 

3 

1 

1 

1 

1 

1 

5.5 

9 

1 

5 

1 
10 

5 

1 

1 
12.5 
17 

1 

2 

30 

1 
2 

1 

2 

1 

1 

2 

1 

8 

1 

3 

1 

1 

1 

1 

1 

5.5 

9 

1 

5 

1 
10 

5 

1 

1 
12.5 
17 

1 

2 

$203,748 

$13,695 
24,552 

10,737 

18,348 
8,952 
9,396 

18,336 
8,592 

71,580 
8,304 

23.976 
8.304 
7,920 
7,728 
7,728 
7,518 

41,424 

64,972 
7,188 

33.763 
6.210 

68,044 

30.914 
6,672 
6,672 

77,097 

96,581 
6.360 

12,720 

$209,951 

$13,860 
25,1.52 

11,124 

18,780 
8,952 

Property    inspector 

Painter   I    

Building    engr 

9,396 
18,336 

9,024 

Stationary  engr 

Refrigeration   engineman 

Supvng  elk   I 

Stationary   fireman 

Supvng  telephone  opr  II 

Duplicating  mach  supvr  I 

Janitor  foreman  II 

Window  cleaner 

72,480 
8,736 

24,.S36 
8,304 
7,920 
7,728 
7,728 
7,728 

Building  maint  man 

Sr   steno 

Sr   elk   

Sr    clk-tvpist 

42,144 

65,840 

7,188 

34,498 

Groundsman 

6,516 

Stock  elk 

68,984 

Duplicating  mach  opr  II  (offset) 

TWX  opr 

Janitor  foreman  I 

32,125 
6,672 
6,672 

Steno  II  

Clk-typist   II    

Duplicating   mach   opr   II 

Watchman    

78,979 

99,142 

6,360 

12,720 

For  footnotes  see  the  end  of  this  agency  presentation. 
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DEPARTMENT   OF   PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
-(Flllid)      lAalh.l       (Aulli.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION    OF  ADMINISTRATION— Continued 

Bureau   of  Administrative   Services — 
Continued 

Clk  II 6.4 

Telephone  opr 2.9 

Janitor    22 

Clk-typist   I   0.3 

Clk  I  1.2 

Temporary  help 0.6 

Totals,  Authorized  Positions 126.6 


Audit  Unit : 

Supvng  governmental  auditor  I  _ 
Governmental   auditor   II 

Sr   clk-typist   

Totals,   Authorized  Positions  - 

Fiscal  and  Management  Services :  "■ 
Fiscal  off  I ,— 

Health  program  adviser  II 

Assoc  management  analyst 

Asst  management  analyst 

Asst  budget  analyst 

Sr  steno : 

Clk-typist  II 

Totals,  Authorized  Positions 

Bureau  of  Personnel  and  Training : 

Personnel  off  III 

Training  off  II 

Assoc  personnel  analyst 

Trng   off   I   

Health  program  adviser  II 

Asst  personnel   analyst   

Supvng  clk  I  

Sr  steno 

Sr  clk   

Clk-typist  II 

Clk  II  

Temporary  help 

Totals,  Authorized  Positions  _. 

Bureau  of  Vital  Statistics  : 

Bur  chief    

Assoc  research  analyst 

Assoc  statistician    

Asst  social  research  analyst 

Asst   statistician   

Supvng  clk  I 

Supvng  photocopyist 

Sr  clk    

Sr  clk-typist 

Clk-typist  II    

Clk  II  

File  clk  II 

Clk-typist  I    

Clk  I 

Temporary  help 

Totals,  Authorized  Positions  _. 

Totals,  Division  of  Administration-. 


DIVISION  OF  ALCOHOLISM 


1 

3.4 

1 


5.4 


0.9 

1.7 

1 

0.3 

0.3 

0.8 

1.6 


6.6 


1 

1 

1 

0.2 

0.5 

0.9 

1 

2 

2 

6.2 

2 

2 


19.8 


0.9 

1 

2 

0.3 

2.7 

3.9 

1 

1.8 

2.3 
32.3 
17 

2 

1.4 

1 

4.6 


74.2 


6.5 
3 
24 
1 
2 
1.2 


18 


1 
1 
2 
1 
3 
4 
1 
1 
3 
33 
17 
2 


1 

1.4 


6.0 
3 
24 
1 
2 
1.2 


136.7   136.7 


18 


1 

1 

2 

1 

3 

4 

1 

1 

3 
33 
17 

2 

2 

1 

1.4 


SALAHT  RANGE 
41.^-505 
41.5-505 
415-.505 
377-4.57 
359-135 
(4,4,53) 

$817,719 


$1,048,-1,273 
783-9.50 
492-599 


73.4 


73.4 


$54,880 


$1,048-1,273 
950-1,155 
950-1,155 
783-950 
783-950 
505-614 
415-530 

$31,638 


$1,213-1,475 

1,155-1,405 

950-1.155 

950-1,155 

783-950 
571-692 
505-614 
492-599 
41.5-530 
415-505 
(14,541) 

$155,876 


$1,213-1,475 

950-1,155 

950-1,155 

783-950 

783-950 

571-692 

530-644 

492-599 

492-599 

415-530 

415-505 

415-505 

377-457 

359-435 

(43,800) 

$483,550 


37,779 

18,180 

140,762 

4,668 

9,192 

8,735 

$933,599 


$14,556 

43.651 

6,796 

$65,003 


$12,576 
22,896 
13,860 
11,040 
9,548 
7,008 
11,820 

$88,748 


$17,700 
15,096 
13,860 
11,400 

11,400 
8,304 
14,736 
13,522 
34,451 
11,565 


$152,034 


$17,700 

13,860 

25,828 

10.062 

30,924 

32,416 

7,728 

7,104 

19,736 

194,409 

101,407 

12,120 

10,206 

5.220 

10,204 

$498,924 


Division    chief   1 

Social  work  consultant  II 1 

Religious  coordinator 1 

Assoc  research  analyst —  1 

Assoc  statistician 1 

Adm  asst  I   1 

Sr   steno   1 

Steno  II  1 

Clk-typist  II 1 

Temporary  help — 

Totals,    Division    of    Alcoholism 9 

For  footnotes  see  the  end  of  this  agency  presentation. 


9.2 


9.2 


$107,812 


$115,547 


38,545 

18,180 

142,968 

4,900 

9,648 

8,735 

$950,400 


$15,276 

44,262 

7,132 

$66,670 


$13,200 
24,052 
13,860 
11,400 
10,020 
7,368 
12,170 

$92,070 


$17,700 
15,852 
13,860 
11,976 

11,400 
8,304 
14,736 
13,844 
35,416 
11,870 


$154,958 


$17,700 

13,860 

27.115 

10,566 

32.157 

33,184 

7,728 

7,188 

20,668 

197.399 

102,248 

12,120 

10,444 

5.220 

10,204 

$507,801 


271.8   297.6   297.6     $1,917,063     $2,313,627     $2,356,394 


1 

1 

$1,882-2,270 

$27,240 

$27,240 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

973-1,183 

14,196 

14,196 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

9.50-1,155 

13,860 

13,860 

1 

1 

783-9.50 

10,440 

10,950 

1 

1 

505-614 

7,368 

7,368 

1 

1 

446-543 

6,516 

6,516 

1 

1 

415-530 

6,360 

6,360 

0.2 

0.2 

(-) 

1,511 

1,511 

$116,057 
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DEPARTMENT  OF   PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllad)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  COMMUNITY 
HEALTH   SERVICES 

Divisional  Administration :  a 

Div  chief 

Regional  medical  coordinator 

Asst  chief  adm 

Sr  sanitary  engr 

Environmental  sanitarian  consultant 

Sr   steno   

Statistical  elk   

Steno   II   

Clk-typist   II   

Temporary  help 

Totals,   Authorized  Positions 

Bureau  of  Health  Education :  c 

Bur  chief   

Asst  bur  chief 

Health  education  consultant  II 

Editorial    asst    

Sr    clk-typist    

Steno  II 

Clk-typist   II   

Temporary  help 

Totals,  Authorized  Positions 

Bureau  of  Nursing : 

Bur  chief   

Asst  bur  chief 

Nursing  consultant 

Health  facility  nursing  consultant 

Sr  steno    

Steno  II   

Clk-typist  II    

Totals,  Authorized  Positions 

Bureau  of  Public  Health  Social 
Work  : 

Bur  chief    

Social  work  consultant  III 

Social  work  consultant  I 

Steno  II   

Temporary  help 

Totals,  Authorized  Positions 


Multiservice  Center  Program : 
Health  program  adviser  II-. 
Health  program  adviser  I__. 


Totals,  Authorized  Positions 

Totals,  Division  of  Community  Health 
Services    


DIVISION   OF   DENTAL   HEALTH 

Div  chief 

Dental  program  consultant 

Totals,  Authorized  Positions 


DIVISION   OF   ENVIRONMENTAL 
HEALTH " 


1 
3 

0.5 

1 

0 

1 

0 

0.8 

2 

1.5 


10.8 


0.1 

1 

1.8 

2 

2 

2 

4.6 

0.1 


13.6 


1 

2 

4.2 

0.7 

1 

1.9 

1.9 


12.7 


1 
1 

1.3 
2 

0.4 


5.7 


1.6 

1 


2.6 


45.4 


0.4 
0.2 


0.6 


1 

3 

1 

1 

3 

1 

0.5 

1 

1 


12.5 


12 


12 


41.5 


1 

3 

1 

1 

3 

1 

0.5 

1 

1 


12.5 


12 


12 


41.5 


For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

$1,976-2,270 

1,793-2,268 

1,213-1,475 

1,155-1,405 

950-1,155 

505-614 

492-599 

446-543 

41.5-530 

(13,656) 

$147,893 


$1,213-1,475 

1,048-1,273 

884-1,074 

746-905 

492-599 

446-543 

41.5-530 

(1.568) 

$105,083 


$1,213-1.475 

1,048-1,273 

950-1,155 

950-1,155 

505-614 

446-543 

415-530 

$139,034 


$1,155-1,405 

1.048-1.273 

884-1,074 

446-543 

(4,156) 


,$61,186 


$950-1,155 
783-950 


$26,867 


$480,063 


$1,976-2,270 
1,708-2,076 

$13,145 


Divisional  Administration : 

1 

1 

1 
1 

1 
1 

$1,708-2,076 

Secty  I    

584-710 

Totals,  Authorized  Positions 

2 

2 

2 

$47,670 

$27,240 

81,648 

17,700 

16,860 

34,200 

7,368 

2,952 

6,516 

6.360 


200,844 


$14,556 
12,576 
25,776 
20,922 
14,040 
13,032 
12,120 


$113,022 


$17,700 
30,552 
55,440 
12,126 

7,368 
12,850 

6,360 

$142,396 


$16,860 
14,556 
12,888 
12,006 


$56,310 


$512,572 


$24,912 
$24,912 


$24,912 
8,520 

$33,432 


$27,240 

81,648 

17,700 

16,860 

35,928 

7,368 

3,102 

6,516 

6,360 


$202,722 


$15,276 
13,200 
25,776 
21,426 
14,376 
13,032 
12,120 


$115,206 


$17,700 
30,552 
55,440 
12,732 

7,368 
13,032 

6,360 

$143,184 


$16,860 
15,276 

12.888 
12,282 


$57,306 


$518,418 


$24,912 
$24,912 


$24,912 
8.520 

$33,432 
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DEPARTMENT   OF   PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIItiil      (tulh.)      (»uih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2  DIVISION    OF   ENVIRONMENTAL 

3  HEALTH— Continued 
4 

5  Bureau  of  Air  Sanitation : 

6  Bur  chief    111 

7  Asst  bur  chief 0.8           1              1 

8  Supvng  air  sanitation  engr 111 

9  Sr  air  sanitation  engr 4              4              4 

10  Meteorologist  III    111 

11  Assoc  air  sanitation  engr 3.4           4               4 

12  Air  sanitation  engrng  assoc 2.7           2              2 

13  Assoc  research  analyst 0.5           1              1 

14  Assoc  statistician    1.2           1               1 

15  Health  education  consultant  II 111 

16  Asst  engrng  specialist -              1              1 

17  Asst  air  pollutiou  engr 1.5           2               2 

18  Sr  instrument  techn 0.3           1               1 

19  Instrument  techn 5.6           7              7 

20  Sr  elk    111 

21  Steno  II   2.1           2              2 

22  Clk-typist  II   1.4           2              2 

23 

24  Totals,  Authorized  Positions 

25 

26  Bureau  of  Occupational  Health  :  e,  f,  g 

27  Bur  chief 

28  Public  health  medical  off  III    (rad 

29  health)     (i)    

30  Public  health  medical  off  II 

31  Sr  industrial  hygiene  engr 

32  Sr  public  health  statistician 

33  Biostatistician   III   

34  Industrial  hygiene  engrng  assoc 

35  Assoc  statistician 

36  Occupational  health  nursing  consult 

37  Consulting  sanitarian 

38  Asst   statistician   

39  Supvng  elk  I 

40  Sr   steno   

41  Statistical  elk 

42  Sr  elk 

43  Sr  clk-typist 

44  Steno  II 

45  Clk-typist  II 

46  Clk   II   

47  Temporary  help 

48 

49  Totals,  Authorized  Positions 

50 

51  Bureau  of  Food  and  Drug  Inspection : 

52  Bur   chief    

53  Program  supvr,  special  services 

54  Program   supvr,    food   and   drug   in- 

55  spections   

56  Pharmacology  specialist 

57  Food  technology  specialist 

58  Food  and  drug  inspector  IV 

59  Food  and  drug  inspector  III 

60  Food  and  drug  inspector  II 

61  Food  and  drug  inspector  trainee 

62  Sr  steno 

63  Steno  II   

64  Clk-tvpist  II   

65  Clk  II 

66  Temporary  help 

67 

68  Totals,  Authorized  Positions 40.9 

69 

70  Bureau  of  Radiological  Health  i  i 

71  Bur  chief 0.7 

72  Public  health  medical  off  III 0.1 

73  Supvng   health    physicist 1 

74  Sr  health  physicist 4 

75  Assoc  health  physicist 6.4 

76  Assoc  .statistician 0.6 

77  Asst  bur  chief 1 

78  Health  education  consultant  II 1 

79  Asst  statistician 0.4           -              - 

80  Radiation  protection  specialist 7              7              7 

81  Sr  steno 1.3           2               2 

82  Sr  clk-tvpist 111 

83  Steno   II   2              2               2 

84     ^ 

85  For  footnotes  see  the  end  of  this  agency  presentation. 
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SAL.\HY  RANGE 

$1,548-1,882 

1,475-1,793 

1,337-1,626 

1,15.5-1,405 

1,100-1,.337 

998-1.213 

9.50-1.155 

9.50-1,155 

950-1,155 

884-1,074 

821-998 

821-998 

764-927 

728-842 

492-599 

446-543 

41.5-530 


$22,584 
17.700 
19,512 
67,440 
16,044 
57,064 
27,060 
11,400 
13,860 
12,888 
10,.356 
21.828 
10,737 
66,783 
7,188 
12,445 
11,200 


44.7 


44.7 


$388,937 


$1,708-2,268 

1,273-1,548 
1,100-1,3.37 
9.50-1,155 
950-1,155 
950-1,155 
884-1,074 

710-863 
505-614 
492-599 
446-543 


$454,783 


$21,176 

18,576 
64,176 
94,560 
11,784 
13,860 
12,888 

72,492 
14,736 

7,188 
12,208 


$22,584 
18,576 
19,.512 
67,440 
16,044 
58,224 
27.720 
11,976 
13,860 
12,888 
10,860 
22,332 
11.124 
68,598 
7,188 
12,746 
11.456 


28.5 

33 

33 

$346,732 

$406,089 

$413,128 

1 

1 

1 

$1,793-2,268 

$27,216 

$27,216 

3 

4 

4 

1.708-2,179 

102,156 

103..356 

1 

1 

1 

1,548-2,076 

19,512 

20,496 

2 

2 

2 

1,155-1,405 

33,720 

33,720 

1 

1 

1 

1,15.5-1,405 

15,660 

16,452 

1 

1 

1 

998-1.213 

14,556 

14.556 

4 

4 

4 

950-1,155 

55,385 

55.440 

0.7 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

884-1,074 

12,888 

12,888 

2.1 

o 

2 

783-950 

22,800 

22,800 

1 

1 

571-692 

8,304 

8,304 

1.8 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,160 

7,188 

1 

1 

1 

492-599 

6,908 

7,188 

3 

3 

3 

446-543 

19,548 

19,548 

3.9 

5 

5 

415-530 

29,760 

30,024 

1 

415-.505 

- 

- 

0.1 

- 

- 

(635) 
$359,555 

- 

- 

30.6 

32 

32 

$415,389 

$419,568 

0.5 

0.5 

0.5 

$1,337-1,626 

$9,756 

$9,756 

1 

1 

1 

1,023-1,243 

14,916 

14,916 

2 

2 

2 

1,023-1,243 

29,832 

29,832 

1 

1 

1 

1.048-1,155 

13,860 

13,860 

2 

2 

2 

927-1,128 

27,072 

27,072 

6 

6 

6 

884-1,074 

77,328 

77,328 

8.9 

9 

9 

764-927 

98,328 

99,342 

8.1 

10 

10 

660-801 

91, .528 

93,200 

1.4 

4 

4 

614-710 

30,816 

32,344 

3 

3 

3 

505-614 

22,104 

22,104 

4.8 

4 

4 

446-543 

25,727 

26,038 

1 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

415-505 

5,645 

5,935 

0.2 

0.2 

0.2 

(1,245) 

1,511 

1,511 

$459,598 


$22,228 

18,576 
64,176 
95,136 
12,376 
13,860 
12,888 

72,492 

14,736 

7,188 

12,824 
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DEPARTMENT  OF  PUBLIC  HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (AuthJ (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION    OF   ENVIRONMENTAL 
H  EALTH— Continued 

Bureau  of  Radiological  Health — 
Continued 

Clk-typist   II   

Clk  II  


Totals,  Authorized  Positions 

Bureau  of  Sanitary  Engineering  : 

Bur   chief 

Asst  bur  chief 

Supvng  sanitary  engr 

Sr  sanitary  engr 

Assoc  sanitary  engr 

Sanitary  engrng  assoc 

Asst  civil  engr  

Asst  sanitary  engr 

Asst  engrng  specialist 

Jr  civil  engr 

Sanitary  engrng  techn  I '. 

Supvng  elk  I 

Sr  clk-typist 

Steno   II   

Clk-typist   II   

Temporary  help 

Totals,  Authorized  Positions  — 

Bureau  of  Vector  Control : 

Bur   chief   

Sr  sanitary  engr 

Asst  bur  chief 

Assoc  sanitary  engr 

Biostatistician   III   

Sr  vector  control  specialist 

Sanitary  engrng  assoc 

Health  education  consultant  II 

Assoc  vector  control  specialist 

Jr  civil  engr 

Asst  vector  control  specialist 

Vector  control  off  III 

Jr  vector  control  specialist 

Sr  steno   

Steno  II  

Clk-typist   II   

Temporary    help    

Totals,  Authorized  Positions 


1 
1 
1 

0.5 
1 
11 
0.6 
1 


7.1 

0.8 

3 

1 

3 

1 

0.4 


41.4 


Totals,      Division 
Health 


of     Environmental 


230.3 


BUREAU   OF  CANNERY   INSPECTION: 

Bur  chief 0.5 

Program    supvr 1 

Supvng  cannery  inspector 4 

Sr  cannery  inspector 6 

Cannery  inspector 19.4 

Sr  steno 1 

Cannery  inspector  I - 

Steno  II 1 

Clk-typist  II   3.3 

Clk  II 0.3 


Totals,   Authorized    Positions 


36.5 


MOTOR  VEHICLE    EMISSIONS   FACILITY 


4.5 

1 


4.5 
1 


SALARY  RANGE 
415-530 
415-505 


25,662 
6,060 


54.4        54 


1 
1 
1 

1 

1 

11 

1 
1 


64 


1 
1 
1 
1 
1 
11 
1 
1 


!f700,028 


$1,273-1,548 

1,155-1,405 

1,100-1.337 

998-1,213 

998-1,213 

950-1,155 

950-1,155 

884-1,074 

821-998 

783-905 

676-821 

676-821 

614-710 

505-614 

446-543 

415-530 

(3,717) 


42 


42 


$441,781 


,$736,931 


$18,576 
15,340 
16,044 
14,208 
14.556 

151,635 
13,860 
12.888 
93,360 

73,396 

23,472 
7,368 

19,011 
6,060 


179,774 


41.5 


41.5 


Manager    0.4 

Supvng  pollution  engr 0.4 

Supvng  air  sanitation  engr 0.4 

Supvng  pollution  physicist 0.4 

Spectroscopist     0.4 

Sr   pollution   engr 0.8 

Sr  air  sanitation  engr 0.4 

Staff    electronics    &    instrumentation 

engr    0.4 

Air  pollution   specialist 1.3 

For  footnotes  see  the  end  of  this  agency  presentation. 


$312,394 


$1,475-1.793 
1,337-1,626 
1,337-1.626 
1,273-1,548 
1.183-1,439 
1,155-1,405 
1,155-1,405 

1.100-1,337 
1,100-1,337 


$371,921 


26,505 
6,060 


32.5 

33.5 

33.5 

$337,346 

$375,366 

$379,045 

1 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

1 

1,475-1,793 

21,516 

21,516 

5 

5 

5 

1,337-1,626 

97,560 

97.560 

11 

11 

11 

1,155-1,405 

185,460 

185,460 

5 

7 

7 

998-1,213 

98,191 

100,558 

S.4 

8 

8 

950-1,155 

108,823 

110,275 

2.9 

3 

S 

821-1,048 

35,928 

35,928 

5.4 

5 

5 

821-998 

58,644 

59,688 

4 

3 

3 

821-998 

33,183 

34,260 

1 

1 

1 

783-905 

10,860 

10,860 

2 

2 

2 

676-S21 

19.324 

19,704 

1 

1 

1 

571-692 

8,304 

8,304 

0.9 

1 

1 

492-599 

7,160 

7,188 

0.3 

1 

1 

446-543 

5,490 

5,766 

3.5 

4 

4 

415-530 

23,904 

24,525 

2 

- 

- 

(17,763) 

- 

- 

$744,176 


$18,576 
16.112 
16.044 
14.556 
14.556 

152,460 
13.860 
12.SSS 
95,040 

75,265 

24.642 
7,368 

19,314 
6,060 


$486,741 


41.2 

241.2 

$2,622,049 

$2,901,764 

$2,935,688 

0.5 

0.5 

$1,337-1,626 

$9,756 

$9,756 

1 

1 

1,023-1.243 

14,916 

14,916 

4 

4 

842-1,023 

49,104 

49,104 

6 

6 

728-884 

63,103 

63,606 

22 

09 

599-728 

184,860 

187,236 

1 

1 

505-614 

7,368 

7,368 

2 

2 

492-599 

12,108 

12,720 

i 

1 

446-543 

6,516 

6,516 

4 

4 

415-530 

24,190 

24,240 

- 

- 

415-505 

- 

- 

$375,462 
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DEPARTMENT  OF   PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltdl      (»uth.)      (Auili.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


27.5 


1 

3 

9.2 

1 

1 

1.2 

1 


17.4 


1 
1 
4 
1 

8.8 
12.1 


27.9 


25.6         25.6 


MOTOR   VEHICLE    EMISSIONS 
FACILITY— Continued 

Assoc   pollution   engr 1.7 

Assoc  air  sanitation  engr 0.4 

Supvr     0.4 

Vehicle    coordinator   0.4 

Instrument    teehn    2.1 

Power  eqiiipt  mechanic 0.8 

Auto   equipt   opr  I 0.4 

Temporary  help  ; : 0.3 

Totals,  Motor  Vehicle  Emissions 

Facility 11.4 


DIVISION    OF   LABORATORIES 

Divisional  Administration : 

Div   chief    111 

Asst  div  chief 111 

Research  specialist  III -  1  1 

Sr  .statistician    111 

Biostatistician   III    111 

Assoc   .statistician 1  -  - 

Asst   statistician   111 

Secty  I 111 

Supvnp  elk  I  _      111 

Animal   techn  III 2  2  2 

Animal   techn  II 1.3  4  4 

Lab   asst   II 0.6 

Steno  II   .      1.7  2  2 

Clk-typist   II   3  3  3 

Lab  asst  I   5  5  5 

Temporary   help — regular   1.3  0.9  0.9 

Temporary    help — training    ^  0.3  0.7  0.7 

Totals,  Authorized  Positions 

Air  and  Industrial  Hygiene  Laboratory  : 

Lab   chief   .  _   

Asst  lab  chief 

Spectro.'^opist    

Research    chemist    

Assoc   chemist   

Asst    chemist    

Sr   steno   

Clk-typist   II    

Totals,  Authorized  Positions 

Branch  Public  Health  Laboratory — 
Los  Angeles : 

Lab   chief   

Assoc   chemist   

Asst  chemist 

Supvng  lab  asst  I 

Sr   steno    

Lab  asst  II 

Clk-typist   II   

Totals,  Authorized  Positions 

Central  Laboratory  Services : 

Assoc   chemist    

Asst  microbiologist 

Supvng  lab  asst  I 

Lab  tech  asst 

Lab  a.sst  II   

Lab  asst  I 

Totals,  Authorized  Positions 

Food  and  Drug  Laboratory  : 

Lab  chief 1  1 

Toxicologlst    1  1 

Assoc   chemist   3  3 

Asst  chemist 8  8 

Sr   steno 1  1 

Animal  techn  II 1  1 

Totals,   Authorized   Positions 15  15  15 


23.2 


1 
1 
1 
3 
6 
13.4 
1 
1.1 


1 
1 
1 
3 
6 
14 
1 
1 


28 


1 

3 

10 

1 
1 
2 
1 


19 


1 

1 

5 

1 
10 
13.5 


31.5 


1 
1 
1 
3 
6 
14 
1 
1 


28 


1 
3 
10 
1 
1 


19 


1 
1 

1 
10 
13.0 


31.5 


SALARY  RANGE 

99S;-1,213 

99.S-1,213 

801-927 

746-905 

728-842 

710-783 

584-644 

(3,217) 


$153,837 


$1.79.3-2.270 

1..5S7-1.9?9 

1.548-2.076 

1,155-1.405 

998-1.213 

950-1,155 

783-950 

584-710 

571-692 

530-644 

480-584 

446-543 
415-530 
415-505 
(12,269) 
(3,235) 


$206,486 


$1,305-1.587 

1,183-1 ,4.sn 

1,18.3-1,4.39 

1,18.3-1.439 

90.5-1,100 

78.3-950 

50.5-614 

415-530 

$327,427 


$1.30.5-1,587 
90.5-1,100 
783-950 
.5.30-644 
505-614 
457-556 
41.5-530 

.$184,665 


$905-1.100 
78.3-950 
530-644 
505-614 
457-556 
415-.505 

$178,699 


$1,305-1,587 

1,243-1,512 

90.5-1,100 

783-950 

505-614 

480-584 

$170,327 


$26,148 
23,148 
19.512 
15,852 
14,556 

11,400 

8,520 

8..304 

15.4.56 

25,338 

12,167 

18.1  SO 

27,074 

8,113 

7,934 

$242,302 


$19,044 

17.268 

17,208 

.51.668 

78,326 

156.300 

7..36S 

5.785 

$353,027 


$19,044 

39,600 

112..300 

7,728 

7..368 

12,.507 

6,060 

$204,607 


$12,226 
11,400 
37,272 
7,368 
65,629 
75,856 

$209,751 


$19,044 

18,144 

39,600 

90,408 

7,368 

6,568 

$181,132 


$26,148 
23.148 
20  496 
16.656 
14.556 

11.400 

8,.520 

S,.3n4 

15.4.56 

26.250 

12,445 

18.180 

29.077 

8.113 

7,9.34 

$246,683 


$19,044 

17,268 

17,268 

51.804 

78.940 

157.?60 

7.-368 

6,085 

$355,037 


$19,044 

39,600 

112,788 

7,728 

7,.368 

12,807 

6,060 

$205,395 


$12,8.36 
11.400 
37,.5S4 
7,368 
66,694 
77.831 

$213,713 


$19,044 

18,144 

39,600 

90,930 

7,368 

6,896 

$181,982 
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DEPARTMENT  OF  PUBLIC  HEALTH — Continued 


SALABIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tilth.)      (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


26 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1.1 


10.1 


1 
2 
5 
13 
6 
1 
3 


DIVISION   OF   LABORATORIES— 

Continued 

Laboratory  Field  Services : 

Lab   chief   1              1 

Sr  microbiologist 1               1 

Microbiologist 10.9         13 

Sr  steno 2              2 

Steno  II 4.3           5 

Clk-typist  II 3.9           4 

Totals,  Authorized  Positions 23.1 

Metabolic  Disease  Laboratory : 

Research  chemist 0.3 

Trng  off  I 

Assoc  statistician 1 

Assoc  chemist 0.6 

Asst  chemist 1.9 

Sr  lab  technologist 0.7 

Lab  technologist 0.2 

Lab  asst  II 1 

Clk-typist   II   1 

Temporary  help - 

Totals,  Authorized  Positions 6.7 

Microbial  Disease  Laboratory : 

Lab  chief 1 

Research  microbiologist 2 

Assoc  microbiologist 5 

Asst  microbiologist 13 

Jr  microbiologist  II 5.2 

Sr  steuo 1 

Lab  tech  asst 3 

Totals,  Authorized  Positions 30.2         31 

Sanitation  and  Radiation  Laboratory  : 

Lab  chief 1              1 

Asst  lab   chief 1              1 

Research   radiochemist 1               1 

Assoc  radiochemist 1               1 

Assoc  chemist 2              2 

Assoc  sanitary  microbiologist 1              1 

Precision  electronics  specialist 1               1 

Asst  microbiologist 1.6           2 

Asst   chemist   9.8         11 

Sr  steno 1              1 

Lab  tech  asst 2              2 

Lab  asst  II 3              3 

Steno  II 1.9          2 

Clk-typist   II   0.8           1 

Totals,  Authorized  Positions  _ 


Viral  and  Rickettsial  Diseases  Labora- 
tory : 

Lab  chief    

Medical   off  III 

Research  microbiologist 

Assoc  virologist 

Asst  microbiologist 

.Tr  microbiologist  II 

Supvng  lab  asst  I 

Sr  steno    

Lab  tech  asst 

Sr  clk-typist 

Lab  asst  II 

Steno  II   

Clk-typist  II    

Clk-typist  I    

Temporary  help 

Totals,  Authorized  Positions 

Totals,  Division  of  Laboratories 


1 
1 
13 
2 
5 
4 


26 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1.1 


SALARY  RANGE 

$1,793-2,268 

1,183-1,439 

905-1,100 

505-614 

446-543 

415-530 

$232,014 


$1,183-1,439 

950-1,155 

950-1,155 

905-1,100 

783-950 

746-905 

710-821 

457-556 

415-530 

(-) 


$27,216 
17,268 

162,674 
14,736 
30,450 
22,259 


10.1 


1 
2 
5 
13 
6 
1 
3 


31 


1 
1 
1 
1 
2 
1 
1 
2 
11 
1 
2 
3 
2 
1 


$60,135 


$1,548-2,268 
1.183-1,439 
905-1,100 
783-950 
644-746 
505-614 
505-614 

$316,379 


$1,305-1,587 

1,183-1,439 

1,183-1,439 

905-1,100 

905-1,100 

905-1,100 

842-973 

783-950 

783-950 

50.5-614 

505-614 

457-556 

446-543 

415-530 


$274,603 


$14,196 

11,400 

13,860 

13,200 

11,265 

10,860 

9,026 

6,672 

5,599 

6,880 

$102,958 


$22,584 
31,344 
66,000 

145,178 

51,128 

7,368 

21.924 

$345,526 


$19,044 
17,268 
17,268 
12,680 
26,400 
13,200 
11,630 
19,710 

125.400 

7,368 

14,736 

20,016 

13,006 

6,060 


231.2       249.7       249.7 


$2,272,678 


$2,584,123 


$27,216 
17,268 

166,782 
14,736 
31,080 
23,077 


$280,159 


$14,916 

11,976 

13,860 

13,200 

11,400 

10,860 

9,472 

6,672 

5,885 

6,880 

$105,121 


$22,584 
32,916 
66,000 

146,1.54 

52,920 

7,368 

22,104 

$350,046 


$19,044 
17,268 
17,268 
13,200 
26,400 
13,200 
11,676 
20,670 

125,400 

7,368 

14,736 

20,016 

13,032 

6,060 


28.1 

30 

30 

$287,108 

$323,786 

$325,338 

1 

1 

1 

.n.793-2,268 

$27,216 

$27,216 

1 

1 

1 

1,708-2.179 

26,148 

26,148 

1 

1 

1 

1.183-1,439 

17,268 

17,268 

3.5 

4 

4 

905-1,100 

51,408 

52,488 

7.8 

9 

9 

783-950 

95,912 

97,836 

5.6 

5 

5 

644-746 

41,358 

43,292 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

505-614 

14.006 

14.436 

1 

1 

1 

492-599 

7,188 

7,188 

1.8 

2 

2 

457-556 

13,344 

13,344 

1.4 

1.5 

1.5 

446-543 

9,774 

9,774 

1.3 

1 

1 

415-530 

5,785 

6,060 

0.7 

1 

1 

377-457 

4,800 

5,040 

2 

2 

2 

(15,119) 
$309,438 

17,128 

17.128 

32.1 

33.5 

33.5 

$346,431 

$352,314 

$2,615,788 
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DEPARTMENT  OF   PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tuih.)      (Aoih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION    OF   PATIENT  CARE, 
FACILITIES  AND   SERVICES 

Divisional  Administration  : 

Asst  chief,   medical 

Asst  chief,  health  facilities 

Program  planning  administrator 

Sr  steno    

Temporary  help 

Totals,  Authorized  Positions 

Bureau  of  Health  Care  Services: 

Bur   chief   

Medical  off  III 

Dental  program  consultant 

Health  program  adviser  IV 

Pharmaceutical    coordinator 

Assoc  research  analyst 

Research  writer 

Sr  elk-typist 

Steno   II 

Clk-typist  II 

Temporary  help 

Totals.  Authorized  Positions 

Bureau    of    Licensing    and    Certifica- 
tion :  b.  h 
Medical  off  III 

Dental  program  consultant 

Bur   chief   

Asst  bur  chief 

Regional   bur  chief 

Assoc  statistician   

Health    facility   nursing    consultant 

Supvng  hosp  field  rep 

Medical  record  consultant 

Consultant  in  hospital  adm 

Phys  therapy  consultant 

Occupational  therapy  consultant 

Nutrition  consultant  II 

Hospital   field   representative 

Nutrition   consultant   I    

Supvng  elk  I 

Sr  elk 

Statistical   elk   

Steno  II 

Clk-tvnist   II    

Clk  II  

Steno  I 

Temporary  help 

Totals,  Authorized  Positions 

Bureau  of  Health  Facilities  Planning 
and  Construction :  h 

Bur   chief   

Supvng  adviser 

Sr  mech  engr 

Sr  adviser 

Chief  of  planning 

Constrn  adviser 

Assoc  mech  engr 

Assoc   constrn   analyst 

Consultant  in  hospital  planning 

Consultant  in  hospital  adm 

Architectural  asst 

Adm  asst  I 

Asst  research  analyst 

Asst  statistician   

Sr  elk 

Statistical  clb 

Steno  II 

Clk-typist  II   

Totals,   Authorized   Positions 

Totals,   Division   of  Patient   Care,   Fa- 
cilities and  Services 


SAL.^BY  R.\NGE 

1 

1 

1 

.?l,882-2,269 

$27,228 

$27,228 

0.7 

1 

1 

1,708-2.269 

20,496 

21.516 

- 

1 

1 

1,405-1.708 

16,860 

17.700 

0.9 

1 

1 

505-614 

6,060 

6,360 

1.2 

- 

- 

(10.652) 

$58,501 

- 

- 

3.8 

4 

4 

$70,644 

$72,804 

0.3 

$1,79.3-2.268 

0.3 

— 

_ 

1,708-2.179 

_ 

_ 

0.3 

— 

— 

1,708-2.076 

_ 

_ 

0.3 

_ 

_ 

1,1.55-1.405 

_ 

_ 

0.2 

_ 

_ 

1,100-1.337 

_ 

._ 

0.3 

_ 

_ 

9.50-1.155 

_ 

_ 

0.3 

_ 

_ 

905-1,100 

— 

_ 

0.3 

_ 

_ 

492-599 

_ 

_ 

0.3 

_ 

_ 

446-543 

_ 

_ 

0.5 

— 

_ 

41.5-530 

_ 

_ 

1.5 

- 

- 

(13.270) 

- 

- 

4.6 


56.8 


1 

1 

1 

0.7 

0.3 

2 

1 

1 

4.9 

1 

3 

1 

0.2 

0.8 

1 

1 

2.9 

0.9 


24.7 


67 


1 
1 
1 
1 
1 
2 
1 
1 
5 
1 
4 
1 
1 

1 
1 
3 

2 


28 


89.9 


99 


$49,137 


2.2 
0.5 
1 

4 

4 

$1,708-2,179 

$98,940 

$99,960 

1 

1 

1.40.5-1.708 

20,496 

20,496 

1 

1 

1 

1.273-1.548 

18,576 

18,576 

3 

3 

3 

1,1.5.5-1.405 

46.452 

47,924 

1 

1 

1 

950-1,155 

12..326 

12,940 

3.3 

4 

4 

950-1,155 

50,,520 

51,672 

6 

6 

6 

927-1.128 

78.438 

80.676 

0.5 

1 

1 

90.5-1.100 

11.130 

11.688 

4.1 

5 

5 

905-1.100 

61,676 

64.098 

1.8 

9 

9 

863-1.048 

22.932 

23.436 

0.4 

1 

1 

863-1,048 

10.356 

10,860 

1.3 

9 

2 

842-1,023 

23.250 

23.952 

19.9 

23 

23 

801-973 

241.223 

250.409 

0.6 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

571-692 

8.304 

8..304 

1 

1 

1 

492-599 

7,188 

7,188 

0.8 

1 

1 

492-599 

7.188 

7.188 

1.9 

3 

3 

446-543 

17,536 

18.416 

2.6 

4 

4 

415-5.30 

22.000 

22.802 

1 

1 

1 

415-505 

5.691 

5.985 

1 

1 

1 

405-492 

5,904 

5,904 

0.9 

- 

- 

(8..590) 

- 

- 

67 


28 


99 


$626,187 


$1,337-1.626 

1.27.3-1..'48 

1.15.5-1,405 

1.100-1,.337 

1,100-1.337 

1,048-1.273 

99.S-1.213 

998-1,213 

998-1.213 

90.5-1,100 

821-998 

783-950 

783-9.50 

492-.599 
492-.599 

446-.543 
41.5-530 

$283,931 


$1,017,776 


$779,738 


$17,140 
18.576 
16,860 
15,276 
16,044 
30,552 
14,.5.56 
11.976 
71.736 
13.200 
43,833 
11,400 
9,586 

7,188 

7,188 

18,342 

10,364 

$333,817 


$802,086 


$17,992 
18.576 
16.860 
16,044 
16,044 
30,552 
14.556 
12..576 
72.780 
13,200 
45,435 
11,400 
10,062 

7,188 

7,188 

19,132 

10,882 

$340,467 


$1,184,199  $1,215,357 


For  footnotes  see  the  end  of  this  agency  presentation. 
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HEALTH  AND  WELFARE 


DEPARTMENT  OF  PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Aiilh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
84 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   PREVENTIVE 
MEDICAL  SERVICES 

Divisional  Administration  : 

Div  chief 

Asst  chief,  medical 

Asst  chief,  adm 

Sr  steno 

Totals,  Authorized  Positions 

Bureau  of  Chronic  Disease  Control : 

Bur  chief 

Medical  off  III 

Medical  off  II 

Sr   research    analyst 

Sr   statistician   

Social  work  consultant  II 

Assoc  research  analyst 

Assoc   statistician : 

Nursing  consultant :_ 

Health  prosrram  adviser  II 

Asst  bur  chief 

Food  and  drug  inspector  IV 

Asst   statistician    

Food  and  drug  inspector  II 

Jr   statistician   

Secty  I    

Sr  steno    

Sr  elk    

Statistical  elk    

Steno  II    

Clk-typist  II    

Clk  II    

Clk-typist  I    

Clk  I 

Temporary  help 

Totals,  Authorized  Positions 

Bureau  of  Communicable  Diseases : 

Bur  chief    

Medical  off  III 

Medical  off  II 

Chief  veterinarian 

Sr  statistician   

Veterinarian   

Nursing  consultant 

Asst  statistician    

.Tr  statistician   

Supvng  clk  I 

Sr  steno    

Sr  clk-tvpist : ' 

Steno  II    

Clk-typist  II    

Totals,  Authorized  Positions 

Bureau  of  Crippled  Children  Services 

Bur  chief    

Medical   off  III 

Health  program  adviser  IV 

Health  program  adviser  III 

Assoc  statistician    

Nursing  consultant 

Health  program  adviser  II 

Health  education  consultant  II 

Social  work  consultant  I 

Consultant  in  phys  therapy 

Consultant  in  occupational  therapy. 

Dist  adm  off 

Asst  statistician    

Supvng  clk  II 

Supvng  clk  I 

Sr   steno   

Sr   elk    

Sr    elk-typist    

Steno   II   ___^ 

Clk-typist   II    

Clk  II 

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

$1,976-2,270 

$27,240 

$27,240 

1 

1 

1 

1,882-2,269 

27,228 

27,228 

.  1 

1 

1 

1,218-1,475 

14,556 

15,276 

2 

2 

2 

505-614 

14,736 
$83,760 

14,736 

5 

5 

5 

$80,424 

$84,480 

0.6 

1 

1 

$1,798-2,268 

$21,516 

$22,584 

6.3 

6 

6 

1,708-2,179 

158,316 

155.755 

0.2 

1 

1 

1.548-2.076 

22,584 

22,584 

1 

_ 

_ 

1,15.^1,405 

- 

_ 

1.7 

2 

2 

1,155-1,405 

31,896 

82,648 

1 

1 

1 

973-1,183 

14,196 

14,196 

1.7 

2 

2 

950-1,155 

29,904 

29.904 

4.6 

5 

5 

950-1,155 

69,300 

69,800 

2.4 

3 

3 

9.50-1,155 

87,384 

39.256 

1 

1 

1 

950-1.155 

12,992 

13.640 

1 

1 

1 

950-1,155 

13,860 

13.860 

1 

1 

1 

884-1.074 

12.888 

12,888 

1.6 

1 

1 

783-950 

9,548 

10,020 

1 

1 

1 

660-801 

9,890 

9,612 

2.1 

_ 

_ 

676-783 

- 

- 

0.4 

1 

1 

584-710 

8,520 

8.520 

1.3 

1 

1 

505-614 

7.368 

7.368 

1 

1 

1 

492-599 

7,188 

7,188 

2.6 

3 

3 

492-599 

21,564 

21,564 

3.9 

4 

4 

446-543 

25.038 

25.314 

8.5 

8 

8 

415-530 

48.765 

49.255 

5.5 

5 

5 

415-505 

30,275 

30,800 

0.5 

_ 

_ 

_ 

_ 

— 

1 

1 

1 

359-435 

5,220 

5,220 

1 

- 

- 

(7,888) 
$561,686 

- 

- 

52.9 

50 

50 

$592,712 

$600,976 

1 

1 

1 

$1,793-2,268 

$27,216 

$27,216 

4 

4 

4 

1,708-2,179 

102.253 

103,562 

0.8 

1 

1 

1,548-2,076 

18.576 

19,512 

1 

1 

1 

1,273-1,548 

18.576 

18,576 

1 

1 

1 

1,155-1,405 

16.860 

16,860 

1 

1 

1 

1.074-1,305 

15.660 

15,660 

0.7 

_ 

_ 

950-1.155 

_ 

- 

1.8 

2 

2 

783-950 

20,430 

21,450 

0.3 

_ 

_ 

— 

_ 

_ 

1 

_ 

_ 

571-692 

- 

_ 

2.2 

2 

2 

505-614 

18.936 

14,264 

2.2 

2 

2 

492-599 

14.376 

14.876 

3.2 

8 

8 

446-543 

19.418 

19.548 

7 

8 

8 

415-580 

44,778 

46,427 

27.2 

26 

26 

$304,880 

$312,074 

$817,451 

1 

1 

1 

$1,793-2,268 

$27,216 

$27,216 

2.8 

3 

8 

1,708-2,179 

78.135 

78,444 

1 

1 

1 

1,155-1,405 

16.860 

16,860 

1.8 

2 

2 

1,048-1,273 

28.590 

80,012 

1 

1 

1 

950-1,155 

11,784 

12,376 

1 

1 

1 

950-1,155 

13.585 

18.860 

2.2 

3 

3 

950-1,155 

41.030 

41.580 

1 

1 

1 

88^1.074 

12,888 

12.888 

1 

1 

1 

884-1.074 

12.888 

12,888 

3 

3 

3 

863-1.048 

37,578 

87,728 

3 

3 

3 

868-1.048 

37,728 

37,728 

1 

_ 

- 

863-1,048 

- 

- 

0.9 

_ 

_ 

783-950 

_ 

_ 

1 

1 

1 

660-801 

9,612 

9,612 

1.7 

2 

2 

571-692 

16,448 

16,608 

2 

2 

0 

505-614 

14,556 

14,736 

3 

3 

3 

492-599 

21.564 

21.564 

4.7 

5 

5 

492-599 

34,040 

84,676 

3.8 

3 

3 

446-543 

18,848 

18.976 

22.7 

24 

24 

415-530 

139,836 

142,158 

1 

1 

1 

415-505 

6,060 

6,060 

60.6 


61 


61 


$535,177 


$578,746 


$585,970 
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DEPARTMENT   OF   PUBLIC   HEALTH — Continued 


SALARIES  AXD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillidl      Omli.l       (AoH.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   PREVENTIVE   MEDICAL 
SERVICES— Continued 

Disaster  Health  Services :  1 

Medical  off   III 

Sr  coordinator 

Nursing  consultant 

Field    rep    

Medical  programs  asst 

Property  elk  II 

Steno   II   

Clk-tj-pist   II    

Temporary    help    

Totals,  Authorized  Positions 

Bureau  of  Maternal  and  Child  Health  : 

Bur   chief 

Medical  off  III 

Medical  off  III,  MCH 

Sr  statistician 

Coordinator     

Assoc   statistician   

Nursing  consultant 

Maternal  health  nursing  consultant 

Asst  bur  chief 

Hearing  conservation  specialist 

Consulting  sanitarian 

Supvng  elk  I 

Sr   steno   

Steno  II   

Clk-typist  II   

Clk  II  

Temporary  help 


Totals,  Authorized  Positions 

Bureau  of  Mental  Retardation  : 

Bur  chief 

Health  program  adviser  IV 

Assoc   statistician   

Nursing  consultant 

Social  work   consultant  I 

Nutrition  consultant  II 

Sr   steno    

Statistical  elk   

Clk-typist  II 

Totals,  Authorized  Positions 

Bureau  of  Nutrition : 

Public  health  medical  off  III  _ 

Medical   off   III 

Bur   chief 

Nutrition  consultant  III 

Nutrition  consultant  II 

Sr  clk-tvpist 

Steno   II   


Totals,  Authorized  Positions 

Totals,    Division    of    Preventive    Medi- 
cal Services 


0.4 

0.1 

0.5 

0.1 

0.5 

0.1 

0.5 

0.3 

1 

0.2 

0.1 

0.1 

1.1 

0.2 

0.5 

0.2 

0.1 

- 

10 


0.4 
1 

1 
2 

1 
1 


6.4 


10 


SALARY  RANGK 

$1,708-2,179 

998-1.213 

950-1,155 

746-905 

746-905 

614-746 

446-543 

415-530 

(1,108) 


$3,952 
2,426 
2,310 
4,550 
3,208 
1,352 
1,926 
1,660 


4.7 

1.3 

- 

$46,796 

$21,384 

- 

0.8 

1 

1 

$1,793-2,268 

$27,216 

$27,216 

2.5 

3 

3 

1,708-2,179 

71,256 

73,503 

1 

1 

1 

1,708-2.179 

26,148 

26,148 

0.6 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

15,096 

15,852 

1 

— 

— 

950-1,155 

— 

— 

1.9 

9 

2 

950-1,155 

27,610 

27,720 

2 

2 

2 

950-1,155 

27,720 

27,720 

1 

1 

1 

950-1,155 

13,860 

13.860 

1 

1 

1 

927-1,128 

13,536 

13,536 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

571-692 

8,304 

8,304 

2 

2 

2 

505-^14 

14,556 

14,736 

1.4 

2 

2 

446-543 

12,980 

13,032 

4.1 

3 

3 

415-530 

18,480 

18,480 

1 

1 

1 

415-505 

6,060 

6.060 

1.6 

1 

1 

(21,698) 
$307,561 

13,356 
$325,926 

13,356 

24.9 

24 

24 

$329,271 

1 

1 

1 

$1,793-2,268 

$27,216 

$27,216 

1 

1 

1 

1,155-1,405 

15,852 

16,656 

1 

1 

1 

950-1,155 

13,860 

13.860 

1 

1 

1 

950-1,155 

13,530 

13,860 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

842-1,023 

12,276 

12,276 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

415-530 

12,120 

12,120 

10 


191.7      184.3      183 


DIVISION   OF   RESEARCH 

Div  chief 111 

Asst  div  chief 111 

Asst   to   div   chief,   research   planning 

and   consultation 111 

Consultant  in  behavioral  sciences 0.6           1              1 

Statistical    consultant    111 

Sr  statistician 111 

Assoc  statistician   3.9           4              4 

Asst   statistician   111 

Sr   steno   2               2               2 

Steno  II  111 

Clk-typist  II   1.4           2              2 

Totals,  Authorized  Positions 14.9         16            16 

For  footnotes  see  the  end  of  this  agency  presentation. 


$113,566 


$1,708-2,179 

1,70,S-2,179 

1,128-1,371 

973-1,183 

842-1,023 

492-599 

446-543 

$72,645 


$2,022,735 


$1,976-2,270 
1,882-2,269 

1.793-2,268 

1,371-1,667 

1,337-1,626 

1,155-1,405 

950-1,155 

783-950 

505-614 

446-543 

415-530 

$208,990 


$122,298 


$24,912 

16,452 

14,196 

24,552 

6,880 

6,516 

$93,508 


$2,130,408 


$27,240 
22,584 

27,216 
20,004 
19,512 
16,384 
52,740 
10,146 
13,428 
6,516 
11,434 

$227,204 


$123,432 


$24,912 

16.452 
14,196 
24,552 

7,188 
6.516 

$93,816 


$2,135,396 


$27,240 
22,712 

27,216 
20,004 
19,512 
16.860 
53.991 
10.650 
13,728 
6,516 
11,705 

$230,134 
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DEPARTMENT  OF   PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FilleJI      (Aulh.)       Uuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   RESEARCH— Continued 

Data  Processing : 

Cntr  chief 111 

DP  mgr  I  i 0.8  1  1 

Applied  science  programmer  IV 0.1  -  - 

Computer  operations  supvr  II 0.9  1  1 

Applied  science  programmer  III 2  2  2 

Supvr,  EDP  J 111 

Health  program  adviser  II  i 111 

Tab  operations  supvr  III 0.1  -  - 

Computer  operations  supvr  I J 12  2 

Applied  science  programmer  II  i 4  5  5 

Tab  operations  supvr  II 0.1  -  - 

Sr  computer  opr 1.8  1  1 

Applied  science  programmer  I  i 1.1  1  1 

Programmer  I J 0.5  1  1 

Tab  operations  supvr  I 0.1  -  - 

Graphic  artist   1.9  2  2 

Supvng  elk  I 111 

Computer  opr  fe   3.5  5  5 

Sr  tab  mach  opr 0.1  —  — 

Sr  steno    0.7 

Sr  elk-typist  i 2.2  3  3 

Key  punch  supvr  I 2  2  2 

Statistical  elk  J    1.6  2  2 

Tab  mach  opr 1.2  -  - 

Steno  II  j    3  3  3 

Clk-typist  III    4.8  7  7 

Key  punch  opr  i 19.1  20  20 

Temporary  help  m 9.3  5.1  5.1 

Totals,  Authorized  Positions 65.9  67.1  67.1 

Totals,  Division  of   Research 80.8  88.1  83.1 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS   1,198.6  1,248.1  1,246.8 


SALARY  RANGE 

$1,155-1,405 
1,048-1,273 

$16,860 
14,382 

$16,860 
15,096 

950-1,155 
950-1,155 
950-1,155 
950-1,155 

13,805 
25.418 
13,750 
12,628 

13,860 
26,684 
13,860 
13,255 

783-950 
783-950 

20,796 
50,442 

21,252 
52,362 

644-783 
676-783 
676-783 

9,396 
8,316 
8,316 

9,396 

8,736 
8,736 

584-710 
571-692 
556-676 

17,040 

8,304 

38,116 

17,040 

8,304 

39,308 

492-599 
492-599 
492-599 

21,564 
14,376 
13,600 

21,564 
14,376 
13,928 

446-543 
415-530 

425-517 
(85,516) 

19,086 

38,773 

119,814 

46,596 

19,392 

40,121 

121,891 

46,596 

$500,362 

$531,378 

$542,617 

$709,352 

$758,582 

$772,751 

$11,628,904 

$12,897,655 

$13,066,223 

MOTOR  VEHICLE  POLLUTION  CONTROL  BOARD 


Exec  o£E 0.4 

Supvng   motor   vehicle   pollution   control 

eng  0.4 

Sr  motor  vehicle  pollution  control  eng 0.4 

Asst  exec  off 0.4 

Assoc   pollution   eng 0.8 

Info  off  I 0.4 

Asst  air  pollution  eng 0.4 

Vehicle    coordinator    0.8 

Sr   steno   0.4 

Steno  II  0.8 

Clk-typist   II    1.7 

Totals,  Authorized  Positions 6.9 


$1,708-2,055 

1,337-1,626 

1,1.5.5-1,405 

1,048-1,273 

998-1,213 

905-1,100 

821-998 

746-905 

50.5-614 

446-543 

415-530 

$73,069 


Temporary  help 


REGIONAL   DIALYSIS  CENTERS 

0.5  1  1  $2,349  $4 

HANDICAPPED   PERSONS   PILOT   PROJECT 


$4,498 


Social  work  consultant  II 

Assoc   research   analyst 

Clk-typist  II   

Temporary  help 

Totals,   Authorized   Positions- 


1 

1 

1 

1 

0.8 

1 

0.2 

0.6 

$973-1,183 

$14,141 

950-1,155 

13,860 

41.5-530 

5,286 

(1,515) 

4,009 

3.6 


$31,345 


$37,296 


ASSISTANCE  TO  COUNTIES  WITHOUT  LOCAL   HEALTH   DEPARTMENTS 

Eur  chief 111  $1,793-2,268  $27,216  $27,216 

Medical  off  IH 111  1,708-2,179  26,148  26,148 

Chief  of  public  health  pursing 0.6           1              1  1,048-1,273  15,276  15,276 

Chief  of  sanitation  services 111  973-1,183  14,196  14,196 

For  footnotes  see  the  end  of  this  agency  presentation. 
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DEPARTMENT  OF   PUBLIC   HEALTH — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltil)      (Auih.l       (Autli.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
88 
84 
85 
86 


ASSISTANCE  TO  COUNTIES  WITHOUT   LOCAL   HEALTH    DEPARTMENTS— Continued 

SALARY  RANGE 

Health  education  consultant  II 0.7           1              1  884-1,074  10,952  11,492 

Nurse  III  6.9           6              6  863-1,048  75,456  75,456 

Sanitarian  III 6              6              6  842-1,023  72,606  73,656 

Nurse  II 10.9         13            13  783-950  139,599  142,056 

Sanitarian  II 13.3         15            15  764-927  159.644  162,038 

Nurse    I    4.2           5              5  710-863  45,480  47,237 

Graduate  nurse 0.1           —             —  —  —  — 

Sr   elk-typist   111  492-599  7,188  7,188 

Clk-typist  II   111  415-530  6,860  6,860 

Totals,  Authorized  Positions 47.7         52  52  $519,026  $600,121  $608,319 

a  Four  positions  transferred  from  Division  of  Administration — Divisional  Administration  to  Division  of  Administration — Special  Proj- 
ects Unit  for  workload  adjustmeait.  Special  Projects  Unit  retitled  Fiscal  and  Management  Services. 

b  Two  positions  transferred  from  Division  of  Patient  Care  Facilities  and  Services — Bureau  of  Licensing  and  Certification  to  Divi- 
sion  of  Administration — Bureau  of  Administrative   Services  for  workload  adjustment. 

c  Two  positions  transferred  from  Division  of  Community  Health  Services — Bureau  of  Health  Education  to  Division  of  Admin- 
istration— Bureau  of  Administrative  Services  for  workload  adjustment. 

d  Four  positions  transferred  from  Division  of  Environmental  Health — Divisional  Administration  to  Division  of  Community  Health 
Services — Divisional  Administration  for  workload  adjustment. 

e  The  nine-position  Environmental  Hazards  Evaluation  Unit  is  consolidated  with  the  Bureau  of  Occupational  Health  within  this 
division. 

£  One  position  transferred  from  Division  of  Environmental  Health — Bureau  of  Radiological  Health  to  Division  of  Environmental 
Health — Bureau   of  Occupational  Health  to  reflect  consolidation  of  the  bureau. 

e  The  22-position  Bureau  of  Occupational  Health  has  been  transferred  from  the  Division  of  Preventive  Medical  Services  to  the 
Division  of  Environmental  Health. 

b  Two  positions  transferred  from  Division  of  Patient  Care  Facilities  and  Service — Bureau  of  Licensing  and  Certification  to  Divi- 
sion of  Patient  Care  Facilities  and  Service — Bureau  of  Health  Facilities  Planning  and  Construction  for  workload  adjustment. 

1  All  positions  in  the  Disaster  Health  Services  unit  limited  to  August  31,  1968. 

J  One  position  authorized  under  the  provisions  of  Title  XIX,  Public  Law  89-97  (Medi-Cal  Program). 

k  Two  positions  authorized  under  the  provisions  of  Title  XIX,  Public  Law  89-97  (Medi-Cal  Program). 

'Three  positions  authorized  under  the  provisions  of  Title  XIX,  Public  Law  89-97  (Medi-Cal  Program). 

m  Five  positions  authorized  under  the  provisions  of  Title  XIX,  Public  Law  89-97  (Medi-Cal  Program). 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Aoth.)      (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
38 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
93 
84 
85 


DEPARTMENTAL  ADMINISTRATION 
EXECUTIVE 


Director 1 

Medical  consultant 1 

Chief  depiity  director 1 

Information  officer  I 1 

Secretary  II 1 

Secretary  I 1.3 

Sr  steno   1.2 

Totals,  Authorized  Positions 


7.5 


1 

1 

1 

1 

0.7 

1.4 


PROGRAM    PLANNING 

Chief    

Sr  research  analyst 

Supvng  voc  rehab  counselor  I 

Asst  research  analyst 

Sr  steno 

Clerk-typist  II 

Totals,  Authorized  Positions 6.1 


DIVISION   OF   MANAGEMENT 
SERVICES 

Office  of  the  Chief : 

Administrative  service  officer  III 1 

Sr   steno    1 

Fiscal  Section : 

Fiscal  officer  II 1 

Assoc  budget  analyst 0.9 

Accounting  officer   III 1 

Business  service  officer  II 1 

Business  service  officer  I 2 

Asst  budget  analyst 0.8 

Accountant  I 2 

Property   inspector 1 

Accounting  technician 4 

Supvng  account  clerk  I 1 

Sr  clerk 3.4 

Sr  clerk-typist 0.8 

Bookkeeping  machine  operator  II 1 

Bookkeeping  machine  operator  I 2 

Sr  steno   1 

Steno  II 1.5 

Clerk-typist  II 15 

Clerk  II   3.8 

Account  clerk  II 4 

Stock  clerk 1 

Clerk   I   1 

Temporary  help 1.2 

Personnel  Section : 

Personnel  officer  II 1 

Assoc  personnel  analyst 0.9 

Asst  personnel  analyst 1 

Supvng  clerk   I 1 

Sr  clerk-typist 1.8 

Sr  steno   1 

Clerk-typist   II    6 

Steno  II 0.8 

Data  Processing  Section : 

Manager   I    0.1 

Assoc    data    processing    analyst 1.7 

Programmer  II 0.5 

Programmer  I 0.7 

Programmer  trainee 0.7 

Key   punch  supervisor 0.6 

Key  punch  operator 4.1 

Clerk-typist    II    2 

Temporary  help 0.3 

Management  Analysis  Section : 

Assoc  management  analyst 1 

Asst  management  analyst 1 

Steno  II 0.7 


SALARY  RANGE 

$23,625 

1,793-2,179 

1,548-1,882 

905-1,100 

644-783 

584-710 

505-614 

$100,868 


$1,213-1,475 

1,155-1,405 

863-1,048 


$23,625 

26.148 

22,584 

13,200 

8,214 

8.520 

7,368 


505-614 
415-530 

$63,461 


$109,659 


$17,210 
15,340 
22,732 

6,060 
10,722 

$72,064 


$23,625 

26,148 

22,584 

13,200 

8,628 

8,520 

7,368 


$110,073 


$17,700 
16,112 
23,436 

6,360 
11,262 

$74,870 


1 

1 

$1,337-1,626 

$19,512 

$19,512 

1 

1 

505-614 

7,868 

7,868 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

950-1,155 

11,544 

12,126 

1 

1 

950-1,155 

13.805 

13,860 

1 

1 

86.3-1,048 

12,576 

12,576 

2 

2 

78.8-950 

20,250 

21,258 

1 

1 

783-950 

9.396 

9,852 

2 

2 

584-710 

15,660 

16,440 

1 

1 

644-783 

7,952 

8,350 

4 

4 

492-599 

28,276 

28,640 

1 

1 

571-692 

8,304 

8,304 

4 

4 

492-599 

25,404 

26,696 

1 

1 

492-599 

7,188 

7,188 

1 

1 

457-556 

6,160 

6.464 

2 

2 

415-505 

10,973 

11,530 

1 

1 

505-614 

7,128 

7.368 

2 

2 

446-543 

11,2.56 

11,820 

5 

15 

415-530 

85.439 

88,962 

3 

3 

415-505 

17.719 

18,005 

4 

4 

415-505 

22,972 

23.840 

1 

1 

480-584 

7,008 

7,008 

— 

— 

359-435 

— 

— 

0.5 

0.5 

(11,180) 

4,600 

4,830 

1 

1 

1,100-1,387 

15,788 

16,044 

1 

1 

950-1.155 

13,860 

13,860 

1 

1 

783-950 

10.062 

10,.566 

1 

1 

571-692 

7.420 

7.792 

2 

2 

492-599 

12.924 

13.892 

1 

1 

505-614 

6.620 

6.9.52 

6 

6 

415-530 

33.783 

34.751 

1 

1 

446-543 

5,628 

5,904 

1 

1 

1.048-1,278 

14,616 

15,276 

1 

1 

950-1,155 

11,736 

12,826 

4 

4 

783-950 

38.292 

40,164 

2 

676-783 

16,682 

17,472 

— 

— 

614-710 

_ 

— 

1 

1 

492-599 

5.904 

6.204 

5 

5 

425-517 

28,822 

29.775 

2 

2 

415-530 

11.870 

12,120 

0.2 

0.2 

(2,795) 

1,840 

1,930 

1 

1 

950-1.155 

18,860 

13,860 

1 

1 

783-950 

9,896 

9,852 

1 

1 

446-543 

5,904 

6,204 
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DEPARTMENT   OF   REHABILITATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 

(Filled)       (Aulh.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEPARTMENTAL  ADMINISTRATION— Continued 

DIVISION   OF   MANAGEMENT 
SERVICES — Continued 

Research  and  Statistics  Section  : 

Chief  of   research   

Sr  social  research  analyst 

Assoc  research  analyst 

Assoc  social  research  analyst 

Asst  social  research  analyst 

Sr   steno    

Steno  II 

Statistical    clerk    

Clerk-typist  II 

Totals,  Authorized  Positions 

Totals,    Departmental    Administration 


SALARY  RANGE 

1 

1 

1 

1,27.V1,548 

18,576 

18,576 

1 

1 

1 

1,155-1,405 

15,980 

16,792 

1 

1 

1 

950-1.155 

13,860 

13,860 

1.9 

2 

*> 

950-1.155 

25,726 

27,008 

2.7 

3 

3 

783-950 

30,774 

32,307 

0.8 

1 

1 

505-614 

7,368 

7,368 

0.5 

1 

1 

446-543 

6,079 

6,386 

1 

1 

1 

492-599 

6,572 

6,908 

6 

6 

6 

415-530 

33,960 

35,116 

95.2 

101.7 

101.7 

$690,489 

$801,202 

$827,622 

108.8 

115.7 

115.7 

,$854,818 

$982,925 

$1,012,565 

ADMINISTRATION 


DIVISION   OF  VOCATIONAL   REHABILITATION 


Division   chief   

Asst  division  chief 

Program   administrator 

Rehab  workshop  consultant 

Consultant    

Rehab  workshop  consultant 

Supvng  voc  rehab  counselor  II 

Supvng  voc  rehab  counselor  I 

Sr  steno   

Sr  clerk-typist 

Steno  II   

Clerk-typist  II 

Temporary  help 

Totals,   Authorized   Positions 41.1 


VOCATIONAL  GUIDANCE   AND 
PLACEMENT 


1 

$1,405-1,708 

$18,.576 

$19,.512 

1 

1,213-1,475 

17,070 

17,700 

6.7 

1,100-1,337 

113,169 

114,350 

1.5 

998-1,213 

12,576 

13,200 

0.6 

1,048-1,273 

15,276 

15,276 

0.6 

1,100-1,337 

13,200 

13,860 

9.5 

11 

11 

950-1,155 

148,918 

150,246 

5.3 

6 

6 

863-1,048 

72,964 

74,160 

6.4 

7 

7 

50.5-614 

49,156 

50,148 

1.6 

2 

2 

492-599 

14,264 

14,376 

2.1 

4 

4 

446-543 

24,104 

24,656 

4.6 

5.5 

5.5 

415-530 

31,716 

32,781 

0.2 

- 

- 

(1,768) 

- 

— 

47.5 


47.5 


$458,079 


$530,989 


District  medical  consultant 

Voc  psychologist   

Supvng  voc  rehab  counselor  II—, 

Supvng  voc  rehab  counselor  I 

Voc   rehab   counselor    

Voc  rehab  trainee 

Supvng   clerk   I   

Supvng  clerk-typist  I 

Sr  steno   

Rehab    aid    

Sr  clerk 

Sr  clerk-typist 

Accounting  technician   

Steno   II 

Clerk-typist  II 

Clerk  II  

Telephone  operator 

Account  clerk  II 

Clerk-tvpist  I 

Clerk  I   

Temporary  help 

Medical  consultant — intermittent 

Totals,  Authorized  Positions  a 


SPECIAL   PROGRAMS 

Psychiatric  Follow-up  Study. 

Supvng  voc  rehab  counselor  II 0.2  - 

Asst  research  analyst 0.7  - 

Voc   rehab   counselor   0.2  — 

Editorial  asst 0.6 

Steno   II   0.8 

Clerk-typist  II 0.8 

Totals,  Authorized  Positions 3.3  - 

For  footnotes  see  the  end  of  this  agency  presentation. 


$950-1,155 
783-950 
783-950 
746-905 
466-543 
415-530 

$24,198 


$540,265 


2.3 

3 

3 

$1,548-2,076 

$64,249 

$65,808 

15 

16 

16 

973-1,183 

219,921 

222,877 

16.1 

17 

17 

9.50-1,155 

230,1.50 

231,852 

38 

38.5 

38.5 

863-1,048 

464,316 

472,176 

237,9 

261 

261 

783-950 

2,743,221 

2,836,683 

8.9 

_ 

_ 

614-710 

— 

— 

7.5 

9 

9 

571-692 

71,672 

72,504 

7 

7 

7 

571-692 

56,854 

57,648 

17 

18.5 

18.5 

505-614 

133,647 

134,292 

29.3 

26 

26 

505-614 

171,354 

179,9.50 

2.3 

4 

4 

492-599 

25,634 

26,900 

22 

25 

25 

492-599 

169,564 

172,748 

11.7 

13 

13 

492-599 

89,184 

90,916 

37.7 

34.8 

34.8 

446-543 

218,843 

222,011 

98.8 

88.2 

88,2 

415-530 

536,1.59 

544,084 

3.6 

4 

4 

415-505 

23,338 

23,756 

1 

1 

1 

41.5-505 

6,060 

6,060 

6.4 

6 

6 

415-505 

33,925 

35,027 

1.4 

377-457 

— 

— 

0.8 

0.5 

0.5 

359-435 

2,208 

2,316 

0.5 

0.6 

0.6 

(1,097) 

4,1S4 

4,394 

9.2 

8.9 

8.9 

(249,930) 
$4,968,962 

240,656 
$5,505,139 

240,656 

574.4 

582 

582 

$5,642,658 
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DEPARTMENT  OF   REHABILITATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

84 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 
52 

53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
68 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  RANGE 

$998-1,213 

950-1,155 

446-543 

$29,319 


1 

0.5 

1.5 


1 
0.5 

1.5 


0.5 

1 

0.5 


1 
3 
2.3 

6.3 


1 
0.5 

1.5 


1 
0.5 

1.5 


0.5 

1 

0.5 


1 
3 
2.3 

6.3 


>1,155-1,405 

_ 

1,100-1,337 

- 

998-1,213 

_ 

973-1,183 

_ 

950-1.155 

_ 

950-1.155 

$7,821 

863-1,048 

_ 

783-950 

23,741 

614-710 

_ 

571-692 

_ 

505-614 

16,109 

505-614 

11,863 

492-599 

_ 

446-543 

_ 

415-530 

3,753 

DIVISION  OF  VOCATIONAL   REHABILITATION 

SPECIAL   PROGRAMS— Continued 

Planning  Improvement  of  Workshop 
and  Rehabilitation  Facilities 

Rehab  workshop  consultant 111 

Assoc  research   analyst   0.9           1              1 

Steno  II 111 

Totals,  Authorized  Positions 2.9           3              3 

Vocational  Rehabilitation  Project  for 
Economically  Depressed  Areas  of 
Los  Angeles  County 

Sr  research  analyst 0.6           -             - 

Program  administrator 0.8           -              - 

Rehab  workshop  consultant 0.3           -             - 

Voc  psychologist 0.6           -              - 

Assoc  research  analyst 0.6           -             - 

Supvng  voc  rehab  counselor  II 1.1           1              - 

Supvng  voc  rehab  counselor  I 0.6           -              - 

Voc  rehab  counselor 6.2           4              - 

Voc  rehab — trainee 0.5           -              - 

Supvng  clerk-typist  I 1.6           -              - 

Rehab  aid 15               4              _ 

Rehab  aid 2.9           3 

Sr  clerk-typist 1.2           -              - 

Steno  II 13 

Clerk-typist  II 3.5           1 

Totals,  Authorized  Positions  b 36.8         13 

Catastrophic  Disability  Project 

Supvng  voc  rehab  counselor  I 1 

Clerk-typist  II - 

Totals,  Authorized  Positions 1 

Spinal  Cord  Injury  Project 

Voc  rehab  counselor - 

Clerk-typist  II - 

Totals,  Authorized  Positions - 

Myocardial  Revascularlzed  Project 

Supvng  voc  rehab  counselor  I 0.3 

Voc  rehab  counselor 0.9 

Clerk-typist  II 0.7 

Totals,   Authorized  Positions 1.9 

Vocational  Rehabilitation  of 
Narcotic  Addicts 

Supvng  voc  rehab  counselor  I 1 

Voc  rehab  counselor 2.6 

Clerk-typist  II 2 

Totals,   Authorized  Positions 5.6 

Rehabilitation  of  Narcotic  Addicts 
In  Resident  Facilities 

Voc  rehab  counselor 0.9           1              1 

Totals,   Authorized  Positions 0.9           1              1 

Totals,  Special  Programs  s 52.4         28.3         15.3 

For  footnotes  see  the  end  of  this  agency  presentation. 


$259,240 


$863-1,048 
415-530 

$11,976 


$783-950 
415-530 


$863-1,048 
783-950 
415-530 

$15,051 


$863-1,048 
783-950 
415-530 

$48,398 


$783-950 

$8,375 

$396,557 


— Continued 


$11,976 

12,826 

6,308 


$30,610 


$68,287 


$12,576 
2,550 


$15,126 


$10,356 
3,180 


$13,536 


$6,188 

10,524 

2,846 

$19,558 


$12,576 
30,760 
14,310 

$57,646 


$11,085 

$11,085 

$210,848 


$12,576 

12,940 

6,516 


32,032 


$12,576 
2,676 


$15,252 


$10,860 
3,388 


$14,198 


$6,288 

11,040 

2,993 


$20,321 


$12,576 
82,355 
14,310 

$59,241 


$11,400 

$ll,4fl0 

$152,444 
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DEPARTMENT   OF   REHABILITATION — Continued 


SALARIES  AN'D  WAGES 


NO.  OF  POSITIONS 


67-68  68-89  69-70 
(Filleill       («ulh.)       (Agth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF  VOCATIONAL   REHABILITATION— Continued 


COOPERATIVE    REHABILITATION 
SERVICES 

Mental  Health  Programs 

Supervisor     

Supvng  voo  rehab  counselor  I 

Voe  relial)  counselor 

Voc  work  experience  projects  suprr 

Asst  supervisor  of  rehab  services 

Psychiatric   technician   

Industrial    therapist   

Voc  rehab  trainee 

Recreation    therapist    

Sr  account  clerk 

Sr  steno 

Sr  clerk-tvpist 

Steno   II   

Clerk-typist  II 

Account  clerk  II 

Clerk    II    

Sr  clerk 

Janitor    

Medical  consultant — intermittent 

Voc    psychologist — intermittent 

Totals,   Authorized  Positions 


SALABY  RANGE 

6.4 

7 

7 

$905-1,100 

?S6,120 

$88,460 

5.3 

6.5 

6.5 

863-1,048 

75,443 

77,568 

30.9 

35 

35 

783-950 

353,007 

368,145 

1 

1 

1 

764-884 

10.608 

10,608 

2.7 

3 

3 

710-863 

29.764 

30,648 

5.6 

6 

6 

480-614 

43,368 

43.488 

2.8 

3 

3 

614-746 

24,400 

25,166 

1.2 

— 

— 

614-TlO 

— 

— 

0.1 

1 

1 

614-746 

7,548 

7,920 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

505-614 

7,308 

7,368 

2.5 

3 

3 

492-.599 

19,972 

20,580 

2.8 

3 

3 

446-543 

18,391 

19,210 

21.8 

24.3 

24.3 

41.5-530 

141,044 

145,258 

1 

1 

1 

415-.50O 

5,374 

5,645 

<> 

1.5 

1.5 

41.J-505 

8,670 

8,802 

0.2 

_ 

— 

492-599 

— 

— 

1 

1 

1 

415-505 

5,606 

5,606 

0.1 

0.9 

0.9 

(439) 

24,336 

24,336 

- 

0.2 

0.2 

(-) 

2,578 

2,707 

89.4 


Residential   Rehabilitation  Center 
for  the  Mentally  Retarded 

Supervisor    

Supvng  social  worker  I 

Supvng  vocational  rehab  counselor  I 

Voc  rehab  counselor 

Supvng    p.sychiatric    technician 

Librarian    II    

Occupational  therapist 

Industrial   therapist 

Recreation    therapist    

Sr  ps.vehiatric  technician  II 

Auto  equipment  operator  I 

Supvng  clerk   I 

Sr  psychiatric  technician  I 

Handicraft   supervisor 

Beauty  shop  manager 

Psychiatric   technician 

Steno  II   

Clerk-typist  II 

Account  clerk  II 

Temporary   help    

Totals,  Authorized  Positions 74.4 

Regional  Diagnostic  Centers 
for  the  Mentally  Retarded 

Voc  rehab  counselor 4 

Steno  II 0  6 

Clerk-typist  II 0.3 

Totals,    Authorized    Positions 4.9 

Youth  and  Corrections  Agency  Programs 

Voc  psychologist 

Coordinator  of  industrial  trng 

Supervisor 

Supvng  voc  rehab  counselor  I 

Voe  rehab  counselor 

Voc  rehab  trainee 

Supvng   clerk   I 

Accounting  technician   

Steno  II  

Clerk-typist    II    

Clerk   II    

Medical  consultant — intermittent 

Totals,  Authorized  Positions 48.8 


99.4 


99.4 


$712,837 


$870,785 


80.5 


80.5 


$518,833 


S783-950 
446-543 
415.530 

$44,625 


$603,088 


$42,972 
6,516 
5,120 

$54,608 


59.8 


59.8 


$400,701 


$534,358 


$898,703 


1 

1 

1 

$905-1,100 

$13,200 

$13,200 

0.4 

0.5 

0.5 

SS4-1.074 

6,419 

6,444 

1 

2 

2 

863-1,048 

22,932 

23,436 

3.4 

4 

4 

783-950 

39,898 

41,886 

0.8 

1 

1 

710-863 

10,020 

10.356 

0.6 

1 

1 

644-783 

7,920 

8,316 

1 

1 

1 

614-746 

7,548 

7.920 

1.9 

o 

9 

614-746 

16.000 

16,802 

3 

3 

3 

614-746 

24,382 

25.608 

4 

4 

4 

584-746 

35,592 

35.808 

1 

1 

1 

584-644 

7,578 

7,728 

1 

1 

1 

571-692 

8,304 

8,304 

14.6 

16 

16 

530-676 

120.238 

122,862 

1 

1 

1 

530-644 

7,728 

7.728 

0.9 

1 

1 

517-628 

7,536 

7.536 

33.8 

36 

36 

480-^14 

236.793 

245.050 

1.9 

o 

2 

446-543 

12.520 

12.824 

2 

9 

2 

415-530 

12,420 

12,720 

1 

1 

1 

415-505 

6,060 

6,060 

0.1 

(372) 

- 

— 

$620,588 


$44,520 
6,852 
5,374 

$56,746 


1.1 

1 

1 

$973-1,183 

$12,379 

$12,996 

1 

1 

905-1.100 

10,860 

11,400 

1 

3 

3 

90.5-1,100 

33,746 

35,428 

3.2 

3.5 

3.5 

863-1,048 

43,080 

43,666 

23.1 

27 

27 

78.3-950 

279,984 

290,082 

2 

614-710 

- 

- 

1.3 

_ 

_ 

571-692 

- 

_ 

0.4 

1 

1 

492-599 

7,188 

7,188 

2.8 

2.8 

2.8 

446-543 

16,367 

16,862 

13.6 

19.2 

19.2 

41.5-530 

106,512 

111.106 

0.2 

0.5 

0.5 

41.5-505 

2,610 

2,742 

0.1 

0.8 

0.8 

(258) 

21,632 

22,714 

$554,184 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aulh.) 


ACTUAL 
1967-88 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DIVISION  OF  VOCATIONAL 

COOPERATIVE   REHABILITATION 
SERVICES— Continued 

Alcoholic  Rehabilitation  Programs 

Supvng  voc  rehab  counselor  II 111 

Supvng  voe  rehab  counselor  I 1.7            1               1 

Voc  rehab  counselor 15.4         18            IS 

Graduate  nurse 0.5           0.5           0.5 

Sr  steno 111 

Rehab  aid 3.8           5              5 

Steno  II 1.3           1              1 

Clerk-typist  II 12.9         13.5         13.5 

Medical  consultant — intermittent 0.5           1              1 

Totals,  Authorized  Positions 38.1         42            42 

Services  to  Disabled  Young  People 

Supvng  voc  rehab  counselor  I 6.6           7.3           7.3 

Voc  rehab  counselor 22.6         24            24 

Specialist 2.3           3              3 

Sr  steno   0.5           0.5           0.5 

Steno  II   4.4           4.4           4.4 

Clerk-typist  II 8.7           8.6           8.6 

Clerk-typist    I    0.4 

Medical   consultant — intermittent -              1.7           1.7 

Totals,  Authorized  Positions 45.5         49.5         49.5 

Staff  Development 

Supvng  voc  rehab  counselor  II 111 

Supvng  voc  rehab  counselor  I 3.5           4              4 

Steno  II 2              2              2 

Clerk-typist  II 2.3           3              3 

Totals,  Authorized  Positions 8.8         10            10 

Workshop  Improvement  Demonstration 

Sales  engineer 1.6           2             2 

Steno  II -              0.9           0.9 

Totals,  Authorized  Positions 1.6           2.9           2.9 

f=  =            = 
Totals,  Cooperative  Rehabilitation 

Services 311.5       350.1       350.1 

Totals,    Division    of   Vocational    Reha- 
bilitation!)     979.4    1,007.9      994.9 

DIVISION    OF    REHABILITATION  OF    THE    BLIND 

ADMINISTRATION 

Division   chief   111 

Asst  division  chief 111 

Coordinator    111 

Sr  steno   111 

Totals,  Authorized  Positions 4              4              4 

PREVENTION   OF   BLINDNESS 
PROGRAM 

Supvng  voc  rehab  counselor  I 111 

Steno  II 111 

Temporary  help —              0.1           0.1 

Totals,   Authorized   Positions 2              2.1           2.1 

For  footnotes  see  the  end  of  this  agency  presentation. 


REHABILITATION— Continued 


SALARY  RANGE 

$950-1,155 

$13,860 

$13,860 

863-1,048 

11,400 

11,976 

783-950 

184,270 

191,001 

628-764 

4,386 

4,584 

505-614 

7,368 

7,368 

505-614 

32,538 

84,164 

446-543 

6,516 

6,566 

415-530 

79,934 

82,435 

(12,951) 

27,040 

27,040 

$299,555 


$379,177 


$75,397 


$48,941 


$863-1,048 
446-543 

(-) 

$18,180 


$367,812 


$485,821 


$89,852 


$53,068 


$12,576 
6,516 
2,704 


$21,796 


$378,994 


$863-1,048 

$83,601 

$85,758 
257,637 

783-950 

246,616 

746-905 

29,811 

30,760 

505-614 

3,669 

3,684 

446-543 

27,506 

28.530 

415-530 

48,650 

50,967 

377-457 

_ 

— 

1,708-2,179 

45,968 

45,968 

$508,304 


$950-1,155 

$18,860 

$13,860 

863-1,048 

46,683 

47,748 

446-543 

12,366 

12,772 

415-530 

16,948 

17,651 

$92,031 


$746-821 
446-543 

$19,704 
4,817 

$24,521 
$3,030,345 

$19,704 
5,065 

$14,618 

$24,769 

$2,445,743 

$3,129,319 

$8,269,341 

$9,277,321 

$9,464,686 

$1,273-1,548 

$18,576 

$18,576 

1,155-1,405 

15,724 

16,520 

783-950 

11,400 

11,400 

505-614 

7,368 

7,368 

$53,864 


$12,576 
6,516 
2,839 


$21,931 
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DEPARTMENT   OF   REHABILITATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleiil      (tuth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF  VOCATIONAL   REHABILITATION— Continued 


DIVISION    FOR    REHABILITATION    OF  THE 
BLIND — Continued 

BUSINESS   ENTERPRISE   PROGRAIVl 
FOR  THE  BLIND 

Administrator    

Business  enterprise  officer  II 

Business  enterprise  officer  I 

Sr   steno   

Steno   II   

Clerls-typist  II 

Totals,  Authorized  Positions 18.7        19 


FIELD   REHABILITATION    SERVICES 
FOR  THE  BLIND 


SALARY  RANGE 

1 

1 

1 

$1,048-1,273 

$15,276 

$15,276 

2.8 

3 

3 

905-1,100 

39,496 

39,600 

7.2 

7 

7 

821-998 

80,142 

81,924 

2 

2 

2 

505-614 

14,736 

14,736 

5.1 

5.4 

5.4 

446-543 

34,816 

35,024 

0.6 

0.6 

0.6 

415-530 

3,975 

3,975 

19 


$169,001 


$188,441 


OPPORTUNITY   WORK   CENTER 
FOR  THE   BLIND 

San  Jose : 

Production  foreman   

Laborer 

Account  clerk  II 

Los  Angeles : 

Production  foreman   

Laborer 

Account  clerk  II 

Temporary  help 

Berkeley : 

Production  supt 

Sr  clerk-typist 

Laborer 

Totals,  Authorized  Positions 


INDUSTRIES  FOR  THE   BLIND 

Central  Office 

Accountant  I 

Sr  clerk-typist 

Accounting   technician   

Clerk-typist  II 

Calculating  mach  operator 

Clerk   I   

Berkeley  Center 

Manager    

Accounting  officer  II 

Sr  clerk-typist 

Sr  account  clerk 

Accounting  technician   

Steno  II  

Clerk-typist  II 

.Janitor    

Temporary  help 

Los  Angeles  Center 

Manager    

Accounting  officer  II 

Building  maint  man 

Sr  account  clerk 

Accounting  technician   

Bookkeeping  mach  operator  II 


8.5 


8.6 


8.6 


$57,917 


$63,662 


$190,535 


Chief 

Area  supervisor 

0.2 
2 
23.4 

4 
1.5 

1 
2 
24 
4 
1.5 

1 

2 
24 
4 
1.5 

$950-1,155 
821-998 
746-905 
446-543 
415-530 

$11,400 

23,9.52 

254,500 

25,477 
9,478 

$324,807 

$11,976 

23,952 

256,352 

Steno  II  

Clerk-typist  II 

25,778 
9  540 

Totals,  Authorized  Positions 

31.1 

32.5 

32.5 

$283,621 

$327,598 

1 
0.4 

1 

1 
0.5 

1 

1 

0.5 

1 

$614-746 
50.5-556 
41.5-505 

$8,556 
3,206 
6,060 

$8,952 
3,336 
6,060 

1 
1 
1 
0.1 

1 

1 
1 
0.1 

1 
1 
1 
0.1 

614-746 
505-556 
415-505 
(269) 

8,952 

6,672 

6,060 

500 

8,952 

6,672 

6,060 

525 

1 
1 

1 

1 
1 

1 

1 

1 
1 

783-950 
492-599 
505-556 

10,020 
6,964 
6,672 

10,524 
7,188 
6,672 

$64,941 


0.6 

1 

1 

$58^710 

$7,952 

$8,350 

0.5 

1 

1 

492-599 

7,188 

7,188 

0.5 

1 

1 

492-599 

6,360 

6,684 

0.4 

1 

1 

415-530 

5,622 

5,910 

0.3 

1 

1 

435-530 

6,360 

6,360 

0.2 

1 

1 

359^35 

4,470 

4,686 

1 

863-1.048 

0.4 

_ 

_ 

78.3-950 

_ 

— 

0.5 

_ 

_ 

492-599 

— 

_ 

0.9 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

6,992 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

L6 

2 

2 

415-530 

11,180 

11,434 

1,8 

2 

2 

415-505 

12.120 

12,120 

0.6 

0.3 

0.3 

(1,947) 

1,125 

1,180 

1.1 

86.3-1,048 

0.5 

_ 

_ 

78.3-950 

— 

— 

0.6 

1 

1 

584-644 

7,398 

7,728 

1 

1 

1 

492-599 

6,516 

6,852 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

457-556 

6.672 

6,672 

542 
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SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.j        (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


DIVISION   OF  VOCATIONAL   REHABILITATION— Continued 


DIVISION    FOR    REHABILITATION    OF  THE 
BLIND — Continued 

INDUSTRIES   FOR  THE   BLIND— 

Continued 

Los  Angeles  Center — Continued 

Steuo  II  

Caleulatins  maeh   operator 

Account  clerk  II 

Janitor    

Janitor    

Temporary  help 

San  Diego  Center 

Manager    

Accountant  I   

Sr  account  clerk 

Clerk-typist  II 

Clerk  II 

Janitor       

Temporary  help 

Totals,   Authorized    Positions 


1.9 
0.7 
1.4 
2.6 
1.3 


1 

0.8 

1 

1 

1 

1 

0.2 


30.4 


INDUSTRIES   FOR  THE    BLIND 
MANUFACTURING    FUND 

Central  OiBce  : 

Industrial  rehab  administrator 0.7 

General  manager 1 

General  accountant  III 1 

Sales  manager 1 

Supervisor     1 

Sales  engineer 0.4 

Sales   analyst 0.9 

Sr   steno    1 

Steno   II 1.9 

Steno  I - 

Temporary  help - 

Berkeley  Center : 

Manager      - 

Production  supt 0.2 

Storekeeper  II 0.9 

Production   foreman    2 

Auto  equipt  operator  I 1 

Seamer-seamstress     1 

Stock  clerk 0.5 

Factory  worker 67.4 

Temporary  help . — 

Los  Angeles  Center : 

Manager      - 

Production  supt 1 

Storekeeper  II 1 

Supervisor     1 

Factory   foreman 0.9 

Production  foreman   2.6 

Storekeeper  I 1 

Sr  clerk 1 

Stock  clerk 1 

Material  handler 1 

Clerk-tvpist  II 0.6 

Clerk   II   1 

Factory  worker 113.8 

San  Diego  Center : 

Manager    — 

Production  supt 1.2 

Maint  mechanic — 

Production   foreman   1 

Production   foreman   — 

Storekeeper  I 1 

Factory  worker 38.3 


Totals,  Authorized  Positions 249.3 


1 
4 
1 
0.4 


1 
1 
1 
1 
0.1 


29.8 


1 
4 
1 

0.4 


1 
1 
1 
1 
0.1 


29.8 


SALARY  RANGE 

446-543 
435-530 
415-505 
415-505 
415-505 
(-) 


863-1.048 
584-710 
492-599 
415-530 
415-505 
415-505 
(953) 

$202,323 


12,006 

6,060 

22,320 

6,060 

1,500 


6,412 

5,484 

6,0G0 

6,0(;o 

375 


$183,184 


12,282 

6,060 

22,824 

6,060 

1,575 


6,740 
5,760 
6,060 
6,060 
395 


$187,060 


1 

1 

$1,155-1,405 

$13,860 

$14,.5.56 

1 

1 

1,100-1,337 

15.300 

15,300 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

863-950 

11,400 

11,400 

1 

1 

746-905 

8,952 

9,306 

1 

1 

746-821 

8,952 

9, ?,!)(". 

1 

1 

644-783 

7,728 

8,112 

1 

1 

505-614 

7,368 

7,368 

1 

1 

446-543 

5,513 

5,789 

1 

1 

405^92 

4,980 

5,226 

0.1 

0.1 

(-) 

1,000 

1,000 

1 

1 

86.3-1,048 

12,576 

12,576 

1 

1 

783-950 

10,566 

11,085 

1 

1 

614-783 

7,368 

7,728 

o 

o 

614-746 

17,904 

17,904 

1 

i 

584-644 

7,728 

7,728 

1 

1 

517-628 

7,536 

7.536 

1 

1 

480-r,s4 

.-,!>1() 

6,210 

100 

100 

(249,361)) 

300,000 

300,000 

0.5 

0.5 

(-) 

1,000 

1,000 

1 

1 

86.3-1,048 

12,576 

12,576 

1 

1 

7&3-950 

10,566 

11,085 

1 

1 

614-783 

8,952 

8,952 

1 

1 

644-783 

8,592 

9,026 

1 

1 

644-783 

7,728 

8,112 

2 

2 

614-746 

17,688 

17,904 

1 

1 

530-676 

7,368 

7,728 

1 

1 

492-599 

7,188 

7,188 

1 

1 

480-584 

7,008 

7,008 

1 

1 

530-584 

7,008 

7,008 

1 

1 

415-530 

4,980 

5,229 

1 

1 

41.5-505 

6,060 

6.060 

150 

150 

(434,291) 

500,000 

500,000 

1 

1 

863-1,048 

11,640 

12,226 

1 

1 

783-950 

9,717 

9,852 

1 

1 

728-801 

8,736 

9,168 

1 

1 

614-746 

8,952 

8,952 

1 

1 

614-746 

7,368 

7.728 

1 

1 

530-676 

7,728 

7,728 

45 

45 

(137,885) 
$1,078,263 

175,000 
$1,304,356 

175,000 

832.6 

332.6 

$1,311,700 
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DEPARTMENT   OF   REHABILITATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)      («uih.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


DIVISION   OF  VOCATIONAL   REHABILITATION— Continued 


DIVISION    FOR    REHABILITATION   OF  THE 
BLIND — Continued 

ORIENTATION   CENTER   FOR 
THE    BLIND 


Administratoi' 

Assoc  professor  I 

Business  service  officer  I 

Teacher   

Supvng  cook  I  

Stationary   engineer 

Accountant  I 

Cook  II 

Counselor    

Sr   steno 

Groundsman 

Janitor   foreman   I 

Clerk-tvpist  II 

Cook    I    

Clerk  II   

Telephone  operator 

Account  clerk  II 

Janitor    

Hospital  aid 

Food  service  asst  I 

Temporary  help 

Totals.  Authorized  Positions 

Totals,    Division    of    Rehabilitation    of 
the    Blind    


Medical  consultant 

District    medical   consultant 

Division    chief    

A.sst  division   chief 

Supvng  voc  rehab  counselor  II 

Supvng  voc  rehab  counselor  I 

Voc  rehab  counselor 

Supvng  clerk  II 

Supvng  clerk-typist  I 

Sr  steno 

Sr   clerk    

Sr  clerk-typist   

Steno   II   

Clerk-tvpist  II 

Clerk   II    

Clerk-tvpist  I 

Clerk   I    

Temporar.v  help 

Jledical    consultant — intermittent 

Totals,  Division  of  Disability  Determi- 
nation     


SERVICE  CENTER  PROGRAM c 

CENTER  MANAGEMENT  ELEMENT 

Manager  II   3.9 

Manager   I    2 

Asst  manager  II 5.6  - 

Asst  manager  I 1.9 

Sr  steno   3.2 

Sr  clerk-typist 1.3 

Steno  II — 6.1 

Clerk-typist    II    9.8 

Telephone  operator 1..3 

.lanitor    1.5 

For  footnotes  see  the  end  of  this  agency  presentation. 


SAL.VIiY  I!.\NGE 

1 

1 

1,084-1,317 

13,200 

13,200 

1 

1 

1,084-1,317 

13,200 

13,200 

1 

1 

783-950 

10,440 

10,9.50 

11.1 

14 

14 

710-1,100 

160,242 

163,809 

1 

1 

571-764 

8,304 

8,304 

1 

1 

692-764 

9,168 

9,168 

0.6 

1 

1 

584-710 

7,368 

7,728 

1 

1 

517-692 

7,.536 

7,.536 

1.2 

1 

1 

530-644 

7,728 

7,728 

1 

1 

505-614 

7,368 

7,368 

0.9 

1 

1 

505-584 

6,672 

7,008 

1 

1 

457-556 

6,672 

6.672 

1 

1 

415-530 

6,060 

6,060 

1 

1 

425-517 

5,513 

5,789 

0.3 

1 

1 

415-505 

5,100 

5,352 

1 

1 

415-505 

6,010 

6,060 

1 

1 

415-505 

6,060 

6,060 

6 

6 

6 

415-505 

34.587 

35,421 

1.6 

1.5 

1.5 

415-505 

9,090 

9,090 

3 

3 

3 

386^69 

16,524 

16.792 

0.2 

1.3 

1.3 

(584) 
$294,178 

5,673 

5,950 

36.9 

41.8 

41.8 

$354,591 

$361,321 

3S0.9 

470.4 

470.4 

$2,152,424 

$2,493,905 

$2,518,950 

ETERMINATION 

1 

6 

6 

,$1,70.8-2,179 

$156,888 

$156,888 

11.5 

16 

16 

l,.548-2.076 

345,556 

355,491 

0.9 

1 

1 

1,27.3-1.548 

16,520 

17,3.50 

0.4 

1 

1 

1,100-1,337 

13,200 

13..860 

2 

2 

2 

950-1,155 

25,986 

26.592 

15.7 

18 

18 

863-1,048 

211,731 

217,105 

96.4 

118 

118 

783-950 

1,142,230 

1,189,979 

1 

1 

1 

660-801 

9,612 

9.612 

2 

2 

2 

571-692 

16,608 

16,608 

1 

1 

1 

505-614 

7,368 

7.368 

2.7 

3 

3 

492-599 

20,001 

20,730 

11.3 

15 

15 

492-599 

101.369 

103..8fi6 

2.4 

2 

2 

446-543 

13,032 

13,032 

89.8 

lOS 

108 

415-530 

627.474 

645.040 

8.2 

11 

11 

41.5-505 

58,458 

61,0.83 

8.3 

8 

8 

377-457 

38.252 

40.162 

0.7 

2 

o 

359-435 

9,960 

10,440 

5.4 

_ 

— 

(32,304) 

— 

— 

6.5 

6 

6 

(175,049) 
$2,249,915 

166,437 

$2,980,682 

174,759 

267.2 

321 

321 

$3,079,965 

$1,273-1,708 

1.155-1..548 

99.8-1.213 

90.5-1,100 

50.5-614 

492-599 

446-543 

415-530 

415-505 

415-505 
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DEPARTMENT   OF   REHABILITATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aiilh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF  VOCATIONAL  REHABILITATION— Continued 
SERVICE  CENTER  PROGRAM— Continued 


CENTER  MANAGEMENT  ELEMENT 
— Continued 


Clerical  Aid 

Temporary  help 


1.7 
5.1 


S.-i^AKT  BANGE 
M2-377 
,30,749) 


Totals,  Authorized  Positions  <= 


INTAKE  ELEMENT 

Supvng  intake  counselor 

Intake  counselor 

Social  service  asst  II 

Sr  clerk-typist 

Steno  II  

Clerk-typist    II    

Telephone  operator 

Social  service  aid 

Clerical  aid 

Temporary  help 

Totals,  Authorized  Positions  c 


43.4 


5 
22.3 
89.6 

0.8 

0.7 
10.8 

0.3 
50.3 
27.4 

1 


208.2 


§340,823 


$842-1,023 
710-863 
505-614 
492-599 
446-543 
415-530 
415-505 
377-415 
342-377 
(6,180) 

$1,172,528 


REHABILITATION   ELEMENT 

Voc  psychologist 1.5  -  -  $973-1,183 

Supvng  voc  rehab  counselor  II 1.4  -  -  950-1,155 

Supvng  voc  rehab  counselor  I 7.8  -  -  863-1,048 

Voc   rehab   counselor   35.3  -  -  783-950 

Supvng  clerk-typist  I 0.4  -  -  571-692 

Supvng  clerk  I 0.7  -  -  571-692 

Sr  steno   2.3  -  -  505-614 

Rehab    aid    49.2  -  -  505-614 

Sr  clerk-typist 5.8  -  -  492-599 

Accounting   technician   1.2  -  -  492-599 

Steno  II 1.3  -  -  446-543 

Clerk-typist  II 25.1  -  -  415-.530 

Clerk   II   2.1  -  -  415-505 

Clerical   aid   14.2  -  -  342-377 

Medical   consultant — intermittent 1.3  -  -  (36,427) 

Totals,  Authorized  Positions  c 149.6  -  -  $1,065,316 

Totals,   Service    Center   Program  c 401.2  -  -  $2,578,667 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS  b 2,137.5   1,915      1,902  $16,105,165 

a  Fourteen   positions   transferred   to   Service   Center  Program,   effective  July  1,  1968. 

b  Thirteen  positions  abolished  on  February  1,  1969. 

c  See  Ser\-ice  Center  Program  budget  for  1968-^9  and  1969-70  authorized  positions. 


$15,734,833        $16,076,166 


HEALTH  AND  WELFABB 


545 


DEPARTMENT  OF   SOCIAL   WELFARE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIItdl      (Aiith.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
48 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEPARTMENTAL  ADMINISTRATION 

Executive  Office : 

Director  

Chief   dep   director   

Staff  asst  to  the  director 

Info  off  II 

Secty  I   

Sr  steno    

Steno  II   

Temporary   help     

Social  Welfare  Board : 

Board  member  (7)  per  diem 

Exec   secty   

Sr  steno 

Work  Planning  Office : 

Social    welfare    services    specialist 
Welfare    program    projects    supvr 

Sr  mgt  analyst 

Steno  II  a 

Legal  Office : 

Chief,   legal  office 

Sr   counsel   

Sr  social  service  review  off 

Social  service  review  off 

Assoc  counsel 

Sr   legal   steno 

Sr   steno   

Sr  elk-typist 

Steno   11 

Clk-typist  II 

Student  legal  asst 

Temporary  help 

Manual  Unit : 

Adm   asst   

Sr  steno 

Sr   elk    

Clk-typist  II 

Totals,   Authorized  Positions 38.6 


SALARY  RANGE 

1 

1 

.$25,725 

$25,725 

$25,725 

1 

1 

1,976 

23,712 

23,712 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

584-710 

8..520 

8.520 

1 

1 

505-614 

7,.36S 

7,368 

2 

2 

2 

446-543 

13,032 

13,032 

- 

0.3 

0.3 

(-) 

2,540 

2,667 

_ 

__ 

_ 

25  day 

7,000 

7,000 

0.9 

1 

1 

1,337-1,626 

16,316 

17,140 

1 

1 

1 

505-614 

7,368 

7,368 

1 

2 

2 

1,21.3-1,475 

32,256 

32,976 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

_ 

1 

1 

1,155-1,405 

13,860 

14,556 

1 

2 

2 

446-543 

12,006 

12,282 

1 

1 

1 

1,.548-1,8.82 

22.584 

22,5.84 

1 

1 

1 

1,337-1,626 

18,430 

19,356 

0.6 

2 

9 

1,213-1.475 

33,720 

35,400 

11.4 

11 

11 

1,100-1,337 

170,724 

173,628 

0.9 

1 

1 

1,21.3-1,475 

14,736 

15,468 

1 

1 

1 

543-660 

7,920 

7,920 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

6,282 

6,600 

1 

1.5 

1.5 

446-543 

9,131 

9,261 

1 

1 

1 

415-530 

6,060 

6,060 

_ 

0.2 

0.2 

480-863 

1,334 

1,334 

1.8 

0.2 

0.2 

(13,306) 

1,516 

1,592 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

415-530 

6,060 

6,060 

42.2 


42.2 


$429,303 


$555,164 


COMMUNITY  WELFARE  SERVICES 

Administration : 

Dep  director 1  1 

Chief  of  emergency  welfare  services  1  1 

Social  service  admr  III 3.1  3 

Social  service  admr  I 1  1 

Social  service  consult  III  b 2.1  2 

Social  service  consult  II 1  1 

Sr  steno  b 4.4  5 

Administrative  Services : 

Area  adm  off 0.5  - 

Trng  consult 2.2  2 

Welfare  fiscal  rep 3.6  2 

Supvng  elk  II 1.9  2 

Supvng  elk  I 1.3  1 

Supvng   clk-typist  I    2  2 

Sr  clk-typist 3.1  3 

Sr  elk 1.8  2 

Sr  file  elk 1  1 

Sr  info  elk 1  1 

Sr   account  elk  c   2  2 

Stock   elk   1  1 

Steno  II 8.6  11 

Clk-typist  lie 57.3  57.7 

Clk-typist   I   1  1 

File  elk  II 2.6  2 

Clk  lie 5.7  5 

Clk  I  1  1 

Telephone   opr 1  1 

Temporary  help 0.3  - 

Administrative  Review : 

Social  service  admr  II 1  1 

Social  service  admr  I 2  2 

Assoc  mgt  analyst 1.5  2 

Social  service  consult  III  •>.  * 2.5  2 

Steno  II  b 2.5  2 

For  footnotes  see  the  end  of  this  agency  presentation. 


$564,573 


1 

§1,475-1,793 

$21,516 

$21,516 

1 

1,213-1,475 

17,700 

17,700 

3 

1,337-1,626 

58,536 

58,536 

1 

1,100-1,337 

16,044 

16,044 

2 

973-1,183 

28,392 

28,392 

1 

88^)^1,074 

12,888 

12,888 

5 

505-614 

36,840 

36,840 

_ 

1,048-1,273 

_ 

- 

2 

973-1,183 

27,138 

27,787 

2 

950-1,155 

27,720 

27,720 

2 

660-801 

17,532 

17,916 

1 

571-692 

8,048 

8,304 

2 

571-692 

16,608 

16,608 

3 

492-599 

21,564 

21,564 

2 

492-599 

13,732 

14,068 

1 

492-599 

7,188 

7,188 

1 

492-599 

7,188 

7,188 

2 

492-599 

14,040 

l*'?Zf 

1 

480-584 

7,008 

7,008 

11 

446-543 

37,390 

71,676 

57.7 

415-530 

343,112 

349,2.54 

1 

377-457 

4,6.32 

4,860 

2 

415-505 

11,590 

11,870 

5 

415-505 

29,089 

29,645 

1 

359-435 

4,050 

4,880 

1 

415-505 

6,060 

6,060 

(3,202) 

- 

— 

1 

1,213-1,475 

17,700 

17,700 

2 

1,100-1,337 

27,234 

28,596 

2 

950-1,155 

25.936 

26,540 

2 

973-1,183  • 

28.392 

28,392 

2 

446-543 

6,490 

6,516 

18—4316  SW 
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DEPARTMENT   OF  SOCIAL  WELFARE — Continued 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (>uth.)      Oclh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
S3 


COMMUNITY  WELFARE  SERVICES— i 

Appeals.  Complaints  and  Inquiries : 

Social  service  consult  III  d 

Social  service  consult  I  d 

Steno   lid    

Direct  Operations : 

Social  service  admr  I 

Steno  II e  

Licensing — Aged  Instit : 

Social  service  consult  III 

Social  service  consult  II 

Licensing — Childrens  Instit : 

Social  service  consult  III 

Social  service  consult  II 

Licensing — Day  Nurseries : 

Social  service  consult  III 

Social  service  consult  II 

Adoptions — Independent : 

Adoptions  caseworker  supvr 

Adoptions  caseworker 

Adoptions — Intercounty  : 

Adoptions  caseworker  supvr 

Adoptions    caseworker    

Eligibility  Control : 

Social  service  admr  II 

Social  service  admr  I 

Social  service  consult  III  e  

Social  service  consult  II 

Social  service  consult  I 

Steno  II   

Field  Consultation : 

Social  service  admr  II  S 

Social  service  admr  I  ^ 

Totals,  Authorized  Positions  _. 


MANAGEMENT  SERVICES 

Administration : 

Dep  director 1  1 

Sr   steno 1  1 

Fiscal  Division : 

Chief  of  div 1  1 

Gen  auditor  III 1  1 

Assoc  budget  analyst 1.4  1 

Asst  budget  analyst ' 1  1 

Sr  steno   1  1 

Acctg  teehn   1  1 

Temporary   help  '   1.7  3.5 

Adm  Acctg  Bur : 

Welfare  fiscal  supvr —  1 

Acctg  off  III  i 1  1 

Acctg  off  II 2.2  2 

Accountant  I 3  3 

Sr   account  elk  J   2.7  3 

Acctg  techn  J   7.5  8 

Bookkeeping  maeh  opr  II 2  2 

Steno  II 1  1 

Clk-typist   113   8.6  9 

Bookkeeping  mach  opr  I 1  1 

Account  elk  II  i 6.5  7 

Temporary  help 0.4  0.1 

Field  Audits  Bureau  : 

Supvng  governmental  auditor  I 1  1 

Governmental  auditor  III 3  3 

Governmental  auditor  II 8.1  10 

Gen    auditor    II    1  1 

Auditor    Ik    8.2  9 

Acctg   techn    1  1 

Steno  II 1  1 

Account  elk  lit 0.4 

County  Fiscal  Affairs  Bureau  : 

Welfare   fiscal    supvr    1  1 

Welfare  fiscal  rep 1  1 

Gen   accountant   III    1  1 

Gen  accountant  II 2  4 

Supvng  clerk  II 1  1 

Accountant    I    1  1 

Supvng  elk  I 2  2 

For  footnotes  see  the  end  of  this  agency  presentation. 


— Continued 

SALARY  RANGE 

1 

4.2 

1 

1 
7 
1 

1 
7 

1 

973-1,183 
SOl-973 
446-543 

13,482 

71,888 
5,490 

14,141 

74,762 

5,766 

3 
3.2 

3 
3 

3 
3 

1,100-1,337 
446-543 

46.528 
19,548 

47,244 
19,548 

2 
13.8 

2 
15 

2 
15 

973-1,183 

884-1,074 

27,624 

188,504 

28,282 
190,842 

1 
3.3 

1 
6 

1 
6 

973-1,183 

884-1,074 

14,196 
73,699 

14,196 
75,750 

6.4 
30.7 

6 
38 

6 
38 

973-1,183 

884-1,074 

82,656 
469,560 

83,256 
475,566 

3.7 
26.1 

4 
28 

4 
28 

884-1,074 
801-973 

51,042 
315,172 

51,552 
320,318 

2 
6.S 

2 

8 

2 
8 

884-1,074 
801-973 

25,776 
92.172 

25,776 
92,684 

1 

1.2 
1.7 
12.6 
1.2 
1 

1 

1 

2 

12 

1 
1 

1 
1 

9 

12 

1 
1 

1,213-1,475 

1,100-1,337 

973-1,183 

884-1,074 

801-973 

446-543 

17,700 
16,044 
28,392 
153,279 
11,676 
6,516 

17,700 
16,044 
28.392 
154,656 
11,676 
6,516 

2  2 
412 

2 
5 

2 
5 

1,213-1,475 
1,100-1,337 

$2,471,580 

34,152 
77,376 

34,980 
78,036 

254.1 

269.7 

269.7 

$2,774,429 

$2,815,315 

1 

$1,475-1,793 

$21,516 

$21,516 

1 

505-614 

7,368 

7,368 

1 

1,213-1,475 

17,700 

17,700 

1 

950-1,155 

12,476 

13,096 

1 

950-1,155 

13,860 

13,860 

1 

783-9.50 

11,400 

11,400 

1 

505-614 

7,188 

7,368 

1 

492-599 

6,656 

6.992 

3.5 

(7,491) 

18,962 

18,962 

1 

1,048-1,273 

12,576 

13,200 

1 

950-1,155 

11,976 

12,576 

2 

783-950 

21,100 

21,588 

3 

584^710 

25,560 

25.560 

3 

492-599 

20,254 

20,920 

X 

492-599 

54.964 

56,036 

2 

457-556 

13,344 

13,344 

1 

446-543 

6,029 

6,334 

9 

415-530 

50,533 

52,004 

1 

415-505 

5,622 

5,910 

7 

415-505 

40,214 

41,020 

0.1 

(3,566) 

459 

459 

1 

1.048-1,273 

15,276 

15.276 

3 

950-1,155 

40,660 

41,305 

10 

783-950 

107,028 

109.79T 

1 

783-950 

10,692 

11,220 

8 

644-746 

76,966 

70,432 

1 

492-599 

7,188 

7,188 

1 

446-543 

6,516 

6,516 

2 

415-505 

- 

10,704 

1 

1,048-1,273 

13,918 

14,616 

1 

950-1,155 

13,750 

13,860 

1 

950-1,155 

13,860 

13,860 

4 

783-950 

39,930 

41,334 

1 

660-801 

9,612 

9,612 

1 

584-710 

8,520 

8,520 

2 

571-692 

15,695 

16,064 
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DEPARTMENT  OF  SOCIAL  WELFARE— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
Iflliij)      l>.lh.)      (Aulb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


MANAGEMENT  SERVICES— Continued 

Fiscal  Division — Continued 

County  Fiscal  Affairs  Bureau — 
Continued 

Sr  account  elk 12  16 

Acctg  teclm   II   1  i 

Steno    II    19  2 

Clk-typist  II   1.8  1 

Account  elk  II 10.8  12 

Temporary  help 0.4  - 

Business  Services  Bureau : 

Business  service  off  III 1  1 

Records   mgt   analyst   II  ' 0.9  1 

Business   service   off  II ' 2  2 

Business   service   off   I   1.9  2 

Supvng  elk  II 1  1 

Supvnc  file  elk  II 1  l 

Property   inspector  I   1  1 

Storekeeper  II 1  l 

Supvng  elk  I  e 4.7  5 

Duplicating  mach  supvr  I 2  2 

Storekeeper   I    0.4  1 

Laborer 0  9  2 

Sr  elk   6.3  8 

Sr  clk-typist 3  3 

Sr  file  elk 2  2 

Varitypist 0.7  1 

Stock    elk  I   7.6  8 

Duplicating  mach  opr  II    (direct 

impression)     2.2  2 

Duplicating  mach  opr  II  (offset)  4  6 

Steno    II    4  4.5 

Clk-typist    II  ce    24.4  82 

File   elk   II   9.2  10 

Clk    lie!   34.6  40 

Steno  I  e 0.3  1 

Clk  I 2.6  4 

Duplicating  mach  apr  I 0.9  1 

Clk-typist  I   0.5  3 

Temporary    help    6.6  3 

Personnel  Bureau : 

Personnel  officer  II 1  1 

Trng  consult,  MSWm -  1 

Asst  personnel  analyst  i 0.4  1 

Jr  staff  analyst 1.1  1 

Personnel  asst  III 1  1 

Sr  clk-typist 0.6  1 

Sr  elkn 1  1 

Steno  II 1  1 

Clk-typist  II  n 2.2  3 

Clk  II  n 1.7  2 

Temporary  help 0.2  - 

County  Merit  Systems  Bureau  : 

Merit  systems  admr 1  1 

Merit  systems  consult —  1 

Assoc  personnel  analyst 2  2 

Asst  personnel  analyst 1.5  2 

Personnel  asst  II 1  1 

Sr   steno   0.8 

Personnel  asst  I 1  1 

Sr  elk-typist -  1 

Steno   II   0.2  2 

Clk-typist  II 3.5  8.5 

File  clk  II 1  1 

Clk  II  1.8  2 

Research  and  Statistics  Division  : 

Chief  of  div 1  1 

Sr  steno   1  1 

Steno  11 2.9  2 

Clk-typist  II 0.7  1 

Steno  I 0.1  1 

Research  Bureau  : 

Sr  social  research  analyst 1  1 

Statistical  methods  analyst  III -  1 

Home  economies  analyst 1  1 

Assoc  social  research  analyst 6  8 

Assoc  research  analyst 1  1 

Asst  social  research  analyst  o 3.5  5 

Jr  economist  analyst 0.8  1 

Jr  social  research  analyst 3.1  3 

Sr  account  clk 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

16 

492-599 

103,615 

108,298 

1 

492-599 

6,656 

6,992 

446-543 

12,351 

12,645 

i 

415-530 

6,060 

6,060 

12 

41.5-505 

67,485 

69,357 

- 

(2,408) 

1 

950-1,155 

13,860 

13,860 

1 

863-1,048 

10,398 

10,905 

868-1,048 

25,152 

25,152 

2 

783-950 

19,754 

20,754 

1 

660-801 

9,612 

9,612 

1 

660-801 

9,612 

9,612 

1 

644-783 

9,396 

9,396 

1 

614-783 

7,824 

8,214 

5 

571-692 

41,456 

41,520 

2 

530-644 

14,186 

14,796 

1 

530-676 

7,488 

7.728 

2 

505-556 

12,882 

13,188 

8 

492-599 

54,694 

55.652 

3 

492-599 

21,228 

21,564 

2 

492-599 

18,512 

13.984 

1 

492-599 

6,054 

6,860 

8 

480-584 

52,995 

53,895 

2 

435-580 

11.800 

12.074 

6 

457-556 

35,063 

36,841 

4.5 

446-548 

25,696 

26,766 

82 

415-530 

183,290 

188,098 

10 

415-505 

56,937 

58,596 

89 

415-505 

229,247 

229,486 

1 

405-^92 

5,060 

5,810 

4 

859-485 

18,630 

19,278 

1 

395^80 

5,553 

5,760 

3 

377-457 

13,950 

14,760 

3 

(34,978) 

15,924 

15,924 

1 

1,100-1,337 

15,596 

16,044 

1 

973-1,183 

11,676 

12,276 

1 

788-950 

9,738 

10,230 

1 

644-783 

8,100 

8.112 

1 

660-801 

8,144 

8,556 

1 

492-599 

5,904 

6,204 

1 

492-599 

6,516 

6,852 

1 

446-543 

6,104 

6,412 

3 

415-530 

17,062 

17,627 

2 

415-505 

11,198 

11,770 

- 

(1,176) 

- 

- 

1 

1,213-1,475 

17,700 

17,700 

1 

1,100-1,837 

13,200 

13,860 

o 

950-1,155 

27,720 

27,720 

2 

783-950 

22,800 

22,800 

1 

571-692 

8,304 

8,304 

1 

505-614 

- 

6,360 

1 

492-599 

6,600 

6.936 

1 

492-599 

5,904 

6,204 

1 

446-548 

11,757 

5,904 

3.5 

415-530 

21.210 

21,210 

1 

415-505 

6,060 

6,060 

2 

415-505 

11,613 

11,895 

1 

1,278-1,548 

18,576 

18,576 

1 

505-614 

7,368 

7,368 

3 

446-543 

12,189 

18,286 

1 

41.5-530 

5,100 

5,352 

- 

405-492 

5,000 

- 

1 

1,155-1,405 

15,216 

15,980 

1 

998-1,213 

11,976 

12.576 

1 

950-1,135 

13,860 

13,860 

8 

950-1.155 

108.292 

105.688 

1 

950-1,155 

13,860 

13,860 

5 

7S3-950 

49,668 

51,.564 

1 

676-783 

8.282 

8.700 

3 

676-783 

25,368 

26,646 

1 

492-599 

6,964 

7,188 
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DEPARTMENT  OF   SOCIAL  WELFARE — Continued 


SALARIES  AND  TVAGES 


NO.  OF  POSITIONS 


,    67-68  68-69  69-70 
I      (Filleil)      (tilth.)      (tolh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MANAGEMENT  SERVICES— Continued 

Research  and  Statistics  Division — 
Continued 

Statistical  Keports  Bnreau : 

Sr  social  research  analyst 

Assoc  social  research  analyst 

Assoc  research  analyst 

Asst  social  research  analyst 

Jr  social  research  analyst  P 

Supvng  dk  II 

Social  research  trainee  P 

Supvng  elk  I 

Sr  account  elk 

Statistical  elk  I 

Clk-typist    II    

Account  elk  II  p 

Clk  II  

Temporary  help 

Data  Processing  Systems  Bureau: 

Sr  DP  systems  analyst 

DP  mgr  I 

Assoc  DP  systems  analyst 

Supvr.  EDP 

Computer  operations  snpvr  I  o 

Programmer  II.  EDP  r 

Programmer  I,  EDP 

Computer  opr 

Computer  opr  trainee 

Key  punch  supvr  I 

Sr  clk-typist 

Steno  II r  

Key  punch  opr 

Clk  II  r 

Temporary  help 

Management  Analysis : » 

Sr  mgt  analyst 

Assoc  mgt  analyst 

Steno  II 

Clk-typist  II 

Business  service  off  I 


Totals,  Authorized  Positions 351.7 


PROGRAM   DEVELOPMENT 

Administration : 

Dep  director 1  1 

Social  service  consult  I 0.3  - 

Sr  steno 1  1 

Adult  Services  Division : 

Social  service  admr  III 0.8  1 

Sr  steno    1  1 

Aged  Service  Bureau : 

Social  service  admr  II 0.8  1 

Social  service  consult  III 1.6  2 

Social  service  consult  II 2  2 

Steno  II    2  2 

Disabled  Services  Bureau : 

Social  service  admr  II 1  _  1  _ 

Medical  program  consult  I 0.5  0.5 

Social  service  consult  III 1.4  1 

Sledieal  social  service  consult  II-  1  1 

Steno  II    1.7  2 

Disability  Review : 

Medical  social  service  admr  I 2.8  4 

Medical  social  service  consult  I  16.8  26 

Steno  II 1.6  10 

Temporary   help — medical   con- 
sult    9.9  12.5 

Blind  Division  : 

Chief,  div  for  the  blind 1  1 

Ophthalmologist    0.5  0.5 

Social  service  admr  I 1  1 

Sr  clk    1  1 

Steno  II   2  2 

Clk  II   1.1  1 

Family  and  Children  Division  : 

Social  service  admr  III 1  1 

Sr  steno 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

3.2 

3 

3 

950-1,155 

41,305 

41,580 

0.4 

- 

1 

950-1,155 

11,976 

1.7 

2 

3 

783-950 

20,172 

32,562 

— 

1 

— 

676-783 

8,112 

_ 

1 

1 

1 

660-801 

9,612 

9,612 

— 

1 

— 

614-710 

7,368 

_ 

2 

9 

9 

571-692 

15,936 

16,320 

4.3 

5 

5 

492-599 

31,443 

33,030 

3 

4 

4 

492-599 

25,026 

26,288 

2.1 

2.5 

2.5 

415-530 

14,900 

15,150 

12.2 

14 

14 

415-505 

77,261 

80,485 

4.9 

0 

5 

415-505 

27,791 

28,891 

1.3 

1.3 

1.3 

(6,469) 

6,969 

6,969 

1 

1 

1 

1,155-1.405 

16.860 

16,860 

2 

9 

2 

1,048-1.273 

27,286 

28.652 

1.7 

3 

3 

950-1.155 

37,484 

39,349 

o 

2 

2 

950-1.155 

22.S48 

24,002 

0.3 

1 

1 

783-950 

9,548 

10,020 

1.9 

7.5 

7.5 

783-950 

70,470 

73,890 

1.8 

9 

9 

676-7S3 

16,836 

17.688 

4 

5 

7 

556-676 

35,076 

50,820 

0.2 

9 

- 

505-556 

12,120 

1 

1 

1 

492-599 

6,908 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

0.8 

1 

1 

446-543 

6,179 

6,490 

8.7 

12 

12 

425-517 

70,784 

72,520 

1 

3.5 

3.5 

415-505 

19,338 

19,848 

0.2 

1.1 

1.1 

(1,109) 

6,162 

6,162 

1 

1 

1 

1455-1,405 

16,860 

16,860 

3.8 

0 

o 

950-1,155 

64,901 

66,132 

0.8 

1 

1 

446-543 

6,360 

6,516 

1 

1 

1 

415-530 

5,622 

5,910 

- 

1 

1 

783-950 

9,852 

10,356 

351.7 

422.5 

422.5 

$2,659,049 

$3,207,850 

$3,300,708 

1 

1 

$1,475-1,793 
801-973 
505-614 

$21,516 
7,368 

$21,516 
7,368 

1 
1 

1,337-1,626 
505-614 

16,044 
7,368 

16,860 
7,368 

1 

9 

9 

2 

1.213-1,475 

973-1,183 

884-1,074 

446-543 

17.560 
28,337 
25,776 
13,032 

17,700 
28,392 
25,776 
13,032 

1 

0.5 
1 

1 
2 

1,213-1,475 

1,548-2,076 

973-1,183 

973-1,183 

446-543 

17,700 
11,292 
14.196 
14,196 
12,164 

17,700 
11,292 
14,196 
14,196 

12,778 

4 
26 
10 

1,100-1,337 

884-1,074 

446-543 

59,904 

308,287 
56,062 

61,288 

312,578 
58,698 

12.5 

(204,128) 

301,390 

301,390 

1 
0.5 

1 
1 
2 

1 

1,155-1,405 

1,626-2,076 

1,100-1,337 

492-599 

446-543 

41.5-505 

13,860 
12,456 
15,980 

7,188 
12,824 

6,060 

14,556 
12,456 
16,044 

7,188 
13,032 

6,060 

1 

1 

1,337-1,626 
505-614 

19,512 
7,368 

19.512 
7,368 
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DEPARTMENT   OF  SOCIAL  WELFARE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flll.d)      (Aoth.)      (Aolb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
64 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PROGRAM    DEVELOPMENT— Continued 

Family  and  Children  Division — Continued 

Adoptions    and    Licensing    Bureau : 

Social  service  admr  II O.S  1 

Social  service  admr  I ; 0.6  1 

Social  service  consult  III 7.9  8 

Social  service  consult  II 3  i 

Sr  special  investigator 1  1 

Sr  steno 1  1 

Steno  II 3  3 

nk-typi.st   II   3.5  4 

Clk  II 1  1 

Family  Services  Bureau  : 

Social  service  admr  II 1  1 

Social  service  admr  I 2  2 

Social  service  consult  III 7  7 

Social  service  con.sult  II 1.9  2 

Sr  steno 1  1 

Steno  II 2.5  3 

Training  Bureau :  s 

Social  welfare  trng  director 1  1 

Social  service  admr  I -  1 

Trng  consult 3.3  3 

Tmg  off  I 1  1 

Trng  asst -  1 

Social  welfare  trng  supvr 0.6  2 

Librarian  II 1  1 

Sr  steno 2  2 

Steno  II 1.3  2 

Clk-t.vpist   II   1  1 

Temporary  help 1.8  - 

Totals,  Authorized  Positions 106 

Totals,  General  Activities 750.4 


COMMUNITY  SERVICES  DIVISION 


Administration : 

Chief  of  div 1  1 

Asst  chief  of  div 1  1 

Supvng  psych  social  worker  II  t 0.5  1 

Supvng  elk  I   1  1 

Sr  clk-t.vpist 1  1 

Steno  II 1  1 

Student  professional  asst 11  6 

Placement  for  Mentally  Retarded : 

Public  health  nurse  II 7.2  9 

Steno  II -  4 

Volunteer  Services : 

Psvch  social  worker —  2 

Clk-typist   II   -  2 

Adult  Protective  Services : 

Supvng  psvch  social  worker   I —  4 

Clk-typist  11 -  1.5 

Regional  Administration  : 

Regional  supvr 2  2 

Supvng  psych  social  worker  II  * 2  2 

Supvng  elk  1 1 2  2 

Steno  '  II    2.1  2 

District  Offices : 

Supvng   psych  social  worker   II 16.8  12 

Supvng  psych   social  worker  I 54.6  71 

Psych  social  worker 348.1  355 

Sr  steno    11.6  10 

Sr   clk-typist   8.9  9 

Steno  II  47  49 

Clk-tvpist   II   91.3  95.5 

Clk  II  4  2 

Clk-typist   I    0.5  1 

Telephone  opr   1  1 

Totals,   Authorized   Positions 615.6  648 

For  footnotes  see  the  end  of  this  agency  presentation. 


132.5       132.5 


866.9      866.9 


SALAfiT  RANGE 

1.213-1,475 

1,100-1,337 

973-1.183 

884-1,074 

783-950 

505-614 

446-543 

415-530 

415-505 

1,213-1,475 

1,100-1.337 

973-1,183 

884-1,074 

505-614 

446-543 

1,213-1,475 

1,100-1.337 

973-1,183 

950-1,155 

783-950 

884-1,074 

644-783 

505-614 

446-543 

41.5-530 

(10,657) 

$1,223,015 

$6,782,947 


17,700 

15,852 

112,158 

47,195 

11,400 

7,368 

19,548 

24,240 

6,060 

17,700 
32,088 
98,055 
25,674 
7,368 
18,683 

17,700 
16,044 
41,820 
13,860 
11,400 
25,725 

9,396 
14,736 
11,838 

6,060 


$1,657,108 
$8,194,551 


17.700 

16.044 

112,800 

48,904 

11,400 

7,368 

19,548 

24,540 

6,060 

17,700 
32.088 
99,207 
25,776 
7,368 
18,961 

17,700 
16.044 
42,478 
13,860 
11,976 
25,776 

9,396 
14,736 
12.374 

6,060 


$1,674,208 
$8,354,804 


1 

$1,337-1,626 

$19,512 

,$19,512 

1 

1,213-1,475 

17,700 

17,700 

1 

973-1,183 

12,606 

12,276 

1 

571-692 

8,240 

8,304 

1 

492-599 

7,188 

7,188 

1 

446-543 

5,924 

6,221 

6 

395-480 

29,160 

30,600 

9 

783-950 

100,791 

101,5.56 

4 

446-543 

25,.577 

25,882 

2 

801-973 

19,224 

20,208 

2 

415-530 

10,200 

10,704 

4 

884-1,074 

42,432 

44,496 

1.5 

41.5-530 

7,650 

8,028 

2 

1,100-1,337 

32,088 

32,088 

2 

973-1.183 

28,392 

28,392 

2 

571-692 

16,032 

16.416 

2 

446-543 

12,235 

12,798 

12 

973-1,183 

170,352 

170,352 

71 

884-1,074 

887,187 

912.502 

355 

801-973 

3,994,405 

4,067,235 

10 

505-614 

73,590 

73,680 

9 

492-599 

64.692 

64.692 

49 

446-543 

302,059 

306,610 

95.5 

41.5-530 

613,451 

623,252 

2 

41.5-505 

11,920 

12,120 

1 

377-457 

4,668 

4.900 

1 

41.5-505 

6,060 

6.060 

648 

$5,817,726 

$6,523,335 

$6,643,772 
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DEPARTMENT  OF  SOCIAL  WELFARE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aath.)       (Aotb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2  MEDICAL  ASSISTANCE  PROGRAM 

3 

4  Departmental  Administration 

5 

6  Legal  OiEce : 

7  Social  service  review  off 0.8           1 

8 

9  Community  Welfare  Services 

10 

11  Eligibility  Control  Bureau  : 

12  Social  service  consult  II 2.1           3 

13  Clk-typist   II   0.3           0.5 

14  Appeals,  Complaints  and  Inquiries : 

15  Social  service  consult  I 2.7           3 

16  Clk-typist  II 2              2 

17  Area  Office — Adm  : 

18  Social  service  admr  I 3              3 

19  Clk-t.vpist  II 0.6           3 

20  Area  Office — Medical  Social  Services : 

21  Social  service  consult  III 2.8           3 

22  Hospital  social  worker  II 3.8           3 

23  Hospital  social  worker  I 13  12 

24  Steno  II 2.6           3 

25  Clk-typist  II   6.6           6 

26 

27  Management  Services 

28 

29  Administrative  Accounting  Bureau : 

30  Account  elk  II 0.8           1 

31  County  Fiscal  Affairs  Bureau  : 

32  Welfare  fiscal  rep 0.8           1 

33  Auditor  I 1.4           2 

34  Business  Services  Bureau  : 

35  Stock  elk 0.3           1 

38  Duplicating    mach    opr    II     (direct 

37  impression)     1.7           1 

38  Steno  II 1              1 

39  File  elk  II 1              1 

40  Clk-typist  II   2.5           3 

41  Clk-typist  I   0.1           1 

42  Clk  II 1.7           1 

43  Temporary  help -              0.6 

44  Personnel  Bureau : 

45  Jr  staff  analyst 0.3           1 

46  Clk  II -              1 

47  County  Merit  Systems  Bureau  : 

48  Asst  personnel   analyst 0.9           1 

49  Steno  II   0.9           1 

50  Statistical  Reports  Bureau: 

51  Assoc  research   analyst 0.5           1 

52  Asst  social  research  analyst 1              1 

53  Sr  account  clk 1               1 

54  Clk-typist  I   0.7           1 

55  Clk    II    0.3           0.5 

56  Aeet  elk  II 6.2          S 

57  Data  Processing  Systems  Bureau : 

58  Assoc  DP  systems  analyst 0.6           1 

59  Supvr,  EDP 0.6           1 

60  Computer  operations  supvr  II 0.3           1 

61  Programmer  II.  EDP   5.8           5 

62  Tab  operations  supvr  II 0.8           — 

63  Sr  computer  opr -              1 

64  Programmer  I,  EDP 1.9           2 

65  Programmer — trainee,  EDP -              1 

66  Computer   opr   3.7           6 

67  Keypunch  supvr  I 1              1 

68  Tab  mach  opr 1.5           - 

69  Keypunch   opr 9.7         13 

70  Account  clk  II 1              1 

71  Temporary   help    0.1           - 

70  Training  Bureau  : 

73  Trng   consult    0.9           1 

74  

Y5  For  footnotes  see  the  end  of  this  agency  presentation. 

76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARY  KANGE 

1 

$1,100-1,337 

$16,044 

$16,044 

3 
0.5 

884-1,074 
415-530 

36,809 
2,550 

37,852 
2,676 

3 

2 

801-973 
415-530 

34,568 
11,868 

35,028 
12,306 

3 
3 

1,100-1,337 
415-530 

47,492 
16,843 

48,132 
17,705 

3 

3 

12 

3 

6 

973-1,183 
692-842 
660-801 
446-543 
415-530 

40,068 
29,052 
110,658 
18,614 
35,786 

40,668 
29.487 
111,522 
18,890 
36,923 

415-505 


5,374 


5,645 


1 

950-1,155 

13,475 

13,860 

2 

644-746 

17,724 

17,904 

1 

480-584 

6,910 

6,210 

1 

435-530 

6,310 

6,360 

1 

446-543 

5,929 

6,230 

1 

415-505 

6,060 

6,060 

3 

415-530 

17,350 

17,930 

1 

377-457 

4,668 

4,900 

1 

415-505 

6,060 

6,060 

0.6 

(12) 

3,294 

3,456 

1 

644-783 

8,144 

8,556 

1 

415-505 

5,760 

6,060 

1 

783-950 

9,396 

9,852 

1 

446-543 

6,004 

6,308 

1 

950-1,155 

13,044 

13,695 

1 

783-950 

10,398 

10,905 

1 

492-599 

7,132 

7.1 8S 

1 

377-457 

4,614 

4,840 

0.5 

415-505 

3,030 

3,030 

8 

415-505 

42,SS9 

44,744 

1 

950-1,155 

12,026 

12,628 

1 

950-1.155 

11,448 

12,026 

1 

950-1,155 

11,400 

11.400 

6 

783-950 

48,745 

61,590 

_ 

746-905 

_ 

— 

1 

644-7S3 

8.952 

9,396 

2 

676-7S3 

17,268 

18,132 

— 

614-710 

7.548 

— 

6 

556-676 

42,232 

44,434 

1 

492-599 

5,972 

6,204 

— 

480-5S4 

— 

— 

3 

425-517 

74,887 

78,062 

1 

415-505 

5,668 

5,960 

- 

(1,067) 

- 

- 

1 

973-1,183 

13,266 

13,921 
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DEPARTMENT   OF   SOCIAL  WELFARE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
Iflllid)      (Anih.)      (tnih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MEDICAL  ASSISTANCE   PROGRAM— 
Continued 

Program  Development 

Aged  Services  Division : 
ATD  Disability  Review : 

Medical   social   service   consult   I 
Steno  II 

Temporary  heli>— ^medical  consult 

Medical  Social  Service  Bur : 

Medical  program  consult  I 

Social  service  admr  II 

Medical  social  service  consult  II 

Social  service  consult  III 

Sr  steno   

Steno  II 

Totals,  Authorized  Positions 

SERVICE  CENTER   PROGRAM 

Social  service  specialist 

Social  service  administrator  I 

Social  service  consultant  III 

Inter  steno 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS     (Support)     


2.4 
0.6 
1.2 

3 

1.5 

3 

1.5 

SALARY  RANGE 
884-1,074 
446-543 
(30,121) 

38,664 
33,688 

38,664 
34,756 

1 
1 
1 
1 
1 
0.8 

1,548-2,076 

1,213-1,475 

973-1,183 

973-1,183 

505-614 

446-543 

24,912 
14,601 
14,196 
14,196 
7,368 
6,516 

$1,016,470 

24,912 
15,276 
14,196 
14,196 
7,368 
6,516 

101.3 

117.1 

117.1 

$844,236 

$1,046,663 

1 

1 
4 
1 

- 

- 

$1,213-1,475 

1,100-1,337 

973-1,183 

446-543 

- 

- 

7 

- 

- 

$106,064 

- 

- 

1,474.3 

1,632 

1,632 

$13,5.50,973 

$15,734,356 

$16,045,239 

SALARY  RANGE 

1 

1 

1 

$1,100-1,337 

$13,860 

$14,556 

1 

- 

- 

1,100-1,337 

— 

— 

1 

_ 

_ 

973-1,183 

— 

— 

0.7 

1 

1 

950-1,155 

12,176 

12,784 

1 

1 

1 

950-1,155 

13,860 

13,860 

4.2 

8.7 

9 

905-1,100 

101,446 

107,402 

0.9 

1 

1 

492-599 

6,712 

7,048 

0.5 

1 

1 

415-505 

5,220 

5,484 

5.1 

5 

5 

446-543 

29,755 

30,605 

0.2 

— 

_ 

415-505 

— 

— 

1.4 

0.3 

- 

(20,734) 
$143,195 

2.678 

- 

17 

19 

19 

$185,707 

$191,739 

Local  Administration  of  Public  Assistance  Programs  and  Specialized  Social  Services  Programs 

DEMONSTRATION   AND   PILOT  PROGRAMS 

Work  Experience  and  Trng  Program : 
Work  experience  and  trng  program 

admr    

Social  service  admr  I  n 

Social  service  consult  III  n 

Welfare  fiscal  rep 

Assoc  mgt  analyst 

Work  experience  and  trng  program 

consult  

Acctg  techn   

Clk  II  

Steno  II  

Clk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 

Totals,   Demonstration  and   Pilot  Pro- 
grams     

CHILD   DEVELOPMENT  AND 
PROTECTION 

Preschool  Compensatory  Education: 

Social  service  admr  I 

Social  service  consult  III 

Welfare  fiscal  rep 

Auditor   I 

Steno  II 

Totals,  Authorized  Positions 

CJooperative  Child  Protective  Service : 

Social  service  consult  III 

Social  service  consult  II 

Steno  II  

Clk-typist   II   

Clk  II  

Totals,   Authorized  Positions 


17 


19 


19 


$143  ,195 


$185,707 


$191,739 


4.3 

1 
0.8 

1 

1 

4 
1 
1 
3 

1 
4 
1 
1 
3 

$1,100-1,337 
973-1,183 
950-1,155 

644-746 
446-543 

$13,200 

55,194 

13,860 

8,180 

16,838 

$107,272 

$13,860 

55,824 

13,860 

8,.592 

17,666 

7.1 

10 

10 

$86,524 

$109,802 

1.7 

5.8 

1.5 

1 

1 

1 
5 
1 
1 
1 

1 
5 

1 
1 
1 

$973-1,183 

884-1,074 

446-543 

415-505 

415-530 

$13,482 

56,838 

5.513 

6,360 

6.060 

$14,141 

58,995 

5,789 

6,360 

6.060 

11 


$114,638 


$88,253 


$91,345 
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SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.l      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Loca!  Administration  of  Public  Assistance  Programs  and  Specialized  Social  Service  Programs—Continued 

CHILD   DEVELOPMENT  AND 
PROTECTION— Continued 

Adoption  Programs : 

Social  service  consult  III — 

Assoc  budget  analyst — 

Asst  social  research  analyst — 

Programmer   II - 

Acctg   techn    — 

Key   punch   opr — 

Account   elk  II - 

Clk-typist  II 

Totals,   Authorized  Positions - 


SALARY  RANGE 

3 

3 

?973-l,183 

$35,028 

1 

1 

950-1,155 

11.640 

1 

1 

7S3-950 

9.396 

1 

1 

7S3-950 

9,396 

_ 

1 

492-599 

- 

1 

1 

425-517 

5,352 

1 

— 

415-505 

5.100 

2 

2 

415-530 

10,440 

$36,828 
12.226 
9,852 
9,852 
6.204 
5,628 

10,968 


10 


10 


Totals,    Child    Development   and    Pro- 
tection      

TRAINING  CENTER 

Trng  entr  admr 

Social  welfare   trng   supvr 

Steno  II 

Clk-typist   II   

Totals,   Authorized   Positions 

Educational  Leave  Stipends : 

Steno  II  

Totals,   Authorized   Positions 

Totals,    Training 

WELFARE  SIMPLIFICATION   STUDY 

DP  mgr  I : 

Mgr  of  DP 

Assoc  mgt  analyst 

Asst  mgt  analyst 

Jr  staff  analyst 

Steno  II    

Totals,  Authorized  Positions 


18.1        29 


1 

5.3 

1 

1 


29 


8.3 
0.3 


0.3 


8.6 


0.1 
0.1 
0.3 
0.2 
0.1 
0.2 


$201,162 


$1,100-1.337 

884-1.074 

446-543 

415-530 

$87,589 

$446-543 

$1,.561 

$89,150 


$1,048-1,273 

998-1,213 

950-1,155 

783-950 

644-783 

446-543 

$8,338 


$86,352 


$281,877 


$91,558 


$292,705 


44.7 


48 


48 


$441,845 


$467,584 


$484,444 


1,519      1,680      1,680 


$13,992,818        $16,201,940        $16,529,683 


GRAND  TOTALS,  AUTHORIZED 

POSITIONS   (Local  Assistance)  — 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS  (Departmentwide)   — 

a  Transferred  from  Program  Development  to  Departmental  Administration — One  social  welfare  services  specialist,  one  welfare  pro- 
gram projects  supervisor  and  one  stenographer  II. 

b  Transferred  from  Administrative  Review  to  Administration — Two  social  service  consultant  III  and  one  senior  stenographer. 

c  Transferred  from  Community  Welfare  Services  (Administrative  Services)  to  Management  Services — One  senior  clerk  reclassified  to 
supervising  clerk  I,  5.5  clerk-typist  II  and  two  clerk  II. 

i  Transferred  from  Adult  Services  and  Family  and  Children  to  Appeals,  Complaints  and  Inquiries — One  social  service  consultant  III, 
seven  social  service  consultant  I  and  one  stenographer  II. 

e  Transferred  from  Community  Welfare  Services  (direct  operations)  to  Management  Services — Five  stenographers  II  reclassified  to 
four  clerk-typist  II  and  one  stenographer  I. 

i  Transferred  from  Administrative  Review  to  Eligibility  Control — Two  social  service  consultant  III. 

8  Transferred  from  Administrative  to  Field  Consultation — Two  social  service  administration  II. 

h  Transferred  from  Adult  Services  and  Family  and  Children  to  Field  Consultation — Two  social  service  administration  I  and  three 
social  service  consultant  II  reclassified  to  social  service  administration  I. 

i  Transferred  from  Supportive  Services — Protective  Social  Services  Division. 

i  Transferred  from  Supportive  Services — Protective  Social  Services  Division — Two  senior  account  clerks,  one  accounting  technician, 
two  clerk-typist  II  and  one  account  clerk  II. 

k  Two  account  clerk  II  positions  reclassified  to  one  auditor  I  position  for  current  year  only. 

i  Transferred  from  Supportive  Services — Protective  Social  Services  Division — One  record  management  analyst  II,  two  business  serv- 
ice officer  II.  one  property  inspector,  one  stock  clerk,  3  clerk  II. 

m  Transferred  from  Training  Bureau  to  Personnel  Bureau. 

n  Transferred  from  Supportive  Services — Protective  Social  Services  Division — One  assistant  personnel  analyst,  one  senior  clerk-typist, 
two  clerk-t.vpist  II  and  one  clerk  II. 

o  Transferred  from  Research  Bureati  to  Data  Processing  Systems  Bureau — One  assistant  social  research  analyst  and  reclassified 
computer  operations  supervisor  I  transferred  from  Slanagement  Analysis  Bureau  which  was  abolished  through  merger  into  the 
DP  Systems  Bureau. 

p  Transferred  from  Supportive  Services — Protective  Social  Services  Division — One  junior  social  research  analyst,  one  social  research 
trainee  and  three  account  clerk  II. 

Q  Not  used. 

r  Transferred  from  Supportive  Services — Protective  Social  Services  Division — One  programmer  II,  one  stenographer  II  and  one 
clerk  II. 

s  Transferred  from  Management  Services  to  Program  Development. 

t  Transferred  from  Administration  to  Regional  Administration. 

a  Operation  Bootstrap — Positions  reclassified  from  Work  Experience  and  Training  Consultant  for  one  year  only. 
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DEPARTMENT   OF   INDUSTRIAL   RELATIONS 


SALARIES  AJ^D  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (Aath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 

Q 

DIVISION  OF  ADMINISTRATION 

Administration  : 

Director 

Deputy  director 

1 

1 

0.2 

2 

0.6 

1.5 

0.8 
0.9 
0.5 

1 
1 
1 
1.3 

1 

1 

1 

1.1 

1 

2 

0.9 

0.9 

2 

4.9 

1.7 

3.9 

3.1 

8.9 

6.3 

0.9 

IS 

1 

1 
1 

5 

1 

1 

5 

0.3 

1.1 

0.6 

0.5 

0.2 
0.5 

1 

0.1 

1 

0.5 

0.1 

1.2 

0.5 

3.4 

1 

1.1 

1 
1 
1 
2 
1 
3.4 

1 
1 
0.5 

1 

1 

1 

2 

0.9 

1 

1 

1 

1 

1 

2 

1 

0.1 

2 

5 

2 

4 

3 

4 

8 

1 

1 

1 
1 
1 
5 
1 

1 
5 
1 
2 
OJS 

1 

1 

1 

1 

0.7 

1 

1 

2 

1 

0.3 

1 

1 

7 

1 

3 

0.6 

1 
1 
1 
2 
1 
3.4 

1 
1 
0.5 

1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
1 

2 
5 

2 
4 
3 
4 
8 
1 
1 

1 

1 
1 
5 
1 

1 
5 
1 
2 
0.6 

1 
1 
1 
1 
1 
1 
1 
2 
1 

1 
1 
7 
1 
3 
0.6 

SALABY  EANOE 

$24,675 
1,626-1,837 
644-783 
505-614 
377-457 
(7,721) 

1,155-1,405 

950-1,155 

415-530 

1,155-1,405 
950-1,155 
950-1,155 
783-950 
783-950 
676-821 
614-746 
614-746 
584-710 
530-676 
505-614 
492-599 
492-599 
492-599 
492-599 
480-584 
457-556 
415-505 
415-505 
415-505 
395-480 
359-^35 

1,100-1,337 
783-950 
571-692 
415-505 
415-505 

1,155-1,405 

950-1,155 

505-614 

446-543 

415-530 

1,048-1,273 
950-1,155 
783-950 
783-950 
783-950 
644-783 
614-710 
556-676 
530-644 
505-556 
505-614 
492-599 
425-517 
415-505 
377--115 

$24,675 
21,868 

7,792 
14,736 

4,780 
12,619 

15,036 

11,544 

3,180 

16,860 

12,992 

13,860 

19,908 

8,613 

8,452 

8,952 

8,146 

7,488 

7,728 

14,736 

7,188 

492 

14,208 

34,850 

13,243 

24,852 

17,516 

23,226 

46,102 

4,860 

4,506 

16,044 
10,062 

7,420 
28,210 

6,060 

16,860 
63,503 

7,368 
11,141 

3,180 

14,916 

11,400 
9,396 
9,624 
7,047 
9,396 
7,608 

14,478 
7,728 
1,515 
7,368 
6,656 

38,290 
5,796 

14,094 
4,206 

$774,374 

$21,000 

232,128 

9,472 

7,368 

32,093 

2,313 

$304,374 

$24,675 
22,044 

8,180 
14,736 

5,020 
12,619 

15,788 

12,126 

3,180 

16,860 
13,640 
13,860 
20,883 
8,776 

7 

8 

9 

10 

Jr  staff  analyst 

Sr  stenographer 

Clerk-typist  I 

11 
12 
13 
14 

Management  Analysis : 

Sr  management  analyst 

Assoc  management  analyst 
Clerk-typist    II 

15 
16 
17 
18 
19 

Fiscal  Management : 

Fiscal  officer  II  

Accounting  officer  III 

Business  service  officer  III 

Accounting  officer  II 

?0 

21 
22 
23 
24 
25 
26 
27 

Sr  graphic  artist 

Duplicating  mach  supvr  II 

Property  clerk  II 

Accountant   I 

Storekeeper  I 

Sr  stenographer 

Sr   clerk 

8,880 
8,952 
8,556 
7,856 

7,728 
14,736 

7,188 

29 
30 
31 
32 
33 

Sr  account  clerk 

Accounting  technician 

Stock    clerk    

Duplicating   mach  opr  11 

Clerk-typist  II                       _         _ 

14,376 
35,520 
13,550 
25,757 

17,788 

34 

23,790 

35 

Clerk    TT                                              ,    

47,091 

36 
37 

Duplicating  mach  opr  I 

Clerk    T 

5,100 
4,722 

38 
39 

Personnel : 

Personnel  officer  II 

16,044 

40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

Asst  personnel   analyst 

Personnel  asst  II 

Clerk-typist   II   

Clerk  II   

Self-Insurance  : 

Manager,  self-insurance  plans 

Consultant,  self-insurance  plans 

Sr   stenographer        _  _                 _  _ 

Stenographer   II   

Clerk-typist  II       _                       

10,566 
7,792 

29,397 
6,060 

16,860 
66,265 

7,368 
11,693 

3,180 

50 
51 

n9. 

Data  Processing : 
DP  manager  I 
Supvr  EDP 

15,276 
11,976 

53 
54 
55 

56 

57 

Computer  operations  supvr  I 

Programmer  II 

Asst  DP  systems  analyst 

Sr  computer  operator 

Programmer  trainee                              _ 

9,852 
10,104 
9,738 
9,396 
7,984 

58 
59 
60 
61 
62 
63 
64 

Computer  operator 

Sr  tab  mach  operator 

Computer  operator  trainee 

Sr  stenographer 

Key  punch  supvr  I 

Key  punch  operator 

Clerk  II 

15,204 

7,728 

7,368 

6,992 

39,926 

5,906 

65 
66 
67 
68 
69 
70 
71 
72 
73 

Key  Data  opr  trainee 

Temporary   help 

14,800 
4,206 

Totals,  Authorized  Positions  a 

DIVISION  OF  CONCILIATION 

Supervisor 

76.6 

1.3 
10.5 

1 
1 
5 
0.2 

98 

1 
14 
1 
1 
5 
0.5 

98 

1 
14 
1 
1 
5 
0.5 

$581,874 

$1,512-1,788 

1,183-1,439 

783-950 

505-614 

446-543 

(1,140) 

$239,107 

$795,658 
$21,456 

74 
75 

Conciliator    

Asst  management  analyst 

234,696 
9,936 

76 

77 
78 

Sr  steno   

Steno  II 
Temporary  help 

7,368 

32,398 

2,313 

79 
80 
81 
82 
83 
84 
85 

Totals,   Authorized  Positions 

For  footnotes  see  the  end  of  this  agency 

19            22.5 
presentation. 

22.5 

$308,167 
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DEPARTMENT  OF   INDUSTRIAL   RELATIONS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-89  69-70 
(Filled)       (ioth.)       (totb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION    OF   INDUSTRIAL 
ACCIDENTS 

Administrative  director 1 

Member,   appeals  board 7 

Medical   director   1 

Asst  administrative  director 1 

Chief  counsel 1 

Presiding  referee 2 

District  medical  director 1 

Consultant  and  medical  examiner 10.9 

Referee    106.7 

Sr   counsel   1.9 

Assoc  counsel 11.7 

Chief,    rating   bureau 1 

Special   consultant   1 

Area  supervisor 1.6 

Administrative  asst  II 1.1 

Supvng  hearing  reporter 2 

Hearing  reporter 103.9 

Supervisor    1 

Rating  specialist  II 14.9 

Office  supvr  I — 

Administrative  asst  I 0.8 

Rating  specialist  I 1.5 

Supvng  legal  steno  I 1 

Secretary   I    1 

Supvng  clerk  I 3 

Sr  legal  tvpist 1 

Sr  legal  steno 110.8 

Sr  steno 6.5 

Sr  clerk 1.8 

Sr  clerk-typist 10.4 

Sr  information  clerk 2 

Stock  clerk 0.9 

Legal  steno 9 

Steno  II 30.3 

Clerk-typist  II 83.8 

Clerk  II   13 

Steno  I 0.6 

Clerk-typist   I   5.7 

Temporary  help 0.6 

Totals,  Authorized  Positions 555.4 


DIVISION   OF  INDUSTRIAL 
SAFETY 

Board  member  (4)   per  diem — 

Division   chief   1 

Asst  to  division  chief 1 

Asst  division   chief 2 

Supvng  safety  engineer — electrical 1 

Supvng  safety  engr — mineral  industries  1 

Supvng  safety  engineer — industrial 1 

Supvng  safety  engineer — elevators 1 

Sup^-ng  safety  engr — pressure  vessels  1 

Sr  health  physicist 2 

Supervisor,  educational  section - 

Sr  safety  engineer — elevators 2 

Sr  safety  engineer — electrical 1 

Sr  safety  engineer — construction 5.9 

Sr    safety    engineer — pressure    vessels  7 

Sr  safety  engineer — mineral  industries  1 

Sr  safety  engineer — industrial 6 

Assoc  industrial  hygiene  engineer 0.3 

Assoc  health  physicist 3 

Industrial  hygiene  engrng  assoe 1.7 

Admistrative  asst  II 1 

Safety   engineer — petroleutm   7 

Safety   engineer — elevators 15.1 

Safety  engineer — electrical 11.4 

Safety   engineer — construction 48.2 

Safety  engineer — pressure  vessels 47.7 

Safety  engineer — mining 5.3 

Safety   engineer — industrial   54 

Supvng  clerk  I 2 


SALARY  RANGE 

1 

1 

$30,592 

$30,592 

$30,592 

7 

7 

30,592 

212,146 

219,736 

1 

1 

1,793-2,179 

26,148 

26,148 

1 

1 

1,708-2,055 

24,660 

24,660 

1 

1 

1,708-2,055 

24,660 

24,660 

2 

2 

1,626-1,976 

45,168 

47,424 

1 

1 

1,626-1,976 

23,712 

23,712 

11 

11 

1,548-1,882 

238,064 

244.661 

112 

112 

1,405-1,708 

2,199,856 

2,215,839 

2 

2 

1,337-1,626 

35,692 

36,512 

13 

18 

1,213-1,475 

210,608 

217,856 

1 

1 

1,213-1.475 

17,700 

17,700 

1 

1 

1,213-1,475 

17.700 

17.700 

2 

2 

998-1,213 

27,288 

27,921 

1 

1 

950-1,155 

14,556 

14,556 

2 

2 

927-1,128 

27,072 

27,072 

107 

107 

842-1,023 

1,279,482 

1,296,781 

1 

1 

821-998 

10,905 

11,448 

14 

14 

821-998 

161,868 

164,721 

1 

1 

783-950 

9,396 

9,852 

1 

1 

783-950 

12,576 

12,576 

4 

4 

710-S63 

35,171 

36,929 

1 

1 

628-764 

9,168 

9,168 

1 

1 

584-710 

8,520 

8,520 

3 

3 

571-692 

24,560 

24.912 

1 

1 

543-660 

7,920 

7,920 

112 

112 

543-660 

865,200 

875,255 

7 

7 

505-614 

49,150 

50,012 

3 

3 

492-599 

20,280 

20,580 

9 

9 

492-599 

64,692 

64,692 

2 

9 

492-599 

14,376 

14,376 

1 

1 

480-584 

5,935 

6,235 

10 

10 

469-571 

65,201 

66,151 

31 

31 

446-543 

192,695 

197,076 

93 

93 

415-530 

539,217 

550,592 

13 

13 

415-505 

75,675 

77,162 

1 

1 

405-492 

5,142 

5.398 

10 

10 

377-^57 

47,964 

50,084 

0.7 

0.7 

(2,939) 
?6,023,359 

3,036 
$6,683,751 

3,036 

585.7 

585.7 

$6,780,225 

_ 

_ 

$20  day 

$2,780 

$2,780 

1 

1 

1,626-1,837 

21,868 

22,044 

1 

1 

1.273-1.548 

18,576 

18,576 

o 

2 

1.273-1,548 

37,152 

37,152 

1 

1 

1,15.5-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16.860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

2 

2 

1,100-1,337 

32,088 

32,088 

1 

1 

1,100-1,337 

13,200 

13,860 

2 

2 

1,048-1,273 

29,368 

30,072 

1 

1 

1.048-1,273 

15,276 

15,276 

6 

6 

1.048-1,273 

91,656 

91,656 

7 

7 

1.048^1,273 

106,692 

106,932 

1 

1 

1,048-1,273 

15,276 

15,276 

6 

6 

1,048-1,273 

91,596 

91,656 

1 

1 

998-1.213 

14,556 

14,556 

3 

3 

950-1,155 

41.580 

41.580 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

950-1,155 

13,530 

13,860 

7 

7 

90.0-1,100 

90,796 

92,192 

16 

16 

905-1,100 

196,383 

202.354 

12 

12 

905-1,100 

154.916 

156.600 

49 

49 

905-1.100 

633,782 

641,628 

48 

48 

905-1.100 

615,129 

624,420 

5 

5 

90.5-1,100 

65,584 

66,000 

55 

55 

905-1,100 

714.112 

720,218 

2 

2 

571-692 

16,608 

16,608 
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DEPARTMENT   OF   INDUSTRIAL   RELATIONS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)      (Aulh.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
T 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   INDUSTRIAL 
SAFETY— Continued 

Sr  steno   13.1 

Sr   clerk    1 

Sr  clerk-typist 5.8 

Sr  file  clerk 0.3 

Steno  II 11.9 

Clerk-typist  II 29.4 

Clerk   II   1.8 

Pile  clerk   II 1.8 

Clerk-typist  I 0.3 

Temporary  help 0.2 

Totals,  Authorized  Positions 296.2 


DIVISION   OF   INDUSTRIAL 
WELFARE 

Commissioner   (5)   per  diem 

Division  chief 

Asst  division  chief 

Area  supervisor 

Industrial  welfare  agent 

Administrative  asst  I 

Staff  asst 

Payroll  auditor 

Sr  steno   

Sr  clerk-typist 

Steno  II   

Clerk-typist  II 

Wage   board   member 

Temporary  help 

Totals,   Authorized  Positions. 


SALAKY  RANGE 

14 

14 

505-614 

102,012 

102,702 

1 

1 

492-599 

7,188 

7,188 

4 

4 

492-599 

27,950 

28,276 

1 

1 

492-599 

6,516 

6,852 

13 

13 

446-543 

81,053 

82,590 

30 

30 

415-530 

173,647 

177,555 

2 

2 

415-505 

12,120 

12,120 

2 

2 

415-505 

11,160 

11,412 

1 

1 

377^57 

4,668 

4,900 

0.6 

0.6 

(1,084) 
$3,278,566 

2,429 

2,429 

03.6 

303.6 

$3,559,407 

$3,601,568 

- 

_ 

- 

$20  day 

1 

1 

1 

1,626-1,837 

1 

1 

1 

1,213-1,475 

5 

5 

5 

1,048-1,273 

41.9 

48 

48 

905-1,100 

0.8 

1 

1 

783-950 

1 

1 

1 

644-783 

o 

2 

2 

571-692 

16.3 

18 

18 

505-614 

4.2 

5 

5 

492-599 

9.7 

7.5 

7.5 

446-543 

4.1 

5 

5 

415-530 

- 

(375) 

0.5 

0.9 

0.9 

(2,785) 

$2,780 

$2,780 

20,921 

21,736 

17,700 

17,700 

76,380 

76,380 

598,320 

611,538 

9,396 

9,852 

8,180 

8,592 

16,608 

16,608 

129,706 

131,682 

35,048 

35,548 

47,565 

48,345 

30,711 

31,108 

4,537 

4,537 

87.5 


95.4 


95.4 


DIVISION   OF   LABOR   LAW 
ENFORCEMENT 

Division   chief   111 

Attorney   7.7           8              8 

Asst  division  chief 111 

Supvng  deputy   labor  commissioner 7.5           7              7 

Deputy   labor   commissioner 75.4         75            75 

Administrative  asst  I 0.9           1              1 

Sr   special   investigator   14.9         15            15 

Special   investigator 5.2           5              5 

Supvng  clerk  I 111 

Supvng  clerk-typist  I 111 

Sr  legal  steno   7.3           8              8 

Sr  steno   17.1         19            19 

Sr   clerk    2              2              2 

Sr  clerk-typist 2              2              2 

Sr  account  clerk 111 

Steno  II 50            49           49 

Clerk-typist   II    19.6         22            22 

Clerk   II    2               2               2 

Account  clerk  II 2.8           3             3 

Steno  I 1.3           1              1 

Temporary   help    0.7           1.3           1.3 

Totals,  Authorized  Positions 221.4       225.3      225.3 


DIVISION   OF  APPRENTICESHIP 
STANDARDS 

Apprenticeship  Programs : 

Council  member  (14)  per  diem  _. 

Division   chief   

Asst  division  chief 

Area  svipervisor 

Asst  coordinator   

Information  officer  II 

Apprenticeship    consultant    

Administrative   asst  I   

Supvng  clerk   II   

Supvng  clerk   I 


$858,195 


$1,626-1,837 

1,213-1,475 

1,213-1,475 

1,048-1,273 

905-1,100 

783-950 

783-950 

710-863 

571-692 

571-692 

543-660 

505-614 

492-599 

492-599 

492-599 

446-543 

415-530 

415-505 

415-505 

405-492 

(4,028) 

$2,068,997 


$997,852  $1,016,406 


$21,868 

134,974 

17,420 

106,272 

979,066 

10,062 

170,082 

49,944 

8,144 

8,304 

59,552 

137,566 

14,376 

14,376 

7,188 

307,647 

125,930 

11,636 

17,696 

5,904 

5,943 


$22,044 

138,546 

17,700 

106,932 

984,832 

10,566 

170,595 

50,376 

8,304 

8,304 

60,693 

138,654 

14,376 

14,376 

7,188 

314,617 

129,593 

11,920 

17,980 

5,904 

5,943 


!,213,950  $2,239,443 


_ 

_ 

_ 

$20  day 

$3,360 

$3,360 

1 

1 

1 

1,626-1,837 

21,868 

22,044 

2 

2 

2 

1,213-1,475 

35,400 

35,400 

8 

8 

8 

1,048-1,273 

121,140 

121,848 

1 

1,048-1,273 

14,736 

15.276 

1 

1,100-1,337 

14,092 

14,796 

62.6 

61 

61 

905-1,100 

774,586 

789,324 

1 

783-950 

11,400 

11,400 

1 

660-801 

9,501 

9,612 

1 

571-692 

8,304 

8,304 

556 


INDUSTRIAL  RELATIONS 


DEPARTMENT  OF  INDUSTRIAL  RELATIONS— Continued 


SALARIES  AND  WAGES 


I       NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Filled)      (tilth.)      (Aatli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF  APPRENTICESHIP 
STANDARDS— Continued 

Apprenticeship    Programs — Continued 

Sr   steno   

Sr  clerk-typist 

Steno  II  

Clerk-typist   II    

Clerk   II   

File  clerk  II 

Account  clerk  II 

Steno  I 

Temporary  help 

Other  On-the-job  Training :  b 

Asst  division  chief 

Information  officer  I 

Area  supervisor 

Apprenticeship  consultant 

Coordinator    

Sr  steno 

Sr  clerk 

Steno  II 

Clerk-typist  II 

Service  Center  Program  :  d 

Apprenticeship  consultant 

Totals,  Authorized  Positions 


DIVISION  OF  LABOR  STATISTICS 
AND   RESEARCH 

Division  chief 

Asst  division  chief 

Sr  research  analyst 

Research  program  supvr 

Assoc   research  analyst 

Programmer  II 

Asst  econ  analyst 

Jr  econ  analyst 

Tab  operations  supvr  I 

Economic  analyst  trainee 

Supvng  clerk  I 

Supvng  clerk-typist  I 

Computer  operator 

Sr  tab  mach  operator 

Sr  steno   

Sr  clerk 

Sr  clerk-typist 

Varitypist 

Steno  II  

Clerk-typist   II    

Key  punch  operator 

Clerk  II   

Account  clerk   II   

Key  data  operator  trainee 

Temporary  help 

Cooperative  Research: 

Assoc  research  analyst  c 

Asst  econ  analyst  •> 

Asst  econ  analyst  c 

Jr  econ  analyst 

Statistical    clerk    I  c    

Account   clerk   II  c 

Clerk  lie 

Totals,  Authorized  Positions  a 


SALARY  EANGE 

9.1 

10 

10 

505-614 

72,932 

73,264 

4.7 

4 

4 

492-599 

26,787 

27,414 

24.6 

23.5 

23.5 

446-543 

148,036 

150,096 

13.7 

16 

16 

415-530 

91,717 

93,916 

2 

2 

2 

415-505 

11,346 

11,613 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

5,484 

5,760 

1.6 

1 

1 

405-492 

4,980 

5,226 

0.1 

0.3 

0.3 

(483) 

1,457 

1,457 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

— 

1 

1 

905-1,100 

10,860 

11,400 

2 

3 

3 

1,048-1,273 

43,008 

43,752 

35.5 

29.5 

29.5 

905-1,100 

365,378 

377,164 

1 

1 

1 

1,155-1,405 

14,736 

15,468 

3 

5 

5 

505-614 

32,116 

33,344 

1.6 

1 

1 

492-599 

5,904 

6,204 

14 

14 

14 

446-543 

86,212 

88,306 

5 

5 

5 

415-530 

27,664 

28,728 

5 

- 

- 

905-1,100 
$1,964,471 

- 

- 

204.5 

196.3 

196.3 

$1,986,764 

$2,028,236 

1 

1 

1 

$1,626-1,837 

$21,176 

$21,868 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

3 

3 

3 

1,155-1,405 

48,756 

49,508 

2 

2 

2 

1,048-1,273 

30,552 

30,552 

5 

5 

5 

950-1,155 

64,876 

66,392 

0.3 

— 

_ 

783-950 

_ 

_ 

9.9 

10 

10 

783-950 

110,412 

112,491 

3.3 

3 

3 

676-783 

25,224 

26,498 

0.5 

— 

— 

614-746 

_ 

— 

1.1 

2 

2 

614-710 

14,886 

15,618 

2 

2 

2 

571-692 

16,608 

16,608 

1 

1 

1 

571-692 

8,304 

8,304 

1.3 

_ 

- 

556-676 

_ 

_ 

0.5 

_ 

_ 

530-644 

_ 

_ 

1 

1 

1 

505-614 

6,516 

6,840 

2 

2 

o 

492-599 

13,392 

13,704 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

6,908 

7,188 

2 

2 

2 

446-543 

13,032 

13,032 

7 

9 

9 

415-530 

48,118 

50,541 

3 

— 

— 

405-517 

— 

— 

14.8 

16 

16 

415-505 

90,295 

92,705 

12.7 

10 

10 

41.5-505 

56,245 

58,152 

0.7 

_ 

_ 

377^15 

— 

— 

0.7 

0.6 

0.6 

(3,930) 

4,318 

4,318 

_ 

1 

1 

950-1,155 

11,400 

11,976 

2 

2 

2 

783-950 

19,096 

20,040 

1 

1 

1 

783-950 

9,548 

10,020 

_ 

1 

1 

676-783 

8,112 

8,520 

1 

2 

2 

492-599 

12,186 

12,804 

3 

2 

2 

415-505 

11,659 

11,945 

- 

1 

1 

415-505 

5,100 

5,352 

84.8 


82.6 


82.6 


$654,582 


$682,483 


DIVISION   OF  FAIR   EMPLOYMENT 
PRACTICES 

Member   (7)   per  diem — 

Division   chief   1 

Sr  counsel   1 

Assoc   counsel    1.1 

Asst  division  chief 1 

Community  relations  officer 1 

Area    supervisor    2 

For  footnotes  see  the  end  of  this  agency  presentation, 


$700,740 


_ 

_ 

$50  day 

$39,000 

$39,000 

1,626-1,837 

21.868 

22,044 

1,337-1,626 

19,512 

19,512 

1,213-1,475 

15,916 

16,724 

1,213-1,475 

16,248 

17,070 

1,155-1,405 

16,724 

16,860 

2 

2 

1,048-1,273 

30,552 

30,552 

IXDUSTEIAL  RELATIONS 
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DEPARTMENT  OF   INDUSTRIAL   RELATIONS — Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Flllid)      (*uih.)      (tub.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION  OF  FAIR   EMPLOYMENT 
PRACTICES — Continued 

Education  officer 

Consultant    

Specialist — consultant    

Administrative  asst  I 

Asst  information  officer 

Sr  legal  steno 

Sr  steno   

Sr  clerk-typist 

Steno   II   

Clerk-tTpist  11 

Clerk   II   

Temporary    help    

Service  Center  Program  :  d 

Consultant    

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    

a  Reflects  transfer  of  23.6  positions  from  Division  of  Labor  Statistics  and  Research  to  Division  of  Administration. 

b  Financed  from  federal  Manpower  Development  and  Training  Act  funds. 

o  Reimbursed  activities  conducted  in  cooperation  with  the  United  States  Department  of  Labor. 

d  See  Service  Center  Program  Budget  for  1968-69  and  1969-70  authorized  positions. 


SALARY  RANGE 

1 

1 

1 

998-1,213 

13,096 

13,750 

19.3 

21 

21 

905-1,100 

264,906 

270.348 

1.2 

1 

1 

905-1,100 

10,995 

11,544 

1 

1 

1 

783-950 

10,440 

10,950 

1 

1 

1 

746-905 

10,524 

10.860 

1 

1 

1 

543-660 

7,362 

7,728 

2.5 

3 

3 

505-614 

22,104 

22,104 

1 

1 

1 

492-599 

6.880 

7,188 

11.8 

11 

11 

446-543 

69,20.S 

70.562 

3.5 

3.5 

3.5 

415-530 

19,715 

20.389 

1.5 

2 

2 

41.5-505 

11,220 

11,478 

0.5 

0.5 

0.5 

(2,407) 

2,313 

2,313 

2 

- 

- 

905-1,100 
$.560,032 

- 

- 

54.4 

54 

54 

$608,583 

$620,976 

1,599.8 

1,663.4 

1,663.4 

$16,229,183 

$17,811,538 

$18,091,419 

STATE  FIRE  MARSHAL 


Administration : 

State  fire  marshal 1 

Senior  fire  prevention  engineer 1 

Asst  state  fire  marshal — 

Secretary  I 1 

Fire  Prevention : 

Fire  prevention  engineer 8 

Deputy  state  fire  marshal  III 22.5 

Deputy  state  fire  marshal  II 20.4 

Deputy  state  fire  marshal  I 5.3 

Business  Services : 

Accounting  officer  II 1 

Supervising  clerk  I 1.9 

Senior  stenographer 1 

Senior  clerk 1 

Stenographer  II   8.8 

Clerk  typist  II 5.7 

Clerk  II  0.9 

Account  clerk  II 1 

Clerk  typist  I 0.2 

Temporary  help 0.9 

Overtime '. 0.1 

Totals,  Authorized  Positions 81.7 


SALARY  RANGE 

1 

1 

S1S.900 

$18,900 

$18,900 

1 

1 

1,183-1,439 

17,268 

17.268 

1 

1 

1,183-1,439 

16,452 

17,268 

1 

1 

5S4-710 

8,520 

8,520 

8 

8 

1,074-1,305 

124,416 

125,156 

23 

23 

927-1,128 

307,142 

308,865 

24 

24 

764-927 

258,150 

261.887 

4 

4 

728-801 

34,944 

36,672 

1 

1 

783-950 

10,566 

11,085 

0 

2 

571-692 

15,1.56 

15.492 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

7,188 

7,188 

9 

9 

446-.543 

55,796 

56.884 

7 

7 

415-530 

40.905 

41,942 

1 

1 

41.5-505 

6,060 

6,060 

1 

1 

415-505 

6,060 

6.060 

2 

2 

377-457 

9,450 

9,920 

- 

- 

(4,159) 

— 

- 

0.1 

0.1 

- 

300 

300 

88.1 


$831,523 


$944,641 


$956,785 
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JUSTICE 


DEPARTMENT  OF  JUSTICE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
«2 
S3 
S4 
85 


ADMINISTRATION 

Executive : 

Attorney  general 

Chief  deputy  attorney  general  _. 

Asst  attorney  general  II 

Special  asst  to  attorney  general 

Adm  service  officer  II 

Special  representative   

Information  officer  II 

Executive   secretary   

Secretary  I 

Sr  legal  steno  

Sr  steno   

Sr  clerli-typist 

Fiscal : 

Fiscal  officer  I 

Assoc  budget  analyst 

Accounting   officer  II 

Asst  budget  analyst 

Accountant  I 

Supvng  clerk  I 

Storekeeper  I  

Duplicating  mach  supvr  I 

Sr  clerk 

Accounting   technician   

Stock  clerk 

Bookkeeping  mach  operator  II 

Duplicating  mach  operator  II 

Steno  II  

Clerk-typist  II 

Clerk  II   

Personnel : 

Personnel  officer  II 

Personnel  asst  II 

Personnel  asst  I 

Steno  II  

Clerk-typist  11 

Temporary  help 

Totals.  Authorized  Positiona  — 


SALARY  RANGE 

1 

1 

1 

$32,000 

$32,000 

$32,000 

1 

1 

1 

2,290 

27,480 

27,480 

1 

1 

1 

1,798-2,179 

26,148 

26,148 

1 

1 

1 

1,475-1,793 

19,922 

20,921 

1 

1 

1 

1,213-1,475 

17,000 

17,700 

1 

1 

1 

1,155-1,405 

16,248 

16,860 

0.8 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

1,048-1,273 

15,276 

15.276 

2 

2 

2 

584-710 

17,040 

17,040 

4.4 

5 

5 

543-660 

35,338 

36,724 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

0.8 

1 

1 

1,048-1,273 

15,036 

15,276 

0.8 

1 

1 

950-1,155 

13,255 

13,860 

0.8 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

9,586 

10,062 

1.6 

2 

2 

584-710 

14,736 

15,466 

0.7 

1 

1 

571-692 

7,188 

7,536 

1 

1 

1 

530-676 

7,728 

7,728 

1 

1 

1 

530-644 

7,728 

7,728 

2.4 

3 

3 

492-599 

20,668 

21,340 

3.4 

4 

4 

492-599 

26,908 

27,.544 

1 

1 

1 

480-584 

6,360 

6,672 

1 

1 

1 

457-556 

5,785 

6,085 

1.3 

2 

2 

457-556 

13,292 

13,344 

1 

1 

1 

446-543 

5,904 

6,204 

9.5 

8 

8 

41.5-530 

45.718 

46,961 

5.1 

6 

6 

415-505 

33,888 

35,047 

1 

1 

1 

1,100-1,337 

16.044 

16,044 

1 

1 

1 

571-692 

8,304 

8,304 

3 

3 

3 

492-599 

19,800 

20,808 

0.4 

1 

1 

446-543 

5,490 

5,766 

2 

2 

2 

415-530 

10.550 

11,083 

0.6 

0.8 

0.8 

(2,947) 

3,080 

3,080 

56.6 


LEGAL  SERVICES 
Civil  Law 

Executive : 

San  Francisco : 

Chief  asst  attorney  general 1 

Sr  legal  steno 1 

Counsel  for  State  Agencies  : 

Sacramento : 

Asst  attorney  general  I 2 

Deputy  attorney  general  rV 24.1 

Deput.v  attorney  general  III 10.1 

Deputy  attorney  general  II 7.2 

San  Francisco : 

Asst  attorney  general    I 3 

Deputy  attorney  general  IV 12 

Deputy  attorney  general  III 5.7 

Deputy  attorney  general  II 7.2 

Los  Angeles : 

Asst  attorney  general  I 2 

Deputy  attorney  general  IV 17.8 

Deputy  attorney  general  III 11.9 

Deputy  attorney  general  II 17.8 

Subsequent  In.iury  Fund : 

San  Francisco  : 

Deputy  attorney  general  IV 1 

Disability  claims  examiner 1 

Sr  special  investigator 0.8 

Photographer   1 

Los  Angeles : 

Deputy  attorney  general  IV 1 

Deputy  attorney  general  III 0.4 

Deputy  attorney  general  II - 

Disability  claims  examiner 1 

Sr  special  investigator 0.8 

Special  investigator   1.5 


60.8 


60.8 


$476,438 


$545,500 


$558,087 


1 
1 

1 
1 

$1,976-2,186 
543-660 

$26,232 
7,920 

$26,232 
7,920 

2 
25 
14 

5 

2 
25 

14 
5 

1,708-2,076 

1,548-1,882 

1,213-1,475 

905-1,100 

49,824 
549.092 

220,582 
49,508 

49,824 
555,098 
229,242 

51,984 

3 

12 
6 

7 

3 

12 
6 

7 

1,708-2,076 

1,548-1,882 

1,213-1,475 

905-1,100 

74,736 

261,524 

94,020 

76,944 

74,736 

266,675 

98,732 

80,814 

2 

18 
14 
22 

2 

18 
14 
22 

1,708-2,076 

1,548-1,882 

1,213-1,475 

905-1,100 

49,824 
389.616 
207,004 
227,376 

49.824 
396,676 
217,388 
238,790 

1 

1 
1 

1 

1,548-1,882 
821-998 
783-950 
599-728 

22,584 

11,976 

11,400 

8,736 

22,584 

11,976 

11,400 

8,736 

1 

1 
1 
1 
1 
2 

2 

1„54S-1,8S2 

1,213-1,475 

905-1,100 

821-998 

783-950 

710-863 

22,584 
8,520 
10,860 
10,524 
11,400 
20,334 

22,584 
8,952 
11,400 
11,040 
11,400 
20,712 
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DEPARTMENT  OF  JUSTICE— Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(fillid)      (A»th.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1966-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
58 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LEGAL  SERVICES— Continued 
Civil  Law — Continued 

Tort  Liability  : 

Sacramento  : 

Deputy  attorney  general  IV 

Deputy  attorney  general  III 

Supervisor,  public  liability  claims 

Sr  special  investigator 

Special   investigator 

Sr  clerk-typist 

Steno  II 

San  Francisco : 

Deputy  attorney  general  IV 

Sr  special  investigator 

Special   investigator   

Steno  II 

Los  Angeles : 

Deputy  attorney  general  IV 

Sr  special  investigator 

Special    investigator 

Steno  II 

Investment  Frauds : 

Sacramento-San  Francisco : 

Deputy  attorney  general  IV 

Deputy  attorney  general  III 

Supvng  investment  frauds  investi- 
gator     

General  auditor  III 

Sr  special  investigator 

Los  Angeles : 

Deputy  attorney  general  IV 

Deputy  attorney  general  III 

Supvng   auditor 

General  auditor  III 

Sr  special  investigator 

Steno   II 

Temporary  help 

Totals,  Authorized  Positions 

Criminal  Law 

Executive : 

San  Francisco : 

Chief  asst  attorney  general 

Sr  legal  steno 

Criminal  Law  : 

Sacramento : 

Asst  attorney  general  I 

Deputy  attorney  general  IV 

Deputy  attorney  general  III  

Deputy  attorney  general  II 

San  Francisco : 

Asst  attorney  general  I 

Deputy  attorney  general  IV 

Deputy  attorney  general  III 

Deputy  attorney  general  II 

Los  Angeles : 

Asst  attorney  general  I 

Deputy  attorney  general  IV 

Deputy  attorney  general  III 

Deputy  attorney  general  II 

Antitrust : 

San  Francisco : 

Asst  attorney  general  II 

Deputy  attorney  general  IV 

Deputy  attorney  general  III 

Antitrust  economist   

Agent,  trusts  and  trade  practices 
Sr  clerk-typist : 

Los  Angeles : 

Deputy  attorney  general   III 

Agent,  trusts  and  trade  practices 
Health  Plan  Registration : 

San  Francisco  : 

Deputy  attorney  general  III 

Los  Angeles : 

Deputy  attorney  general  IV 

General  auditor  III 

Sr  special  investigator 

Clerk-typist   II    


SALARY  BANGE 

1 
1 
1 
1 
1 

0.7 

1 
1 
1 
1 
1 
1 
1 

1 

1 
1 
1 
1 
1 
1 

1,548-1,882 
1,21.3-1.475 
905-1,100 
783-950 
710-863 
492-599 
446-543 

22.317 
14,976 
12,526 
11,400 
10,3.56 
5,904 
5,979 

22,584 
15,724 
13,148 
11,400 
10,356 
6,204 
6,282 

1 
1 
1 
0.8 

1 
1 
1 

1 

1 

1 
1 
1 

1,548-1,882 
783-950 
710-863 
446-543 

22.317 

11,400 

10,356 

6,516 

22,584 

11,400 

10,3.56 

6,516 

2 

1 

1.8 

0.8 

2 
1 
2 
1 

2 
1 
2 

1 

1,548-1,882 
78.3-950 
710-863 
446-543 

42,983 

11,400 

20,292 

6,004 

44,278 

11,400 

20,712 

6,308 

1 
1.9 

1 
2 

1 
2 

1,548-1,882 
1,213-1,475 

22,317 
30,312 

22,584 
31,832 

1 

1.2 

1.2 

1 

1 
1 

1 
1 
1 

998-1,213 

950-1,155 

783-950 

14,556 
11,400 
10,440 

14,556 
11,976 
10,950 

1 

1 

1 

1 

3.5 

0.8 

0.6 

1 
1 
1 
1 
3 
1 
2.2 

1 
1 
1 
1 
3 
1 
2.2 

1,548-1,882 

1,21.3-1,475 

1,155-1,405 

950-1,155 

783-950 

446-543 

(4,092) 

$2,492,339 

21,516 
15,276 
16,860 
13,860 
34,200 
6,230 
10,720 

22,584 
16.044 
16,860 
13,860 
34,200 
6,516 
10,720 

161.6 

176.2 

176.2 

$2,845,533 

$2,916,653 

1 
1 

1 
1 

1 
1 

$1,976-2,186 
543-660 

1 
1 

8.1 
10.5 

1 

1 

13 

8 

1 

1 

13 

8 

1,708-2,076 

1,548-1,882 

1,213-1,475 

905-1,100 

1 

7.3 

8.6 

12.6 

1 

7 

13 

11 

1 

7 

13 

11 

1,708-2,076 

1,548-1,882 

1,213-1.475 

905-1,100 

1 
11.5 

9.8 
13.8 

1 
12 
18 

16 

1 
12 
18 

16 

1,708-2,076 

1,548-1,882 

1,213-1,475 

905-1,100 

1 

2.9 

2 

1 
0.8 

1 
3 
2 

i 

i 

1 
3 

O 

i 
1 

1,793-2,179 
1,548-1,882 
1,213-1,475 
1,048-1,273 
927-1,128 
492-599 

1 
1 

1 

2 

1 

2 

1,213-1.475 

927-1,128 

1 

1 

.1 

1,213-1,475 

1 
1 
1 
0.8 

1 
1 
1 
1 

1 
1 
1 
1 

1,548-1,882 

950-1,155 

783-950 

415-530 

$26,232 
7,920 


24,912 

19,676 

186,972 

84,240 

24,912 
148,995 
195,856 
119,832 

24,912 
252,128 
190,460 
172,893 


26,148 
61,452 
30,788 
12,380 
23,859 
7,188 

16,860 
24,660 


14,676 

20,666 

11,400 

11,400 

5,286 


$26,232 
7,920 


24,912 

20,666 

195,452 

91,336 

24,912 
153.330 
205,656 
125,580 

24,912 
259,664 

199,987 
182,969 


26,148 
63,412 
32,334 

13,096 

25.050 

7,188 

17.700 
25,212 


15,404 

21,694 

11,976 

11,400 

5,558 
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SALAKIES  A^STD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LEGAL  SERVICES— Continued 
Criminal  Law — Continued 

Charitable  Trusts : 

Sacramento : 
Registrar  of  charitable  trusts   - 
Dep  regis  of  charitable  trusts— 
Supvng  governmental  auditor  I. 

General  auditor  II 

Supvng  clerk-typist  I   

Steno  II 

Clerk-typist  JI 

San  Francisco : 

Deputy  attorney  general  IV 

Deputy  attorney  general  II 

Agent,  trusts  &  trade  practices. 

Lob  Angeles : 

Deputy  attorney  general  IV 

Agent,  trusts  &  trade  practices- 
Consumer  Frauds : 

Sacramento : 
Deputy  attorney  general  IV 

San  Farneisco : 

Deputy  attorney  general  III 

Sr  special  investigator 

Clerk-typist   II    

Los  Angeles : 

Deputy  attorney  general  IV 

Deputy  attorney  general  III 

Sr  special   investigator 

Special  investigator 

Steno   II 

Totals,   Authorized  Positions- 
Office  Management  and  Services 


Executive : 

Sacramento : 

Asst  attorney  general  II 1 

Administrative  asst  II 1 

Sr  legal  steno 1 

San  Francisco : 

Asst  attorney  general  II 1 

Administrative  asst  II 1 

Sr  legal  steno 1 

Los  Angeles ; 

Asst  attorney  general  II 0.8 

Administrative  asst  II 1 

Sr  legal  steno 1 

Clerical  Services : 

Sacramento  : 

Sr  clerk 0.8 

Sr  clerk-typist 1 

Sr   file   clerk    1 

Clerk-typist  II 4.2 

San  Francisco : 

Supvng  clerk  I 1 

Sr  file  clrek 1 

Sr  information  clerk 1 

Duplicating  mach  operator  II 1 

Clerk-typist  II 5.1 

Clerk  II   2 

Los  Angeles : 

Duplicating  mach  supyr  I 1 

Sr  clerk 3 

Sr  file  clerk 1 

Duplicating  mach  operator  II 1.7 

Clerk-typist  II 5 

Clerk   II   7 

Temporary  help 1 

Stenographic  Services : 

Sacramento : 

Supvng  legal  steno  II 1 

Supvng  legal  steno  I 2 

Sr  legal  steno 36 

Steno  II . 1.5 

San  Francisco  : 

Supvng  legal  steno  I 1.9 

Sr  legal  typist 1 

Sr  legal  steno . 38  1 

Steno  II 1 


SALARY  EANGE 


1 

0.4 
1.7 

1 
1 
4 

1 

1 
1 

4 

1 
1 
4 

1 
1 
1 
4 
1 
1 
4 

1,213-1,475 
1,048-1,273 
1,048-1,273 
783-950 
571-692 
446-543 
415-530 

17,700 
12,576 
14,856 
43,146 
8,304 
6,308 
23,883 

17,700 
13,200 
15,276 
44,052 
8,304 
6,516 
24,815 

1 

1 
0.7 

1 
1 

1 

1 
1 
1 

1,548-1,882 
905-1,100 
927-1,128 

20,666 
11,175 
11,124 

21,694 
11,736 
11,676 

2 

1 

2 
1 

2 

1 

1,548-1,882 
927-1,128 

41,940 
13,536 

42,916 
13,536 

0.6 

1 

1 

1,548-1,882 

18,966 

19,922 

1 

1 
0.7 

1 

1 
1 

1 
1 

1 

1,213-1,475 
783-950 
415-530 

15,660 
9,396 

5,100 

16,452 
9,852 
5,352 

2 
1 

1 
1 
0.6 

2 
1 
1 

1 
1 

2 

1 
1 
1 
1 

1,548-1,882 

1,213-1,475 

783-950 

710-863 

446-543 

42,752 
15,340 
10,356 
10,356 
5,513 

43,760 
16,112 
10,860 
10,356 
5,789 

126.4 

146 

146 

$1,705,803 

$2,105,356 

$2,189,071 

1 
1 

1 

1 
1 

1 

$1,793-2,179 

950-1,155 

543-660 

$26,148 

13,860 

7,920 

1 

1 
1 

1 
1 
1 

1,793-2,179 

950-1,155 

543-660 

26,148 

13.860 

7,920 

1 
1 
1 

1 
1 
1 

1,793-2,179 

950-1,155 

543-660 

24,612 

13,860 

7,920 

1 
1 

1 
5 

1 
1 

1 
5 

492-599 
492-599 
492-599 
415-530 

5.904 

7,188 

6,544 

28,440 

1 

1 
1 
1 
6 
2 

1 
1 
1 
1 
6 
2 

571-692 
492-599 
492-599 
457-556 
415-530 
415-505 

8,304 
7,188 
7,188 
6,672 
32,349 
12,120 

1 
3 

1 
2 
5 

7 

1 
3 
1 
2 
5 
7 

530-644 
492-599 
492-599 

457-556 
415-530 
415-505 
(4,474) 

7,728 
20,920 

6,684 
11,505 
28,821 
37,085 

1 

9 

45 

2 

1 

9 

45 

2 

710-863 
628-764 
543-660 
446-543 

10,356 

18,336 

320,348 

12,006 

2 

1 

43 

1 

2 

1 

43 

1 

628-764 
543-660 
543-660 
446-543 

17.832 

7,420 

309,083 

6,438 

$26,148 

13,860 

7,920 

26,148 

13,860 

7,920 

25,839 

13,860 

7,920 


6,204 

7,188 

6,880 

29,430 

8,304 
7,188 
7,188 
6,672 
33,663 
12,120 

7,728 
21,256 

7,020 
12,095 
29,517 
38,953 


10,356 

18,336 

330,977 

12,282 

18,264 

7,792 

317,196 

6,516 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllxl)      (Aoth.)      (tilth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
63 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 

86 


LEGAL  SERVICES— Continued 

Office  Management  and  Services — 
Continued 

Stenographic  Services — Continued 

Los  Angeles : 

Supvng  legal  steno  II 

Siipvng  legal  steno  I 

Sr  legal  typist 

Sr  legal  steno 

Librar.y : 

Sacramento : 

Librarian    III    

Sr  clerk-typist 

Clerk-typist  II 

San  Francisco : 

Law   librarian   

Librarian   III   

Clerk-typist    II    

Clerk  II   

Los  Angeles : 

Librarian    III   

Librarian  II 

Clerk-tvpist  II 

Clerk   II 

Temporary  help 

Totals,  Authorized  Positons 

Totals,     Authorized      Positions — Legal 
Services    

LAW   ENFORCEMENT 

Administration 

Executive : 

Deputy  director 

Asst  director 

Administrative  asst  II 

Secretary  I 

Sr  steno 

Clerk-typist  II 

Clerk   II   

Totals,  Authorized  Positions 

Management  Analysis : 

Sr  management  analyst 

Assoc  management  analyst 

Sr  steno 


Totals,  Authorized  Positions  . 

Data  Processing : 

DP  manager  I 

Supvr,  EDP 

Programmer   II   

Programmer   I    

Tab  operations  supvr  I 

Computer  operator 

Key  punch  supvr  I 

Tab  maeh  operator 

Steno  II   

Key  punch  operator 

Temporary  help 

Totals,  Authorized  Positions 46.3 

Telecommunications : 

Sacramento : 

Manager      0.8 

Supvng  TWX  operator  II 1 

Supvng  TWX  operator  I 1.8 

Teletypewriter  operator 14.2 

Steno  II   0.6 

Clerk-typist  II 1.4 

Los  Angeles : 

Supvng  TWX  operator  II 1 

Supvng  TWX  operator  I 0.9 

TWX   operator   12.8 

Clerk-typist   II    1.8 

Temporary  help 

Totals,  Authorized  Positions 36.3 


1 

4.4 
1 
65.1 

1 

5 

1 

71.5 

1 
5 

71.5 

SALARY  RANGE 

710-863 
628-764 
543-660 
543-660 

10,356 

45,156 

7,920 

510,016 

10,356 

45,588 

7,920 

525,541 

1 

1 
0.9 

1 

1 
1 

710-863 
492-599 
415-530 

8,556 
6.992 
5,553 

8,989 

7,188 
5,835 

1 
1 
1 
1 

1 
1 

1 
1 

905-1,213 
710-863 
415-530 
415-505 

14,556 

10.356 

6.060 

5.100 

14,556 

10,356 

6,0fi0 

5,352 

1 
1 
1 

1 

1 
1 
1 
1.5 

1.5 

710-863 
644-783 
415-530 
415-505 
(229) 

$1,501,601 

10,356 
9,396 
6,060 
8,525 

10.356 
9,396 
6,060 
8,965 

211.5 

235 

235 

$1,743,665 

$1,789,118 

499.5 

557.2 

557.2 

$5,699,743 

$6,694,554 

$6,894,842 

1 

1 

1 

.$23,625 

$23,625 

$23,625 

0.9 

1 

1 

1,667-1,967 

20,917 

21,957 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

584-710 

8.520 

8,520 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1 

415-505 

6,060 
$86,710 

6,060 

6.9 

7 

7 

$78,021 

$87,750 

1 

1 

1 

$1,15.5-1,405 

$16,860 

$16,860 

3 

3 

3 

950-1,155 

36,756 

38,594 

1 

1 

1 

505-614 

7,368 

7,368 

5 

5 

5 

$55,290 

$60,984 

$62,822 

1 

1 

1 

$1,048-1,273 

$14,916 

$15,276 

1.5 

2 

2 

950-1,155 

24,444 

25,671 

4.5 

5 

5 

783-950 

48,608 

51,024 

1.9 

2 

2 

676-783 

16,632 

17,472 

2 

2 

2 

614-746 

17,904 

17,904 

4.4 

6 

6 

556-676 

40.736 

42,798 

2.8 

3 

3 

492-599 

20,840 

21,172 

3 

3 

3 

480-584 

21,024 

21,024 

1.9 

2 

2 

446-543 

11,256 

11,820 

21.6 

24 

24 

425-517 

139,228 

143,458 

1.7 

1 

1 

(10,451) 

4,370 

4,370 

51 


51 


$308,145 


$359,958 


$371,989 


1 
1 

2 
15.5 

1 

1 

1 

1 

2 

15.5 

1 

1 

$1,048-1,273 
599-728 
517-628 
457-556 
446-543 
415-580 

$15,276 

8,376 

14,985 

98,229 

6,516 

6,060 

$15,276 

8,736 

15,072 

100,482 
6,516 
6,060 

1 

1 

13 

1 

1 

1 
13 

1 

599-728 
517-628 
457-556 
415-530 
(215) 

8,304 

6,824 

81,417 

6,060 

8.736 

7,160 

83,779 

6,060 

37.5        37.5 


$224,911 


$252,047 


$257,877 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl      (Auth.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2     LAW  ENFORCEMENT— Continued 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
63 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Administration — Continued 

Criminal  Justice  Information 
System  Design  Study  :  a 

Sr  DP  systems  analyst 11- 

Assoc  DP  systems  analyst 2              2- 

Assoc  management  analyst —              1              — 

Asst  management  analyst 2              1- 

Sr   steno   0.3           1 

Steno  II 1.6           1 

Clerk  typist  II 11- 

Clerk   II   11- 

Temporary  help _             _             _ 

Totals,  Authorized  Positions 8.9           9              - 

Totals,  Administration 103.4       109.5       100.5 


S.UARY  RANGE 

$1,155-1,405 

$11,157 

950-1,155 

19,910 

950-1,155 

8,550 

783-950 

7,851 

505-614 

4,570 

446-543 

4,083 

415-530 

4,113 

415-505 

4,320 

(43) 

$7S.301 

$64,554 

$744,668 


$824,253 


California  Law  Enforcement 

Telecommunications  System : 
Sacramento : 

Data  processing  manager  III 

Associate  DP  systems  analyst  _ 

Computer  operations  supvr  II_ 

Computer  operations  supvr  I__ 

Sr  computer  operator 

Teletypewriter  operator 

Stenographer   II    

Los  Angeles : 

Computer  operations  sup\T  II_. 

Computer  operations  supvr  I  _. 

Sr  computer  operator 

Stenographer   II    

Totals,   Authorized  Positions. 

Criminal  Statistics : 

Bureau   chief   

Sr  crime  studies  analyst 

Assoc  crime  studies  analyst 

Asst  crime  studies  analyst 

Graphic  artist 

Sr  steno   

Sr  clerk 

Sr  clerk-typist 

Steno  II  

Clerk-typist  II 

Clerk  II   

Temporary  help 

Totals,  Authorized  Positions 63.6 

Criminal  Identification  and 
Investigation 

Administration  : 

Bureau   chief   1 

Asst  bureau  chief 1 

Secretary   I   0.4 

Sr   steno   1.5 

Clerk-typist  II 2 

Clerk   II   1.9 

Temporary  help 0.4 

Fingerprint  Section : 

Supvng   examiner   1 

Asst  suprng  examiner 4 

Latent  examiner 3 

Examiner   II    34.9 

Examiner  I   95.7 

Sr  clerk 1 

Steno  II 0.9 

Clerk-typist  II 1 

Clerk   II 12.7 

Temporary  help 2.5 

Records : 

Supervisor    1 

Supvng  clerk  II 3 

Supvng  clerk  I 1 

Supvng   clerk-typist   I   1 

Sr  clerk 12 

Sr  clerk-typist 6 

Steno  II 1 

For  footnotes  see  the  end  of  this  agency  presentation. 


67.5        67.5 


$467,306 


$530,541 


$780,438 


- 

1 

1 

$1,273-1,548 

$16,860 

$17,700 

— 

4 

3 

950-1,155 

44,016 

39,288 

- 

1 

1 

950-1,155 

4,192 

12,784 

— 

3 

3 

783-950 

7,767 

31,446 

_ 

6 

6 

644-783 

8,520 

51,552 

— 

6 

6 

457-556 

3,336 

40,032 

- 

2 

2 

446-543 

7,380 

12,183 

_ 

1 

1 

950-1,155 

4,192 

12,784 

— 

3 

3 

783-950 

7,767 

31,446 

- 

6 

6 

644-783 

8,-520 

51,552 

- 

1 

1 

446-543 

5,904 
$118,454 

6,204 

- 

34 

33 

- 

$306,971 

1 

1 

1 

$1,273-1,548 

$18,576 

$18,576 

3 

3 

3 

1,155-1,405 

47,556 

49,968 

5.7 

6 

6 

950-1,155 

78,719 

80,747 

6.9 

8 

8 

783-950 

85,266 

87,234 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

505-614 

7,368 

7.368 

3.7 

5 

5 

492-599 

34,260 

35,268 

3 

3 

3 

492-599 

21,172 

21,508 

1.8 

2 

2 

446-543 

11,835 

12.397 

3.9 

4 

4 

415-530 

23.475 

24.115 

32.6 

33 

33 

415-505 

191,824 

196,011 

- 

0.5 

0.5 

(197) 

1,970 

1,970 

$543,682 


1 

1 

$1,512-1,837 

$22,044 

$22,044 

1 

1 

1,243-1.512 

18,144 

18,144 

1 

1 

584-710 

7,008 

7,368 

2 

o 

505-614 

13,428 

13,728 

2 

2 

415-530 

12,120 

12.120 

9 

2 

41.5-505 

11,324 

11,590 

0.3 

0.3 

(2,234) 

1,040 

1,040 

1 

1 

973-1.183 

14,196 

14,196 

4 

4 

842-1,023 

47.998 

48.5.54 

3 

3 

728-884 

31,362 

31.S24 

36 

36 

660-SOl 

341,948 

343,156 

104 

104 

543-660 

775.529 

795,888 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

5.743 

6,029 

1 

1 

415-530 

6,060 

6.060 

13 

13 

415-505 

76,209 

77.310 

(17,517) 

- 

- 

1 

1 

927-1,128 

12,942 

13,536 

3 

3 

660-801 

28,836 

28,836 

1 

1 

571-692 

8.304 

8,304 

1 

1 

571-692 

7,600 

7,9.84 

12 

12 

492-599 

83,938 

85,472 

6 

6 

492-599 

42.456 

42,792 

1 

1 

446-543 

6.516 

6,516 

JUSTICE 


563 


DEPARTMENT  OF  JUSTICE — Continued 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.l        («uth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 
54 

55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LAW   ENFORCEMENT— Continued 

Criminal  Identification  and 
Investigation — Continued 

Kecords — Continued 

Clerk-typist    II    

Clerk   II    

Clerk-typist   I   

Clerk   I    

Temporary  help 

Specinl  Services : 

Asst  supvng  modus  operandi  analyst 
Questioned  documents  examiner  II_ 

Sr  modus  operandi  analyst 

Supervisor  o£  photography  

Questioned  documents  examiner  I 

Sr  tax   representative   

Supvng  clerk   II 

Inter  modus  operandi  analyst 

Photographer    

Jr  modus  operandi  analyst 

Sr   clerk    

Sr  clerk-typist 

Duplicating  mach  operator  II 

Teletypewriter  operator 

Steno  II  

Clerk-typist  II 

Clerk   II   

Clerk   I    

Temporary  help 

Laboratory : 

Supvng  criminalist 

Criminalist   

Forensic    chemist    

Lab  asst  II 

Steno  II 

Clerk-typist  II 

Investigation : 
Sacramento : 

Supvng  special  agent 

Special  agent  II 

Special  agent  I 

Supvng  special  investigator  I 

Sr  special  investigator 

Sr  steno 

Clerk-typist  II 

Redding : 

Special  agent  I 

San  Francisco : 

Supvng   special   agent 

Special  agent  I 

Sr  steno 

Los  Angeles : 

Supvng  special  agent 

Special  agent  I 

Sr  special   investigator 

Sr  steno 

Steno  II 

San  Diego : 

Special  agent  I 

Steno  II   

Fresno : 

Special  agent  II 

Totals,  Authorized  Positions 

Narcotic  Enforcement 

Administration  : 

Bureau   chief '. . 

Asst  bureau  chief : 

Administrative  asst  II 

Sr  steno ___^ : 

Steno  II  

Clerk-typist  II ., 


SALARY  EANGE 

51.3 

55 

55 

415-530 

306.277 

316.567 

97.2 

104 

104 

415-505 

593,943 

610,506 

8.6 

9 

9 

377-^57 

44,700 

46,112 

23.6 

24 

24 

359^35 

108,400 

113,660 

1.8 

- 

- 

(9,003) 

- 

- 

2 

2 

2 

973-1,183 

28,392 

28.392 

o 

9 

9 

973-1,183 

28,392 

28,392 

8.9 

10 

10 

884-1,074 

124,320 

125,352 

1 

1 

1 

764-927 

11,124 

11,124 

0.3 

1 

1 

7C4-927 

10,230 

10,737 

1 

1 

1 

710-863 

10,356 

10,.S56 

1 

1 

1 

660-801 

9.G12 

9.612 

24.4 

26 

26 

660-801 

242,408 

245,064 

1.6 

2 

2 

599-728 

15,528 

16.272 

15.9 

16 

16 

543-660 

122,510 

125,301 

2.9 

3 

3 

492-599 

21,396 

21.564 

1.9 

9 

2 

492-599 

12,924 

13,392 

0.9 

_ 

_ 

457-556 

_ 

_ 

5.9 

7 

7 

457-556 

43,493 

44,687 

9.8 

10 

10 

446-543 

62.165 

63.347 

23.2 

25 

25 

415-530 

137,511 

142,709 

43.2 

46 

46 

415-505 

261,872 

268,430 

1.2 

3 

3 

359^35 

13,518 

14,176 

0.9 

1 

1 

(5,141) 

4,160 

4,160 

1 

1 

1 

1,074-1,305 

15,660 

15,660 

6 

6 

6 

973-1.183 

84,626 

85.176 

1 

1 

1 

783-950 

10,524 

11,040 

1 

1 

1 

457-556 

6,135 

6,438 

1.9 

9 

2 

446-543 

12,006 

12,282 

1.1 

1 

1 

415-530 

6.060 

6,060 

1 

1 

1 

1,074-1,305 

15,660 

15,660 

1 

1 

1 

973-1,183 

14,196 

14,196 

5.5 

6 

6 

927-1.128 

76,576 

77.696 

0.7 

1 

1 

86.3-1,048 

10,356 

10.860 

1 

1 

1 

783-950 

11,400 

11,400 

4 

4 

4 

505-614 

29,472 

29,472 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

927-1,128 

13,536 

13,536 

1 

1 

1 

1,074-1,305 

15,660 

15,660 

3.2 

9 

9 

927-1,128 

105,492 

109,404 

1 

2 

2 

505-614 

13,218 

13,728 

1 

1 

1 

1,074-1,305 

14,436 

15.164 

5.5 

11 

11 

927-1,128 

131,723 

136,282 

1 

1 

1 

783-950 

11,400 

11,400 

1 

2 

9 

50.5-614 

13,428 

13.728 

1 

2 

2 

446-543 

11,876 

12,282 

1.6 

4 

4 

927-1,128 

47,230 

48,914 

1.3 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

973-1,183 
$3,857,400 

14,196 

$4,492,606 

14,196 

566.2 

612.3 

612.3 

$4,592,401 

1 

1 

1 

$1,305-1,587 

$19,044 

$19,044 

1 

1 

1 

1,183-1,439 

17,268 

17,268 

1 

1 

1 

950-1,155 

13,860 

13,860 

1.1 

9 

2'  - 

50.5-614 

13,754 

14,068 

1.1 

2 

2 

446-543 

10,980 

11,532 

3 

3 

3 

415-530 

17,719 

18,005 

564 
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DEPARTMENT  OF  JUSTICE — Continued 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tilth.)      (Auth.) 


ACTUAL 
1987-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
S6 


LAW  ENFORCEMENT— Continued 
Narcotic  Enforcement — Continued 

Field  Offices : 

Sacramento : 

Narcotic  area  supervisor 

Narcotic  field  supervisor 

Narcotic  chemist — agent 

Sr  narcotic  agent 

Narcotic  agent 

Narcotic  agent — trainee 

Sr  steno 

Steno  II   

San  Francisco : 

Narcotic  area  supervisor 

Narcotic  field  supervisor 

Narcotic  pharmacist — agent 

Narcotic  chemist — agent 

Sr  narcotic  agent 

Narcotic  agent 

Narcotic  agent — trainee 

Sr   steno    

Steno  II   

Clerk-typist  II 

Los  Angeles : 

Narcotic  area  supervisor 

Narcotic  field  supervisor 

Narcotic  pharmacist — agent 

Narcotic  chemist — agent 

Sr  narcotic  agent 

Narcotic  agent 

Narcotic  agent  trainee 

Sr  steno 

Steno  II  

Clerli-typist  II 

Account  clerk  II 

San  Diego : 

Narcotic  area  supervisor 

Narcotic  field  supervisor 

Narcotic  chemist — agent 

Sr  narcotic  agent 

Narcotic  agent 

Narcotic  agent  trainee 

Sr  steno 

Steno  II 

Clerk-typist  II 

Santa  Ana : 

Narcotic  area  supervisor 

Narcotic  field   supervisor 

Narcotic  chemist — agent 

Sr  narcotic  agent 

Narcotic  agent 

Narcotic  agent  trainee 

Sr  steno 

Steno  II  

Fresno : 

Narcotic  area  supervisor 

Narcotic  field  supervisor 

Narcotic  chemist — agent 

Sr  narcotic  agent 

Narcotic  agent  trainee 

Sr  steno 

Steno  II 

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 

Totals,  Authorized  Positions,  Law  En- 
forcement   


SALAEY  R.4NGE 

1 

1 

1 

1,074-1,305 

15,660 

15,660 

1 

1 

1 

927-1,128 

13,536 

13,536 

1.3 

2 

2 

842-1,023 

22,506 

23,013 

2.7 

4 

4 

842-1,023 

44,610 

45,768 

0.8 

1 

1 

692-764 

8,628 

9,060 

2.1 

1 

1 

614-710 

8,304 

8,736 

1 

1 

1 

505-614 

6,060 

6,360 

1 

1 

1 

446-543 

5,954 

6,256 

1 

1 

1 

1,074-1,305 

15,660 

15.660 

8 

3 

3 

927-1,128 

40,392 

40,608 

1 

1 

1 

998-1,100 

13,200 

13,200 

1.7 

3 

3 

842-1,023 

30,858 

32,383 

9.2 

10 

10 

842-1,023 

118,416 

119,424 

l.S 

2 

2 

692-764 

17,508 

18,228 

2.2 

3 

3 

614-710 

23,742 

24,912 

1 

1 

1 

505-614 

7,368 

7,368 

3.7 

4 

4 

446-543 

24,000 

24,656 

1 

1 

1 

415-530 

6,060 

6,060 

1.3 

1.4 

1 

1,074-1,305 

21,300 

15,660 

4.7 

4 

4 

927-1,128 

53,334 

54,144 

2.7 

4 

4 

998-1,100 

50,352 

51,552 

1.3 

2 

2 

842-1,023 

22,380 

22,884 

9.7 

12 

12 

842-1,023 

133,223 

137,398 

2.9 

3 

3 

692-764 

26,388 

27,396 

7.3 

5 

5 

614-710 

40,674 

42,882 

1 

1 

1 

505-614 

7,368 

7,368 

4 

4 

4 

446-543 

24,817 

25,415 

1 

1 

1 

415-530 

5,120 

5,374 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

1,074-1,305 

15,660 

15,660 

2 

2 

2 

927-1,128 

27,072 

27,072 

1 

1 

1 

842-1,023 

12,276 

12,276 

7.4 

7 

7 

842-1,023 

83,514 

84,614 

1 

2 

2 

692-764 

16,896 

17,760 

2.7 

3 

3 

614-710 

24,588 

25,824 

1 

1 

1 

505-614 

7,368 

7,368 

2.7 

3 

3 

446-543 

17.435 

18,117 

1 

1 

1 

415-530 

5,530 

5,810 

0.7 

1 

1 

1,074-1,305 

15,660 

15,660 

1.3 

2 

2 

927-1,128 

26,856 

27,072 

0.3 

1 

1 

842-1,023 

10,230 

10,737 

2.5 

6 

6 

842-1,023 

68,242 

70,428 

().« 

3 

3 

692-764 

25,236 

26,532 

1.2 

3 

3 

614-710 

22,644 

23,760 

0.6 

1 

1 

505-614 

7,368 

7,368 

0.4 

2 

2 

446-543 

11,348 

11,914 

1 

1 

1 

1,074-1,305 

15,412 

15,660 

1 

1 

1 

927-1,128 

12,429 

13,050 

1 

o 

2 

842-1,023 

22,380 

22,884 

5.9 

5 

5 

842-1,023 

59,628 

60,780 

1.3 

4 

4 

614-710 

30,678 

32.214 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

446-543 

6.129 

6,438 

0.9 

1 

1 

415-530 

5,100 

5,352 

- 

0.2 

0.2 

(-) 

520 

520 

122.1       145.6       145.2 


855.3      968.9      958.5 


$1,162,437 


$6,231,811 


$1,463,670 


$7,429,524 


GRAND  TOTALS,  AUTHORIZED 

POSITIONS    1,411.4    1,586.9    1,576.5 


$1,493,036 


$7,716,528 


$12,407,992        $14,669,578        $15,169,457 


a  Criminal  Justice  Information  System  Design  Study  is  scheduled  to  be  completed  and  all  positions  abolished  effective  March  31,  1969. 
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COMMISSION   ON   PEACE   OFFICERS'   STANDARDS  AND   TRAINING 


SAIiAHIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllliil)      (toih.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


Executive  secretary   1 

Asst  to  exec  officer 3 

Police  consultant - 

Sr  steno   0.7 

Steuo  II  2.3 

Law  Enforcement  Recruitment  Project: 

Supervisor    0.8 

Steno  II   0.7 

Totals,  Authorized  Positions 8.5 


12 


12 


SALARY  RANGE 

$1,548 

1,128-1,371 

998-1,213 

50.T-614 

446-543 

1,243-1,512 
446-543 

$93,854 


$18,576 
64,092 
11,976 
12,550 
11,279 

14,556 
6,285 

$139,314 


$18,576 
64,830 
12,576 
13,122 
11,845 

15.000 
6,594 

$142,543 


COUNCIL   ON   CRIMINAL  JUSTICE 


Executive  officer 

Sr  stenographer 

Totals,  Authorized  Positions 


SALARY  RANGE 
$20,000 
505-614 


$20,000 
6,060 


$20,000 
6,360 


$26,060 


$26,360 


566 


MILITARY  AFFAIRS . 


MILITARY 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (»ijlU (inth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 
56 

57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


COMMANDING   GENERAL'S  OFFICE 

Adjutant  general 

Warrant  off  W-3 — aide  &  auto  eqnipt 

opr 

Warrant  off  W-2 — aide  &  auto  eqnipt 

opr 

Master  sgt  E-S — command  sgt  major. 
Sgt  first  class  E-7  command  sgt  major 
Secretary  II 

Totals,  Authorized  Positions 

Military 

Nonniilitary    


HEADQUARTERS  STAFF 

Executive : 

Brigadier     general — asst      adjutant 

general  

Colonel — inspector   general    

Lieutenant  colonel — aide  de  camp 

Major — intelligence  oflScer 

Special  representative   

Stenographer   II    

Recruiting  and  Information  Section  : 

Lieutenant   colonel — -chiet 

Major — chief    

Chief  warrant  off  2 — recruiting 

Stenographer  II 

Ofiice   of   Emergency   Plans   &   Opera- 
tions: 

Civil  defense  operations  officer 

Civil  defense  signal  officer 

Teletypewriter  operator 

Office  of  Comptroller : 

Accounting  officer  IV 

Captain — budget  officer 

Chief  warrant  off  W-4 — acct 

Accounting  technician 

Sr  clerk 

Stenographer  II  

Clerk-typist    II    

Office  of  Administration : 

Colonel — chief    

Lieutenant  colonel — exec  off 

Temporary  help 

Military  Personnel  Branch : 

Lieutenant  colonel — chief 

Major — air  force  personnel 

Captain — army  off  personnel  sect 

Chief    warrant    off   W3 — army    en- 
listed personnel  sect 

Master  sgt  E-7 — adm  tech.   air 

Tech  sgt  E-6 — personnel  tech,  air 

Staff  sgt  E-6 — personnel  cU;,  army 

Sr    clerk-typist    

Stenographer   II    

Clerk-typist    II    

Military  Administration  Branch  : 

Major — chief    

Captain — reports  &  publications 

First  lieutenant — asst  admin  off 

Second  lieutenant — asst  admin  off  _ 
Chief  warrant  off  W4— directives  & 

distribution     

Sgt  first  class  E-7 — mail  &  distribu- 
tion     

Staff  sgt  E-6 — mail  &  distribution.. 

Sr    clerk-typist    

Sr  file  clerk 

Duplicating  machine  operator  II 

Stenographer  II  

Clerk-typist  II 

File  clerk   II 

Clerk  II   

Clerk-typist  I 


S.iLART  EANGE 

1 

1 

1 

$1,716-2,284 

$27,412 

$27,412 

- 

- 

1 

639-912 

- 

9,576 

1 

0.2 

1 

1 

1 
1 

1 

1 

572-807 
683-863 
498-791 
644-783 

8,696 

9,495 
9,396 

$54,999 

45,603 

9,396 

10,352 
9,396 

3.2 

2.2 

1 

4 
3 
1 

4 
3 
1 

$45,072 

36,336 

8,136 

$56,736 

47,3-iO 

9,396 

1 

1 

1 

$1,321-1,812 

$21,743 

$21,743 

1 

1 

1 

1,012-1,.591 

19,093 

19,093 

1 

1 

1 

841-1,326 

15,907 

15,907 

0.4 

1 

1 

729-1,130 

13,558 

13,558 

1 

1 

1 

1,273 

15,276 

15,276 

1 

1 

1 

446-543 

6,516 

6,516 

_ 

1 

1 

841-1,326 

15,907 

15,907 

1 

_ 

_ 

729-1,130 

- 

- 

1 

1 

1 

572-807 

9,679 

9,679 

0.8 

1 

1 

446-543 

5,605 

5,881 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

1 
J. 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

457-556 

6,672 

6,672 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

0.9 

1 

1 

676-988 

11,719 

11,850 

1 

1 

1 

700-1,059 

11,860 

11,963 

1 

1 

1 

492-599 

7,188 

7,188 

9 

2 

9 

492-599 

14,376 

14,376 

1.9 

1 

1 

446-543 

6,516 

6,516 

3.2 

4 

4 

415-505 

23,347 

23,687 

1 

1 

1 

1,012-1.591 

19,093 

19,093 

1 

1 

1 

841-1,326 

15,907 

15,907 

0.4 

0.4 

0.4 

(1,840) 

2,054 

2,054 

09 

1 

1 

841-1,326 

15,907 

15,907 

1 

1 

1 

729-1,130 

13,558 

13,558 

1 

1 

1 

651-975 

11,706 

11,706 

1 

1 

1 

639-912 

10.214 

10,340 

1 

1 

1 

498-791 

8.700 

9,230 

1 

1 

1 

452-627 

7,207 

7,285 

07 

1 

1 

452-627 

7,417 

7,443 

1 

1 

1 

492-599 

7,188 

7,188 

o 

9 

2 

446-543 

12.928 

13,032 

9.8 

10 

10 

415-505 

59,036 

59,881 

1 

1 

1 

729-1,130 

13,558 

13,558 

1 

1 

1 

676-9SS 

11,855 

11,855 

1 

567-769 

— 

10,143 

1 

1 

501-632 

8,502 

- 

1 

1 

1 

700-1,059 

11,654 

11,679 

1 

1 

498-791 

8,700 

8,700 

1 

452-627 

_ 

_ 

1 

1 

1 

492-559 

7,188 

7.188 

1 

1 

1 

492-599 

7,188 

7.188 

1 

1 

1 

457-556 

6,672 

6.672 

1 

1 

1 

446-543 

5,980 

6,490 

4 

4 

4 

415-505 

23,120 

23.683 

1 

1 

1 

41.5-505 

5,5-53 

5.835 

2.8 

4 

4 

41.5-505 

22,380 

22,890 

2.9 

2 

2 

377-^57 

9,660 

10,140 

MILITARY  AFFAIRS 
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MILITARY — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       (*glh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


HEADQUARTERS  STAFF— Continued 

Administrative  Services  Braucli : 

Tab  operations   supvr   I 1 

Sr  tab  mach  opr 1 

Key  punch  operator 1 

Clerk   II    1 

Sergeant  E-5 — training  aids 0.1 

Personnel  Management  Branch : 

Supervising   clerk   I 1 

Sr   clerk      1 

Stenographer   II    1 

Deputy     Adjutant     General — Army 
Division : 

Brigadier   general — deputy 1 

Colonel — executive  officer 1 

Sr  stenographer 1 

United  States  Property  and  Fiscal 
Office: 

Lieut  colonel — chief  supply  off 1 

Major — chief  special  services 

branch   1 

Sgt  first  class  B-7 — sr  elk 1 

Staff  sgt  E-6 — supply  elk 1 

Organization  and  Training  Branch  : 

Lieutenant  colonel — chief 1 

Major — operations  &  trng  staff  off 1 

Captain — asst  operations  &  trng  off  1 
Chief  warrant  off  W-2 — admin  asst, 

CMA    1 

Stenographer  II 0.9 

Clerk-typist  II 1 

Facilities  ISraneh : 

Lieutenant  colonel — chief 1 

Lieutenant  colonel — exec  off 1 

Major — engrng  service  off 1 

Captain — engrng  asst 1 

Storekeeper  III 1 

Storekeeper  II 1 

Storekeeper  I 2 

Sr  clerk-typist 1 

Sr  clerk 0.9 

Sgt  first  class  B-7 — chief  elk 

Staff  sgt  E-6— chief  elk 1 

Staff  sgt  E-6 — asst  warehouse  fore- 
man      1 

Staff  sgt  E-6 — rehab  supvr 1 

Staff  sgt  E-6 — auto  supvr 1 

Stock  clerk 1 

Sgt  E-5 — supply  &  maint 4.3 

Stenographer  II 2 

Clerk-typist  II 2.7 

Deputy  Adjutant  General — Air  Force 
Division  : 

Brigadier   general — deputy   1 

Colonel — executive  officer 1 

Master    sgt    E-7 — data    services    & 

analysis  supt - 

Tech  sgt  E-6 — data  services  &  anal- 
ysis supt 0.3 

Sr  stenographer 1 

Operations  and  Training  Branch : 

Lieutenant   colonel — chief    1 

Major — operations  staff  officer 1 

Materiel  Branch : 

Lieutenant   colonel — chief    1 

Captain — aircraft   maint   staff  off 1 

Plans  and  Programs  Branch  : 

Lieutenant   colonel — chief    1 

Major — program  staff  officer 1 

Totals,    Authorized   Positions 116.9 

Military 51.6 

Nonmilitary    65. S 


SALARY  RANGE 

1 
1 
1 
1 
1 

614-746 
530-644 
42.5-517 
415-505 
411-556 

8,952 

7,728 
5,8S1 
6,000 
6,432 

8,952 
7,728 
6,179 
6,060 
6,445 

1 
1 

1 

576-692 
492-599 
446-543 

8,304 
7,188 
6,516 

8,304 
7,188 
6,516 

1 
1 

1 

1,321-1,812 

1,012-1,591 

505-614 

21,743 

19,093 

7,368 

21,743 

19,093 

7,368 

1 

841-1,326 

15,907 

15,907 

1 
1 

1 

729-1,130 
498-791 
452-627 

13,558 
9,495 
7,526 

13,558 
9,495 
7,526 

1 
1 

1 

841-1,326 
729-1,130 

676-988 

15,907 
13,558 
11,702 

15,907 
13,558 
11,885 

1 
1 
1 

572-807 
446-543 
415-505 

9,244 
6,516 
6,060 

9,377 
6,516 
6,060 

1 
1 

1 
1 
1 
1 
2 
1 
1 
1 

841-1,326 

841-1,326 

729-1,130 

567-1,001 

676-821 

614-746 

530-644 

492-599 

492-599 

498-791 

452-627 

15,907 

15,907 

13,558 

12,006 

9,852 

8,844 

15,456 

7,188 

7,188 

7,404 

15,907 
15,907 
13,558 
12,006 

9,852 

8,952 

15,456 

7,188 
7,188 
8,062 

5 
2 

3 

1 
1 
1 
1 
5 
2 
3 

452-627 
452-627 
452-627 
452-627 
411-556 
446-543 
415-505 

7,526 

7,526 

7,526 

7,526 

31,311 

13,032 

17,384 

7,526 

7,526 

7,526 

7,526 

31,397 

13,032 

17,650 

1 

1 

1 
1 

1,321-1,812 
1,012-1,591 

21,743 
18,878 

21,743 
19,093 

- 

1 

498-791 

- 

8,062 

1 
1 

1 

4.52-627 
505-614 

7,351 
6,896 

7,248 

1 
1 

1 
1 

1,031-1,.571 
899-1,370 

18,847 
16,260 

18,847 
16,438 

1 
1 

1 
1 

841-1,326 
676-988 

15,907 
11,855 

1.5,907 
11,855 

1 
1 

1 
1 

1,031-1,571 
729-1,230 

18,847 
13,.558 

18,847 
13,.558 

121.4 
55 
664 

121.4 
55 
664 

$1,034,245 
605,662 
42S,5SS 

$1,152,414 
689,526 
462,888 

$1,162,185 
69-',,S63 
467,822 

568 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aiith.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ARMY   INSTALLATIONS 

Armories : 

Captain — area  officer 6 

Armory  custodian  III 4.9 

Armory  custodian  II 16 

Armory  custodian  I 103.9 

Janitor    26.3 

Maintenance  mechanic 6 

Building  maintenance  man 8 

Groundsman 2.2 

Laborer 1.7 

Temporary  help 2.7 

Overtime 2.5 

Totals,  Authorized  Positions  _ 

Military 

Nonmilitary    


AIR   BASES 

Armory  custodian  III 

Armory  custodian  II 

Armory  custodian  I 

Maintenance  mechanic 

Stationary  engineer 

Carpenter  I   

Stationary  fireman 

Building  maintenance  man 

Laborer 

Guard  &  janitor 

Janitor    

Temporary  help 

Overtime 

Totals,  Authorized  Positions 47.3 

Nonmilitary    Jit.S 


NATIONAL  GUARD 
ORGANIZATIONS 

Ground  Force  Organizations : 

Colonel — commander     

Colonel — executive  officer 

Chief  warrant  officer  W-3 

Staflf  sgt  E-6  adm  dk 

Air  Force  Units : 

Colonel- — adm  off 

California  Military  Academy : 

Weekend  training  phase 

Members  of  National  Guard  on  active 
duty   

Emergency  active  duty 

Reimbursements  hy  federal  government 

Totals,  Authorized  Positions 

Military 

CAMP  SAN   LUIS  OBISPO 

Lieut  colonel — camp  commander 

Supervisor  of  building  trades 

Janitor    

Plumber   II    

Electrician   II    

Carpenter  II 

Maintenance  mechanic 

Refrigeration  engineman 

Heavy  equipment  mechanic 

Institution  fireman 

Building   maintenance  man    

Laborer   

Stenographer  II   

Temporary  help 

Totals.  Authorized  Positions 

Military 

Nonmilitary    


6 

5 

16 

109 

29 

6 

8 

2 

1 

3.6 

3.5 


6 

5 

16 

109 

29 

6 

8 

2 

1 

3.6 

3.5 


SALARY  RANGE 

$676-1,001 
614-746 
505-614 
457-556 
415-505 
728-801 
584-644 
505-584 
505-556 
(15,393) 
(13,524) 


$71,281 

42,416 

117,588 

706,522 

168,924 

56,868 

61,344 

13,394 

6,672 

19,746 

19,564 


50.3 

50.3 


50.3 
50.S 


$317,999 
317,999 


$356,088 
S56,0S8 


$71,281 

43,648 

117,888 

715,905 

172,070 

57,302 

61,824 

13,708 

6,672 

19,746 

19,564 


180.2 

189.1 

189.1 

$1,166,106 

$1,284,319 

$1,299,608 

6 

6 

6 

66,7SS 

71,281 

71,281 

174.2 

183.1 

1SS.1 

1,099,318 

1,213,038 

1,228,327 

5 

5 

5 

$614-746 

$43,420 

$44,256 

4.3 

5 

5 

505-614 

34,728 

35,352 

8.7 

10 

10 

457-556 

63,639 

64,509 

1 

1 

1 

721-801 

9,612 

9,612 

1 

1 

1 

692-764 

9,060 

9,168 

1 

1 

1 

692-764 

9,168 

9,168 

2.8 

3 

3 

628-692 

24,912 

24.912 

2.4 

3 

3 

584-644 

22,644 

23,004 

7 

7 

7 

505-556 

46,704 

46,704 

12 

12 

12 

457-556 

79,240 

79,856 

2 

2 

2 

415-505 

11,970 

12,120 

_ 

0.2 

0.2 

(-) 

612 

612 

0.1 

0.1 

0.1 

(76) 

379 

379 

$359,652 
359,652 


1 

1 

1 

$1,012-1,591 

$19,093 

$19,093 

1 

1 

1 

1,012-1,591 

19,093 

19,093 

2 

2 

2 

639-912 

20,843 

20,981 

0.7 

- 

- 

452-627 

- 

- 

1 

1 

1 

1,012-1,591 

18,449 

19,093 

2.8 

2.9 

2.9 

(22,907) 

28,072 

28,072 

_ 

0.4 

0.4 

(285) 

3,576 

3,576 

1.3 

- 

— 

(10,372) 

9,689 

9,689 

-1 

-1 

-1 

(-17,720) 
$91,937 

-17,720 
$101,095 

-17,720 

8.8 

7.3 

7.3 

$101,877 

S.S 

7.3 

7.3 

91,937 

101,095 

101,877 

1 

1 

$841-1,326 

$15,907 

$15,907 

1 

1 

801-927 

11,124 

11,124 

0.9 

1 

415-505 

5,100 

5,352 

1.1 

1 

764-842 

10,104 

10,104 

1 

1 

764-842 

10,104 

10,104 

1 

1 

728-801 

9,464 

9,612 

1 

1 

728-801 

9,612 

9,612 

1 

1 

692-764 

9,168 

9,168 

1 

1 

710-783 

9.396 

9,396 

3.5 

4 

599-728 

34,112 

34,656 

0.9 

1 

584-644 

7,728 

7,728 

1 

1 

505-556 

6,672 

6,672 

1 

1 

446-543 

6,334 

6.516 

0.2 

0.5 

0.5 

(1,231) 
$132,117 

3,241 
$148,066 

3,241 

15.6 

16.5 

16.5 

$149,192 

1 

1 

1 

V,,S7S 

15,907 

15,907 

14.6 

15.5 

15.5 

117,244 

132,159 

133,285 

MILITARY  AFFAIRS 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Aulh.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
62 
53 
54 
65 
56 
67 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


FIELD  TRAINING  SITE 

Overtime     0.1  0.3  0.3 

Totals,  Authorized  Positions 0.1  0.3  0.3 

Nonmilitary    0.1  0.3  0.3 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS     

Military 

Nonmilitary    


Major — coordinator      

Captain — coordinator     

Warrant  officer — supply  technician 

Totals,  Authorized  Positions  — 
Military 


SALARY  RANGE 
($1,161) 

$1,161 
1,161 


$2,707 


$2,707 


$2,707 

2,707 


$2,707 

2,707 


372.1 
69.6 

S02.5 

3S8.9 

7S.S 

316.6 

388.9 

72.S 

316.6 

$2,788,637 

815,596 

1,973,041 

$3,099,688 

923,412 

2,176,276 

$3,131,957 

930,768 
2,201,189 

CALIFORNIA  CADET  CORPS 

1 

1.7 

1 

1 
1.7 

1 

1 
1.7 

1 

$729-1,130 
676-988 
495-728 

$13,558 

19,478 

8,732 

$13,558 

20,092 

8,732 

3.7 
S.7 

3.7 
3.7 

3.7 
3.7 

$38,873 
S8,S73 

$41,768 
41,768 

$42,382 
42,382 

570 


REGULATION  AND  LICENSING 


DEPARTMENT   OF   ALCOHOLIC   BEVERAGE   CONTROL 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FilJEd)      (ADth.)      (tgtk.j 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 

1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


HEADQUARTERS 

Administration : 

Director     

Deputy   director 

Asst  director   

Adm  service  officer  II 

Chief   special    agent 

Investigative   auditor   

Supvng  special  investigator— 

Adm    asst   I 

Special   investigator  

Secretary    II    

Sr    clerk-typist    

Storekeeper  I  

Stock  clerk 

Stenographer   II   

Clerk-typist  II 

Clerk  II   

Accounting : 

Accounting  officer  III 

Accounting   officer  II 

Accounting   technician 

Sr  account  clerk 

Account  clerk  II 

Clerk-typist  II 

Clerk  II 

Personnel : 

Assoc  personnel  analyst 

Asst   personnel   analyst 

Sr  clerk-typist 

Stenographer   I   

Clerk-typist  II 

Fair  Trade  and  Price  Posting  : 

Tax  representative 

Sr  clerk-typist 

Stenographer   I   

Clerk-typist  11 

Clerk  II 

Hearing  and  Legal : 

Principal    counsel   

Associate   counsel 

Asst  counsel 

Jr  counsel 

Supvng  clerk  I 

Sr  legal  stenographer 

Sr  stenographer 

Sr  clerk-typist 

Stenographer  II   

Stenographer   I 

Clerk-typist    II 

Clerk  II 

Licensing : 

Office  supervisor  I 

Supvng  clerk  II 

Tax  representative 

Supvng  file  clerk  I 

Sr  clerk 

Sr  clerk-typist  

Stenographer  II 

Clerk-typist  II 

Clerk-tvnist  I  

Clerk  II   

Clerk  I  

Temporary  help 

Totals,  Authorized  Positions  . 


FIELD  OPERATIONS 


SALARY  RANGE 

1 

1 

1 

§23,625 

123,625 

?23,625 

1 

1 

1 

1,626-1,882 

22,584 

22.5S4 

0.5 

1 

1 

1,475-1.793 

18,576 

19.512 

1 

1 

1 

1,213-1.475 

17,700 

17,700 

0.1 

_ 

- 

1,100-1.337 

— 

— 

_ 

1 

1 

1,048-1.278 

12.576 

13.200 

9  9 

1 

1 

863-1.048 

12.576 

12.576 

1 

1 

1 

7S3-950 

11,400 

11,400 

1.1 

1 

1 

710-S63 

8,520 

8,952 

1 

1 

1 

644-7S3 

9.396 

9.396 

1 

1 

1 

492-599 

5,902 

6.204 

1 

1 

1 

530-676 

7,728 

7.728 

1 

1 

1 

4S0-5S4 

6,756 

7,008 

0.5 

1 

1 

446-543 

5,628 

5,904 

0.4 

0.4 

0.4 

415-530 

2,064 

2.167 

1 

1 

1 

415-505 

6,060 

6,060 

0.9 

1 

1 

950-1.155 

12,526 

13.148 

0.1 

_ 

— 

783-950 

_ 

— 

1.4 

2 

2 

492-599 

13,320 

18.872 

9 

9 

2 

492-599 

14.376 

14.376 

2.5 

2 

2 

415-505 

11,820 

12.120 

4 

4 

4 

41.5-530 

28.537 

23.965 

1 

1 

1 

415-505 

6,060 

6,060 

0.6 

1 

1 

950-1.155 

9.978 

11,976 

0.3 

_ 

_ 

78.3-950 

— 

- 

1 

1 

1 

492-599 

7,188 

7.188 

1 

1 

1 

405-i92 

5.490 

5.766 

0.4 

0.6 

0.6 

415-580 

3.096 

3,251 

0.4 

0.4 

0.4 

644-783 

3.758 

3,758 

0.4 

1 

1 

492-599 

6.656 

6,992 

0.8 

_ 

_ 

40.5-192 

— 

— 

2 

2 

2 

415-530 

10.860 

11,412 

2 

2 

2 

415-505 

12,120 

12,120 

0.9 

1 

1 

1,548-1.882 

19,434 

20,414 

0.6 

3 

3 

1,213-1,475 

40,371 

47,552 

0.7 

_ 

_ 

905-1,100 

— 

— 

0.7 

_ 

„ 

7.83-950 

_ 

— 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

543-660 

7.920 

7,920 

0.5 

1 

1 

505-614 

7.36.8 

7.368 

2 

2 

9 

492-599 

14,876 

14,376 

9 

2 

2 

446-543 

11.187 

11,745 

_ 

1 

1 

40.5-492 

5.490 

5.766 

3.9 

4 

4 

41.5-530 

23.647 

23,987 

1 

1 

1 

415-505 

6,060 

6,060 

1.1 

1 

1 

783-950 

10,104 

10.608 

1 

1 

1 

660-801 

7,920 

8,304 

0.6 

0.6 

0.6 

644-783 

5,638 

5,638 

1 

1 

1 

571-692 

8.304 

8.304 

1.4 

1 

1 

492-599 

7,188 

7,188 

1.5 

2 

2 

492-599 

13.548 

13,872 

1 

1 

1 

446-543 

6,516 

6.516 

12.1 

12 

12 

415-530 

70,305 

71.5.51 

1 

1 

377-157 

5,100 

5,352 

3.6 

2 

9 

41.5-505 

11,895 

12,120 

1 

1 

359-435 

5.100 

5,3.52 

0.6 

0.4 

0.4 

(2.808) 

2.5.50 

2.550 

72.8 


76.4 


76.4 


$.544,081 


■sorthern  and  Southern  Division  : 

Administration : 

Asst   director 

2.5 

2 

9 

Sl.47.5-1.793 

2.5 

4 

3 

4 

3 

1.213-1.475 

Asst  .irea  .irtministrntnr 

1.15-5-1.405 

Asst  counsel 

2.5 

5 

5 

90.5-1.100 

Supvng  special  investigator 

1.3 

2 

2 

S63-1.04S 

Jr  counsel 

0.3 

— 

— 

783-950 

Special  investigator 

1.3 

3 

3 

710-863 

Sr  stenooraphpr 

1 

1 

1 

50-5-614 

Stenographer  II 

1.7 

3 

3 

446-543 

Stenographer  I 

1 

1 

1 

40.5-^92 

Clerk-tvpist  II 

2.2 

3 

3 

415-530 

$610,201 


$630,867 


§37,308 

$39,188 

48.510 

51.604 

67.440 

67.440 

61.070 

64.490 

25,152 

25,152 

31,068 

31.068 

7.368 

7,368 

17,680 

18,234 

5.226 

5.490 

16,839 

17,385 

REGULATION  AND  LICENSING 

DEPARTMENT  OF  ALCOHOLIC  BEVERAGE  CONTROL — Continued 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIed)      (Auih.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


FIELD  OPERATIONS— Continued 

Northern  and  Southern  Division — 
Continued 
District  Offices : 

District  supervisor 19 

Supvng  special  investigator 35.5 

Special  investigator 196.3 

Investigator  trainee 6.7 

Sr  stenographer 12.2 

Sr  clerk-typist 3 

Sr  clerli 2 

Janitor — part-titae    0.4 

Stenographer  II 36.1 

Stenographer   I   1 

Clerk-typist  II 16.9 

Clerk-typist  I 4 

Clerk  II   1 

Temporary  help 1 

Government  intern 1 

Temporary  help — special 

consultant     0.6 


SALARY  RANGE 

19 

19 

998-1,213 

276,564 

276,564 

37 

37 

863-1,048 

459,610 

461,724 

207 

207 

710-863 

2,052,722 

2,085,237 

— 

_ 

614-710 

— 

— 

12 

12 

505-614 

88,176 

88,416 

3 

3 

492-599 

21,564 

21,564 

2 

2 

492-599 

14,376 

14,376 

0.4 

0.4 

415-505 

2,273 

2,273 

35 

35 

446-543 

223,908 

226,485 

1 

1 

405-492 

5,490 

5,766 

17 

17 

415-530 

100,340 

102,160 

4 

4 

377^57 

24,540 

24,540 

1 

1 

415-505 

6,060 

6,060 

1 

1 

(5,600) 

5,600 

5,600 

2.6 

2.6 

(4,187) 

10,000 

10,000 

(8,298) 


Totals,  Authorized  Positions 

AUTHORIZED 


357 


369 


369 


GRAND      TOTALS 
POSITIONS    — 


429.8      445.4      445.4 


$3,321,876 


$3,865,957 


$3,608,884 


$4,219,085 


$3,658,184 


$4,289,051 


ALCOHOLIC   BEVERAGE  CONTROL   APPEALS   BOARD 


Chairman    111 

Board  member 2  2  2 

Chief  counsel  and  executive  officer 111 

Sr  counsel 111 

Sr  legal  stcnogi-apher 2  2  2 

Sr  legal  typist 0.2 

Temporary  help 0.1  -  - 

Totals,  Authorized  Positions 7.3  7  7 


SALARY  RANGE 

$15,225 

14,700 

1,548-1,882 

1,337-1,626 

543-660 

543-660 

(544) 

$94,820 


$15,225 
29,400 
19,434 
19,512 
14,444 


$15,225 
29,400 
20,414 
19,512 
15,064 


$98,015 


$99,615 


STATE   BANKING   DEPARTMENT 


ADMINISTRATION 

Supt  of  banks   

Chief  deputy  superintendent 

Deputy  superintendent 

Assoc  counsel 

Banking  economist 

Secretary  I  

Accountant  I 

Sr  legal  steno 

Sr  steno 

Steno  II  

Clerk-typist  II 

Clerk  II   

Account  clerk  II 

Clerk-typist   I    

Totals,  Authorized  Positions 20.8 


ENFORCEMENT  OF  BANKING   LAWS 


SALARY  RANGE 

1 

1 

1 

$25,725 

$25,725 

$25,725 

1 

1 

1 

1,626-1,976 

23,712 

23,712 

o 

2 

2 

1,475-1,793 

41,520 

42,522 

1 

1 

1 

1,213-1,475 

15,852 

16,656 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

584-710 

8,520 

8,520 

0.9 

1 

1 

584-710 

7,338 

7,698 

1 

1 

1 

543-660 

7,632 

7,920 

0.7 

1 

1 

505-614 

6,672 

7,008 

2 

2 

9 

446-543 

13,032 

13,032 

5.8 

6 

6 

415-530 

34,168 

35,338 

1.9 

9 

2 

415-505 

12,120 

12,120 

1 

1 

1 

415-505 

5,160 

5,418 

0.5 

1 

1 

377-457 

4,740 

4,980 

22 


22 


$201,801 


$223,051 


$227,509 


Chief  bank  examiner 
Bank  examiner  IV 

Bank  examiner  III 

Bank  examiner  II 

Bank  examiner  I   

2 
11.6 
16 
30.6 

0.1 

2 
12 
16 
31 

2 

2 
12 
16 
31 

2 

$1,337-1,626 

1,155-1,405 

950-1,155 

783-950 

614-746 

$39,024 
197,412 
215,176 
335,541 
15,694 

$39,024 
199,920 
218,656 
343,563 
16,476 

Totals,  Authorized  Positions 

60.3 

63 

63 

$727,313 

$802,847 

$817,639 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS 

81.1 

85 

85 

$929,114 

$1,025,898 

$1,045,148 

572 


REGULATION  AND  LICENSING 


DEPARTMENT   OF   CORPORATIONS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aath.)      Quth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Commissioner 1  1 

Chief  deputy  commissioner 0.9  1 

Asst  commissioner 3  3 

Chief  corporation  examiner 0.8  1 

Sr  corporations  counsel 11.4  11 

Corporations  counsel  III 21.9  24 

Supvng  corporation  examiner  II 4  3 

Mining  and  petroleum  engineer 1  1 

Supvng  corporation  examiner  I 8  8 

Supvng  special  investigator  II 2  2 

Corporation  examiner  III 27  27 

Administrative  asst  II 1  1 

Corporations  counsel  II 11.1  14 

Supvng  special  investigator  I 2  2 

Hearing  reporter 1.2  2 

Office  supvr  I -  1 

Corporation  examiner  II 73.9  80 

Accounting  officer  II 0.7  1 

Jr  counsel 7.7  4 

Sr  special  investigator 7  7 

Student  legal  asst 1.1  1 

Special   investigator   12.8  13 

Secretary  II 1  1 

Supvng  legal  steno  I 0.8  1 

Auditor  I   7.2  4 

Supvng  steno  I 1.2  2 

Accountant  I 0.9  1 

Supvng  clerk  I    2  2 

Supvng  clerk-typist  I 1  1 

Sr  legal  typist 2.9  3 

Sr  legal  steno   23.9  28 

Sr  steno   2  2 

Fiscal  student  trainee 0.2  - 

Sr  clerk 9.3  12 

Sr  clerk-typist 4.2  4 

Personnel  asst  I 0.2  1 

Sr  file  clerk 3  3 

Sr  account  clerk 1  1 

Legal  steno 10.8  12 

Steno  II 10.8  10 

Clerk-typist  II 39.8  41 

Clerk   II   18.9  20 

Pile  clerk  II 2  2 

Account  clerk   II   1.9  2 

Steno  I  0.7  1 

Clerk-typist  I 0.7  2 

Clerk   I   0.3  1 

Temporary  help -  1.2 

Totals,  Authorized  Positions 


1 

1 

3 

1 
11 
24 

3 

1 

8 

2 
27 

1 
14 

2 

2 

1 
80 

1 

4 

7 

1 
13 

1 

1 

4 

2 

1 

2 

1 

3 
28 

2 

12 

4 

1 

3 

1 
12 
10 
41 
20 

2 

2 

1 
2 
1 
1.2 


SALARY  RANGE 

,$25,725 

1,626-1,976 

1,548-1.882 

1,405-1,708 

1,337-1,626 

1,213-1,475 

1,15.5-1,405 

1,100-1,337 

1,048-1,273 

998-1.213 

9.50-1.155 

950-1.155 

905-1,100 

863-1,048 

842-1,023 

783-950 

783-950 

7S.3-9.50 

783-950 

7S3-950 

480-863 

710-863 

644-783 

628-764 

644-746 

584-710 

584-710 

571-692 

571-692 

543-660 

543-660 

505-614 

480-614 

492-599 

492-599 

492-599 

492-599 

492-599 

469-571 

446-543 

415-530 

415-505 

415-505 

415-505 

405-492 

377-457 

359-435 


$25,725 

23,712 

67,396 

18,357 

214,476 

392,868 

50,376 

16,044 

122,028 

29,112 

365,091 

13,148 

161,520 

25,152 

20,208 

9,396 

859,338 

9,978 

39,444 

77,544 

5,760 

127,276 

8,146 

8,484 

32,976 

15,528 

7,338 

16,576 

S,304 

21,571 

211,789 

14,736 

82,246 

26,796 

7,188 

19,294 

6,204 

76,926 

59,450 

237,449 

113,204 

11,613 

10,745 

5,163 

9,318 

4,452 

6,796 


$25,725 
23,712 
67,752 
19,278 

214,632 

408,170 
50,580 
16,044 

122,208 
29,112 

369,871 
13,805 

168,278 

25,152 

21,216 

9,852 

879,396 

10,482 

41,424 

78,552 

6,060 

130,516 

8,556 

8,916 

34,524 

15,888 

7,698 

16,608 

8,304 

22,629 

215,541 
14,736 

83,504 

27,628 

7,188 

19,936 

6,516 

78,726 

61,448 

243,398 

116,126 

11,895 

11,287 

5,421 

9,780 

4,668 

6,796 


346.2 

366.2 

366.2           $3,331,918          $3,696,241 

$3,779,534 

DSSTRICTS 

SECURITIES  COMMISSION 

SALARY  RANGE 

_ 

_ 

$50  day 

$3,000 

$3,000 

1 

1 

1            1,548-1,882 

22,584 

22,584 

1 

1 

1            1,337-1,626 

19,512 

19,512 

2 

9 

2            1,155-1,405 

32,904 

33,720 

1 

1 

1               998-1,273 

14,208 

14,556 

2 

2 

2               998-1,213 

28,996 

29,112 

1 

1 

1               950-1,155 

13,860 

13,860 

1 

1 

1                  783-950 

11,265 

11,400 

1 

1 

1                   505-614 

7,343 

7.36« 

- 

1 

1                   446-543 

5,490 

5,766 

1.2 

2 

2                 415-530 

11,210 

11,712 

- 

0.1 

0.1 

450 

450 

Commission  member   (3)   per  diem- 
Executive  secretary  

Asst  executive  secretary 

Sr  engineer 

Assoc  civil  engineer 

Assoc  hyd  engineer 

Governmental  auditor  III 

Administrative  asst  I 

Sr   steno   

Steno  11 

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 


11.2 


13.1 


13.1 


$148,087 


$170,822 


$173,040 


MOiiSE   RACING   BOARD 


Secretary    

Chief  investigator 

Asst  secretary 

Race  track  investigator 

Racing  license  clerk 

Accounting  technician 

Steno  II 

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions  _. 


SALARY  RANGE 

1 

1 

1 

$14,700 

$14,700 

$14,700 

1 

1 

1 

998-1,213 

13,148 

13,805 

1 

1 

1 

950-1,1.55 

13,860 

13,860 

6.2 

8 

8 

783-950 

86,466 

91,020 

4.9 

6 

6 

543-660 

44,584 

45,372 

1 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

446-543 

13,032 

13,032 

1.4 

3 

3 

415-530 

15,718 

16,505 

0.7 

0.2 

0.2 

(3,599) 

831 

S31 

19.2 


23.2 


23.2 


$166,497 


$209,527 


$216,313 


REGUI^TION  AND  LICENSING 
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DEPARTMENT   OF   INSURANCE 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIII.d)      (t.lh.)      (>.!>.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATION   DIVISION 

Insurance  commissioner 1 

Chief  deputy 1 

Chief  assistant 1 

Chief  actuary 1 

Actuary 1 

Sr  conservation  &  liquidation  officer 1 

Administrative  service  officer  I 1 

Insurance  officer  IV 2 

Accounting  officer  II 1 

Insurance   officer  III 1.2 

Insurance  officer  II 3.4 

Secretary  II 1 

Secretary    I    2.2 

Accountant  I 2 

Supervising   clerk   I 1.4 

Sr  stenographer 2 

Sr   clerk    2.5 

Sr  clerk-typist 2.5 

Sr  file  clerk 0.1 

Sr  cashier-clerk 1 

Accounting  technician   2 

Stock    clerk    2 

Duplicating  machine  operator  II 1 

Stenographer  II 3.5 

Clerk-typist  II 6.4 

Clerk  II   4.5 

Telephone  operator 1.7 

Clerk-typist  I 0.4 

Temporary  help 0.9 

Totals,   Authorized   Positions 51.7 


RATE   REGULATION   DIVISION 

Division   chief   

Supervising  insurance  rate   analyst- 
Insurance  rate  analyst  IV 

Insurance  rate  analyst  III 

Insurance  rate  analyst  II 

Stenographer  II  

Clerk-typist  II 

Totals,   Authorized  Positions 17.6 


LEGAL  AND  COMPLIANCE  DIVISION 


SALARY  RANGE 

1 

1 

$25,725 

$25,725 

$25,725 

1 

1 

(1,626-1,976) 

21,694 

22,772 

1 

1 

(1,626-1,976) 

23,712 

23,712 

1 

1 

(1,548-1,882) 

22,584 

22,584 

1 

1 

(1,273-1,708) 

18,576 

18,576 

1 

1 

(1,337-1,626) 

19,512 

19,512 

1 

1 

(1,048-1,273) 

15,276 

15,276 

2 

2 

(863-1,048) 

25,152 

25,152 

1 

1 

(783-950) 

11,400 

11,400 

2 

2 

(783-950) 

20,796 

21,252 

4 

4 

(710-863) 

40,092 

41,064 

1 

1 

(644-783) 

9,396 

9,396 

3 

3 

(584-TlO) 

25,560 

25,560 

0 

2 

(584-710) 

16,530 

17,040 

1 

1 

(571-692) 

7,696 

8,080 

2 

2 

(.505-614) 

14,556 

14,736 

2 

2 

(492-599) 

14,376 

14,376 

2 

2 

(492-599) 

13,844 

14.348 

1 

1 

(492-599) 

5,904 

6.204 

1 

1 

(492-599) 

7,188 

7,188 

2 

2 

(492-599) 

14,376 

14,376 

2 

2 

(480-584) 

14,016 

14,016 

1 

1 

(4.57-556) 

6,060 

6,360 

3 

3 

(446-543) 

18,522 

18,798 

6 

6 

(415-.530) 

34,786 

35,635 

4 

4 

(415-505) 

22,110 

22,868 

o 

2 

(415-505) 

11,160 

11,412 

1 

1 

(377-457) 

4,650 

4,880 

0.9 

0.9 

- 

4,028 

4,028 

52.9 


52.9 


$450,779 


$489,277 


18 


18 


$214,187 


$234,714 


Division  chief 1 

Supervising  insurance  counsel 3 

Associate  counsel 9.4 

Supervising  insurance  officer 4 

Assistant  counsel 7.4 

Insurance  officer  IV 10.9 

Hearing  reporter 1.7 

Insurance  officer  III  a 22.1 

Insurance  officer  II  a 16.5 

Supervising  stenographer  I 1 

Senior  legal  stenographer 2.8 

Law  indexer 1 

Senior  stenographer   3.5 

Senior  clerk    1.1 

Legal  stenographer 1.3 

Stenographer  II    5.6 

Clerk-typist  II 18.7 

Clerk  II    1.1 

Temporary  help 2.3 

Totals,  Authorized  Positions 114.4 

For  footnotes  see  the  end  of  this  agency  presentation, 


$496,326 


0.3 

1 

1 

($1,40.5-1,708) 

$19,840 

$20,496 

1.7 

1 

1 

(1,273-1,548) 

18,576 

18,576 

2 

2 

2 

(1,15.5-1,-548) 

35,.540 

35.540 

6 

6 

6 

(950-1,273) 

78,840 

81,324 

5.6 

6 

6 

(783-1,048) 

70,068 

70,572 

1 

1 

1 

(469-543) 

5,490 

5,766 

1 

1 

1 

(41.5-530) 

6,360 

6,360 

$238,634 


1 

1 

$1,548-1,882 

$22,584 

$22,584 

3 

3 

1,337-1.626 

58,536 

58,536 

11 

11 

1,213-1,475 

183.848 

188.024 

4 

4 

998-1,213 

58.224 

58.224 

5 

5 

90.5-1,100 

56,460 

59,286 

11 

11 

863-1,048 

136,752 

137.936 

1 

1 

842-1.023 

12.276 

12.276 

23 

22 

783-950 

253,179 

247,419 

15 

13 

710-863 

136,110 

123.676 

1 

1 

584-710 

8,520 

8,520 

4 

4 

543-660 

28,712 

29.544 

1 

1 

543-660 

7,920 

7,920 

4 

4 

505-614 

27,804 

28,464 

1 

1 

492-599 

7,188 

7.188 

4 

4 

469-571 

26,322 

26,610 

4 

4 

446-543 

24,291 

25,132 

18 

18 

415-530 

105.663 

108.647 

9 

0 

415-505 

11,324 

11.590 

2.3 

2.3 

- 

10,560 

10,560 

115.3 

112.3 

$1,055,655 

$1,176,273 

$1,172,136 

574 


KEGULATION  AND  LICENSIN& 


DEPARTMENT   OF   INSURANCE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LICENSE  DIVISION 

Dirision  chief 

Assistant  division  chief 

Insurance  officer  III 

Supervising  clerlj  II 

Senior  stenographer   

Senior  clerk    

Senior  clerk-typist    

Stenographer  II    

Clerk-t.vpist  II 

Clerk  II    

Temporary  help 

Totals,  Authorized  Positions 

FIELD  EXAMINATION   DIVISION 

Chief  insurance  examiner 

Supervising  insurance  examiner 

Insurance  examiner  IV 

Insurance  examiner  III 

Insurance  examiner  II 

Senior  stenographer    

Stenographer  II    

Totals,  Authorized  Positions 46.5 

COMPANY   INFORMATION   AND 
ANALYSIS   DIVISION 


SALARY  RANGE 


1 

1 

$1,048-1,273 

$15,276 

$15,276 

1 

1 

821-998 

11,976 

11,976 

— 

— 

783-950 

_ 

1 

1 

660-801 

9,612 

9,612 

1 

1 

505-614 

7,368 

7.368 

7.3 

7 

7 

492-599 

49,896 

50,316 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

13.1 

12 

12 

415-530 

72,722 

72,997 

20.5 

19 

19 

415-505 

110.794 

112,993 

0.3 

0.3 

0.3 

- 

1,590 
$292,938 

1,590 

48.2 

44.3 

44.3 

$297,114 

$295,832 

1 

1 

1 

$1,475-1,793 

$21,516 

$21,516 

2 

2 

1,273-1,548 

39,024 

39.024 

7 

7 

7 

1,155-1,548 

123,480 

123,900 

15.8 

16 

16 

950-1,273 

225,028 

228,208 

18.4 

27 

27 

783-1,048 

288,097 

298,065 

1 

1 

1 

505-614 

7,368 

7,368 

1.3 

1 

1 

446-543 

6,360 

6,516 

Division  chief 

Actuary 

Supervising  insurance  examiner 

Insurance  examiner  IV 

Associate  counsel    

Insurance  examiner  III 

Insurance  examiner  II 

Insurance  officer  IV 

Insurance  officer  III 

Senior  clerk 

Accounting  technician    

Stenographer  II    

Clerk-typist  II 

Clerk  II    

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


1 

1 

1 

1.5 

1 

2.5 

4 

1 

0.8 

1 

o 

1.8 
2.9 
1.1 


55 


55 


22.6 


24 


24 


301 


309.5      306.5 


$571,225 


$1,475-1,793 

1,273-1,708 

1,273-1.548 

1,155-1,548 

1.213-1.475 

950-1,273 

783-1.048 

863-1.048 

783-950 

492-599 

492-599 

446-543 

415-530 

415-505 

$231,645 


$2,820,605 


$710,873 


$20,836 
33,341 
18,576 
31.416 
14,796 
27,665 
45,555 
12,126 

7,188 
14,236 
16,723 
12,195 
10,647 

$265,300 


$3,169,375 


$724,597 


$21,516 
34,620 
18.576 
32,136 
15,532 
27,720 
45,600 
12,576 

7,188 
14,376 
17,551 
12,495 
11,181 

$271,067 


$3,198,592 


BOARD   OF   PILOT  COMMISSIONERS   FOR   THE   HARBOR   OF   SAN   DIEGO 


Board  member   (3)   per  diem _  _  _ 

Secretary — part-time    0.1  0.1  0.1 

Totals,  Authorized  Positions 0.1  0.1  0.1 


SAURY  RANGE 

$25  day 
(300) 


300 


$800 
300 


$975 


$1,100 


$1,100 


BOARD   OF   PSLOT  COMMISSIONERS   FOR  THE   BAYS  OF   SAN    FRANCISCO,  SAN   PABLO,  AND   SUISUN 

Pilotage   rate   committee    (5)    per   diem 

Secretary    

Commissioner 

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

_ 

_ 

_ 

$25  day 

$350 

$350 

1 

1 

1 

492-599 

7,188 

7,188 

3 

3 

3 

300 

10,800 

10,800 

- 

- 

- 

(-) 

248 

248 

$17,652 


$18,586 


$18,586 


BOARD   OF   HARBOR   COMMISSIONERS   FOR  HUMBOLDT   BAY 


Commissioner  and  secretary — surveyor 
harbor   commission,   Humboldt   Bay 

Commissioner,  harbor  commission,  Hum- 
boldt Bay 

Totals,  Authorized  Positions 


SALARY  RANGE 
($1,890) 

(525) 

$2,800 


$1,890 
1,050 


$1,890 
1,050 


$2,940 


$2,940 


a  One  insurance  officer  III  and  two  insurance  officer  II  authorized  for  special  rebate  studies,  Umited  to  June  30,  1969. 


REGULATION  AND  LICENSING 


Departmental  Administration 


575 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
+2 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEPARTMENT  OF   PROFESSIONAL  AND  VOCATIONAL  STANDARDS 


SALAKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filltdl      (Aiilb.)      (Auih.) 


ADMINISTRATION 

Executive : 

Director 1 

Chief  dep  director X 

Dep  director 1 

Regional  coordinator  II 1 

Adm    adviser    x.2 

Assoc  counsel 18 

Secty  II   1 

Sr  legal  steno 1 

Sr  steno 1 

Steno  II I  1 

Administrative  Services: 

Chief,  div  of  administration 1 

Staff  management  analyst 1 

Assoc  management  analyst 1 

Sr  steno    1 

Statistical  Services : 

Sr  develmt  specialist 1 

Fiscal : 

Fiscal  oflE  I 1 

Assoc  budget  analyst 0.1 

A.sst  budget  analyst 0.2 

Acctg  ofEcer  III 1 

Acctg  ofEcer  II - 

Accountant  I 3.8 

Acctg  techn  II 2 

Sr  elk 3 

Sr  cashier-elk 1 

Acet  elk  II 1 

Clk-typist  II    1 

Personnel : 

Personnel  off  II 0.8 

Trug  asst 0.4 

Supvng  elk  I 0.8 

Sr  clk-typist 0.2 

Steno  II 1 

Personnel  asst  I — 

Central  Business  Services : 

Business  service  off  II 1 

Supvng  steno  I 0.6 

Sr  steno 1.4 

Varitypist 1 

Sr  elk 1 

Stock  elk 1 

Duplicating  mach  opr  II 1 

Steno  II 4.7 

Clk-typist  II 5.7 

Clk  II  3.3 

Clk  I 0.9 

Internal  Auditing : 

State  financial  examiner  III 1 

State  financial  examiner  II 1.6 

Temporary  help 1.2 

Totals,  Authorized  Positions 58.7 


DATA  PROCESSING  OPERATION 

DP  manager  I 

Computer  operations  supvr  II 

Computer  operations  supvr  I 

Programmer  II    

Programmer   I 

Computer  operator 

Sr  tab  mach  operator 

Sr  clerk  typist 

Key  punch  supvr  I 

Tab  mach  operator 

Clerk  typist  II 

Key  punch  operator 

Clerk  II  

Temporary  help 

Totals,   Authorized  Positions 21 

COMPLIANCE   DIVISION 

Division   chief   1 

Deputy  division  chief 1 

Regional  coordinator  I 0.9 

Supvng  special  investigator  II 1.1 

Supvng  special  investigator  I 9.7 


67.2 


67.2 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


SALARY  RANGE 


$530,177 


$643,368 


23 


23 


$139,976 


1 

1 

$1,337-1,626 

1 

1 

1,155-1.405 

1 

1 

1,100-1,337 

1 

1 

998-1,213 

10 

10 

863-1,048 

$160,519 


$19,512 
16,860 
15,980 
14.556 

123,540 


PROPOSED 
1969-70 


1 

1 

$22,575 

$22,575 

$22,575 

1 

1 

1,475-1,793 

19,512 

20,496 

1 

1 

1,475-1,793 

19,278 

20,250 

1 

1 

1,273-1,548 

18,576 

18.576 

2 

2 

1,337-1,626 

35,556 

36,372 

2 

1,213-1,475 

33,552 

34,3.56 

2 

2 

644-783 

17,124 

17,508 

1 

1 

543-660 

7,217 

7,568 

1 

1 

505-614 

7,368 

7,368 

1 

1 

446-543 

6,360 

6,516 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

950-1,155 

12,276 

12,888 

1 

1 

305-614 

7,368 

7,368 

1 

1 

1,15.5-1,405 

16,860 

16,860 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

7S3-950 

9,396 

9.852 

1 

1 

950-1,155 

12,732 

13,365 

1 

1 

783-950 

9,472 

9,936 

4 

4 

584-710 

31,904 

32,656 

2 

492-599 

14,376 

14,376 

3 

3 

492-599 

21,396 

21,564 

1 

1 

492-599 

7,188 

7,188 

1 

1 

415-505 

5,714 

6,010 

1 

1 

415-530 

5,374 

5,645 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

783-950 

9,396 

9,852 

1 

1 

571-692 

7,104 

7,449 

— 

— 

492-599 

_ 

_ 

1 

1 

446-543 

6.516 

6,516 

2 

2 

492-599 

13,206 

13,874 

1 

1 

863-1,048 

12,376 

12,576 

1 

1 

584-710 

7,952 

8,350 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7,188 

1 

1 

480-584 

7,008 

7,008 

1 

1 

457-556 

6,672 

6,672 

5 

5 

446-543 

31,017 

31,596 

5 

5 

415-530 

29,022 

29,574 

3 

3 

415-505 

17,054 

17,611 

1 

1 

359-435 

4,452 

4,668 

1 

1 

950-1,155 

13,860 

13,860 

3 

3 

783-950 

31,236 

32,202 

1.2 

1.2 

(6,020) 

6,071 

6,071 

$657,000 


0.3 

1 

1 

$1,048-1,273 

$14,034 

$14,736 

0.8 

— 

— 

— 

— 

_ 

1 

1 

783-950 

10,995 

11,400 

1.3 

1 

783-950 

9,738 

10,230 

0.4 

1 

676-783 

8,384 

8,808 

1 

1 

556-676 

7,792 

8,112 

1 

1 

530-644 

7,728 

7,728 

1 

1 

492-599 

6,936 

7,188 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

480-584 

12,470 

13,084 

0.2 

1 

1 

415-530 

6,060 

6,060 

7.4 

8 

8 

425-517 

47,547 

48,531 

2.8 

2 

2 

415-505 

12,020 

12,120 

0.8 

2 

2 

(3,533) 

9,627 

9,627 

$164,812 


$19,512 
16,860 
16,044 
14,556 

124,044 


576. 


REGULATION  AND  LICENSING 


Departmental  Administration — Continued 


DEPARTMENT   OF   PROFESSIONAL  AND  VOCATSOi^AL 

STANDARDS— Continued 

LiJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

-J 

67-68  68-69  69-70 
(Filledl      (Aulh.)       (*uth.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


COMPLIANCE  DIVISION— Continued 

Inspector  III 3.9           4  4 

Sr  special  investigator 25.9         28  28 

Special  investigator 21.8         25  25 

Investigator    444 

Inspector  II I3.4         18  18 

Supvng  clerk  II 111 

Inspector 2.8           3  3 

Inspector 4.4           5  5 

Inspector 2.4           5  5 

Inspector  I 9.9         14  14 

Inspector 12  2 

Sr  steno 1.6           2  2 

Sr  clerk-typist 0.9           1  1 

Steno  II 8.3           8  8 

Clerk-tipist  II 6.1           8  8 

Steno  I 0.3           1  1 

Clerk-typist    0.9           1  1 

Temporary  help 0.2           0.2  0.2 

Totals,  Authorized  Positions 122.5       144.2  144.2 

BUILDING   MAINTENANCE  AND  OPERATION 

Clerk-typist  II 111 

Restroom  attendant 2              2  2 

Temporary  help -              0.1  0.1 

Totals,  Authorized  Positions 3             3.1  3.1 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS 205.2       237.5  237.5 


SALAEY  EANGE 

801-973 

44,031 

45,058 

783-950 

314,021 

315,690 

710-863 

244,944 

250,148 

710-863 

41,424 

41.424 

692-842 

169,748 

174.411 

660-801 

9,612 

9,612 

599-728 

26,208 

26,208 

599-728 

42,132 

42,480 

599-728 

39,036 

40,080 

599-728 

113,716 

115,840 

599-728 

15,924 

16,272 

505-614 

14,236 

14,586 

492-599 

5,904 

6,204 

446-543 

50,284 

51,506 

415-530 

47,042 

48,170 

405^92 

5,040 

5,289 

377-^57 

4,686 

4,920 

(1,045) 

1,341 

1,341 

$1,133,904 

$1,379,777 

$1,400,255 

$415-530 

$6,060 

$6,060 

415-505 

11,695 

12,120 

(-) 

501 

501 

$16,307 


$18,256 


$1,820,364  $2,201,920 


$18,681 


$2,240,748 


Board  members   (8)   per  diem — 

Committee  member   (12)   per  diem — 

Executive   secretary   1 

General  auditor  II 1 

Sr  special  investigator 2 

Sr  clerk-typist 1 

Steno  II 2.8 

Clerk-typist  II 4 

Com  on  examinations — intermittent 0.3 

Temporary  help 1.5 

Totals,  Authorized  Positions 13.6 


Board  of  Accountancy 


SALARY  EANGE 
$25  day 
25  day 
1,273-1,548 
783-950 
783-950 
492-599 
446-543 
415-530 
(2,025) 
(6,470) 


1 

1 

2 

1 

3 

5 

0.3 

1.9 


1 

1 

2 

1 

3 

5 

0.3 

1.9 


$3,525 

4,900 

18,576 

11,400 

22,800 

7,188 

18,522 

28,902 

2,250 

10,602 


$3,525 

4,900 

18,576 

11,400 

22.800 

7,188 

18,798 

29,442 

2,250 

10,602 


15.2 


15.2 


$111,226 


$128,665 


$129,481 


Board  of  Architectural  Examiners 


Board  member  (9)  par  diem 

Designers  committee  (6)  per  diem 

Executive  secretary 

Sr  special  investigator 

Special   investigator   

Sr  steno 

Clerk-typist    II    

Com  on  examination — intermittent 

Temporary  help 

Totals,  Authorized  Positions 


SALAEY  EANGE 

- 

- 

— 

$25  day 

$7,125 

$7,125 

— 

— 

— 

25  day 

2,500 

2.500 

1 

1 

1 

1,100-1,337 

15.096 

15,852 

- 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

710-863 

10,356 

10,356 

1 

1 

1 

505-614 

7,368 

7,368 

1.5 

2 

9 

415-530 

11,160 

11,412 

0.4 

0.8 

0.8 

(2,657) 

5,000 

5.000 

1.2 

1.6 

1.6 

(5,867) 

9,3.52 

9,352 

6.1 


8.4 


8.4 


$50,886 


$77,353 


$78,817 


Commission  member   (5)   per  diem. 

Executive   officer   

Asst  executive  officer 

Chief  inspector 

Sr  special  investigator 

Asst  chief  inspector 

Sr  steno 

Steno  II 

Clerk  t.vpist  II 

Athletic   inspector — intermittent   _. 
Temporary  help 

Totals,  Authorized  Positions 


Athletic  Commission 


SALARY  EANGE 


_ 

_ 

__ 

$25  day 

$1,425 

$1,425 

1 

1 

1 

1,100-1,337 

15,276 

16,044 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

905-1.100 

10,860 

11,400 

1 

1 

1 

783-950 

11,400 

11,400 

1 

2 

0 

783-950 

20,796 

21,252 

1 

1 

1 

505-614 

7.368 

7,368 

9 

9 

446-543 

11,519 

12.100 

1 

1 

1 

415-530 

6,060 

6,060 

0.5 

5 

5 

(3,369) 

23,455 

23,455 

- 

0.1 

0.1 

(-) 

763 

763 

6.5 


15.1 


15.1 


$65,310 


$122,782 


$125,127 


REGULATION  AND  LICENSING 

DEPARTMENT   OF   PROFESSIONAL  AND  VOCATIONAL  STANDARDS — Continued 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fliltj)      (>ulh.)      (Aulh.) 


ACTUAL 
1967-88 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Board  of  Barber  Examiners 


Chairman    

Board  member 

Board  member  (2)  per  diem  — 

Secretary    

Supvng  clerk  I 

Steno  II  

Clerk-typist  II 

Temporary  help 

Totals.  Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

$9,345 

$9,345 

$9,345 

2 

2 

2 

8,820 

17,640 

17,640 

- 

- 

- 

25  day 

4,050 

4,050 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

571-692 

8,208 

8,304 

3 

3 

3 

446-543 

19,548 

19,548 

4.8 

5 

5 

415-530 

28,605 

29,445 

0.2 

0.2 

0.2 

(1,700) 

1,659 

1,659 

13 


18.2 


13.2 


$96,599 


$107,631 


$108,567 


Cemetery  Board 


Board  member  (0)  per  diem 

Executive  secretary 

General  auditor  II 

>Sr  steno 

Steno  II 

Temporary  help 

1 
1 
1 
0.9 

0.4 

1 
1 
1 
1 
0.4 

1 
1 
1 
1 
0.4 

$25  day 
1,100-1,337 
783-950 
505-614 
446-543 
(1,636) 

$40,289 

$1,050 

16,044 

11,400 

7,868 

5,812 

1,869 

$43,543 

$1,050 

16,044 

11,400 

7,368 

6,104 

1,869 

Totals,  Authorized  Positions 

4.3 

4.4 

4.4 

$43,835 

Board  of  Chiropractic  Examiners 


Board  member  (5)  per  diem 

Executive  secretary    

Sr  clerk-typist   

Steno  II    

Clerk-typist  II 

Temporary  help - 

Totals,  Authorized  Positions 


— 

- 

- 

$25  day 

$7,550 

$7,550 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

492-599 

7,188 

7,188 

0.9 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-530 

5,374 

5,645 

0.1 

0.2 

0.2 

(686) 

1,187 

1,187 

4.2 


4.2 


1,215 


$46,391 


$46,662 


Collection  Agency  Licensing  Bureau 


Board  member   (6)   per 
Bureau   chief 

diem 

1 

1 
1 

1 
2 

1 

i 
0.2 

1 
1 

1 
2 
1 
2 
1 
0.2 

$25  day 

1,100-1,337 

998-1,213 

783-950 
644-746 
492-599 
446-543 
415-530 
(1,964) 

$66,849 

$800 
14,034 
12,226 

11,400 

15,840 

7,188 

13,032 

6,060 

1,031 

$81,611 

$800 
14,736 

Deputy  branch  chief 

0.4 

12,836 

General  auditor  III  — 

General  auditor  II 

Auditor   I 

0.6 

1 

0.3 

1 

11,400 
16,632 

7,188 

Steno   II   __, 

Clerk-tvpist  II 

2 

1 

13,032 
6,060 

Temporary  help 

0.4 

1,031 

sitions 

Totals,  Authorized  Po 

7.7 

9.2 

9.2 

$83,715 

Contractors  License  Board 


Board  member  (9)  per  diem _  _  — 

Registrar    1  -    1  1 

Deputy   registrar   IV    4  4  4 

Deputy  registrar  III 13  13  13 

Deputy  registrar  II 29.3  30  30 

Deputy  registrar  I 44.3  51  51 

Supvng   clerk  II 111 

Sr   steno   111 

Sr   clerk    1  ]  1 

Sr  clerk-typist 4  4  4 

Steno  II   11.1  13  13  - 

Clerk-typist   II    27.9  32  32 

Clerk   II   6.5  6  6 

Clerk-typist    I    2  3  3 

Clerk    I   ^ 1.2  2  2 

Temporary  help 3.5  3.5  3.5 

Totals,   Authorized   Positions 150.8  165.5  165:5 


$25  day 

$2,950 

$2,950 

1,405-1,708 

20,496 

20,496 

1,048-1,273 

60,924 

61,104 

863-1,048 

163,488 

163,488 

783-950 

336,681 

339,552 

710-863 

489,572 

506.679 

660-801 

9,612 

9,612 

505-614 

7.368 

7,368 

492-599 

7,188 

7,188 

492-599 

28.752 

28,752 

446-543 

79,076 

80,946 

415-530 

188,951 

193,308 

415-505 

36,360 

36,360 

377-^57 

15.600 

15,828 

359-^35 

9,834 

10,060 

(17,733) 

18,872 

18,872 

$1,285,600 

$1,475,724 

$1,502,563 

19—4316  SW 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       l«uth.)       (Auth.] 


ACTUAL 
1967-68 


ESTIMATED 
I9S8-69 


PROPOSED 
1969-70 


10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
8fi 
8I> 


Board  of  Cosmefoiogy 


Board  member  (7)  per  diem — 

Executive   secretary   1 

Asst  secretary 1 

Supvng   examiner   1 

Examiner    2 

Supvng  cierk  II 1 

Sr   clerk    2 

Sr  clerlv-typist 1 

Steno  II 1.9 

Clerk-tvpist    II    12.7 

Clerk   II   1 

Account   clerk   II   1 

Examiner    in    cosmetology — intermittent  3.2 

Temporary   help    0.2 

Totals,  Authorized  Positions 29 


1 
1 
1 
2 
1 
2 
1 
1 
14 
1 
1 

3.2 
1.1 


1 
1 
1 
2 
1 
2 
1 
1 
14 
1 
1 

3.2 
1.1 


30.3        30.3 


SAL.\KY  E..\NGE 

$25  day 

1,273-1,548 

950-1,155 

842-1,023 

72S-SS4 

660-801 

492-599 

492-599 

446-543 

415-530 

415-505 

415-505 

(28,909) 

(1,450) 

$207,871 


$5,900 

18,576 

12,526 

11,492 

20,460 

9,427 

14,376 

7,076 

6,516 

80,230 

6,060 

6,060 

31,319 

7,051 


$5,900 

18,576 

13,148 

12,076 

21,216 

9,612 

14,376 

7,188 

6,516 

S3,0S4 

6,060 

6,060 

31,319 

7,051 


$237,069 


$242,182 


Board  of  Dsntol  Examiriers 


Board  member  (8)  per  diem 

Executive  secretary    

Attorney   

Sr  special  investigator : ^_ 

Special  investigator    

Sr  clerk 

Sr  clerk-typist   

Steno  II   

Clerk-t.vpist  II    

Commission    on    examination — intermit- 
tent     

Temporary  help 

Totals,  Authorized  Positions 


- 

- 

- 

$25  day 

$33,375 

$33,375 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

0.5 

_ 

— 

_ 

„ 

_ 

1.4 

1 

1 

783-950 

11,400 

11,400 

1 

— 

— 

710-863 

_ 

0.8 

_ 

_ 

_ 

_ 

_ 

0.1 

1 

1 

492-599 

6,572 

6,908 

1 

2 

2 

446-543 

11,003 

11,555 

2.8 

2 

2 

415-530 

11,460 

11,712 

_ 

0.1 

0.1 

(75) 

1.846 

1,846 

0.8 

0.8 

0.8 

(3,140) 

3,622 

3,622 

9.4 


7.9 


7.9 


$99,987 


$97,854 


$98,994 


Board  of  Dry  Cleaners 


Board  member  (7) 
Executive  secretary 

per 

diem 

1 

0.7 
1 
0.3 

1 
1 
1 

O 

3 
1 

1.1 
0.5 

1 
1 

1 

o 

3 

1 

1.1 

0.5 

$25  day 

1.273-1,548 

505-614 

492-599 

446-543 
415-530 
415-505 
(4,300) 
(2,467) 

§73.009 

$10,000 

18.576 

6,924 

7,188 

12,420 

17,070 

5,910 

7,893 

3,569 

$89,550 

$10,000 
18,576 

Sr  steno   

Sr  clerk 

7,278 
7,188 

Sr  clerk-typist 

Steno  II 

2 

12,720 

Clerk-tvpist  II 

17,472 

1 
1 
0.4 

6,060 

Expert    examiners- 
Temporary  help 

-intermittent   

d  Positions 

7,893 
3,569 

Totals,  Authorize 

9.4 

10.6 

10.6 

$90,756 

Bureau  of  Electronic  Repair  Dealer  Regisfration 


Board  member  (5)  per  diem 

Bureau   chief   

Asst  bureau  chief 

Field  representative 

Sr  clerk-typist 

Steno  II   

Clerk-typist   II    

Temporary  help 

Totals,  Authorized  Positions 


- 

- 

- 

§25  day 

$1,000 

$1,000 

0.8 

1 

1 

1,273-1,548 

17,420 

18,284 

1 

1 

1 

99,8-1,213 

12,940 

13,585 

3.5 

4 

4 

783-950 

42,492 

44,034 

1 

1 

1 

492-599 

7,188 

7,188 

1.7 

o 

2 

446-543 

12,415 

12,850 

2 

2 

2 

415-530 

12,097 

12,395 

- 

0.2 

0.2 

(119) 

1,050 

1,050 

10 


11.2 


11.2 


$88,734 


$106,602 


$110,386 


Bureau  of  Employment  Agencies 


Board  member    (7)    per  diem  _ 

Asst  bureau  chief 

Sr  clerk-typist 

Steno  II  

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 


_ 

— 

^ 

$25  day 

$2,100 

$2,100 

0.6 

1 

1 

998-1.213 

12.376 

12,992 

0.6 

1 

1 

492-599 

7,188 

7,188 

0.6 

1 

1 

446-543 

5,929 

6,230 

0.6 

1 

1 

415-530 

6,060 

6,060 

0.2 

0.2 

0.2 

(996) 

1,050 

1,050 

2.6 


4.2 


4.2 


$20,652 


$34,703 


§35,620 
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SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fillcill      (iulh.)      (iulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Board  cf  Funeral  Directors  and  Embalmers 


Board  member  (6)  per  diem 

Executive  secretary    

Field  representative 

Sr  steno    

Steno  II 

Temporary  help 

Totals,  Authorized  Positons 


SALARY  RANGE 

- 

- 

- 

$25  day 

$2,900 

$2,900 

1 

1 

1 

1,100-1,.337 

16,044 

16,044 

•) 

2 

2 

710-863 

19.382 

19,828 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

446-543 

12,006 

12.282 

- 

0.5 

0.5 

(-) 

2,690 

2,690 

6.6 


6.5 


6.5 


$57,287 


$60,390 


$61,112 


Bureau  of  Furniture  and  Bedding  inspection 


Board  member  (8)  per  diem 

1 

1 
1 

1 
2 
<> 

i 
1 
1 
1 
1 

3 

1 
1 
1 
0.6 

1 
1 

1 
2 

o 

i 
1 

1 
1 

3 

1 

1 
1 
0.6 

SALARY  RANGE 

.S25  day 

1.273-1.548 

998-1,213 

950-1,155 

863-1.048 

783-950 

614-746 

644-746 

505-614 

492-599 

505-556 

457-556 

41.5-530 

41.5-505 

41.5-505 

415-505 

(796) 

$950 
16,112 
14,556 

12,576 

21.924 

16,500 

7,920 

7,188 

5,904 

6,672 

6,672 

17,820 

6,060 

6,060 

5,220 

2,930 

$950 
16,980 

Asst  biireau  chief 

Supvng  chemist 

0.7 
0.3 

14,556 

Textile  chemist  II 

1 
2 

12.576 

22,440 

Lab  technician 

.Tr  chemist 

Sr  steno 

Sr  clerk 

L.aborer 

Lab  asst  II  

C'erk-tvnist  II 

1.3 
0.1 

0.8 

0.2 

1 

1 

2.4 

16,872 
8.316 
7.368 
6,204 
6.672 
6,672 

18,072 

Clerk   II    

0.6 
1 

6.060 
6,060 

1 

5,484 

Tpmnorarv  heln 

0.1 

2,930 

Totals,  Authorized  Positions 

14.5 

18.6 

18.6 

$121,554 

$155,064 

$158,162 

Board  of  Guide  Dogs  for  the  Blind 


Board  member   (7)   per  diem  — 
Temporary   help    

Totals,  Authorized  Positions 


0.1 


0.1 


0.1 


0.1 


SALARY  RANGE 

$25  day 
$337 


$500 

478 


$500 
478 


$978 


Board  of  Landscape  Architects 


Board  member  (6)   per  diem — 

.'^r  steno 

Executive  secretary 

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

_ 

— 

_ 

$25  day 

$3,050 

$3,050 

1 

1 

1 

50.5-614 

7,368 

7,368 

0.2 

_ 

- 

50  day 

- 

— 

0.3 

0.2 

0.2 

(2,264) 

1,357 

1,357 

1.5 


1.2 


1.2 


$14,146 


$11,775 


$11,775 


Board  of  Medical  Examiners 


MEDICAL  PRACTICE  ACT 

Board  member  (12)  per  diem  — _ 

Member,  podiatry  examining  committee 

(6)    per   diem    

Member,    psychology   examining   com- 
mittee (8)  per  diem _ 

Board   member,   district   review   com- 
mittee (2.5)  per  diem 

Physician  &  surgeon  II 

Executive    secretary   

Asst  secretary 

Administrative  asst  I 

Sr   steno    

Sr  clerk-typist 

Steno   II   

rierk-tvpist    II    

Clerk   II   

Secretary-treasurer  bd   member  _ 

Commissioner    on    exam — intermittent 

Special    consultant    

Temporary    help    

Totals,  Authorized  Positions 


SALARY  R.tNGB 

- 

- 

- 

$25  day 

$17,525 

$17,525 

- 

- 

- 

25  day 

4,500 

4,500 

- 

- 

- 

25  day 

10,200 

10,200 

_ 

25  day 

16,250 

16.250 

_ 

1 

1 

1.548-2.076 

18,576 

19.512 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

78.3-950 

10,608 

11,130 

1 

1 

1 

505-614 

7,368 

7,368 

1.2 

1 

1 

492-599 

7.188 

7,188 

4.4 

6 

6 

446-543 

36,732 

37.596 

12 

13 

13 

415-530 

75,634 

77.327 

1.5 

1 

1 

415-505 

6,060 

6,060 

0.4 

0.3 

0.3 

— 

— 

— 

1.2 

1.2 

1.2 

(5,850) 

5,900 

5,900 

1.2 

1.2 

(75) 

23,078 

23,078 

2 

1.1 

1.1 

(11,111) 

5,229 

5,229 

26.7 

29.8 

29.8 

$201,907 

$277,980 

$281,995 

580 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

67-68  68-69  69-70 
(Filled)      (tilth.)      (Aulli.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Boeard  of  Medicct!  ixsimtners — Continued 


REGISTERED   PHYSICAL  THERAPISTS 

Commissioners  on  exam — intermittent  -  0.1  0.1 

Temporary   help    -  0.1  0.1 

Totals,  Authorized  Positions -  0.2  0.2 

LICENSED   PHYSICAL  THERAPISTS 

Examining  committee  (5)  per  diem -  -  - 

Temporary   help    -  0.1  0.1 

Totals,  Authorized  Positions -  0.1  0.1 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS    26.7  30.1  30.1 


SAXARY  RANGE 

$2.5  day 
(134) 

$134 


$25  day 
(-) 


$500 
784 


$500 
784 


$1,284 


$1,000 
305 


$1,284 


$1,000 
305 


$500 


$1,305 


$1,305 


$202,541 


$280,569 


$284,584 


Board  of  Nursing  Education  and  Nurse  Registration 


Board   members    (6)    per  diem 

Executive   secretary   

Supvng-   nursing   educ   consultant. 

Nursing  educ  consultant 

Administrative   asst   I    

Supvng  clerk   I   

Sr   steno   

Sr    clerk    

Sr  clerk-typist 

Steno  II   

Clerk-typist   II    

Clerk-typist    I    

Temporary   help    

Totals,  Authorized  Positions 


SALARY  RANGE 

- 

- 

- 

$25  day 

$6,500 

$6,500 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

5.6 

6 

6 

1,04,S-1.273 

88,956 

89,580 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

571-^692 

8,304 

8,304 

1 

1 

1 

505-614 

7,368 

7,368 

9 

o 

o 

492-599 

14,376 

14,376 

2 

2 

2 

492-599 

14,376 

14,376 

3.9 

4 

4 

446-543 

25,340 

25,960 

11.1 

14 

14 

415-530 

81,670 

82,740 

0.1 

_ 

_ 

377-457 

_ 

_ 

o.s 

1.6 

1.6 

(3,716) 

8,639 

8,639 

30.5 


34.6 


34.0 


$260,588 


$302,365 


$304,679 


Board  of  Optometry 


Board  member   (6)   per  diem  _ 

Executive   secretary    

Sr   steno    

Temporary    help    

Totals,  Authorized  Positions 


1 
1 
0.8 


1 
1 
0.8 


1 
1 
0.8 


S.VLARY  RANGE 

$25  day 

1,100-1,337 

505-614 

(3,238) 

$29,741 


$4,750 

16,044 

7,368 

4,743 


$4,750 

16,044 

7,368 

4,743 


$32,905 


32,905 


Board  member  (5)   per  diem 

Totals,   Authorized  Positions- 


Board  of  Osteopathic  Examiners 

a.^LARY  RANGE 
-      -      -        $10  day 

~  ~  -  $125 


$170 


$170 


$170 


$170 


Board  of  Pharmacy 


Board  member   (8)    per  diem 

Executive  secretary 

Supvng  inspector 

Inspector  

Supvng  clerk  I 

Sr  steno 

Sr  clerk-typist 

Steno  II   

Clerk-typist  II 

Clerk  II 

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

_ 

_ 

_ 

$25  day 

$16,255 

$16,255 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

2 

o 

"> 

998-1,213 

29,112 

29,112 

11 

11 

11 

998-1,100 

144,992 

145,200 

0.9 

1 

1 

571-692 

6,852 

7,188 

1 

1 

1 

505-614 

6,868 

7,218 

0.9 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,004 

6,308 

3.8 

4 

4 

415-530 

23,235 

23,920 

o 

2 

9 

415-505 

11,751 

12,045 

0.4 

0.2 

0.2 

(1.619) 

965 

965 

24 


24.2 


24.2 


$254,938 


$271,798 


$273,975 


Bureau  of  Private  Investigators  and  Adjusters 


Sr  steno   111 

Clerk-typist    11    — : 3  3  3 

Temporary  help 0.2  0.2  0.2 

Totals,  Authorized  Positions ^____-  4.2  4.2        -  4.2- 


SALARY  R.\NGE 

$505-614 
415-530 
(968) 

$24,324. 


$7,368 

17,384 

1,083 


$7,368 

17,950 

1,083 


$25,835 


$26,401 


REGULATION  AND  LICENSING 
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1 

2 
3 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


Bonrd  of  Registration  for  Professional  Engineers 


Board  member  (9)  per  diem 

Executive  secretary 

Sr  structural  engineer  

Sr  engrnp;  regis  examiner 

Assoc  engrng  personnel  examiner 

Supvng  special  investigator  I 

Administrative  asst  I 

Sr  special  investigator 

8i'  stpno 

Sr  cleilc-typist 

Steno   II   

C'Jeriv-typist  II 

Clerk    II    

Account  clerk  II 

Expert  examiner — intermittent 

Temporary  help 

Totals,  Authorized  Positions 39.7 


SAL.MiY  RANGE 

- 

- 

_ 

$25  day 

1 

1 

1 

1,337-1,626 

1 

1 

1 

1,213-1,475 

1 

1 

1 

1,155-1,405 

1 

1 

1 

998-1,213 

1 

1 

1 

863-1,048 

1 

1 

1 

783-950 

5 

5 

5 

78.3-950 

1 

1 

1 

50.5-614 

1.9 

o 

<) 

492-599 

4.6 

5 

5 

446-543 

10.7 

12 

12 

415-530 

1 

1 

1 

415-505 

1 

1 

1 

415-505 

5.5 

7 

7 

(69,067) 

3 

3 

3 

(14,126) 

$10,700 

$10,700 

19,512 

19,512 

17,700 

17,700 

16,860 

16,860 

14.266 

14,556 

12,576 

12,576 

10,860 

11,400 

57,000 

57,000 

7,368 

7,368 

14,376 

14,376 

30,620 

31,172 

68,979 

70,326 

6,060 

6,060 

5,737 

6,035 

99,747 

99,747 

18,677 

18,677 

43 


$346,838 


$411,038 


$414,065 


Certified  Shorthand  Reporters  Board 


Board  member   (5)   per  diem  . 

Clerk-typist   II    

Executive   secretary   

Temporary    help    

Totals,  Authorized  Positions 


SALARY  RANGE 

— 

- 

- 

$25  day 

$2,425 

$2,425 

0.7 

1 

1 

415-530 

5,440 

5,714 

0.2 

— 

— 

50  day 

— 

_ 

0.2 

0.2 

0.2 

(1,424) 

1,897 

1,897 

1.1 


1.2 


1.2 


$9,795 


$9,762 


$10,036 


SoeioS  Worker  and  Marricege  CounseBor  Qualificcafioe's  Board- 


Board  member   (9)   per  diem  _ 

Executive   secretary    

Sr    stenographer    

Clerk-typist  I  or  II 

Temporary  help 

Totals,   Authorized  Positions 


SALARY  RANGE 

- 

- 

- 

$25  day 

$1,400 

$1,400 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

505-614 

7,368 

7,368 

- 

1 

1 

377-505 

4,980 

5,220 

0.9 

0.5 

0.5 

(3,049) 

3,214 

3,214 

2.9 


3.5 


3.5 


$27,551 


$33,006 


$33,246 


Structural  Pest  Control  Board 


Board  member  (6)  per  diem 

Registrar  &  secretary 

Deputy  registrar 

Supvug  clerk  I 

Sr   steno   

Sr    clerk    

Steno  II   

Clerk-typist    II    

Clerk  II 

Account  clerk  II 

Steno  I 

Com   on   examinations — intermittent 
Temporary    help    

Totals,  Authorized  Positions 18.4 


SALARY  RANGE 

_ 

- 

- 

$25  day 

$5,000 

$5,000 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

2 

•y 

2 

863-1,048 

25,152 

25,152 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

505-614 

7,338 

7,368 

_ 

1 

1 

492-599 

5,904 

6,204 

2.7 

4 

4 

446-543 

24,196 

24,752 

1.1 

1 

1 

415-530 

6,060 

6,060 

6.9 

8 

8 

415-505 

45,841 

46,928 

1 

1 

1 

415-505 

6,060 

6,060 

0.1 

_ 

405-492 

— 

— 

0.1 

0.1 

(360) 

1,500 

1,500 

1.6 

1.6 

1.6 

(6,4.50) 

7,782 

7,782 

21.7 


21.7 


$129,866 


$159,181 


$161,154 


Board  of  Examiners  in  Veterinary  Medicine 

SALARY  RANGE 

Board  member  (6)   per  diem _             _             _                   $25  day                  $4,275  $4,275 

Executive    secretary    0.2           -              -                    $50  day                            -  - 

Examiner — intermittent _             _             _                           (48)                     255  255 

Temporary  help 0.3           0.6           0.6                   (1,495)                  8,332  3,332 

Totals,  Authorized  Positions 0.5           0.6           0.6                   $7,334                  $7,862  $7,862 

a  Chapter  1348,  Statutes  of  1968,  consolidated  functions  of  Bureau  of  Marriage  Counselors  and  Board  of  Social  Work  Examiners 
under  this  board. 
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REGULATIOK  AND  LICENSING 


DEPARTMgMT   OF   PROFSSSSOM^ai  ANU   VOCATiOMAL  STAESiDASJDS— Corttirts^ed 


SAIiARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

30 

31 

82 

38 

34 

85 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
.85 


Beard  of  Voccitional  ^{urse  and  Psychiatric  Techetlcican  Examiners 

VOCATIONAL  NURSE  PROGRAM 

SALABT  RANGE 

Board  member   (11)  per  diem _              _             _                   $25  dav  $2,600                  $2,600 

Executive   secretary   111            1,273-1,548  18,576                  18,576 

Nursing  edue  consultant 2              2              2            1,048-1,273  29,484                  30,192 

Administrative  asst  I 0.3  -  -  783-950 

Sr  steno   1.3           2              2                  505-614  14,736                  14.736 

Steno  II 111                  446-543  6,282                    6,516 

Clerk-typist  II 3.9           4              4                  415-580  23,510                  23,779 

Temporary  help 0.6           0.7           0.7                   (6,243)  4,998                    4,998 

Totals,  Authorized  Positions 10.1         10.7         10.7                ?93,543  $100,186              $101,397 

PSYCHIATRIC  TECHNICIAN   PROGRAM 

Board  member  (2)  per  diem _              _             _                   $25  dav  $S50                     $850 

Nursing  educ  consultant 0.2           1              1            1,048-1,273  12,576                  13,200 

Sr  steno   0.9           1              1                  505-614  7,308                    7,868 

Clerk-typist   II    0.3           1              1                  415-530  5,100                    5,852 

Temporary  help _              _             _                           (4S)  291                       291 

Totals,   Authorized  Positions 1.4           8              3                     $9,909  $26,125                $27,061 

GRAND    TOTALS,    AUTHORIZED 

POSITIONS   11.5        13.7        13.7              $103,452  $126,811             $128,458 

Yacht  and  Ship  Brokers  Commission  " 

SALARY  r.ANGE 

Commission  member  (5)  per  diem _              _              _                    $25  day  $300                          - 

Registrar    0.6           -             -            1,213-1,475  2,224 

Steno  II 0.6           -             -                  446-543  1,520 

Clerk-typist    II    0.4  -  -  415-530 

Temporary  help _             _             _                           (66)  -                          — 

Totals,  Authorized  Positons 1.6           -             -                    $17,016  $4,044 

a  Chapter  1459,  Statutes  of  1968,  transferred  the  Yacht  and  Ship  Brokers  Commisson  to  the  Department  of  Harbors  and  Watercraft 
effective  November  13,  1968. 
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PUSL?C   UTILITliS   COMMISSSON 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
[Filledl      (tilth.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


r>     ADMINISTRATION 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Commission  : 

President     

Commissioner 

Secretary    

Commission  representative    

Public  utilities  coun.seI  I 

Special  representative    

Information  officer    

Secretary  II  

Sr  legal  stenographer I 

Sr  stenographer 

General  Office : 

Asst  secretary    

Asst  secretary,  southern  area 

Asst  management  analyst 

Supvng  clerk  II 

Supvng  clerk  I 

Supvng  file  clerk  I 

Sr  clerk 

Storekeeper  I  

Supvng  calculating  maeh  operator. 

Sr  stenographer 

Sr  typist-clerk 

Stock  clerk 

Legal  stenographer 

Stenographer  II    

Calculating  mach  operator 

Duplicating  mach  operator  II 

Clerk-typist  II 

Clerk   II   

File  clerk  II 

Temporary  help 

Fiscal  Office: 

Fiscal  officer  I 

Assoc  budget  analyst 

Accounting  officer  II 

Accounting  trainee 

Accounting  I   

Supvng  cashier  clerk  I 

Sr   clerk    

Sr  stenographer 

Accounting  technician   

Sr  clerk-t.vpist 

Stenographer   II   

Clerk-typist  II 

Accounting  clerk  II 

Clerk  II   

Clerk-typist  I  

Personnel  Office : 

Personnel  officer  II 

Personnel  asst  II 

Personnel  asst  I  

Sr    stenographer    

Clerk  I  

Totals,  Authorized  Positions 


UTILITIES  DIVISION 

Chief    

Asst  chief 

Principal  utilities  engineer  _ 

Supvng  utilities  engineer 

Sr  utilities  engineer 

Assoc  utilities  engineer 

Asst  utilities  engineer 

Administration  asst  I 

Asst  statistician 

Asst  econ  analyst 

Sr   delineator   

Customer  service  rep 

Delineator    

Supvng  steno  I 

Sr  steno 

Supvng  calculating  mach  opr 

Sr  clerk 

Sr  account  clerk 


SALARY  RANGE 

1 

1 

1 

$26,773 

$26,775 

$26,775 

4 

■1 

4 

2G.2.50 

105.000 

105,000 

1 

1 

1 

1,793-2,141 

25,692 

25,692 

1.2 

1 

1 

1,548-1,882 

22,584 

22,384 

4 

4 

4 

1.21.3-1.4T.T 

67.656 

68,376 

1.2 

1 

1 

1,100-1.337 

14,556 

15.276 

1.7 

2 

2 

905-1.100 

23,312 

28,296 

4 

4 

4 

644-783 

36,556 

37.288 

0.7 

1 

1 

543-660 

7,048 

7,391 

2 

2 

2 

505-614 

14,736 

14,736 

1 

1 

1 

1,1.55-1,405 

16,044 

16,860 

1 

1 

1 

86.3-1,048 

12.576 

12,576 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

660-SOl 

9.612 

9.612 

3 

3 

3 

571-692 

24.912 

24.912 

1 

1 

1 

571-692 

7,536 

7.920 

5.2 

5 

S 

492-599 

33.204 

33.840 

0.5 

1 

1 

530-676 

6.360 

6.672 

1 

1 

1 

50.5-614 

7.368 

7,368 

5.9 

7 

7 

50.5-614 

50,058 

50..56S 

2.2 

2 

o 

492-599 

7,188 

7,188 

2  2 

2 

2 

480-584 

13,6.54 

13.988 

3.9 

3 

3 

469-571 

20,556 

20,556 

11.9 

13 

13 

44&-.543 

88,129 

84,526 

2 

2 

2 

435-530 

12.395 

12,695 

2 

3 

3 

433-530 

16,932 

18,042 

15 

14 

14 

415-530 

82,370 

83,718 

13 

15 

15 

415-505 

83.265 

86,016 

1.7 

1 

1 

415-505 

5,835 

6,060 

0.1 

- 

- 

(1,035) 

6,000 

6,000 

0.9 

1 

1 

1,048-1,273 

13,200 

13,860 

0.4 

1 

1 

950-1,155 

12,476 

13,096 

1 

1 

1 

783-950 

11,400 

11,400 

0.8 

1 

1 

644-746 

7,920 

8,316 

1 

1 

1 

584^710 

8,520 

8,520 

1 

1 

1 

571-692 

7,920 

8,304 

1 

1 

1 

492-599 

8,304 

8,304 

1 

1 

1 

505-614 

6,924 

7,278 

0.9 

1 

1 

492-599 

6,516 

6,852 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-343 

6,079 

6,386 

<> 

2 

2 

415-530 

12,120 

12,120 

1 

1 

1 

41.5-505 

5,484 

5,760 

2 

2 

2 

41.5-505 

11,240 

11,500 

0.4 

1 

1 

377-457 

4,704 

4,940 

1 

1 

1 

1,100-1,337 

15,980 

16,044 

0.3 

1 

1 

571-692 

7,536 

7.920 

0.2 

1 

1 

492-599 

6,334 

6.656 

1 

1 

1 

50.5-614 

7,278 

7,368 

0.2 

1 

1 

359-435 

4,434 

4,650 

113.5 

120 

120 

$926,949 

$1,027,866 

$1,046,393 

1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1 

1 

1,626-1,976 

23,712 

23,712 

5 

5 

5 

1,548-1,882 

112,119 

112,920 

8 

8 

8 

1,337-1,626 

153,947 

135,350 

22 

22 

22 

1,135-1,405 

366,568 

369,764 

37.7 

39 

39 

998-1,213 

546,611 

553,9.57 

34.1 

35 

35 

821-998 

400,689 

408,777 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

11,400 

11,400 

4 

4 

4 

783-930 

43,218 

44,241 

1 

1 

1 

746-905 

10,860 

10,860 

7 

8 

8 

644-783 

69,453 

71,944 

1 

1 

1 

614-746 

7,984 

8,384 

1 

1 

1 

584-710 

8,520 

8,320 

10.9 

12 

12 

305-614 

86,868 

87,408 

1 

1 

1 

30.5-614 

6,924 

7,278 

4 

4 

4 

492-599 

28,752 

28,752 

1 

1 

1 

492-599 

7,188 

7,188 

584 


REGULATION  AND  LICENSING 


PUBLIC  UTILITIES  COMMISSION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FillBd)       (Anlh.)       [tnlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
f6 


UTILITIES  DIVISION— Continued 

Steno  II  

Clerk-typist  II 

Calculating  mach  operator 

Clerk  II 

Steno  I 

Totals,  Authorized  Positions 


FINANCE  AND  ACCOUNTS  DIVISION 


Chief    

Asst  chief 

Principal  financial  examiner 

Financial  examiner  IV 

Financial  examiner  III 

Piunncial  examiner  II 

Auditor  I 

Sr  steno   

Sr  clerk 

Accounting  technician 

Steno  II  

Clerk-typist  II 

Totals,  Authorized  Positions 47.6 


TRANSPORTATION    DIVISION 

Administration : 

Chief    

Asst  chief 

Administrative  asst  I 

Sr  steno 

Steno  II  

Clerk-typist  II 

Engineering  &  Passenger  Branch  : 

Prin   transiiortation  engineer 

Supvng  transportation  engineer 

Supervisor 

Sr  transportation  engineer 

Sr  transportation  supvr 

Assoc  transportation  engineer  _ 

Assoc  transportation  supvr 

Asst  transportation  engineer 

Asst  transportation  supvr 

Asst  rate  expert 

Asst  econ  analyst 

Asst  transportation  rep 

Supvng  steno  I 

Sr  steno 

Sr  clerk 

Sr  clerk-typist 

Steno  11  

Clerk-typist  II 

Clerk   II   

Freight  Economics  Branch : 

Principal  rate  expert 

Supvng  transportation  engineer 

Supvng  rate  expert 

Sr  transportation  engineer 

Sr  rate  expert 

Assoc  transportation  engineer  _ 

Assoc  rate  expert 

Asst  transportation  engineer 

Asst  rate  expert 

Asst  econ  analyst 

Sr  delineator 

Sr   steno   

Supvng  calculating  mach  opr  __ 

Sr  clerk 

Steno  II 

Clerk-typist   II    

Calculating  mach  operator 

Clerk  II   


SALARY  RANGE 

8 

10 

10 

446-543 

60,706 

62,114 

10.9 

10 

10 

415-530 

62,100 

62,100 

5 

5 

5 

435-530 

31,400 

31,700 

1 

1 

1 

415-505 

6,060 

6.060 

0.1 

1 

1 

405Ht92 

5,020 

5,268 

166.7 

173 

173 

$1,919,466 

$2,086,411 

$2,116,209 

N 

1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

7 

T 

7 

1,155-1,405 

118,020 

118,020 

14 

14 

14 

950-1,155 

189,789 

191,026 

14 

18 

18 

783-950 

188,210 

193,509 

2 

2 

2 

G44-746 

10,0.32 

16,836 

2 

2 

2 

505-614 

13,910 

14,236 

1 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

492-599 

14,376 

14,376 

1.3 

2 

2 

446-543 

12,098 

12,374 

1.3 

2 

2 

415-530 

10,675 

11,040 

53 


53 


$560,592 


$637,306 


$645,673 


1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1.1 

1 

1 

1,626-1,976 

23,712 

23,712 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

50.5-614 

7,368 

7,368 

1.5 

1 

1 

446-543 

6,516 

6,516 

0.5 

1 

1 

41.5-530 

6,060 

6,060 

1.8 

1 

1 

1,548-1,882 

22,584 

22,584 

2 

2 

2 

1,337-1,626 

38,244 

39,024 

i 

1 

1 

1,337-1,626 

19,512 

19,512 

4.1 

4 

4 

1,155-1,405 

67,100 

67,440 

3 

3 

3 

1,155-1,405 

50,580 

50,580 

14 

15 

15 

998-1,213 

212,351 

215,876 

3 

3 

3 

998-1,213 

42,104 

42,752 

9 

9 

9 

821-998 

107,016 

107,784 

4.5 

5 

5 

821-998 

55,650 

57,330 

1 

1 

1 

783-950 

11,400 

11,400 

2 

783-950 

19,584 

20,544 

0.3 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

584-710 

8,520 

8,520 

3.1 

3 

3 

505-614 

21,132 

21,834 

1 

1 

1 

492-599 

6,712 

7,048 

1.5 

1 

1 

492-599 

7,188 

7,188 

6 

7 

7 

446-543 

42,557 

43,385 

2.4 

3 

3 

415-530 

18,180 

18,180 

2.5 

1 

1 

415-505 

5,599 

5,885 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

1.1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

1.273-1,-548 

18..576 

18,576 

3.1 

O 

'J 

3 

1,15.5-1,405 

49,124 

49,900 

4 

3 

3 

1,100-1,337 

47,684 

48,132 

8.7 

8 

8 

998-1,213 

113,794 

115,361 

10 

10 

10 

950-1,155 

137,521 

138,215 

5.9 

5 

5 

821-998 

57,372 

58,260 

9 

2 

2 

783-950 

22,050 

22,575 

2.3 

3 

3 

7S3-950 

32,946 

33,450 

1 

1 

1 

746-905 

10,860 

10,860 

2 

2 

2 

505-614 

14,736 

14,736 

1 

1 

1 

505-614 

7,368 

7,368 

1.8 

1 

1 

492-599 

7,188 

7,188 

6 

6 

6 

446-543 

36,256 

37,421 

0.2 

1 

1 

415-530 

5,200 

5,462 

1.7 

2 

2 

435-530 

11,317 

11,895 

2.8 

1 

1 

415-505 

5,220 

5,484 

REGULATION  AND  LICENSING 


585 


PUBLIC   UTILITIES  COMMISSION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FIII.JI      (Auth.)      (Aurh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2     TRANSPORTATION   DIVISION— Continued 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
66 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


Tariff  and  License  Branch  : 

Administration : 

Prin    transportation    engineer 

Supvug  rale  expert 

Supvng  transportation  rep 

Sr   rate   expert   

Sr  transportation   rep  

Assoc  rate  expert 

Assoc   transportation   rep 

Asst  rate  expert 

Asst  transportation   rep   

.Tr  rate  expert 

Siipvng   clerk   I   

Supvng  file  elk  I  

Sr  steno  

Sr   clerk    

Sr  clerk-typist 

Sr  file  clerk 

Sr  account  clerk 

Steno    II    

Clerk-typist  II 

Clerk   II   

File  clerk  II  

Account  clerk  II 

Clerk   I   

Temporary    help    

Compliance  and  Enforcement 
Branch : 

Principal  transportation  rep 

Supvng   transportation   rep    

Sr  rate  expert 

Sr  transportation  rep  

Assoc  rate  expert 

Assoc   transportation   rep   

Asst  rate  expert 

Asst   transportation   rep   

.Tr  transportation   rep   

Snpvng   clerk-typist   I    

Sr  steno  

Sr  clerk-typist 

Steno  II  

Clerk-typist    II    

Calculating  mach  operator 

Clerk  II   

Systems  and  Procedures  Branch : 

Principal,  systems  &  procedures 

Supvng  transportation  engineer. 

Snpvng  rate  expert 

Sr  transportation  engineer 

Sr  rate  expert 

Assoc  transportation  engineer 

Supvr,  EDP 

Assoc  rate  expert 

Asst  transportation  engineer 

Programmer  II 

Asst  rate  expert 

Asst  econ   analyst 

Asst  transportation  rep 

Programmer  I   

Sr  steno 

Key  punch  supyr  I 

Steno  II  —^   

Clerk-typist  II 

Key  punch  operator 

Clerk  n  

Totals,  Authorized  Positions 


LEGAL  DIVISION 

Chief  counsel  

Asst  chief  counsel 

Counsel  III .:. 

Counsel  II 

Counsel  I 

Asst  counsel 

Legal  secretary 

Sr  legal  steno 

Clerk-typist  II 

Totals,  Authorized  Positions 


SALARY  RANGE 

- 

1 

1 

1,548-1,882 

18,576 

19,512 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

0.1 

1 

1 

1,213-1.475 

17,210 

17,700 

1.1 

2 

2 

1,100-1,337 

32,088 

32,088 

1.5 

i 

1 

1,048-1,273 

15,276 

15,276 

6.5 

7 

7 

9.50-1,155 

96,800 

97,020 

1 

1 

1 

90,5-1,100 

12,784 

13,200 

S 

S 

8 

783-950 

88,186 

89,637 

5 

5 

5 

746-905 

50,328 

51,600 

1 

1 

1 

644-783 

8,048 

8,452 

2 

2 

2 

571-692 

15,666 

16,032 

1 

1 

1 

571-692 

8,304 

8,304 

_ 

1 

1 

505-614 

6,060 

6,360 

6.4 

7 

7 

492-599 

49,700 

50,316 

3.6 

4 
1 

4 
1 

492-599 
492-599 

27,300 

7,188 

27,768 

1 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

0.2 

3 

3 

446-543 

18,522 

18,798 

14.4 

13 

13 

415-530 

76,277 

77,331 

12  3 

14 

14 

415-505 

81,291 

82,933 

3.6 

4 

4 

415-505 

22,522 

23,279 

2 

2 

2 

415-505 

12,120 

12,120 

0.5 

0.5 

0.5 

359-435 

2,325 

2,440 

0.1 

1 

1 

(148) 

4,000 

4,000 

1 

1 

1 

1,40.5-1,708 

20,496 

20,496 

3 

2 

•> 

1,213-1,475 

34,910 

35,400 

1 

1 

1 

1,100-1,.337 

16,044 

16,044 

6.2 

8 

8 

1,048-1,273 

119,058 

121,308 

4 

4 

4 

950-1,155 

53,906 

54,520 

30.3 

29 

29 

905-1,100 

379,026 

382,228 

4.9 

5 

5 

783-950 

55,938 

56,730 

34.9 

34 

34 

746-905 

355.384 

363,036 

1.9 

3 

3 

584^710 

23,956 

24,588 

1 

1 

1 

571-692 

8,304 

8,304 

2 

1 

1 

50.5-614 

7,368 

7,368 

0.1 

1 

1 

492-599 

6,964 

7,188 

21.4 

22 

22 

446-543 

140,286 

141,630 

2 

2 

2 

415-530 

11,106 

11,670 

1 

1 

1 

435-530 

6,360 

6,360 

0.2 

2 

2 

415-505 

11,302 

11,567 

1 

1 

1 

1,40.5-1.708 

20,496 

20.496 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

1,273-1,548 

18,570 

18,576 

1 

1 

1 

1,155-1,405 

15,724 

16,520 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

998-1.213 

14,556 

14..556 

1 

1 

1 

950-1,155 

12,628 

13,2,55 

1 

1 

1 

950-1.155 

13.860 

13,860 

1.1 

9 

2 

821-998 

23,196 

23,760 

2.8 

3 

3 

783-950 

29,408 

30,900 

2.9 

3 

3 

783-950 

33,225 

33,975 

2 

2 

2 

78.3-950 

21,2.52 

21,756 

_ 

1 

1 

746-905 

8,952 

9.396 

0.9 

1 

1 

676-783 

8,316 

8.736 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

6,572 

6,908 

0.3 

1 

1 

446-.543 

5,.5.59 

5,835 

1 

1 

1 

415-530 

5,440 

5.714 

3.9 

4 

4 

425-517 

23,947 

24.741 

1.2 

3 

3 

41.5-505 

16,444 
$3,731,879 

17,282 

339.2 

352.5 

352.5 

$3,409,425 

$3,787,330 

1 

1 

1 

$1,793-2,078 

$24,936 

$24,936 

1 

1 

1 

1,708-2,076 

24,912 

24,912 

.5.5 

6 

6 

1,548-1,882 

127,782 

131,898 

7.8 

9 

9 

1,337-1,626 

169,108 

171,0.58 

6.3 

6 

6 

1,21.3-1,475 

96,288 

100,236 

4.2 

5 

5 

905-1,100 

54,840 

57,576 

1 

1 

1 

584-710 

8,520 

8,520 

8 

8 

8 

543-660 

63,360 

63,360 

1 

1 

1 

415-530 

6,060 

6,060 

35.8 


38 


38 


$507,974 


$575,806 


$588,556 


586 


REGULATION  AND  LICENSING 


PUBLIC   UTiLSTiES   COMMISSION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllbd)      (Auth.)      (Aurh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXAMINER   DIVISION 

Chief   examiner 

Asst  chief  examiner 

Examiner   II    

Examiner   I    

Sr  legal  steno 

Sr  steno 

Legal   steno   

Steno    II    

Clerk-typist  II 

Totals,  Authorized  Positions 38.3 


REPORTING    UNIT 

Chief  reporter   1 

Sr  reporter 1 

Reporter   9.8 

Supvng  transcriber 1 

Sr  transcriber 1 

Hearing  transcriber-typist 7.6 

Reporter — intermittent     0.1 

Reporter — dailies 0.1 

Transcriber — intermittent    0.9 

Transcriber — dailies    1.2 

Totals,  Authorized  Positions 23.7 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    764.8 


SALAEY  RANGE 

1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

22.2 

23 

23 

1,405-1,708 

467,772 

468,612 

2.3 

2 

2 

1,273-1,548 

37,006 

37,152 

4 

4 

4 

543-660 

31,552 

31,680 

1 

1 

1 

505-614 

7,368 

7,368 

4.2 

6 

6 

469-571 

38,228 

39,382 

2 

2 

2 

446-543 

13,032 

13,032 

0.6 

1 

1 

415-530 

5,50r 

5,785 

41 


41 


$571,642 


$647,961 


$650,507 


1 

1 

$1,074-1,305 

$14,568 

$14,568 

1 

1 

973-1,183 

13,212 

13.212 

10 

10 

884-1,074 

120,631 

121,762 

1 

1 

599-728 

8,736 

8,736 

1 

1 

543-660 

7,160 

7.507 

8 

8 

492-599 

51,420 

53,509 

0.6 

0.6 

(659) 

5,000 

5,000 

0.6 

0.6 

(1,331) 

7,500 

7,500 

0.4 

0.4 

(9,371) 

5,000 

5,000 

1.4 

1.4 

(11,962) 

11,000 

11,000 

25 


25 


802.5   802.5 


$225,075 


5,121,123 


$244,227 


5,951,456 


$247,794 


$9,082,462 


ADMINISTRATION 


DEPARTMENT   OF   REAL   ESTATE 


Commissioner 1  1 

Chief  asst  commissioner 1  1 

Administrative  adviser 1  1 

Deputy  commissioner  V 0.3  - 

Deputy  commissioner  III 1  1 

Accounting  officer  II 1  1 

Secretary  II 1  1 

Accountant  I   1  1 

Sr  legal  steno 0.4  1 

Sr  steno    0.6 

Sr  clerk    1  1 

Sr  clerk-typist   1  1 

Sr  information  clerk 1  1 

Accounting  technician    1  1 

Stock  clerk 0.9  1 

Steno  II    0.8  2 

Clerk-typist  II 0.3 

Duplicating  mach  operator  II 0.2  1 

Clerk  II    2.9  3 

Cashier-clerk  II 1.1  1 

Account  clerk  II 1.6  2 

Totals,  Authorized  Positions 20.1  22 


EXAMINATIONS 


SALARY  RANGE 

1 

$23,625 

$23,625 

$23,625 

1 

1,475-1,793 

21,516 

21,516 

1 

1,337-1,626 

19,512 

19,512 

- 

1,048-1,273 

- 

- 

1 

863-1,048 

12,576 

12,576 

1 

783-950 

10,950 

11,400 

1 

644-783 

9,396 

9,396 

1 

584-710 

7,578 

7,952 

1 

543-660 

7,696 

7,920 

— 

505-614 

— 

— 

1 

492-599 

6,544 

6,880 

1 

492-599 

7,188 

7,188 

1 

492-599 

7,188 

7,188 

1 

492-599 

6,516 

6,852 

1 

480-584 

6,924 

7,008 

2 

446-543 

11,118 

11,670 

_ 

415-530 

— 

_ 

1 

435-530 

5,308 

5,576 

3 

415-505 

16,260 

16,764 

1 

415-505 

6,060 

6,060 

2 

415-505 

11,774 

12,070 

22 


$178,859 


$197,729 


$201,153 


Deputy  commissioner  IV 

Deijuty  commissioner  III 

Deputy  commissioner  II 

Sr  clerk 

Sr  clerk-typist    

Clerk-typist  II 

Clerk  II    

Account  clerk  II 

Totals,  Authorized  Positions 


1 

1 

1 

$1,048-1,273 

$15,276 

$15,276 

o 

2 

2 

863-1,048 

25,152 

25,152 

3.7 

3 

3 

783-950 

38,106 

33,930 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

2.8 

2 

o 

415-530 

11,659 

11,945 

0.6 

o 

2 

415-505 

10,885 

11,412 

1 

1 

1 

415-505 

5,760 

6,060 

13.1 


13 


13 


$113,927 


$121,214 


$118,151 


REGULATION  ^VND  LICENSING 
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DEPARTMENT   OF   REAL   ESTATE — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (4i.th.)      (*uth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


LICENSING 

Deputy  commissioner  III 111 

Deputy  commissioner  I 0.9           1              1 

Supvug  clerk  II 111 

Sr  tab  macli  operator 0.3           1              1 

Sr   steno   111 

Sr  clerk-typist 3              3              3 

Sr  file  clerk 111 

Tab  mach  operator 111 

Steno  II 2.9           3              3 

Clerk-typist  II 10            13            13 

Key  punch  operator 2.9           3              3 

Clerk   II   14            14            14 

File  clerk  II 111 

Clerk-typist    I    1.9           5               5 


Totals,   Authorized   Positions 


REGULATIONS 

Sr  counsel 

Chief  deputy  commissioner 

Assoc  counsel 

Deputy  commissioner  V 

Supyng   auditor   

Deputy  commissioner  IV 

General  auditor  III 

Asst   counsel    

Assoc  appraiser 

Deputy   commissioner   III 

General  auditor  II 

Deputy  commissioner  II 

Deputy  commissioner  I 

Auditor   I   

Secretary  I  

Snpvng  clerk   I 

Sr  legal  typist 

Sr  legal  steno 

Sr   steno   

Sr  clerk-typist 

Sr   information    clerk 

Stock  clerk 

Legal  steno 

Steno  II   

Clerk-typist  II 

Clerk   II   

Clerk-typist  I 

Totals,  Authorized  Positions 


EDUCATION   AND  PUBLICATIONS 

Deputy  commissioner  V 

Deputy  commissioner  III 

Sr   steno   

Steno  II  

Totals,  Authorized  Positions 

Temporary  help  and  overtime 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS 


41.9 


49 


49 


SALARY  RANGE 
$863-1,048 
710-863 
660-SOl 
530-C44 
50.5-614 
492-599 
492-599 
480-584 
446-543 
415-530 
425-517 
415-505 
415-505 
377-457 

$239,335 


$12,576 

8,520 

9,612 

7,398 

7,188 

21,172 

7,188 

7,008 

16,861 

70,211 

18,1.51 

80,883 

6.060 

23;412 


$295,740 


$12,576 

8,952 

9,612 

7,728 

7,368 

21,508 

7,188 

7,008 

17,701 

73,548 

18,437 

82,885 

6,060 

24,580 


$305,151 


1 

1 

1 

$1,337-1,626 

$19,356 

$19,512 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

6.1 

6 

6 

1,213-1,475 

103,786 

105,224 

2.2 

3 

3 

1,213-1,475 

49,956 

50,676 

2.1 

2 

2 

1,048-1,273 

30,552 

30,.552 

4 

4 

4 

1,048-1,273 

60,210 

60.924 

1 

1 

1 

950-1,155 

13,860 

13,860 

3 

4 

4 

905-1,100 

48,866 

50,532 

3 

o 

3 

863-1,048 

39,600 

39,600 

13.1 

13 

13 

863-1,048 

163,438 

163,488 

10.6 

11 

11 

783-950 

121,868 

123,381 

33.3 

34 

34 

783-950 

380,253 

384,537 

10.7 

11 

11 

710-868 

100,648 

105,626 

0.4 

— 

— 

644-746 

— 

— 

1 

1 

1 

584-710 

S,,520 

8,520 

0.9 

1 

1 

571-692 

8,304 

8,304 

2 

2 

2 

543-660 

15,680 

15,840 

3.6 

5 

5 

543-660 

36,248 

37,600 

7 

7 

7 

50.5-614 

46,820 

48,432 

4 

4 

4 

492-599 

27,924 

28,248 

3 

3 

3 

492-599 

21,060 

21,396 

0.4 

1 

1 

480-584 

5,910 

6,210 

1.4 

1 

1 

469-571 

5,766 

6,054 

6 

6 

6 

446-543 

36,557 

37,735 

20.6 

20 

20 

415-530 

116,777 

119,551 

8.7 

9 

9 

41.5-505 

51,866 

53,382 

1.9 

4 

4 

377-^57 

19,320 
$1,552,657 

20,264 

152 

158 

158 

$1,409,121 

$1,578,960 

1 

1 

1 

$1,213-1,475 

$17,700 

$17,700 

3 

3 

3 

863-1,048 

37,628 

37.728 

1.1 

2 

2 

505-614 

14,076 

14,736 

1.8 

2 

2 

446-543 

12,006 

12,282 

6.9 

8 

8 

$70,500 

$81,410 

$82,446 

- 

0.4 

0.4 

- 

1,500 

1,500 

234 

250.4 

250.4 

$2,011,742 

$2,250,250 

$2,287,361 

588 


KEGULATION  AJVD  LICENSING 


DEPARTMENT   OF   SAVINGS   ANE3i   LOAN 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aufh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
£6 


Commissioner 

Chief  deputy  commissioner 

Asst  commissioner 

Administrative  adviser 

Sr   counsel    

Assoc  counsel 

Financial  specialist 

Supvng  examiner  II 

Savings  &  loan  economist 

Supvng  examiner  I 

Adm  service  officer  I 

Supvng  appraiser 

Examiner  III 

Administrative  asst  II 

Assoc  appraiser 

Examiner  II 

Accounting  officer  II 

Administrative  asst  I 

Asst  appraiser 

Auditor  I   

Secretary  I  

Supvng'  clerk  I 

Sr  legal  steno 

Sr  steno   

Sr  clerk-typist 

Sr  file  clerk 

Legal  steno 

Steno  II 

Clerk-typist  II 

Duplicating  mach  operator  II_ 

Key  punch  operator 

Clerk  II   

File  clerk   II 

Temporary  help 

Totals,  Authorized  Positons 


S.U.4RY  R,\NGB 

1 

1 

1 

§25,725 

$25,725 

$25,725 

1 

1 

1 

1,626-1,976 

23,712 

23,712 

2 

2 

2 

1,475-1,793 

43,032 

43.032 

0.1 

1 

1 

1,475-1.793 

21,516 

21,516 

0.9 

1 

1 

1,337-1,626 

18,576 

19,512 

4.6 

4 

4 

1,213-1,475 

64,348 

66,698 

1 

1 

1 

1.15.5-1,405 

16,860 

16,860 

4 

4 

4 

1,155-1,405 

67,032 

67,440 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

6 

6 

6 

1,048-3,273 

89.980 

91,536 

0.6 

1 

1 

1,048-1,273 

15,036 

15,276 

3 

3 

3 

1,213-1,475 

43,668 

43,668 

34.5 

35 

35 

950-1,155 

465,795 

478,372 

0.4 

— 

— 

950-1,155 

— 

— 

27.8 

28 

28 

905-1,100 

360,201 

364,618 

41 

45 

45 

783-950 

477,449 

491,889 

1 

1 

1 

783-950 

10,860 

11,400 

0.3 

_ 

_ 

783-950 

— 

— 

9 

10 

10 

746-905 

98,850 

102,654 

4.6 

3 

3 

644-746 

24.792 

25,584 

1 

1 

1 

584-710 

8,520 

8,520 

2 

2 

2 

571-092 

16,416 

16,608 

1.9 

2 

2 

543-660 

13,791 

14,484 

3 

4 

4 

505-614 

29,262 

29,472 

2.4 

3 

3 

492-,199 

20,584 

21,284 

1 

1 

1 

492-.-.;  Ill 

6.490 

6,824 

1.2 

2 

o 

469-571 

12,100 

12,710 

4.8 

7 

7 

446-543 

40,957 

42,718 

11.9 

12 

12 

415-530 

69,504 

71,462 

1 

1 

1 

435-530 

5,760 

6,060 

2 

3 

3 

425-517 

16,804 

17,648 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

0.4 

0.5 

0.5 

(-) 

$1,918,412 

2,050 

2,050 

17S.4 

1SS.5 

1SS.5 

$2,138,650 

$2,188,312 

RESOTiRCES 


589 


DEPARTMENT  OF   CONSERVATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fllleill      («i]ih.|       (Aiilh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE  AND    MANAGEMENT 
SERVICES 

Director's  OfEce : 

Director     

Deputj'  director 

Asst  director,   program  development 

Safety    coordinator    

Chief,  conservation  education 

Secretary  II  

Sr   steno    

Steuo   II    

Clerk-typist  II 

Management  Services : 

Asst  director,   management  services 

Personnel  officer  III 

Fiscal  officer  II  

Sr   .steno    

Accounting  and  Business   Services : 

Acctg  officer   III 

Acctg  officer  II 

Accountant  I  

rfupvng   clerk   I 

Sr   steno    

Supvng  bookkeeping  mach  opr 

Sr  account  clerk 

Accounting  technician 

Bookkeeping  mach  operator  II 

Steno   II   

Clerk-typist  II 

Calculating  mach  operator 

Bookkeeping  mach  operator  I 

Temporary  help 

Systems  Analysts  Services : 

Staff  manngement  an.ilyst 

Budget  and  Management  Evaluation 
Services : 

Fiscal  officer  I  

Assoc  budget  analyst 

Associate  management  analyst 

Administrative     trainee — jr     staff 

analyst    

Accounting  technician 

Steno   II    

Clerk-typist  II 

Clerk   II   

Service  and  Supply : 

Storekeeper  I  

Stock  clerk 

Clerk   I   

Organization  and  Personnel  Services : 

Assoc  personnel  analyst 

.Ir  staff  analyst 

Personnel   asst  II 

Sr  clerk-typist 

Personnel  asst  I 

Steno   II   

Clerk-typist  II 

Clerk-typist  I 

Temporary  help 

Library : 

Librarian  III 

Librarian  II 

Sr  clerk 

Sr  clerk-typist 

Sr  file  clerk 

Clerk-typist  II 

Temporary  help 

Overtime 

Totals,  Authorized  Positions 


ADMINISTRATION 

State  Forester's  Office : 

State  forester  

Chief  deputy  forester 
Asst  deputy  forester  _ 


S.UART  DANGE 


1 

1 

1 

$23,625 

$23,625 

$23,625 

1 

1 

1 

1,626-1,967 

23,604 

23,604 

1 

1 

1 

1,40.5-1,708 

17,420 

18,284 

1 

1 

1 

1,155-1,405 

16,860 

16.860 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

505-614 

7,368 

7,368 

1.5 

1 

1 

446-543 

6,490 

6.516 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

1,405-1,708 

20,168 

20,496 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

0.9 

1 

1 

1,155-1,405 

13,860 

14,556 

2 

2 

505-614 

14,736 

14,730 

1 

1 

1 

950-1,155 

13,860 

13,860 

2 

783-950 

21,756 

22,260 

2.1 

2 

2 

584-710 

16,248 

16,632 

2 

'* 

571-692 

16,608 

16,608 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

505-614 

7,368 

7,368 

7.1 

8 

8 

492-599 

57,224 

57,504 

4 

4 

4 

492-599 

27,976 

28,304 

2.9 

3 

3 

457-556 

17,893 

18,467 

1.3 

2 

o 

446-543 

12,772 

13,032 

6 

6.5 

6.5 

415-530 

37,397 

38,053 

1 

1 

1 

435-530 

6,360 

6,360 

2.5 

3 

3 

415-505 

16,276 

17,102 

0.6 

0.5 

0.5 

(3,402) 

2,689 

2,689 

0.5 

1 

1 

1,048-1,273 

12,576 

13,200 

0.3 

1 

1 

1.048-1,273 

12,784 

13,420 

1.7 

1 

1 

950-1,155 

12,176 

12,784 

1 

1 

1 

950-1,155 

11,400 

11,976 

0.9 

9 

o 

614-783 

15,276 

16,032 

1 

i 

1 

492-599 

7,048 

7,188 

1.4 

1 

1 

446-543 

5,674 

5.954 

1 

1 

1 

415-530 

6,060 

6,060 

0.1 

0.5 

0.5 

415-505 

2,550 

2,676 

1 

1 

1 

530-676 

7,728 

7,728 

2 

2 

2 

480-584 

14,016 

14,016 

1 

1 

1 

359-435 

4,560 

4,780 

*> 

2 

2 

950-1,155 

25,260 

25,8,36 

0.6 

1 

1 

644-783 

7,856 

8,248 

0.4 

1 

1 

571-692 

7,664 

8,048 

3.2 

2 

2 

492-599 

14,376 

14,376 

2.4 

4 

4 

492-599 

27,408 

28,080 

0.5 

1 

1 

446-543 

6.516 

6,516 

8.1 

7.5 

7.5 

415-530 

42,260 

43,523 

0.4 

1 

1 

377-457 

5,180 

5,440 

0.3 

1.5 

1.5 

(1,823) 

7,918 

7,918 

0.5 

710-863 

_ 

_ 

0.6 

_ 

_ 

644-783 

— 

_ 

0.4 

_ 

_ 

492-599 

— 

_ 

0.5 

_ 

_ 

492-599 

_ 

„ 

0.1 

_ 

_ 

492-599 

— 

— 

2.9 

_ 

— 

415-530 

_ 

_ 

0.3 

0.5 

0.5 

(1,679) 

2,689 

2,689 

0.1 

0.3 

0.3 

(740) 

1,810 

1,810 

84.1        86.3 


86.3 


$669,603 


$715,911 


DIVISION   OF  FORESTRY 


$729,150 


1 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

2 

2 

2 

1,155-1,405 

33,720 

33,720 

590 


RESOURCES 


DEPARTMENT   OF   CONSERVATION— Contis^ued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      («uth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
28 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
€2 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   FORESTRY— Continued 


ADMINISTRATION— Continued 

State  Forester's  Office — Continued 

Asst  executive  officer 

Forest  ranger  II 

Assoc  equipt  engineer 

Civil  engrng  techn  I 

Delineator 

Secretary  I  

Engrng  aid  II 

Sr   steno   

Steno  II   

Clerk-typist  II 

Fire  Control  Operations : 

Deputy  forester 

Asst  deputy  forester 

Foi-estry  equipt  engineer 

Forestry  air  operations  engineer 

Forest  ranger  II 

^Meteorologist   II 

Forest  ranger  I 

Asst  equipt  engineer 

Assoc  forest  ranger 

Asst  econ  analyst 

Asst  forest  ranger 

Heavy  squipt  mechanic 

Jlachinist    

Sr  steno 

Sr  clerk 

Steno  II 

Clerk-typist  II 

Management  Services : 

Deputy  forester 

Asst  deputy  forester 

Forest  ranger  I 

Administrative  asst  I 

Sr   steno   

Sr  clerk-typist 

Sr  file  clerk 

Steno   II   

Clerk-typist    II    

Clerk   II    

Davis  Warehouse : 

Assoc  forest  ranger 

Foreman   I   

Firetruck    driver   

Storekeeper  I  

Skilled  laborer 

Groundsman 

Stock  clerk 

Laborer 

Clerk-typist  II 

Engineering  and  Conservation  Camps : 

Deputy  forester 

Asst  deputy  forester 

Sr  civil  engineer 

Assoc  civil  engineer 

Assoc  constrn  analyst 

Architectural  assoe 

Forest  ranger  I 

Land  surveyor 

Asst  civil  engineer 

Asst  mech  engineer 

Architectural  asst 

Constrn  inspector    

Sr  delineator    

Electrician  foreman    

Instrumentman    

Delineator 

Engrng  student — trainee    

Sr  steno    

Steno  II    

Temporary  help 

Fire  Academy : 

Forest  ranger  I 

Assoc  forest  ranger : 

Asst  forest  ranger 

Foreman  I    

Forestry  cook  II 

Forestry  cook  I 

Steno  II   

Janitor    

Food  service  asst  I 


SALAEY  K.\NGE 

1 

1 

1 

1,100-1,337 

2 

2 

2 

050-1,213 

1 

1 

1 

99,8-1,213 

0.1 

1 

1 

676-S63 

1 

1 

1 

614-746 

1 

1 

1 

584-710 

1.2 

2 

2 

556-676 

1 

1 

1 

505-614 

1 

1 

1 

446-543 

1 

1 

1 

415-530 

1 

1 

1 

1,273-1,548 

o 

o 

9 

1,155-1,405 

3 

3 

3 

998-1,273 

1 

1 

1 

998-1,273 

2 

2 

9 

9.50-1,213 

1 

1 

1 

950-1,213 

4 

4 

4 

821-1,048 

1 

1 

1 

821-1,048 

1 

1 

1 

746-998 

1 

1 

1 

783-950 

1 

1 

1 

676-905 

•> 

o 

O 

710-863 

1 

1 

1 

692-764 

o 

■7 

o 

505-614 

1 

1 

1 

492-599 

3 

3 

3 

446-543 

4 

4 

4 

415-530 

1 

1 

1 

1.273-1,548 

1 

1 

1 

1.155-1,405 

o 

9 

o 

821-1.048 

--) 

o 

•) 

783-950 

1.0 

■-> 

•> 

505-614 

1 

1 

1 

492-590 

1 

1 

1 

492-590 

o 

•7 

o 

446-543 

2.7 

3 

o 

41.5-530 

1 

1 

1 

415-505 

1 

1 

I 

74G-90S 

1 

1 

1 

584-821 

O.S 

1 

1 

530-710 

o.s 

I 

1 

530-676 

0.4 

1 

1 

58-1-644 

0.5 

1 

1 

505-584 

O.H 

1 

T 

480-584 

1.5 

o 

o 

505-556 

1 

1 

1 

415-530 

1 

1 

1 

1.273-1,548 

o 

2 

2 

1,155-1,405 

1 

1 

1 

1,1.5.5-1,405 

2 

2 

2 

998-1,273 

1 

1 

1 

998-1,213 

1 

1 

1 

950-1,155 

l.S 

2 

2 

821-1,048 

1 

i 

1 

90.5-1,048 

1 

1 

1 

821-1,048 

1 

1 

1 

821-998 

1 

1 

1 

821-998 

6 

6 

6 

783-950 

1 

1 

1 

746-905 

1 

1 

1 

S01-8S4 

1 

1 

1 

644-746 

3..S 

5 

5 

614-746 

0.3 

0.3 

0.3 

457-676 

2 

2 

2 

505-614 

3 

3 

3 

446-543 

0.8 

O.S 

(-) 

1 

1 

1 

821-1,048 

l.f! 

o 

•> 

746-998 

2 

2 

2 

676-905 

2 

0 

2 

584-821 

1 

1 

1 

492-692 

1 

1 

1 

446-628 

1 

1 

1 

446-543 

OS 

1 

1 

415-505 

0.9 

1 

1 

386-469 

16,044 

25,442 

11,976 

7,951 

7,548 

8,520 

13,680 

7,368 

6,516 

6,060 

18.576 
33,720 
44,921 
14,974 
28,536 
14,268 
49.308 
12,327 
11,523 
11,400 
10,449 
19,929 

9,168 
14,736 

7,188 
19,548 
24,065 

18.576 

16,800 

24,654 

22,800 

14,736 

7,188 

7,188 

10.904 

17,472 

5,374 

11.523 
8,057 
6,51(1 
6,360 
7.188 
6,210 
5,910 

12,882 
6,060 

18,576 
33,720 
16.860 
28,536 
14,208 
13,860 
24,654 
12,576 
11.739 
11,976 
11,076 
67,272 
10,.S60 
10,608 

8,952 
44,364 

1,752 
14,736 
19,111 

5,509 

12,327 

20,137 

20,899 

18,034 

0,612 

6,162 

5,789 

5,308 

4,940 


16,044 

26,007 

12,576 

8,351 

7,920 

8,520 

14,376 

7,368 

6,516 

6,060 

18,576 
33,720 
44,921 
14,074 
28,536 
14,268 
40,308 
12,327 
11,523 
11,400 
10,449 
19,929 

9,168 
14,736 

7,188 
19,548 
24,240 

18,576 

16,.S60 

24,654 

22,800 

14,736 

7,188 

7,188 

11,523 

17,742 

5,645 

11,523 
8.057 
6,840 
6,672 
7,.548 
6,516 
6,210 

13,188 
6,060 

18,576 
33.720 
16,860 
28,.536 
14..5.56 
13,860 
24,6.54 
12,576 
11.739 
11,976 
11,976 
67,776 
10.860 
10,608 

8,952 
44,760 

1,752 
14,736 
19,418 

5,509 

12,327 

20,564 

20,899 

18.634 

6,798 

6,162 

6,079 

5,576 

5,184 


KESOURCBS 
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DEPARTMENT   OF   CONSERVATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filleJ)      IAbH.)       |»uih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
68 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 


DIVISION   OF  FORESTRY— Continued 


Fire  Prevenlion  and  Law  Enforce- 
ment : 

Deputy  forester 111 

Asst  deputy  forester 111 

Law  enforcement  coordinator 111 

Fire  prevention  officer  V 5  5  5 

Fire  prevention  oificer  IV 111 

Sr  steno    111 

Steno  II    2  2  2 

Clerk-typist  II 111 

Forest,   Kange   and   Watershed   Man- 
agement : 

Deputy  forester 111 

Asst  deputy  forester 2  2  2 

Forester  III 3  3  3 

Forester  II 2  2  2 

Sr  steno    111 

Steno  II    1.4  2  2 

Clerk-typist  II 111 

Xiirsery  and  Forest  Regeneration: 

Forester  III 111 

Forester  II 111 

Forester    I    111 

Lead  groundsman 111 

Skilled  laborer 111 

Laborer   1.5  1.5  1.5 

Clerk-typist  II 111 

Seasonal  help 0.8  1.2  1.2 

Temporary  help -  0.5  0.5 

Temporary  help — holding  blanket 9  -  - 

Temporary  help — other   1.6  1.6  1.6 

Overtime   -  0.2  0.2 

Military  leave   _  _  _ 

Totals,  Authorized  Positions 154.7       155.1       155.1 


FOREST   PROTECTION— DISTRICT 
HEADQUARTERS 


Deputy  forester 6 

Asst  deputy  forester 6 

Assoc  civil  engineer 1 

Forest  ranger  II 4 

Forester  III 5 

Civil  engrng  assoc 4 

Forest  ranger  I 8.9 

Forester  II 24 

Fire  prevention  officer  IV 11.8 

Asst  civil  engineer 19,7 

Assoc  forest  r.inger 13 

Civil  engrng  techn  II 1 

Equipt  maint  foreman 21 

Asst  fore.=it  ranger 5.5 

Forester  I 1.5 

Heavy  equipt  mechanic 4 

Carpenter   foreman 4.3 

Foreman  I 5.8 

Electrician    I    5 

Storekeeper  II 6 

Carpenter   I 3.3 

Painter  I 5.3 

Firetruek   driver   5.9 

Accountant  I 4.9 

Sr  steno   8 

Personnel  asst  I 4 

Accounting   technician   1 

Groundsman 1 

Steno  II  18.8 

Clerk-tvpist  II 12.5 

Clerk   II    __   _    1.6 

Account  clerk  II 4 

.Janitor 4.7 

Nursery  and  Forest  Regeneration : 

Forester  II 2 


SALARY  RANGE 

1,273-1,548 

18,576 

18,576 

1,15.5-1,405 

16,800 

16,860 

1,15.5-1,405 

16,860 

16,860 

9.50-1,213 

67,694 

70,372 

821-1,048 

12,327 

12,327 

50.J-614 

7,368 

7,368 

446-543 

12.282 

12,570 

41.5-530 

6,000 

6,360 

1,27.3-1,548 

18,576 

18,576 

1,15.5-1,405 

33,720 

33,720 

950-1,213 

42,803 

42,803 

821-1,048 

24,654 

24,654 

505-614 

7,368 

7,368 

446-543 

10,980 

11,532 

415-530 

6,060 

6,060 

950-1,213 

13,586 

13,586 

821-1,048 

11,739 

11,739 

676-905 

9,480 

9,480 

530-644 

7,728 

7,728 

584-644 

7,728 

7,728 

505-556 

10,011 

10,011 

415-530 

6,060 

6,060 

(5,004) 

7,304 

7,304 

(-) 

2,676 

2,676 

(95,145) 

- 

- 

(6,172) 

6,697 

6,697 

(209) 

1,583 

1,583 

(6,501) 

- 

- 

$1,556,478 

$1,618,493 

$1,631,096 

6 

6 

$1,273-1,548 

$111,456 

$111,456 

6 

(i 

1,155-1,40^1 

101,160 

101,160 

1 

1 

998-1,273 

13,982 

14,679 

4 

4 

950-1,213 

47,505 

49..541 

0 

0 

9.50-1,213 

70,714 

70,714 

4 

4 

950-1,213 

56,389 

56,389 

9 

9 

821-1,048 

108,360 

108,856 

24 

24 

821-1,048 

283,697 

286,654 

12 

12 

821-1,048 

142,682 

143,670 

IS 

18 

821-1.048 

216,781 

217,771 

13 

13 

746-998 

149,982 

149.982 

1 

1 

783-998 

11,504 

11,7.39 

21 

21 

78.3-950 

228,749 

229,191 

6 

6 

676-905 

60.113 

60,.509 

2 

2 

676-905 

20,859 

20,899 

4 

4 

710-863 

39.368 

39,937 

5 

5 

764-842 

48,685 

49,577 

6 

6 

584-821 

56,008 

56.008 

6 

6 

728-801 

55,188 

56,488 

6 

6 

61-1-783 

54,7.56 

.55,188 

4 

4 

692-764 

34.080 

35,376 

6 

6 

692^764 

49.824 

52,416 

6 

6 

530-710 

46..541 

46,847 

5 

5 

581-710 

41,658 

42.032 

8 

8 

.505-614 

58.734 

.58,944 

4 

4 

492-599 

26.184 

26.784 

1 

1 

492-599 

7.188 

7,188 

2.5 

2.5 

50.5-584 

16.449 

17.427 

19 

19 

446-543 

118,800 

121,304 

13 

13 

415-530 

77,048 

78,046 

1.6 

1.6 

41.5-505 

9,173 

9,173 

4 

4 

41.5-505 

23.4.33 

24,015 

5 

5 

415-505 

29,888 

30,300 

2 

2 

821-1,048 

24,654 

24,654 
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DEPARTMENT   OF  CONSERVATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl      (Aulh.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


FOREST  PROTECTION— DISTRICT 
HEADQUARTERS— Continued 

State  Forests : 

Forester  III 

Forester  II 

Forester  I 

Steno   II   

Clerk-typist  II 

Temporary  help 

Temporai-y  help 

Totals,  Authorized  Positions 


DIVISION    OF   FORESTRY— Continued 


2.1 
4.5 


1 

6 

8 

1 

1 

2.5 

7.5 


1 

6 

S 

1 

1 

2.5 

7.5 


257.1       267.1       267.1 


FOREST   PROTECTION— FIELD 
SERVICES 

Regular  Field  Services : 

Forest  ranger  III 14 

Forest  ranger  II 5.7 

Forest  ranger  I 10.5 

Assoc  forest  ranger 28.3 

Fire  prevention  officer  II 5 

Asst  forest  ranger 144.4 

Fire  prevention  officer  I 42 

Foreman  I 26.6 

Sr  steno 1 

Steno  II 27.8 

Clerk-tvpist  II 14 

Clerk  II  1 

Temporary  help — construction 3.1 

Temporary  help — other 1.4 

Summer  Suppression  Crews : 

Foreman  I   290 

Firetnick  driver 226 

Equipment  operator 89.7 

Firefighter 479.3 

Forestry  cook  I 19.6 

Forestry  cook  II 4.4 

Forest  fire  lookout 56.8 

Graduate — trainee 1.1 

Jr  forester ;_ 15.9 

Winter  Work  Crew : 

Foreman   I    140.2 

Firetruck  driver 68.6 

Equipment  operator 42.4 

Forestry  cook  I 3.5 

Forestry  cook  II 1.3 

Jr   forester    7.9 


14 

6 
11 
29 

5 
145 
42 
27.6 

1 
28 
14.6 

1 

7 

0.5 

274.8 
206.5 

75.8 
524.2 

40.5 
4.4 

58.8 


176.6 
101 
52.1 

8.4 
3.4 


14 

6 
11 
29 

5 
145 
42 
27.6 

1 
28 
14.6 

1 

7 

0.5 

274.8 
206.5 

75.8 
524.2 

40.5 
4.4 

58.8 


176.6 

101 
52.1 
8.4 
3.4 


SALAEY  RANGE 

950-1,213 

821-1,048 
676-905 
446-543 
415-530 
(13,504) 
(34,017) 

$2,531,403 


$1,048-1,387 

950-1,213 

821-1,048 

746-998 

676-905 

676-905 

614-821 

584-821 

505-614 

446-543 

415-530 

41.5-505 

(22,016) 

(8,515) 

(2,516,880) 

(1,6.54,790) 

(781,120) 

(2,105,332) 

(121,400) 

(31.419) 

(306,993) 

(8.320) 

(140,793) 

(1,127,291) 

(-l.'58,694) 
(.<?40,950) 

(21,091) 
(8,427) 

(64,991) 


14,268 
73,374 
83,071 
5,789 
5,100 
17,918 
60,021 


$2,701,133 


$204,.544 

76,326 

135,646 

325.807 

52,006 

1,514,082 

398,985 

241,754 

7,368 

175,346 

77,045 

12,120 

50,000 

3,011 

2.674,354 
1,667,694 

743.143 
2,484,708 

259,542 
34,109 

349,272 


1,491,917 

729,624 

438,890 

52,718 

23,011 


Totals,  Authorized  Positions 


FORESTRY  CONSERVATION  CAMPS 

Forest  ranger  I 3  3  3 

Superintendent    32  32  32 

Asst  forest  ranger 46.5  47  47 

Foreman   II   264  268  268 

Forestry  equipment  operator 29.8  33  33 

Totals,  Authorized  Positions 375.3  383  383 


OAK  GLEN  JOS  CORPS 

CONSERVATION  CENTER 

Manager   

Supervisor    

High  school  teacher 

Elementary  teacher 

Instructor 

Asst  manager 

State  forest  ranger  I 

Assoc  forest  ranger 

Superintendent 

Corpsman   supvr   

Equipt  maint  foreman 

Counselor    

Asst  forest  ranger 

Foreman   II   

Asst  corpsman  supvr 


$821-1,048 
783-998 
676-905 
644-905 
644-821 

$3,542,058 


$37,030 

375,877 

488,893 

2,715,100 

304,524 

$3,921,424 


14,268 
73,374 
83.596 
6,079 
5,352 
17,918 
60,021 


$2,725,522 


$209,170 

78,020 

135,646 

327,089 

52,410 

1,514,717 

398,985 

242.565 

7,368 

178,778 

79,223 

12,120 

50,000 

3,011 

2,674,354 
1,667,694 

743.143 
2,484.708 

259,542 
34,109 

349,272 


1,491,917 

729,624 

438,890 

52,718 

23,011 


1,771.5  1,858.2  1,858.2    $12,904,675    $14,223,022    $14,238,084 


$37,030 
375,924 
489.770 
2,727,925 
304,524 

$3,935,173 


1 

1 

1 

$998-1.273 

$13,925 

$14,620 

1 

1 

1 

998-1,213 

13,860 

14,556 

3.3 

3 

3 

710-1,100 

34,890 

35,382 

2 

2 

2 

710-1,100 

21,420 

21,924 

2.4 

3 

3 

710-1,100 

28,776 

30,204 

0.8 

1 

1 

86.3-1,100 

12,228 

12,837 

1 

1 

1 

821-1,048 

12,327 

12,327 

1 

1 

1 

-  746-998 

11,613 

11,613 

1 

1 

1 

783-998 

11,786 

11,786 

1 

1 

1 

746-998 

11,613 

11,613 

1 

1 

1 

783-950 

11,055 

11.055 

_ 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

676-905 

10,490 

10,!531 

7.9 

8 

8 

644-905 

83,101 

83,101 

1 

1 

1 

676-905 

10.531 

10,531 
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DEPARTMENT  OF   CONSERVATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FilMtJuih.)      (»ulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


OAK   GLEN   JOB   CORPS  CONSER- 
VATION  CENTER— Continued 

Recreation  specialist 

Foreman   I 

Forestry  equipment  operator 

Supvng  corpsman  advisor 

Supvng  coolj  I 

Medical  technical  asst 

Corpsman   advisor    

Accountant  I 

Cook  II 

Sr  steno   

Steno  II  

Account  clerk  II 

Temporary  help 

Totals,  Authorized  Positions 

AGRICULTURAL   FIRE  PROTECTION 


DIVISION   OF   FORESTRY— Continued 


SALARY  HANGE 

1 

1 

1 

644-863 

10,042 

10,042 

0.7 

1 

1 

5S4-S21 

9,423 

9,423 

1 

1 

1 

644-821 

9.852 

9,852 

2.9 

3 

3 

614-821 

27,507 

27.967 

1 

1 

1 

571-764 

8,890 

S.S90 

1 

1 

1 

584-746 

8.150 

8,562 

10.9 

11 

11 

556-74G 

88,057 

91,421 

0.5 

1 

1 

584-710 

8,316 

8,520 

3 

3 

3 

517-692 

22.360 

23,474 

— 

1 

1 

505-614 

6.060 

6,360 

2.6 

3 

3 

446-543 

17.239 

18,104 

1 

1 

1 

415-505 

6.035 

6,060 

0.2 

- 

- 

(1,212) 

51.2 


55 


55 


$446,019 


$518,942 


Field  Services : 

Forest  ranger  I 2               2               2 

Assoc  forest  ranger 5.2           4              4 

Asst  forest  ranger 28.1         30            30 

Fire  prevention  officer  II 2.7           3              3 

Fire  prevention  officer  I 3.1           4              4 

Equipment  maintenance  foreman 3              3              3 

Heavy  equipment  mechanic 2.9           3              3 

Foreman  I 23            23            23 

Equipment  operator 111 

Mechanic's  helper 111 

Sr  steno 111 

Sr   clerk    111 

Steno   II 12.8         14            14 

Sr  clerk-typist 1              1              1 

Clerk-tvpist   II    4              4              4 

Clerk  II 111 

Fire  Suppression  Crews : 

Foreman  I   94.1         96            96 

Firetruck  driver 332.4       325          325 

Equipment  operator 1.9           3               3 

Fireman 80.3         92.7         92.7 

Fireficjhters    15.3         16            16 

Forestry  cook  II 0.9           1              1 

Temporary   help    4.6           5.4           5.4 

Totals,  Authorized  Positions 622.3       635.1       635.1 

GRAND  TOTALS,  AUTHORIZED  ' 

POSITIONS    3,232.1    3,353.5   3,353.5 


$4,681,429 


$5,077,285 


DIVISION  OF  MINES  AND  GEOLOGY 


Division  chief 1 

Deputy  division  chief 1 

Supvng  mining  geologist 0.3 

Sr  geologist 6 

Assoc  geologist 2.S.4 

Assoc  geochemist 2.2 

Information  officer  I 1 

Research  writer 1 

Asst  geolo,gist 4.3 

Business  service  officer  I 1 

Supvng  geological  draftsman 1 

Librarian  III   0.7 

Storekeeper  II 1 

Geological   draftsman 2.S 

Lab  technician 1.9 

Supvng  steno  I 1 

Geologic  aid 0.9 

Sr  steno 3 

Sr  clerk 1 

Sr  clerk-typist 0.4 

Accounting  technician 0.7 

Stock  clerk 1.8 

Steno  II  5.9 

Clerk-typist  II 4 

Clerk   II   3.1 

.Tanitor 1 

Temporary  help 0.5 

Totals,  Authorized  Positions 71.9 


1 
1 
1 
6 
24 
2 
1 
1 
3 
1 
1 
1 
1 
3 
2 
1 
1 
3 
1 
1 

i 

2 

7 
4 
2 
1 
0.5 


1 
1 
1 
6 
24 
2 
1 
1 
3 
1 
1 
1 
1 
3 
2 

i 

1 

3 
1 

1 
1 

2 

7 
4 
2 
1 
0.5 


73.5        73.5 


$1,548-1,882 

1.405-1.708 

1,337-1,626 

1,1.5.'5-1,405 

998-3,233 

998-1,213 

90.5-1,100 

905-1,100 

821-998 

783-950 

746-905 

710-863 

614-783 

644-783 

614-746 

.584-730 

556-676 

50.5-614 

492-599 

492-599 

492-599 

480-584 

446-543 

41.5-530 

43.5-505 

41.5-505 

(2,610) 

$762,879 


$22,584 

20,496 

17,992 

99,576 

328.422 

29.112 

13,200 

13,200 

34,902 

11,400 

10.860 

9,137 

8,952 

26,416 

17,904 

S..520 

6,840 

22,104 

7.076 

6,656 

6,516 

12,918 

43,098 

23,342 

11,346 

6,060 

2,786 

$821,415 


$530,607 


$821-1.048 

$21,984 

$22,478 

746-998 

46.362 

46,362 

676-905 

312,062 

312,455 

676-905 

31.430 

31,430 

614-821 

38.311 

38,131 

783-950 

31.767 

32.775 

730-863 

29.450 

29,931 

584-821 

214,748 

215.143 

644-821 

9,852 

9,852 

556-676 

7,805 

7,805 

50.5-614 

7.368 

7.368 

492-599 

6.740 

7,076 

446-543 

87,971 

89,105 

492-599 

7,104 

7,188 

415-530 

23.448 

24,140 

415-.505 

6,060 

6,060 

584-821 

952.434 

952.434 

530-710 

2,547,603 

2,547,603 

644-821 

29.535 

29,535 

415-584 

542.098 

565,592 

342-480 

91.943 

93,943 

492-692 

6.410 

6,430 

(27,113) 

25,000 

25,000 

$5,105,796 


$25,662,062         $28,060,299         $28,166,278 


$22,584 

20,496 

18.888 

100,344 

337,557 

29,112 

13,200 

13,200 

35,448 

11,400 

10,860 

9.586 

8,9.52 

27,108 

17,904 

8,520 

7.188 

22,104 

7.188 

6,992 

6,8.52 

13.218 

43,956 

23,917 

11,613 

6,060 

2,786 


$837,033 
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RESOURCES 


DEPARTMENT   OF   CONSERVATION— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Aulh.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GENERAL  OPERATIONS 

Oil  &  gas  siipvr 

Chief  deputy  oil  &  gas  supvr 

Supvng  oil  &  gas  engineer 

Sr  oil  &  gas  engineer 

Assoc  oil  &  gas  engineer 

Asst  oil  &  gas  engineer 

Business  service  officer  I 

Sr.  delineator 

■Tr  oil  &  gas  engineer 

Delineator 

Supvng  clerk  I 

Drafting  aid  II 

Sr  steno 

Sr  account  clerk 

Stock  clerk 

Steno  II   

Clerk-typist  II 

Duplicating  maeh  operator  II 

Clerk   II    

Account  clerk  II 

Janitor    

Temporary  help 

Totals,  Authorized  Positions 77.6 


SUBSIDENCE  ABATEMENT 

Sr  oil  &  gas  engineer 

Assoc  oil  &  gas  engineer 

Asst  oil  &  gas  engineer 

Delineator    

Clerk-typist  II 

Totals,   Authorized  Positions  __ . 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


DIVISION   OF  OIL  AND  GAS 


SALARY  KANOE 

1 

1 

1 

$1,548-1,882 

$21,694 

$22,584 

1 

1 

1 

1,40.5-1,708 

20,496 

20,496 

1.8 

2 

2 

1,337-1,626 

35,556 

36,372 

8 

8 

8 

1,155-1,405 

134,880 

134,880 

11.7 

12 

12 

998-1,213 

170,042 

172,724 

14.3 

15 

15 

821-998 

172,857 

175,506 

— 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

746-905 

10,860 

10.860 

3.5 

4 

4 

783-905 

38,542 

40,458 

4.4 

5 

5 

614-746 

40,816 

42,408 

9 

1 

1 

571-692 

8.304 

8,304 

0.9 

1 

1 

.556-676 

6,924 

7,278 

5 

5 

5 

505-614 

36,118 

36,452 

2 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

4S0-5S4 

7,008 

7,008 

8 

9.2 

9.2 

446-543 

58,151 

58,969 

7.6 

7 

7 

41.5-530 

40,210 

41,015 

0.9 

1 

1 

435-530 

5,352 

5,622 

1 

1 

1 

415-505 

6,060 

6,060 

1.2 

2 

2 

415-505 

11,302 

11,567 

0.8 

0.8 

0.8 

415-505 

5,050 

5,050 

0.5 

0.7 

0.7 

(3,017) 

3,686 

3,686 

81.7 


81.7 


$780,907 


$857,680 


83.6    87.7   "  87.7 


.$68,876 


$849,783 


$72,780 


$930,-i60 


DIVISION   OF  SOIL  CONSERVATION 

Administration  : 

Division  chief 111  $1,475-1.793  $21,516 

Sr  resources  consultant 1  _           1              1  1,1.55-1,405  16,860 

Business  service  officer  I 0.5           —              —  783-950  — 

Supvng  clerk  I 0.1           1              1  571-692  7,600 

Sr   steno    0.9           1               1  505-614  6,700 

Clerk-typist  II 3.8           4              4  415-530  21,790 

Program  Development : 

Supvng  resources  consultant  a 1              —             —  1,273-1,548  6,301 

Assoc  resources  consultant  a 10.1           -              -  950-1,155  43,701 

Steno  II  .1 1               -              -  446-.543  1,086 

Project  Planning : 

Supvng  engineer 111  1,337-1,626  19,512 

Sr   engineer   3              3              3  1,155-1,405  49,356 

Sr   engrng   geologist   111  1,155-1,405  16,724 

Sr  resources   economist 111  1,155-1,405  15,788 

Assoc  engineer 4.4           5              5  998-1,213  67,082 

Assoc   resources  economist 2              2              2  950-1,155  24,112 

Asst  civil  engineer 7              7              7  821-1,048  79,548 

Asst  engrng  geologist 111  821-998  11,976 

Asst  econ  analyst 0.9           1              1  783-950  10,778 

Delineator     2.8           3              3  014-746  26,186 

Steno  II 0.7           1              1  448-543  5,490 

Clerk-typist  II 0.1           -              -  415-.530 

Temporary  help 0.7           0.9           0.9  (3,192)  4,461 

Totals,  Authorized  Positions 45            34.9         34.9  $513,274  $456,565 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS— DEPARTMENT 

OF    CONSERVATION 3,516.7    3,635.9    3,635.9  $28,457,801         $30,984,850 

a  Positions  abolished  effective  August  30,  1988  based  on  legislative  action. 


$871,527 


1 

1 

1 

$1,115-1,405 

$16,860 

$16,860 

2 

2 

2 

998-1,213 

29,112 

29,112 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

614-746 

8,772 

8,952 

1 

1 

1 

415-530 

6,060 

8.060 

$72,960 


$944,487 


$21,516 
16,860 

7,984 

7,0.38 

22,574 


19,512 
50,580 
16,880 
16,588 
69,591 
25,318 
82,077 
11,976 
11,310 
26,604 
5,766 

4,461 

$416,615 


$31,093,563 
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STATE   LANDS   DiVISiON 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltil)      (Aulh.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION 

Executive  : 

Executive   otfieer    

Asst  exec  off,  mineral  resources  eng 

Asst  exec  off,  revenue  &  asst  mgt 

Administrative  asst  I 

Secretary  X  

Sr  stenographer 

Stenographer  II 

Legal : 

Associate  counsel 

Sr  stenographer 

Administrative  Services : 

Fiscal  officer  I  

Accounting   officer   II 

Siipvng  steno  I 

Accountant  I 

Sr  stenographer 

Sr  clerl; 

Personnel  asst  I 

Sr  file  clerk   

Senior  acct  clerk 

Stenographer  II  

Clerk-typist  II 

Clerk   II   

Account  clerk  II 

Syslems  and  Jlanagement  Planning: 
Sr  data  processing  systems  analyst 

Assoc  data  proc  systems  analyst 

Assoc  managment  analyst 

Asst  data  proc  systems  analyst 

Programmer   II   

Asst  economic  analyst 

Programmer   trainee 

Key  puiich  operator 

Audit  Section  ; 

General  auditor  II 

Jlineral  Resources  : 

Supvng  mineral  resources  engineer  _ 

Sr  mineral  resources  engineer  

Assoc  mineral  resources  engineer 

Asst   mineral   resources  engineer 

Petroleum  inspector  II 

.Tr  oil  and  gas  engineer 

Petroleum  inspector  I 

Oil  gauger 

Accountant   I   

Accounting  technician 

Account  clerk  II 

Geological  Evaluation : 

Petroleum    geologist    

Associate  mineral  resources  engineer 

Asst  mineral  resources  engineer 

State  Lands  Program : 
Management ;  a 

Manager,  state  lands  program 

Associate  budget  analyst 

Sr   clerk-typist   

Stenographer  II  

Land  Transactions  Unit : 

Sr   land    agent    

Associate  land  agent 

Assoc  timber  &  rangeland  appraiser 

Asst  land  agent 

Asst  timber  &  rangeland  appraiser 

Land  title  searcher 

Steiiographer  II 

Clerk-typist  lib 

Land  Records  and  Information  Unit : 
Supvr.  land  records  &  informaiton 

Associate   title   officer 

Stenographer  II  

Clerk-typist  II 

Cadastral  Engineering : 

Sr  civil  engineer 

Associate  civil  engineer 

Civil   engineering   associate 

Supvng  land  surveyor 

For  footnotes  see  the  end  of  this  agency 


SALARY  RANGE 

1 

1 

1 

,?1,793-2,]41 

$25,692 

$25,692 

1 

1 

1 

1,40.5-1,70S 

16,860 

17,700 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

783-9.10 

11.400 

11,400 

1 

1 

1 

.584-710 

8,520 

8,520 

1.3 

1 

1 

.'50.1-G14 

7,188 

7,368 

0.7 

1 

1 

44C-543 

6,282 

6,516 

3.4 

4 

4 

1,213-1,475 

67,656 

68.376 

1 

1 

1 

50.J-614 

7,248 

7,368 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

0.0 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

5S4-710 

8,520 

8,-520 

1 

0 

2 

5S4-710 

14,646 

15,384 

1 

1 

1 

50.5-614 

7,368 

7,368 

0.7 

_ 

492-599 

_ 

_ 

0.3 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

3 

3 

3 

446-543 

19,-548 

19,-548 

6 

6 

5 

415-505 

34,862 

29.650 

3 

3 

3 

41.5-505 

18,180 

18,180 

0.9 

- 

1 

415-505 

- 

5.985 

0.2 

1 

1 

1,155-1,405 

13,976 

14,676 

0.8 

950-1,155 

- 

_ 

1 

1 

1 

9.50-1,155 

12,476 

1.3,096 

0.9 

1 

1 

7S3-950 

10.608 

11.1.30 

1 

783-950 

— 

9,8.52 

0.7 

_ 

78.S-950 

_ 

- 

0.3 

1 

_ 

014-710 

7,548 

- 

1 

1 

42.5-517 

5,226 

5,490 

l.S 

2 

2 

783-950 

19,584 

20,544 

1 

1 

1 

1,337-1,626 

18,430 

19,356 

2 

2 

o 

1.155-1,405 

33,720 

33,720 

3 

3 

3 

998-1,213 

43,494 

43.668 

3 

3 

3 

821-998 

35,400 

35,928 

2 

9 

9     • 

801-973 

23,3.52 

23,352 

9 

3 

3 

783-905 

30,966 

31,824 

3 

3 

3 

728-884 

31,740 

.31,824 

16.9 

17 

17 

62.'~U764 

1.53,144 

1.54,464 

1 

584-710 

8,520 

8,520 

3 

3 

492-599 

21,-564 

21,564 

1 

415-505 

6,060 

6,060 

1 

1,1.5.5-1,405 

16.860 

16,860 

1 

998-1,213 

1.3,310 

13,976 

1 

S21-99S 

11,976 

11,976 

0.8 

1,213-1,475 

17,700 

17,700 

1 

950-1,155 

12,076 

12,680 

1 

492-599 

7,188 

7,188 

1 

446-543 

12,006 

12,282 

1 

1,100-1,337 

15.276 

16,044 

4 

905-1.100 

49,818 

51,212 

1 

905-1,100 

13,200 

13,200 

1.8 

746-905 

20,094 

21.090 

2 

746-905 

20,880 

21,384 

1 

556-676 

8,112 

8,112 

1 

446-543 

6,516 

6,516 

415-505 

6,060 

6.060 

1 

905-1,100 

13,200 

13,200 

1 

783-950 

11,400 

11,400 

1 

446-543 

6,516 

6,516 

1 

415-505 

5,120 

5,374 

1 

1,155-1,405 

16,860 

16,860 

1 

998-1,273 

14,556 

14,556 

0.9 

950-1,213 

12,888 

13,530 

1 

950-1,155 

13,860 

13,860 

presentation. 

596 


RESOURCES 


STATE  LANDS  DiViSiON — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 

State  Lands  Program— Continued 
Cadastral  Engineering — Continued 

Land   surveyor 

Asst  civil  engineer 

Civil  engineering  technician  II 

Jr  civil  engineer 

Civil  engineering  technician  I 

Instrumentman 

Delineator 

Engineering  aid  II 

Special  Boundary  Projects  :  c 

Boundary  determination  officer 

Civil  engineering  associate 

Delineator 

Temporary  help — school  land  apprais- 
ers   

Temporary    help — geological    and   geo- 
physical inspectors  

Temporary    help — consulting    seacoast 
engineers    

Temporary   help — other   

Overtime    

Totals,    Authorized    Positions — ^Ad- 
ministration   


LONG   BEACH   OPERATIONS 

Operations : 

Manager,  Long  Beach  operations 

Asst  mgr.  Long  Beach  operations 

Chief  reservoir  engineer 

Chief  petroleum  engineer 

Petroleum  reservoir  engineer 

Chief  geologist 

■    Engineering  systems  analyst 

Unit  and  equity  engineer 

•    Engineering  geologist,   subsidence 

Engineering  geologist,  petroleum 

Petroleum  production  engineer 

Petroleum  drilling  engineer 

Sr  mineral  resources  engineer 

Assoc  mineral  resources  engineer 

Asst  mineral  resources  engineer 

Jr  oil  and  gas  engineer 

Supvng  geological  draftsman 

Geological  draftsman 

Engineering  aid  II 

Sr  stenographer    

Stenographer  II d  

Clerk-typist  II 

Temporary  help 

Audits : 

Mgr.  petroleum  economic  analysis 

General  auditor  III 

Petroleum  economic  analyst 

General  auditor  II 

Typist-clerk  II    

Capital  Projects  Review : 

Sr  civil  engineer 

Assoc  civil  engineer 

Civil  engineering  technician  II 

Totals,  Authorized  Positions — 
Long  Beach  Operations 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS   


SALARY  EANGE 

0.4 

2 

2 

005-1,048 

23,976 

24,552 

1.5 

1 

1 

821-1,048 

10,776 

11,310 

5.9 

5 

6 

783-998 

53,514 

65,259 

1.5 

783-905 

20,506 

21,174 

0.8 

1 

676-863 

18,280 

9,248 

1.7 

2 

644-746 

16,568 

17,404 

0.8 

i 

1 

614-746 

7,920 

8,316 

1 

1 

1 

556-676 

8,112 

S.112 

0.6 

1 

1 

1,100-1,337 

14,976 

15,724 

0.6 

1 

1 

950-1,213 

12,326 

12,940 

0.6 

1 

1 

614-746 

8,146 

8,55G 

0.3 

1.6 

1.6 

(2,349) 

18,795 

18,795 

0.4 

1.8 

1.8 

(3,616) 

16,291 

16,291 

_ 

0.3 

0.3 

(-) 

5,791 

5,791 

1.7 

1.6 

1.6 

(8,887) 

4,797 

4.797 

- 

0.1 

0.1 

(-) 
$1,168,149 

743 

743 

120.1 

132.4 

132.4 

$1,362,515 

$1,389,435 

1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

1 

1 

1 

1,405-1,708 

18,430 

19.356 

1 

1 

1 

1,405-1,708 

18,654 

19,594 

1 

5 

5 

1,273-1,548 

77,964 

81,876 

1 

1 

1 

1,273-1,548 

16,930 

17,773 

1 

1 

1 

1,27.3-1,548 

16,452 

17,280 

1 

1 

1 

1,273-1,548 

16,112 

16,930 

1 

1 

1 

1,155-1,405 

15,340 

16,112 

— 

1 

1 

1,15.5-1,405 

13.860 

14,556 

0.8 

o 

9 

1,155-1,405 

29,740 

31,232 

0.4 

1 

i 

1,15.5-1.405 

14,092 

14,796 

1 

1 

1 

1,15.5-1,405 

16,860 

16,860 

2 

o 

9 

998-1.213 

28,590 

29,112 

1 

1 

1 

821-998 

10,905 

11.448 

1 

1 

1 

783-905 

10,860 

10,860 

1 

1 

1 

746-905 

10,104 

10,608 

0.5 

1 

1 

644-783 

7,920 

8,316 

2.5 

3 

3 

556-676 

22,638 

23,358 

1.6 

2 

2 

505-614 

13,428 

13,728 

1.4 

2 

2 

446-543 

12,121 

12,397 

2 

2 

2 

415-505 

11,478 

11,751 

0.4 

- 

- 

(2,124) 

- 

- 

0.1 

1 

1 

1,213-1,475 

16.112 

16,930 

1 

1 

1 

950-1,155 

13,860 

13,860 

_ 

o 

o 

950-1,155 

22..S00 

23,052 

3 

4 

4 

783-950 

42.S43 

43.872 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

998-1,273 

14,556 

14,556 

0.6 

1 

1 

783-998 

10.950 

11,400 

32.3 

45 

45 

$381,060 

$574,015 
$1,936,530 

$592,929 

152.4 

177.4 

177.4 

$1,.549,209 

$1,982,364 

a  A  Management  Unit  was  established  within  the  State  Lands  Program  Section  to  reflect  the  current  organization.  Included  in  this 
new  unit  is  the  Manager,  State  Lands  Program;  one  associate  budget  analyst  transferred  from  the  Executive  Section;  one  senior 
clerk-typist  and  one  stenographer  II  transferred  from  the  Land  Records  and  Information  Unit ;  and  one  stenographer  II,  a  new 
position  in  the  1968-69  fiscal  year. 

b  Clerk-typist  II  transferred  from  Administrative  Services  to  State  Lauds  Program — Land  Transaction  Unit  for  workload  adjust- 
ments. 

c  A  Special  Boundary  Projects  Unit  was  established  within  the  State  Lauds  Program  Section  to  reflect  the  current  organization.  In- 
cluded in  this  new  unit  is  one  delineator  transferred  from  the  Cadastral  Engineering  Unit  and  two  new  positions  established  in 
the  1967-68  fiscal  year,  one  boundary  determination  oflicer  and  one  civil  engineering  associate. 

a  One  stenographer  II  was  transferred  from  Long  Beach  Operations — Capital  Projects  Review  to  Operations. 


RESOURCES 


597 


DEPARTMENT  OF   FISH   AND  GAME 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filltdl      (>uih.)      (toih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
78 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Commission  : 

Executive   secretary,   Fish   and   Game 

Commission 

Assoc  management  analyst 

Secretary    

Sr  steno 

Steno  II 

Clerk-typist  II 

Fish   &   game   commissioner    (5)    per 
diem 

Executive : 

Director,  Dept  of  Fish  and  Game 

Deputy    director,    Dept    of    Fish    and 

Game 

Administrative   officer,    Dept   of   Fish 

and  Game 

Administrative  asst  II 

Secretary  II  

Secretary  I  

Sr  steno   

Clerk-typist  II 

Chief,    operations    division,    Dept    of 
Fish  and  Game,  CEA 

Accounting  and  Administrative 
Services : 

Fiscal  ofiicer  II 

General  auditor  III 

Business  service  officer  II 

Accounting  officer  II 

Asst  budget  analyst 

Property   inspector  

Accountant  trainee 

Accountant  I 

Supvng  clerk  I 

Duplicating  mach  supvr  I 

Sr  steno   

Sr  clerk-typist 

Sr  file  clerk 

Sr  account  clerk 

Accounting  technician  II 

Stock  clerk 

Bookkeeping  mach  operator  II 

Steno  II  

Clerk-typist  II 

Calculating  mach  operator  (key  driven) 

Duplicating  mach  operator  II 

Account  clerk  II 

Duplicating  mach  operator  II 

Clerk-typist  I 

Personnel : 

Personnel  officer  II 

Training  officer  I 

Supvng  clerk  I 

Personnel  asst  II 

Sr  clerk 

Personnel  asst  I 

Steno  II 

Clerk-typist  II 

Licenses : 

Fish  &  game  license  officer 

Asst  license  officer 

Accountant  I 

Sr  steno    

Sr  account  clerk 

Accounting  technician 

Stock  clerli 

Steno  II 

Clerk-typist  II 

Bookkeeping  mach  operator  I 

Account  clerk  II 

Clexk  I 

Temporary  help 

Totals,  Authorized  Positions 77.7 


ADMINISTRATION 


SALARY  HANGE 

1 

1 

1 

?1,273-1,.548 

$18,576 

$18,570 

- 

1 

1 

950-1,1.55 

11,400 

11,978 

0.7 

_ 

_ 

676-S21 

— 

— 

1 

1 

1 

505-C14 

7,368 

7,388 

1 

1 

1 

446-.043 

6,179 

6,490 

0.1 

1 

1 

41.5-530 

5,440 

5,714 

1.1 

- 

- 

25  day 

3,000 

3,000 

1 

1 

1 

23,625 

23,625 

23,625 

1 

1 

1 

1,626-1,967 

22,495 

23,519 

1 

1 

1 

1,337-1,628 

19,512 

19,512 

1 

1 

1 

9.50-1,155 

13,860 

13,860 

1 

1 

1 

644-788 

9,396 

9.396 

1 

2 

o 

584-710 

15,222 

15,888 

0.5 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

415-530 

6,360 

6,360 

- 

1 

1 

1,405-1,708 

17,700 

18,576 

0.4 

1 

1 

1,155-1,405 

16,860 

16.860 

1 

1 

1 

9.50-1.155 

13.860 

13,860 

1 

1 

1 

863-1,048 

12,576 

12.576 

0.8 

1 

1 

783-950 

9,738 

10,230 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

644-7S3 

9,396 

9,896 

0.8 

_ 

_ 

644-746 

_ 

4 

4 

4 

584^710 

34,080 

34.080 

1 

1 

1 

571-692 

8,304 

8,304 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

50.5-614 

7.368 

7,368 

1.7 

2 

2 

492-599 

14,376 

14,376 

0.3 

_ 

492-599 

_ 

_ 

1.3 

2 

9 

492-599 

12,804 

13,452 

4.7 

4 

4 

492-599 

28,7.52 

28,7.52 

1 

1 

1 

4S0-5.S4 

7,008 

7.008 

o 

o 

o 

457-556 

13,344 

13,344 

1 

1 

1 

446-543 

6,282 

6,516 

9.4 

11 

11 

415-530 

64,890 

68.062 

1 

1 

1 

43.5-530 

6,360 

6,380 

0.8 

2 

2 

435-530 

10,928 

11.482 

1.8 

2 

9 

415-505 

11,613 

11,895 

1.1 

2 

2 

39.5-4S0 

— 

_ 

0.6 

377-157 

- 

- 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

0.5 

1 

1 

950-1,155 

12,732 

13,865 

0.7 

_ 

„ 

571-692 

— 

_ 

0.3 

1 

1 

571-692 

8,304 

8,304 

0.7 

_ 

_ 

492-599 

— 

_ 

0.3 

1 

1 

492-599 

7,188 

7,188 

1.9 

2 

o 

446-543 

12,261 

12,798 

1.6 

2 

2 

415-530 

11,500 

11,774 

0.8 

1 

1 

998-1,213 

11.978 

12.576 

1 

1 

1 

783-950 

11,265 

11,400 

1 

2 

2 

584-710 

14,646 

15,384 

1 

1 

1 

50.5-614 

7,368 

7,368 

0.9 

1 

1 

492-599 

6,079 

6,386 

3 

2 

2 

492-599 

14,376 

14,378 

1 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

446-543 

6,308 

6,518 

1.7 

o 

2 

415-530 

11,774 

12,070 

1.6 

o 

9 

415-505 

10,572 

11,106 

4.S 

o 

5 

415-505 

27,460 

28,220 

0.1 

1 

1 

359-^35 

4,452 

4,668 

1.2 

2.2 

2.2 

(8,041) 

13,628 

13,628 

86.2 


86.2 


$590,100 


$710,109 


§722,456 
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DEPARTMENT   OF   FISH   AND   GAME — Continued 


SAI.AKIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STATE   PROJECTS 

Inland  Fisheries  Branch  : 

Regional    manager    &    branch    chief 

Fisheries  management  supvr 

Sr  fishery  biologist 

Sr  fish   ijathologist 

Fish  virologist 

Fisheries  manager  III 

Assoc  fishery  biologist 

Assoc  fish  pathologist 

Asst  fishery  biologist 

Lab  technician  I 

]S?et  man  &  boatswain 

Jr  aquatic  biologist 

Sr  steno 

Steno  II 

Wildlife  Management  Branch  : 

Regional    manager    &    branch    chief 

Wildlife   management   supervisor 

Staff  wildlife  pathologist 

Assoc  wildlife  mgr — biologist 

Jr  wildlife  mgr — biologist 

Sr  steno 

Steno   II   

Wildlife  Protection  Branch : 

Regional  manager  &  branch  chief 

Patrol  inspector 

Patrol  capt 

Fish  &  game  warden 

Sr  steno   

Sr  clerk-typist 

Marine  Resources  Branch : 

Regional  manager  &  branch  chief 

Sr  marine  biologist 

Assoc  marine  biologist 

Asst  marine  biologist 

Fisheries  manager  I 

Jr  aquatic  biologist 

Sr  steno 

Fish  &  wildlife  asst 

Steno  II  

Water  Projects  Branch : 

Regional  manager  &  branch  chief 

Sr  water  qnaKty  biologist 

Wildlife  management  supervisor 

Assoc  hyd  engineer 

Assoc  fishery  biologist 

Assoc  water  quality  biologist 

Assoc  wildlife  mgr-biologist 

Asst  fishery  biologist 

Jr  aquatic  biologist 

Sr  steno 

Lab  asst  II 

Steno  II  

Clerk-typist  II 

Planning  Branch  : 

Regional  manager  &  branch  chief 

Patrol  inspector 

Steno  II   

San  Francisco  Bay  Study  : 
Prin  fish  &  wildlife  resources 

manager    

Sr  fishery  biologist 

Assoc  fisherv  biologist 

Clerk-typist  II 

Engineering : 

Sr  civil  engineer 

Civil  engrng  assoe 

Asst  civil  engineer 

Delineator 

Communications : 

Communications  supvr 

Transportation: 

Sr  warden-pilot 

Warden-pilot    

Temporary  help 

Totals,  Authorized  Positions 


STAFF  OPERATIONS 


S.\L.\EY  EANGE 

1 

1 

1 

$1,273-1,548 

$18,576 

$18,576 

1 

1 

1 

99S-1.213 

14,556 

14,556 

o 

■-> 

99S-1.213 

29.112 

29,112 

1 

1 

i 

998-1,213 

14.556 

14,556 

1 

1 

1 

99S-1.213 

13,148 

13,805 

o 

O 

2 

821-998 

22,668 

23,196 

4 

4 

4 

S21-99S 

47,904 

47,904 

1 

1 

1 

821-998 

10,35,6 

10,860 

3 

3 

676-821 

25,800 

27,090 

•> 

o 

o 

676-S21 

18,878 

19,324 

i 

i 

i 

644-7S3 

9.396 

9,396 

0.3 

_ 

— 

614-710 

_ 

_ 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

5 

5 

5 

998-1,213 

71.974 

72,664 

9 

•:> 

o 

905-1.100 

26,140 

26,400 

1 

1 

i 

821-998 

10.734 

11,265 

1 

1 

1 

614-710 

8.520 

8,520 

1 

1 

1 

505-614 

7,368 

7,368 

1.7 

2 

2 

446-543 

11,6.51 

12,235 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1.6 

2 

o 

998-1,213 

29,112 

29,112 

1 

1 

1 

842-1,023 

11,446 

12,026 

1 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

3.9 

4 

4 

998-1,213 

58,224 

58,224 

3 

4 

4 

821-998 

46.200 

46,704 

3.1 

4 

4 

676-821 

36,408 

37,250 

1 

1 

1 

584-710 

8,048 

8,452 

1 

1 

1 

614-710 

7,920 

8,316 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

50.5-584 

14,016 

14.016 

2 

2 

2 

446-543 

13,032 

13,032 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1.7 

2 

2 

998-1,213 

27,392 

28,031 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

998-1,213 

14,556 

14,556 

3 

3 

3 

821-998 

34.560 

35,082 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

821-998 

11,976 

11,976 

2 

2 

2 

676-S21 

19,590 

19,704 

1.8 

2 

o 

614-710 

15,006 

15,744 

0.1 

1 

1 

505-614 

7,038 

7,368 

0.1 

0.5 

0.5 

457-556 

2,811 

2,955 

2.4 

2.5 

2.5 

446-543 

14,489 

15,158 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

1.273-1,548 

18.576 

18,570 

1 

1 

1 

99.S-1.213 

13,750 

14,440 

0.7 

1 

1 

446-.543 

5,352 

5,352 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

0.5 

0.5 

0.0 

998-1.213 

5.988 

6.288 

0.8 

0.5 

0.5 

821-998 

4,926 

5.178 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

1.155-1,405 

16,860 

16,860 

1 

1 

1 

950-1.213 

13,255 

13,860 

1.3 

2 

2 

821-1,048 

22,095 

21,531 

1 

i 

1 

614-746 

8,952 

8,952 

1 

1 

1 

884-1,074 

12,888 

12,888 

1 

1 

1 

973-1.183 

14,196 

14,196 

3 

3 

3 

SS4-1.074 

38.664 

38,664 

10.7 

17.1 

17.1 

(51,312) 
$1,019,024 

85.360 

85,360 

100.7 

113.1 

113.1 

$1,169,259 

$1,181,914 
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DEPARTMENT   OF   FISH   AND   GAME — Continued 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(flll.d)      (Aiilh.l       (Apth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


REIMBURSED   PROJECTS 

Delta  Fish  and  Wildlife  Protection  Study 

Regional  manager  &  branch  chief 3 

Sr  fishery  biologist 2 

Assoc  fishery  biologist 3 

Assoc  water  quality  biologist O.S 

Assoc  wildlife  ragr-biologist 1 

Asst  fishery  biologist 2.9 

Asst  wildlife  mgr-biologist — 

Net  man  &  boatswain 1 

.Tr  aquatic  biologist 1.3 

Jr  wildlife  mgr-biologist 1 

Sr  steno 1 

Fish  &  wildlife  asst 1 

Lab  asst  II 1 

Clerk-typist  II 1 

Temporary  help 6 

Totals,  Authorized  Positions 24 

FISH    AND   WILDLIFE   EVALUATION 

Prin  fish  &  wildlife  resources  manager 

Sr  fishery  biologist 

Wildlife  management  supervisor 

Assoc  fishery  biologist 

Assoc  wildlife  mgr-biologist 

Asst  fishery  biologist 

Asst  wildlife  mgr-biologist 

Lab  technician  I 

Jr  aquatic  biologist 

Lab  asst  II 

Steno  II   

Temporary  help 

Totals,  Authorized  Positions 20.6 

Fish  Salvage  Program  Delta 
Pumping  Plant 

Fisheries  manager  II 0.4 

Fish  &  wildlife  asst 0.9 

Totals,  Authorized  Positions 1.3 

Seismic  and  Explosive  Inspection 

Fish  &  game  warden 

Totals,  Authorized  Positions 

Fish  and  Wildlife  Enhancement 

Assoc  fishery  biologist 

Totals,  Authorized  Positions 

Pheasant  Pesticide  Investigations 

Assoc  wildlife  mgr — biologist 

Jr  chemist 

Lab  asst  II 

Lab  technician  II 

Temporary  help 

Totals,  Authorized  Positions 3.4 

San  Francisco  Bay  Delta  Water 
Quality  Control  Program 

Prin  fish  &  wildlife  resources  mgr 0.3 

Totals,  Authorized  Positions 0.3 

Fall  Chinook  Salmon  Mark  Sampling 

Temporary  help - 


STAFF  OPERATIONS— Continued 


1 

1 

o 

0 

3 

3 

1 

1 

3 

3 

1 

1 

0.5 

0.5 

1 

1 

1 

1 

1 

1 

1 

1 

2.3 

2.3 

17.8 


17.8 


$197,487 


$170,170 


17.5        17.5 


$197,537 


$676-821 
505-584 

$8,687 


$184,175 


$24,827 


$1,155-1,405 


$32,097 


1.6 


1.6 


$4,217 


(-) 


$8,050 


PROPOSED 
1969-70 


S.^LARY  HANGE 

$1,273-1,548 

$17,560 

$18,430 

998-1,213 

29,112 

29,112 

821-998 

33,597 

34,668 

821-998 

_ 

— 

821-998 

11,976 

11,976 

676-821 

26,076 

26,892 

676-821 

8,112 

8,520 

64-1-783 

4,175 

4,386 

614-710 

7.824 

8,214 

614-710 

_ 

_ 

505-614 

7,368 

7,368 

505-584 

_ 

_ 

457-556 

6,110 

6.412 

415-530 

6.060 

6,060 

(29.650) 

12,200 

12.200 

$174,238 


1 

1 

1 

$1,155-1,405 

$16,520 

$16,860 

1.6 

99S-1.213 

28.251 

28,938 

1 

i 

1 

995^1,213 

11,976 

12,576 

5 

0 

5 

821-998 

56.118 

57,639 

2 

1 

1 

821-998 

11,976 

11,976 

3 

3 

3 

676-821 

27,588 

28,224 

2 

1 

1 

676-821 

9,852 

9,852 

0.2 

— 

_ 

676-821 

— 

— 

0.8 

1 

1 

614-710 

7,548 

7,920 

0.3 

_ 

_ 

457-556 

_ 

_ 

1 

1 

1 

446-543 

6,516 

6,516 

2.7 

1.5 

1.5 

(13,019) 

7,830 

7,830 

$188,331 


0.8 

2 

2 

$660-801 
$7,323 

$15,840 

$16,608 

0.8 

2 

2 

$15,840 

$16,608 

1 

1 

1 

$821-998 
$10,566 

$11,640 
$11,640 

$11,976 

1 

1 

1 

$11,976 

1 
1 
0.5 

0.9 

1 
1 

0.5 
0.5 

1 

1 
1 

0.5 
0.5 

1 

$821-998 

644-746 

457-556 

676-821 

(3,983) 

$11,832 
7,920 
2,811 
4,314 
5,220 

$11,976 
8,316 

2,955 
4,532 
5,220 

$32,999 


$8,050 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (iuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STAFF  OPERATIONS— Continued 


FISH  AND  WILDLIFE  EVALUATION— 

Continued 

Land  and  Water  Conservation  Fund  Act 


Assoc  fishery  biologist 

Assoc  wildlife  mgr — biologist  _ 

Totals,  Authorized  Positions 


0.6 
0.3 


0.9 


EEL  AND    IVIAD   RIVER  ANADROiVIOUS 
FISH    WATER    REQUIREMENTS 


Jr  aquatic  biologist 

Temporary  help 

Totals,  Authorized  Positions 


Conservation  program  officer 

Information  officer  I 

Supervisor    

Sr  steno 

Steno  II 

Clerk-typist  II 

Patrol  inspector 

Library : 

Librarian  III 

Librarian  II 

Sr  clerk-typist 

Sr  file  clerk  

Clerk-typist  II 

Temporary  help 

Totals,  Authorized   Positions 


Administration : 

Regional  manager  &  branch  chief 

Business  service  officer  I 

Sr  steno 

Sr  clerk 

Personnel  asst  I 

Steno  II  

Clerk-typist  II 

Janitor    

Library  : 

Librarian  III 

Steno  II  

Statistics : 

Sr  marine  biologist 

Statistical  analyst  III 

Assoc  marine  biologist 

Statistical  analyst  II 

Programmer  I    

Tab  operations  supvr  I 

Jr  aquatic  biologist 

Supvng  clerk  I 

Sr  clerk 

Sr  account  clerk 

Tab  mach  operator 

Steno  II 

Clerk-typist  II 

Ke.v  punch  operator 

Clerk  II  

Account  clerk  II 

Fisheries  Investigations  and  Activities : 

Lab  supvr 

Sr  marine  biologist 

Assoc  marine  biologist 

Asst  marine  biologist 

Jr  aquatic   biologist 

Fish  &  wildlife  asst 

Clerk-typist  II 


1.9 

1.5 


3.4 


SALARY  RANGE 

$821-998 
821-998 

$9,263 


$614-710 
(7,224) 

$21,546 


CONSERVATION   EDUCATION 


14 


19.5 


19.5 


$125,212 


$167,750 


MARINE   RESOURCES  OPERATIONS 


1 

1 

1 

$1,273-1,548 

$18,576 

$18,576 

3 

3 

3 

905-1,100 

39,444 

39,600 

1 

1 

1 

90.5-1,100 

12,784 

13,200 

1 

1 

1 

505-614 

7,3GS 

7,368 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-530 

6,060 

6,060 

0.4 

- 

- 

998-1,213 

- 

- 

0.5 

1 

1 

710-863 

10,356 

10,356 

0.5 

1.5 

1.5 

644-783 

13,356 

13,.554 

0.5 

1 

1 

492-599 

7,188 

7,188 

0.5 

1 

1 

492-599 

6,386 

6,712 

3.2 

6.5 

6.5 

415-530 

36,550 

37,835 

0.4 

0.5 

0.5 

(2,179) 

3,166 

3,166 

$170,131 


1 

1 

1 

$1,273-1,548 

$18,576 

$18,576 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

505-614 

7,128 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

0.2 

1 

1 

492-599 

6,204 

6,516 

2.8 

2 

2 

446-543 

12,980 

13,032 

1 

1 

1 

415-530 

6,060 

6,060 

1.4 

2 

2 

415-505 

10,200 

10,704 

1 

1 

1 

710-863 

10,356 

10,356 

2 

2 

2 

446-543 

12,460 

13,032 

1 

1 

1 

998-1,213 

13,750 

14,440 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

821-998 

10,818 

11,3.55 

1 

1 

1 

821-998 

10,776 

11,310 

0.7 

1 

1 

676-783 

8,180 

8,592 

1 

1 

1 

614-746 

8,952 

8,952 

0.8 

1 

1 

614-710 

8,048 

8,452 

0.9 

1 

1 

571-692 

7,888 

8,272 

2 

o 

2 

492-599 

14,180 

14,376 

1 

1 

1 

492-599 

7,076 

7,188 

1.9 

2 

2 

480-584 

12,993 

13.293 

1 

1 

1 

446-543 

5,697 

5,979 

2 

2 

2 

415-530 

11,590 

11,870 

4 

4 

4 

425-517 

24,240 

24,516 

1 

1 

1 

41.5-505 

6,060 

6,060 

6.1 

6 

6 

415-505 

35,330 

35,899 

1 

1 

1 

1,155-1,405 

16,384 

16,860 

3 

3 

3 

998-1,213 

43,668 

43,668 

12.8 

12 

12 

821-998 

141,846 

142,950 

13.3 

12 

12 

676-821 

108,692 

112,713 

4.7 

5 

5 

614-710 

38,452 

40,358 

1 

1 

1 

505-584 

7,008 

7,008 

1 

1.5 

1.5 

415-530 

8,300 

8,670 

RESOURCES 
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DEPARTMENT   OF   FISH   AND  GAME — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIedl      (Auth.)      (tuih.) 


ACTUAL 
1967-68 


ESTIMATED 
1966-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


MARINE   RESOURCES  OPERATIONS— Continued 


Research  Vessels : 

Vessel  operations  supvr 1 

Master   2 

Chief  engineer 3 

Net  man  &  boatswain 3 

Engineman    4.6 

Diver-deckhand 1 

Ship's  cook 1.9 

Deckhand 6.8 

San  Francisco  Ba.y  Drainage — 
Oceanography  : 

Assoc  marine  biologist — 

Jr  aquatic  biologist — asst  marine  biolo- 
gist   

Temporary  help 8.6 

Totals,  Authorized  Positions 107.5 

Estuarine  Monitoring  Program 

Asst  marine  biologist 

Temporary  help 

Totals,  Authorized  Positions 

Oyster  Disease  and  Mortality  Study 

Sr  fish  pathologist 

Assoc  fi.sh  pathologist 

Asst  marine  biologist 

Jr  aquatic  biologist 

Totals,  Authorized  Positions 2.7 

Biological  Survey  Redondo  Beach  Harbor 

Asst  marine  biologist 0.5 

Temporary  help 0.2 

Totals,  Authorized  Positions 0.7 


HEADQUARTERS 


Regional  manager  &  branch  chief  . 

Information  officer  I 

Business  service  officer  II 

Business  service  officer  I 

Sr  steno 

Sr  clerk 

Sr  clerk-typist  

Personnel  asst  I 

Sr  account  clerk  

Accounting  technician 

Steno  II  

Clerk-typist    II    

Clerk  II 

Account  clerk  II 

Janitor     

Steno  I  

Temporary  help 

Totals,  Authorized  Positions  __. 


INLAND   FISHERIES 


Fisheries  management  supvr 5 

Supervisor  of  regional  fish  hatcheries  5 

Pish  hatchery  manager  II 9.9 

Assoc  fishery  biologist 11.9 

Assoc  water  quality  biologist 4.9 

Assoc  wildlife  mgr — biologist 1 

Fisheries  manager  II 2.6 

Fish  hatchery  manager  I 4.5 


2 
12.1 


2 
12.1 


117.6      117.6 


SALARY  RANGE 
905-1,100 
821-998 
710-863 
044-783 
584-710 
55C-676 
543-060 
505-614 


821-998 

614-710 
(40,-572) 

$858,563 


13,200 
22,458 
30,564 
35,916 
39,206 
8,112 
14,884 
00,622 


9,852 

14,736 
69,722 


$986,308 


$24,728  $28,996 


$676-821 
(814) 

$4,.595 


REGIONAL  OPERATIONS 


5 

5 

5 

$1,278-1,548 

$92,880 

2 

2 

2 

905-1,100 

26,088 

4 

4 

4 

863-1,048 

50,304 

1 

1 

1 

783-950 

11,400 

4.9 

5 

5 

505-614 

36,840 

0.7 

1 

1 

492-599 

5,904 

2.7 

2 

2 

492-599 

14,152 

1.2 

5 

5 

492-599 

33,312 

5.9 

6 

6 

492-599 

42,512 

1 

1 

1 

492-599 

7,188 

11.2 

11 

11 

446-543 

67,129 

12.2 

10 

10 

415-530 

58,383 

2.2 

3 

3 

415-505 

17,488 

3.8 

4 

4 

415-505 

24,240 

1 

1 

1 

415-505 

6,060 

0.2 

1 

1 

405-492 

5,040 

3.9 

4.1 

4.1 

(18,525) 
$473,376 

22,435 

62.9 

66.1 

66.1 

$521,355 

13,200 
22,971 
31,068 
36,300 
40,350 
8,112 
15.224 
62,312 


10,356 

15,4.56 
69,722 


$1,000,040 


1 

0.5 

1 

1 

$676-821 
(2,521) 

$10,442 

$8,736 

$9,174 

1.5 

1 

1 

$8,736 

$9,174 

0.6 
0.4 
0.9 

0.8 

1 

1 

1 

1 

1 
1 

$998-1,213 
821-998 
676-821 
614-710 

$12,992 

8.486 
7,518 

$13,640 

8.916 

7,888 

$30,444 


$92,880 
20,400 
50,304 
11,400 
36,840 

0,204 
14,376 
34,284 
42,848 

7,188 
68,868 
59,314 
17,811 
24,240 

6,060 

5,289 
22,435 

$526,741 


5 

5 

$998-1,213 

$69,829 

$71,134 

5 

5 

905-1,100 

65,896 

66,000 

11 

11 

821-998 

127,632 

129,198 

13 

13 

821-998 

151,382 

154,161 

5 

5 

821-998 

58,530 

59,259 

_ 

— 

821-998 

— 

— 

3 

3 

676-821 

27,816 

28,224 

4 

4 

676-821 

39,218 

39,408 

602 
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DEPARTMENT  OF   FISH   AND  GAME — Continued 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aiith.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1959-70 


10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

38 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


INLAND  FISHERIES— Continued 

Asst  fishery  biologist 

Asst  water  quality  biologist 

Fisheries  manager  I 

Asst  fish  hatehery  manager 

Jr  aquatic  biologist 

Fish  cnlturist 

Fish  &  wildlife  asst 

Clerk-typist  II 

Clerk    II    

Temporary  help 

Totals,  Authorized  Positions 


REGIONAL  OPERATIONS— Continued 


WILDLIFE  MANAGEIVIENT 

Wildlife  management  supervisor 

Assoc  vrildlife  mgr — biologist 

Asst  wildlife  mgr — biologist 

Jr  wildlife  mgr — biologist 

Game  management  trainee 

Fish  &  wildlife  asst 

Temporary  help 

Totals,  Authorized  Positions 84.S 

WILDLIFE  PROTECTION 

Patrol   inspector   

Patrol  capt 

Capt 

Lieutenant    

Fish  &  game  warden 

Engineman   

Deckhand    

Temporary  help 

Totals,  Authorized  Positions 


REIMBURSED   PROJECTS 

Trinity  Hatchery  (Region  I) 

Fish  hatchery  manager  II 

Asst  fish  hatehery  manager 

Fish  culturist 

Fish  &  wildlife  asst 

Clerk-typist  II 

Temporary  help 

Totals.  Authorized  Positions 11.1 

Irongate  Salmon  and  Steelhead 
Hatchery  (Region  I) 

Fish  hatchery  manager  I 1 

Fish    culturist    1 

Fish  &  wildlife  asst 2 

Clerk-typist  II 0.2 

Temporary  help 0.2 

Totals,  Authorized  Positions 4.4 

Mokelumne  River  Fish  Installation 
(Region  II) 

Fish  hatchery  manager  I 1 

Fish  culturist 1 

Temporary  help 1.4 

Totals,  Authorized  Positions 3.4 


S.iLAEY  RANGE 

18.8 

20 

20 

676-S21 

190,284 

193,688 

0.8 

1 

1 

673-821 

8,418 

8,844 

6.7 

6 

6 

5S4-710 

49,608 

49,968 

10.2 

11 

11 

584-710 

92.396 

93.6S6 

2.S 

6 

6 

614-710 

45,532 

47.780 

32.S 

35.2 

35.2 

530-644 

266,418 

269,184 

57.9 

66.4 

66.4 

505-584 

451.199 

459,526 

0.6 

0.5 

0.5 

415-530 

3,030 

3,030 

0.7 

1 

1 

415-505 

5,673 

5,807 

35.1 

47.8 

47.S 

(105,914) 
$1,614,969 

237,432 

237,432 

211.2 

240.9 

240.9 

$1,890,293 

$1,916,329 

5 

5 

5 

$998-1,213 

$72,780 

$72,780 

16.2 

17 

17 

821-998 

196.191 

200,661 

11.4 

35 

35 

676-821 

318,112 

331,296 

30.7 

10 

10 

614-710 

83,660 

84,430 

0.8 

_ 

— 

530-585 

_ 

_ 

13 

15 

15 

505-584 

102,892 

103,968 

7.7 

10 

10 

(38,270) 

50,023 

50,023 

92 


$713,638 


$823,658 


11.5 


11.5 


$76,313 


$84,048 


5.5 


1 
1 
1.5 


5.5 


1 
1 
1.5 


3.5 


3.5 


$31,635 


§676-821 
530-644 
(6,539) 

$22,367 


$39,170 


$9,396 

7,728 
7,830 

$24,954 


$843,158 


6 

6 

6 

$998-1,213 

$87,336 

$S7,33G 

26.1 

27 

27 

842-1,023 

325.284 

327,332 

4 

4 

4 

842-1,023 

48,704 

49,104 

6.9 

7 

7 

728-884 

74.004 

74,256 

207.9 

219 

219 

660-801 

2,058,912 

2,075,488 

4 

4. 

4 

584-710 

33,218 

33,706 

5.4 

6 

6 

505-614 

41,650 

42.756 

2.0 

4.3 

4.3 

(15,283) 
$2,403,145 

25,608 
$2,694,716 

25,608 

262.8 

277.3 

277.3 

$2,715,586 

1 

1 

1 

$821-998 

$11,976 

$11,976 

1 

1 

1 

584-710 

8,248 

8,520 

2.5 

3 

3 

530-644 

22,644 

23,004 

4.8 

5 

5 

505-584 

33,284 

34.240 

0.3 

0.5 

0.5 

415-530 

2,676 

2,811 

1.5 

1 

1 

(7,680) 

5.220 

5,220 

$85,771 


1 

1 

$676-821 

$9,852 

$9,852 

1 

1 

530-644 

7,728 

7,728 

o 

9 

505-584 

13,820 

14,016 

0.5 

0.5 

415-530 

2.550 

2.676 

1 

1 

(1,072) 

5,220 

5,220 

$39,492 


$9,852 
7,728 
7,830 


$25,410 


RESOURCES 
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DEPARTME^^JT  OF   FISH   Af^D  GAME — Continued 


SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)        (Antli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-59 


PROPOSED 
1969-70 


9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

80 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


REGIONAL  OPERATIONS— Continued 


REIMBURSED   PROJECTS— Continued 
Nimbus  Hatchery  (Region  II) 


Fish  hatchery  manager  II  - 
Asst  fish  hatchery  manager 

Fish    culturist    

Fish  &  wildlife  asst 

Steno  II 

Temporary  help 


SALARY  RANGE 

1 

1 

1 

$821-998 

$11,976 

$11,976 

1 

1 

1 

584-710 

8,520 

8,520 

2.6 

2.8 

2.8 

530-644 

21.042 

21,252 

4.7 

5.6 

5.6 

505-5S4 

35,734 

37,308 

0.5 

0.5 

0.5 

446-543 

3,258 

3,258 

2.2 

2.6 

2.6 

(10,375) 

14,163 

14,168 

Totals,  Authorized  Positions 

Comanche  Reservoir  Wi'dlife 
Mitigation  (Region  II) 


Temporary  help 

Feather  River  Fish  Hatcheries 


12 


0.5 


13.5 


0.5 


13.5 


0.5 


$80,643 


$1,985 


$94,698 


$2,490 


Fish  hatchery  manager  II  _ 

Fish  hatchery  manager  I 

Asst  iish  hatchery  manager 

Fish  eultiu'ist 

Fish  &  wildlife  asst 

Steno  II   

Clerk-typist  II 

Temporary  help 


Totals,  Authorized  Positions 

Oroville  Project  Fish  Investigation 


Assoc  fishery  biologist 

Asst  fishery  biologist 

Temporary  help 


13.4 


0.5  1 

0.3  1.2 

0.5  2 


13.4 


1 
1.2 

2 


Totals,  Authorized  Positions 

Redwood  Creek  Fish  Trapping 
Facilities  (Region  III) 


Fish  &  -wildlife  asst 

Totals,  Authorised  Positions 


1.3 


4.2 


0.5 


4.2 


$50,457 


$821-998 
676-821 
(2,200) 

$9,923 


0.5  $505-584 


Scotty  Creek  Fish  Trapping 
Facilities  (Region  III) 


Fish  &  wildlife  asst 

Totals,  Authorized  Positions 


0.5  0.5 


0.5  0.5  $505-584 


0.5 


0.5 


TOTALS,  AUTHORIZED  POSITIONS 
—SUPPORT  


1,022.9    1,113.7    1,113.7  $8,592,568 


$95,862 


$11,784 

10,016 

9,960 

$31,760 


$3,030 
$3,030 


$3,030 
$3,080 


$9,802,194 


1,482 


$2,490 


1.1 

2 

2 

$821-998 

$21,396 

$22,332 

0.7 

1 

1 

67G-S21 

8.116 

8,520 

0.2 

1 

1 

584-710 

8,214 

8.520 

0.7 

1 

1 

530-644 

7,608 

7,728 

1.7 

4 

4 

505-584 

27.122 

27,540 

0.3 

1 

1 

446-543 

5,571 

5,848 

0.2 

— 

_ 

415-530 

— 

— 

3.1 

3.4 

3.4 

(14.786) 

17,835 

17,835 

GAME  AND   FISH   PROGRAMS   IN   COOPERATION  WITH  THE  FEDERAL 

GAME  MANAGEMENT  IN  COOPERATION 
WITH  THE  FEDERAL  GOVERNMENT 
(PITTMAN- ROBERTSON) 

Wildlife  Management  Coordination 


$98,323 


.$11,976 

10.452 

9,960 

$32,388 


$3,030 
$3,030 

$3,030 

$3,030 

$9,941,191 
GOVERNMENT 


Assoc  wildlife  mgr — biologist- 
Accounting  technician 

Steno  11 


Totals,  Authorized  Positions 


$821-998 
492-599 
446-543 

$33,438 


$22,926 
7,104 
6,516 

$36,546 


$23,472 
7,188 
6,516 

$37,176 


604 
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SAI/ARIES  AND  WAGES 


NO.  OF  POSITIONS 

67-68  68-69  69-70 
(Filled)       (Anlli.)       (Anlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GAME  AND   FISH    PROGRAMS   IN   COOPERATION 

GAME  MANAGEMENT  IN  COOPERATION 
WITH  THE  FEDERAL  GOVERNMENT 
(PITTM  AN -ROBERTSON)— Continued 

Gray  Lodge  Waterfowl  Management 
Area 

Assoc  wildlife  mgr — biologist 111 

Jr  wildlife  mgr — biologist 111 

Tractor  operator — laborer 2  2  2 

Fish  &  wildlife  asst 2  2  2 

Farm  hand 111 

Temporary  help 2.9  2.9  2.9 

Totals,  Authorized  Positions 9.9  9.9  9.9 

Game  Habitat  Development 

Asst  T>-ildlife  mgr — biologist -  2  2 

Jr  wildlife  mgr — biologist 4  3  3 

Fish  &  wildlife  asst 2.9  3  3 

Temporary  help 3.1  4.4  4.4 

Totals,  Authorized  Position 10  12.4         12.4 

Imperial  Waterfowl  Management  Area 

Assoc  wildlife  mgr — biologist 111 

Jr  wildlife  mgr — biologist 2  2  2 

Tractor  operator — laborer 3  3  3 

Fish  &  wildlife  asst 2.8  3  3 

Farm  hand 3  3  3 

Temporary  help 1.3  1.3  1.3 

Totals,  Authorized  Positions 13.1         13.3         13.3 

Honey  Lake  Waterfowl  Management 
Area 

Assoc  wildlife  mgr — biologist 111 

Jr  wildlife  mgr — biologist 111 

Tractor  operator — laborer 2  2  2 

Fish  &  wildlife  asst 111 

Temporary  help 2  2  2 

Totals,  Authorized  Positions 7  7  7 

Los  Bancs  Waterfowl  Management 
Area  and  San  Luis  Wasteway 

Assoc  wildlife  mgr — biologist -  1  1 

Asst  wildlife  mgr — biologist 1  —  — 

Jr  wildlife  mgr — biologist 111 

Tractor  operator — Laborer 12  2 

Fish  &  wildlife  asst 2  2  2 

Temporary   help    2.6  2.8  2.8 

Totals,  Autliorized  Positions 7.6  8.8  8.8 

Grizzly  Island  Waterfowl  Management 
Area 

Assoc  wildlife  mgr — biologist —  1  1 

Asst  wildlife  mgr — biologist 1  —  — 

Jr  wildlife  mgr — biologist 111 

Tractor  operator — laborer     3  3  3 

Fish  &  -wildlife  asst 2  2  2 

Temporary  help 3.1  3  3 

Totals,  Authorized  Positions 10.1         10  10 

Mendota  Waterfowl  Management  Area 

Assoc  wildlife  mgr — biologist -  1  1 

Asst  wildlife  mgr — -biologist 1  -  - 

Jr  wildlife  mgr — biologist 1.6  2  2 

Tractor  operator — laborer 2  2  2 

Game  management — trainee 0.3  —  — 

Fish  &  wildlife  asst 2  3  3 

Farm  hand 111 

Temporary    help    0.3  0.4  0.4 

Totals,  Authorized  Positions 8.2  9.4  9.4 


WITH   THE   FEDERAL  GOVERNMENT— Continued 


SALARY  RANGE 

$821-998 

$11,976 

$11,976 

614^710 

8,520 

8,520 

614-676 

16,224 

16,224 

505-584 

14,016 

14,016 

435-505 

6,060 

6,060 

(15,628) 

17,106 

17,106 

$69,295 


$65,200 


$91,238 


$50,100 


$53,193 


$70,090 


$73,902 


$87,768 


37,921 


$54,168 


$63,342 


$72,384 


$73,902 


$676-821 

$18,804 

$19,248 

614-710 

25,560 

25,560 

505-584 

21,024 

21,024 

(13,676) 

22,380 

22,380 

$88,212 


$821-998 

$11,976 

$11,976 

614-710 

17,040 

17,040 

614-676 

24,336 

24,336 

505-584 

19.864 

20,504 

435-505 

18,180 

18,180 

(6.226) 

6,525 

6,525 

$98,561 


$821-998 

$11,976 

$11,976 

614-710 

8,520 

8,520 

614-676 

16,224 

16,224 

505-584 

7,008 

7,008 

(9,137) 

10.440 

10,440 

$54,108 


$821-998 

$10,356 

$10,860 

676-821 

— 

— 

614-710 

8,520 

8,520 

614-676 

15,660 

16,032 

505-584 

14.016 

14,016 

(14,871) 

14,790 

14.790 

$64,218 


$821-998 

$9,852 

$10,356 

676-821 

_ 

— 

614^710 

8,520 

8,520 

614-676 

24,336 

24,336 

505-584 

14,016 

14,016 

(16,054) 

15,660 

15,660 

$72,888 


$821-998 

$10,356 

$10,860 

676-821 

— 

— 

614-710 

16,068 

16,440 

614-676 

16,224 

16,224 

530-585 

— 

— 

505-584 

20,086 

20.532 

435-505 

6,060 

6,060 

(1,472) 

1,740 

1,740 

$59,657 


$70,534 


$71,856 


KESOUliCES 


605 


DEPARTMENT  OF  FISH  AND  GAME — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fill.d)      (Auih.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8     Pesticides  Investigations 


9 
10 
11 
12 
13 
14 
15 
16 
17 
18 


GAME  AND   FISH    PROGRAMS    IN   COOPERATION   WITH   THE   FEDERAL  GOVERNM  ENT— Continued 

GAME  MANAGEMENT  IN  COOPERATION 
WITH  THE  FEDERAL  GOVERNMENT 
(PiTTM  AN -ROBERTSON)— Continued 


■Wildlife  management  supervisor 

Chemist  II 

Assoc  fishery  biologist 

Assoc  wildlife  mgr — biologist 

r.ab  asst  II 

Temporary  help 


SALARY  EANGE 

1 

1 

1 

$998-1,213 

$14,556 

$14,556 

1 

1 

1 

863-1,048 

12.576 

12,576 

1 

1 

1 

821-998 

11.976 

11,976 

o 

9 

•:> 

S21-99S 

23,370 

23,952 

0.5 

0.5 

0.5 

457—556 

3,030 

3.180 

0.5 

0.5 

0.5 

(2,181) 

2,610 

2,610 

Totals,  Authorized  Positions 


19     Waterfowl  Investigations 

20 

21  Assoc  wildlife  mgr — biologist  - 

22  Asst  wildlife  mgr — biologist 

23  Jr  wildlife  mgr — biologist 

24  Temporary  help 

25 

26  Totals,  Authorized  Positions 

27 

28     Upland  Game  Investigations 

29 

Assoc  wildlife  mgr — biologist  _ 

As.'-^t  wildlife  mgr — biologist 

.Tr  wildlife  mgr — biologist 

Temporary  help 


Totals,  Authorized  Positions 

Big  Game  Investigations 

Assoc  wildlife  mgr — biologist  _ 
Temporary  help 


30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

^     Wildlife  Investigations  Laboratory 

45 

Assoc  wildlife  pathologist 

Assoc  wildlife  mgr — biologist  

Asst  wildlife  mgr — biologist 

Lab  technician  I 

.Ir  wildlife  mgr — biologist 

Lab  asst  II 

Steno  II : 

Janitor 

Temporary  help 


Totals,  Authorized  Positions 


46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 


Totals,  Authorized  Positions  _ 

Special  Wildlife  Investigation 

Wildlife  management  supervisor 
Assoc  wildlife  mgr — biologist  __ 

Stenographer  II 

Temporary  help 


Totals,  Authorized  Positions 

Totals,  Authorized  Positions, 

Pittman- Robertson    


1.2 
2 

1.8 
0.9 


5.9 


5.4 


6.5 


FISH    MANAGEMENT   IN   COOPERATION 
WITH   THE   FEDERAL  GOVERNMENT 
(DINGELL-JOHNSON) 


„5     Fish  Management  Coordination 
10 


76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Assoc  fishery  biologist 

Steno  II  

Clerk-typist  II 

Account  clerk  II 


0.9 
1 

0.4 
0.3 


Totals,  Authorized  Positions 


2.6 


2 
3 

0.9 


5.4 


0.6 


2.6 


$63,297 


0.9 


5.9 


$48,898 


5.4 


O.C 


2.6 


.$43,773 


$821-998 
(-) 

$11,100 


94.7      103.7      103.7 


$49,652 


$998-1,213 

821-998 

446-543 

(-) 


$709,321 


$821-998 
446-543 
415-530 
415-505 

$20,203 


3,124 


$53,708 


$45,979 


$23,952 
2,925 

$26,877 


$45,288 


$14,556 

11,976 

5,490 

5,220 

$37,242 


833,783 


$9,852 
6.516 
5,330 


$21,698 


$68,850 


$821-998 
676-821 
614-710 
(4,003) 

$22,416 
26,942 

4,350 

$22,926 
28,276 

4,350 

$55,552 


1 

1 

1 

$821-998 

$9,852 

$10,356 

0.6 

4 

4 

676-821 

34,387 

36,098 

3.4 

_ 

— 

614-710 

— 

_ 

0.4 

0.4 

0.4 

(1,605) 

1,740 

1,740 

$48,194 


$23,952 
2,925 

$26,877 


1 

1 

1 

$821-998 

$10,650 

$11,175 

1 

1 

1 

821-998 

11.976 

11.976 

1 

1 

676-821 

8.952 

9.306 

0.4 

0.5 

0.5 

676-821 

4,314 

4,532 

1 

_ 

_ 

614-710 

— 

— 

0.1 

_ 

_ 

746-905 

- 

- 

1 

1 

1 

440-543 

0.510 

6.516 

0.5 

0.5 

0.5 

415-505 

2,880 

3,030 

1.5 

- 

(8,166) 

- 

- 

$46,625 


$14,556 

11,976 

5,766 

5,220 

$37,518 


$844,597 


$10,356 
6,516 
5,599 


$22,471 


606 


RESOURCES 


DEPARTMiMT   OF   FISH   AND  GAME — Con^mued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
[Filled)       (Aiith.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


GAME  AND   FISH    PROGRAMS   IN   COOPERATION  WITH   THE    FEDERAL  GOVERNMENT— Continued 

FISH    MANAGEMENT   IN   COOPERATION 
WITH   THE   FEDERAL  GOVERNMENT 
(DING  ELL- JOHNSON)— Continued 

Stream  and  Lake  Improvement 

Asst  fishery  biologist 

Pislieries  manager  I 

Jr  aquatic  biologist 

Temporary  help 


Totals,  Authorized  Positions 

Sturgeon  and  Striped  Bass  Study 


Assoc  iishery  biologist 
Asst  fishery   biologist  _ 

Fish  &  wildlife  asst 

Temporary  help 


SALARY  RANGE 

0.2 
1.1 
2 
3 

1 
1 
2 
3.4 

1 

1 
2 

3.4 

$676-821 
584-710 
614-710 
(14,390) 

$41,043 

$9,852 

8,520 

17,040 

16,600 

$52,012 

$9,852 

8,520 

17,040 

16,600 

6.3 

7.4 

7.4 

$52,012 

1 
1 
1 
1.5 

1 
1 
2 
4.6 

1 

1 
2 
4.6 

$821-998 

676-821 

505-584 

(3,894) 

$10,776 

8,808 

12,816 

22,236 

$11,310 

9,248 

13,368 

22,236 

Totals,  Authorized  Positions 

Coastal  Salmon  and  Steelhead  Study 


Assoc  fishery  biologist 

Asst  fishery  biologist 

Asst  water  quality  biologist  . 
Temporary  help 


Totals,  Authorized  Positions 

Experimental  Management  of 
Warmwater  Reservoirs 

Sr  fishery  biologist 

Assoc  fishery  biologist 

Asst  fishery  biologist 

Jr  aquatic  biologist 

Fish  &  wildlife  asst 

Steno  II  

Janitor 

Temporary  help 


Totals,  Authorized  Positions 

Environmental  and  Behavioral  Studies 
of  Coastal  Sport  Fishes 


Assoc  marine  biologist 
Asst  marine  biologist  _ 
Temporary  help 


Totals,  Authorized  Positions 


Effects  of  Artificial  Destratification 
on  Lake  Fisheries 


Asst  fishery  biologist 
Temporary  help 


Totals,  Authorized  Positions 

Salton  Sea  Study 

Assoc  fishery  biologist 

Asst  fishery  biologist 

.Tr  aquatic  biologist 

Temporary  help 


Totals,  Authorized  Positions 

Central  California  Marine  Sport 
Fish  Survey 


Assoc  m.irine  biologist 
Asst  marine  biologist  _ 
Temporary  help 


Totals,  Authorized  Positions 

Totals,  Authorized  Positions, 

Dingell-Johnson 


4.5 


1 

0.9 
1 
1.8 


4.7 


10.7 


1 

1.8 

0.4 


3.2 


1 
1.7 


2.7 


0.8 
1.4 


3.2 


3.6 


41.5 


8.6 


1 

1 
1 
1.1 


4.1 


11.4 

1 
o 

0.4 


3.4 


1 
1.7 


2.7 

1 

O 

1.9 


4.9 


8.6 


1 
1 
1 
1.1 


4.1 


$27,789 


$821-998 
676-821 
676-821 
(7,362) 

$32,187 


11.4 


1 

2 
0.4 


3.4 


1 
1.7 


2.7 


1.0 
4.9 


$82,487 


$821-998 
676-821 
(3,312) 

$28,807 


;676-821 
(7,958) 

$16,910 


$821-998 
676-821 
614-710 
(5,426) 

$20,930 


3.7 


$27,055 


49.2 


49.2 


$297,411 


$54,636 


$11,085 
8,952 
8,520 
4,565 

$33,122 


$92,128 


$11,976 

16,920 

4,660 


$33,556 


$9,852 
8,300 


$18,152 


$10,860 
16,224 

9,545 


$36,629 


1 

1 

1 

$821-998 

$11,976 

0.9 

1 

1 

676-821 

8,486 

1.7 

1.7 

1.7 

(8,571) 

8,800 

¥29,262 


$371,195 


$56,162 


$11,640 
9,396 
8,952 
5,565 


$35,553 


1 

1 

1 

$998-1,213 

$14,556 

$14,556 

2 

2 

2 

821-998 

23,904 

23,952 

1.5 

3 

3 

676-821 

24,780 

26,029 

0.8 

- 

- 

614-710 

- 

- 

0.7 

0.5 

0.5 

505-584 

3,030 

3,180 

1 

1 

1 

446-543 

6,516 

6,516 

0.5 

0.5 

0.5 

415-505 

2,742 

2,880 

3.2 

3.4 

3.4 

(16,075) 

16,600 

16,600 

$93,713 


$11,976 

17,768 

4,660 


$34,404 


$9,852 
8,300 


$18,152 


$11,400 
17,040 

9,545 


$37,985 


$11,976 
8,916 
8,800 


$29,692 


$380,144 


RESOURCES 


607 


DEPARTMENT  OF   FiSH   AND   GAME — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFlMeill      (Auth.)      (Oolh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


GAME  AND  FISH   PROGRAMS   IN  COOPERATION  WITH  THE   FEDERAL  GOVERNMENT— Continued 

COMMERCIAL  FISHERIES  RESEARCH 
AND  DEVELOPMENT  (BARTLETT 
BILL) 


Commercial  Fisheries  Coordination 


Assoc  marine  biologist 

Steno  II 

Account  clerk  II 


1 
1 

0.9 


Totals,  Authorized  Positions  . 

Fislneriec  Resources  Sea  Survey 

Assoc  marine  biologist 

Asst  marine  biologist 

Net  man  &  boatswain 

Jr   aquatic   biologist   

Sr  account  clerk 

Clerk-typist  II 

Temporary  help 


2.9 


SALARY  RANGE 
$821-998 
446-543 
415-505 

$21,890 


$11,976 
6,516 
5,100 


$23,592 


Totals,  Authorized  Positions  _ 
Shellfish  Laboratory  Operations 


Assoc  marine  biologist 
Asst  marine  biologist  _ 
Temporary   help    


9.6 


10.5 


10.5 


Totals,  Authorized  Positions  _ 

Port  Sampling  at  Crescent  City, 
Brookings  and  Port  Orford 


Jr  aquatic  biologist 

Totals,  Authorized  Positions 
Food  Habits  Study 


Assoc   marine   biologist 

Asst  marine  biologist 

Temporary    help    


1 
1.3 


1 
2 

2.2 


1 
2 
2.2 


Totals,   Authorized  Positions 

Shellfish  and  Bottomfish  Data 

Assoc   statistician   

Assoc    marine    biologist    

Asst    marine    biologist 

Keypunch  operator 

Account  clerk  II 

Temporary  help 


2.3 


5.2 


5.2 


$75,798 


$821-998 
676-821 
(165) 

$10,563 


$614-710 
$6,868 


$821-998 

676-821 

(-) 

$22,248 


),418 


$11,448 

16,224 

500 

$28,172 


$7,578 
$7,578 


$11,976 
17,926 
10,270 

$40,172 


Totals,  Authorized  Positions 

Totals,  Authorized  Positions, 

Bartlett  Bill 


4.5 


7.5 


7.5 


21.3 


30.2 


30.2 


$32,076 


$169,443 


$54,750 


$243,682 


GRAND  TOTAL,  AUTHORIZED 

POSITIONS    1,180.4    1,296.8    1,296.8 


$11,976 
6.516 
5,352 


$23,844 


2 

2 

2 

$821-998 

$23,376 

$23,9.52 

2.5 

3 

3 

676-821 

26,136 

27,448 

1 

1 

1 

644-783 

8,112 

8,520 

1.9 

2 

2 

614-710 

15,096 

15,840 

1 

1 

1 

492-599 

7,188 

7,188 

0.4 

0.5 

0.5 

435-530 

3,030 

3,180 

0.8 

1 

1 

(4,257) 

6,480 

6,480 

$92,608 


$11,976 

17,040 

500 


$29,516 


$7,952 
$7,952 


$11,976 
18,372 
10,270 

$40,618 


1 

1 

1 

$950-1,155 

$13,365 

$13,860 

0.4 

1 

1 

821-998 

10,020 

10,524 

0.4 

1 

1 

676-821 

8,700 

9,137 

0.6 

1 

1 

42.5-517 

5,331 

5,605 

1 

1 

1 

415-505 

5,484 

5,760 

1.1 

2.5 

2.5 

(5,165) 

11,850 

11,850 

$56,736 


$251,274 


1,768,743         $11,250,854         $11,417,206 


WiLDUFE   CONSERVATION   BOARD 


Executive  officer 

Asst  executive  oiEcer  _ 

Field  agent 

Secretary    I    

Sr  clerk-typist 

Accounting   technician 
Steno  II 


1 

1 

1 

1 

0.3 

0.8 

1 


Totals,  Authorized  Positions 


6.1 


$1,405-1,708 

1,15.5-1,405 

998-1,213 

584-710 

492-599 

446-543 

$66,879 


$20,496 

15,404 

14,556 

8,520 

6.129 
6,438 

$71,543 


$20,496 
16,180 
14.556 

8,520 

6,438 
6,516 

$72,706 


608 


RESOURCES 


DEPARTMENT   OF   HARBORS  AND  WATERCRAFT 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled]      (Anih.)       (ftulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Administration : 

Director     

Administrative  asst  I 

Secretary  I 

Sr  steno 

Accounting   technician   

Steno  II  

Clerk  II 

Account  clerk  II 

Clerk-typist  I 

Boating  Facilities  and  Waterways : 

Boating  facilities  develmt  officer 

Sr  harbor  engineer 

Sr  economist 

Assoc  harbor  engineer 

Assoc  economist 

Asst  civil  engineer 

Delineator 

Sr  steno 

Steno  II 

Clerk-typist  II 

Clerk  II  

Boating  Safety  and  Control  Branch  : 

Chief    

Supervisor 

Regulations  representative 

Sr  steno 

Steno  II   

Clerk-typist  II 

Clerk-typist  I 

Boating  Registration : 

Supervisor     

Regulations  representative 

Sr  clerk 

Sr  cashier-clerk 

Steno  II 

Clerk-typist  II 

Clerk  II 

Clerk  I 

Temporary  help 

Totals.   Authorized  Positions 65.9 


SALAKY  EANGE 

1 

1 

1 

$22,575 

$22,575 

$22,575 

1 

1 

1 

783-950 

11,175 

11,400 

0.7 

1 

1 

584-710 

7,008 

7,368 

0.3 

0 

0 

505-014 

_ 

_ 

1 

1 

1 

492-599 

6,256 

6,572 

0.4 

0 

0 

446-543 

_ 

_ 

1 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1 

415-505 

5,910 

6,060 

0.2 

1 

1 

377-457 

4,668 

4,900 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

15,096 

15,852 

o 

2 

2 

998-1,213 

28,996 

29,112 

1 

1 

i 

950-1,155 

13,860 

13,860 

4 

4 

4 

821-1,048 

46,923 

47,472 

o 

2 

2 

614-746 

17,544 

17,904 

0.9 

1 

1 

505-614 

7,368 

7,368 

3.4 

4 

4 

446-543 

23,193 

24,021 

0.7 

0 

0 

415-530 

_ 

_ 

1 

1 

1 

415-505 

5,484 

5,760 

1 

1 

1 

1,155-1,405 

15,276 

16,044 

1 

1 

1 

863-1,048 

12,176 

12,576 

7.S 

S 

8 

676-821 

76,716 

77,588 

1 

1 

1 

505-614 

7.308 

7,368 

1.4 

1 

1 

446-543 

5,536 

5,812 

2.4 

2 

*> 

415-530 

11,456 

11,728 

0.1 

1 

1 

377-457 

4,668 

4,900 

1 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

1 

676-821 

9,852 

9,852 

o 

2 

•-> 

492-599 

14,376 

14,376 

1 

1 

1 

492-599 

7,076 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

5.7 

7 

7 

415-530 

38,648 

40,303 

5.9 

6 

6 

415-505 

34,861 

36,035 

3.7 

5 

5 

359-435 

22,697 

24,057 

5.3 

12.2 

4.2 

(28,958) 

59,933 

23,114 

76.2 


$517,827 


$597,223 


$571,753 


DEPARTMENT   OF   PARKS   AND   RECREATION 


EXECUTIVE 
Director's  Office 


Director 1 

Chief  deputy  director 1 

Deputy  director 0.7 

Division  chief 0.8 

Associate  counsel 0.2 

Special    representative    1.1 

Asst  counsel 0.5 

Administrative  asst  I 1 

Jr  counsel 0.4 

Secretary  I 0.5 

Sr  steno 1.7 

Legal  steno 1 

Steno  II 1 


$23,625 

1,626-1,967 

1,548-1,882 

1,273-1,548 

1,213-1,475 

1,100-1,337 

905-1,100 

783-950 

783-950 

584-710 

505-614 

469-571 

446-543 


$23,625 
22,924 
19,200 


11,175 
11,400 

7,728 

6,060 

6,740 

11,210 


$23,625 
23,604 
20,168 


11,736 
11,400 

8,112 

6,360 

6,852 

11.762 


RESOURCES 
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DEPARTMENT   OF   PARKS   AND   RECREATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(fllliil)      (Huth.l       (Aulh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE— Continued 

Resources  Management  and  Protection 
Division 

Supervisor     

Forester  III 

Park   historian   III 

Asst  landscape  architect 

Sr  steno 

Archeological  Resources  Section : 

Park  archeologist  III 

Park  archeologist  II 

Park  archeologist  I 

Land  Section  : 

Sr  land  agent 

Supvng  title  officer 

Assoc  land  agent 

Assoc  title  officer 

Sr  delineator    

Asst  land   agent 

Delineator 

Sr  steno   

Concessions  Division 

Concessions    specialist    

Asst  concessions  specialist 

Sr   steno   

Steno  II 

Information  and  Interpretation  Division 

Public  Information  Section : 

Asst  deputy  director 

Information  officer  II 

Information   officer   I   

Research  writer 

Secretary  I  

Sr  clerk-typist 

Clerk-typist  II 

Clerk-typist  I 

Interpretive  Services  Section : 

Supervisor     

Supervisor     

Park  naturalist  III 

Park   historian  III 

Park   naturalist   II 

Park  historian  II 

Exhibit  specialist 

Sr  steno 

Steno   II 

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 


64 


ADMINISTRATIVE  SERVICES   DIVISION 

Division  Chief's  Office : 

Adm  service  officer  II 

Supvng  steno  I 

Audit  Section  : 

Examiner    III    

Examiner    II    

Auditor   I   

Steno    II    

Budget  Section : 

Sr  budget  analyst 

Assoc  budget  analyst 

Asst  budget  analyst 

Jr   staff    analyst    

Accounting   technician   

Steno  II 


55 


SALARY  RANGE 


1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

950-1,213 

13,860 

13,860 

0.6 

1 

1 

950-1,155 

13,860 

13,860 

0.6 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

783-950 

10,995 

11,400 

1 

2 

2 

676-821 

16,740 

17,583 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

950-1,155 

18,860 

13,860 

3.1 

3 

3 

905-1,100 

39,600 

39,600 

2 

2 

2 

783-950 

22,800 

22,800 

0.4 

_ 

_ 

746-905 

_ 

— 

2 

2 

2 

746-905 

21,720 

21,720 

0.4 

_ 

* 

614-746 

— 

— 

0.6 

1 

1 

505-^14 

7,368 

7,368 

1 

1 

1 

1.048-1,273 

15,276 

15,276 

3.1 

3 

3 

863-1,048 

36,984 

37,578 

1 

1 

1 

505-614 

7,368 

7,368 

2 

2 

2 

446-543 

13,032 

13,032 

0.6 

1 

1 

1,337-1,626 

17,350 

18,211 

0.5 

1 

1 

1,100-1,337 

16,044 

16,044 

0.3 

_ 

— 

90.5-1,100 

— 

— 

0.9 

1 

1 

90.5-1,100 

10,860 

11,400 

0.7 

1 

1 

584.-710 

8,520 

8,520 

1 

1 

1 

492-599 

7,188 

7,188 

0.9 

415-530 

— 

— 

1 

1 

377^57 

4,650 

4,880 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

950-1,155 

13,860 

13,860 

0.4 

_ 

„ 

950-1,100 

— 

— 

0.6 

1 

1 

783-950 

11,400 

11,400 

1.4 

•> 

2 

783-950 

20,986 

21,462 

2 

2 

2 

676-821 

19,704 

19,704 

1 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

415-530 

6,360 

6,.S60 

13 

2 

2 

(102,836) 

16,529 

16,529 

55 


$657,552 


$620,340 


$627,846 


1 

1 

1 

$1,213-1,475 

$17,700 

$17,700 

1 

1 

1 

584-710 

8,520 

8,520 

s 

o 

2 

950-1,155 

27,008 

27,665 

1 

1 

783-950 

9,396 

9,852 

0  3 

644-746 

- 

- 

0.6 

1 

1 

446-543 

6,204 

6,516 

03 

1 

1 

1,15.5-1,405 

14,034 

14,736 

09 

1 

1 

950-1,155 

11,400 

11,976 

0.3 

2 

2 

783-950 

18,792 

19,704 

1.2 

_ 

644-783 

- 

- 

0.8 

1 

1 

492-599 

7,188 

7,188 

0.6 

1 

1 

446-543 

6,054 

6,360 

20—4316  SW 
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RESOURCES 


DEPARTMENT   OF   PARKS   AND   RECREATION — Continued 


z 
-I 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATIVE  SERVICES 
DIVISION— Continued 

Management  Analysis  Section : 

Sr  management  analyst 1 

Assoc  dp  systems  analyst 1 

Assoc  management  analyst 1 

Assoc  economist 1 

Asst  management  analyst 0.4 

Jr  staff  analyst 0.6 

Sr  clerk-typist 0.6 

Personnel  Section  : 

Personnel  officer  II 1 

Assoc  personnel  analyst 1 

Siipvng  clerk  I 1 

Sr  steno 1 

Sr  clerk 0.5 

Sr  clerk-typist 0.6 

Personnel  asst  I 0.5 

Steno   II 0.7 

Clerk-typist  II 4.7 

Clerk   II   0.9 

Steno  I 0.1 

Clerk-typist  I 0.1 

Training  Section  : 

Training  officer  I 1 

Clerk-typist  II 0.3 

Accounting  and  Business  Management 
Section  : 
Accounting  Services : 

Fiscal  officer  I 2 

Accounting  officer  III 1 

Accounting  officer  II 1 

Asst  management  analyst 0.4 

Accountant  I 2 

Accounting   technician 5 

Steno  II 0.6 

Clerk-typist  II 0.9 

Account  clerk  II 1 

Clerical  Services : 

Supvng  steno  I 1 

Sr  steno 2.9 

Sr  clerk-typist 0.2 

Steno  II 15.5 

Clerk-typist  II 4 

Steno  I 0.3 

Claims  Unit : 

Supvng  clerk  I 1 

Sr  account  clerk 2 

Clerk-typist  II 1.8 

Calculating  mach  operator 1 

Account  clerk  II 3.8 

Bookkeeping  Machines  Unit : 

Supvng  bookkeeping  mach  opr 1 

Bookkeeping  mach  opr  II 2 

Bookkeeping  mach  opr  I 0.8 

Property  Unit : 

Property   inspector   1 

Property  clerk  I 1 

Clerk-typist  II 1 

Business  Services  Unit : 

Business  service  officer  I 1 

Storekeeper  I 1 

Sr  clei'k-tyioist 1 

Steno  II   ._     0.6 

Clerk-typist  11 1 

Clerk  II 2 

File  clerk  II 2 

Clerk  I 0.9 

Management  Reports  Unit : 

Asst  management  analyst — 

Clerk-typist  II - 

Data  Processing  Unit : 

Tab  operations  supvr  II 0.6 

Tab  operations  supvr  I 0.4 

Sr  tab  mach  operator 1.9 

Key  punch  supvr  I 1 

Tab  mach  operator 1.5 

Key  punch  operator 5.2 

Temporary  help 16.9 

Totals,    Authorized   Positions 119.2 


SALAKY  RANGE 

1 

1 

1,155-1,405 

16,860 

16.860 

1 

1 

950-1,155 

12,476 

13,096 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

950-1,155 

12,476 

13,096 

1 

1 

783-950 

9,586 

10,062 

_ 

_ 

644-783 

_ 

_ 

- 

- 

492-599 

- 

- 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

950-1,155 

12,992 

13,640 

1 

1 

571-692 

8,304 

8,304 

1 

1 

505-614 

7,128 

7,368 

_ 

_ 

492-599 

— 

— 

_ 

_ 

492-599 

- 

- 

2 

2 

492-599 

12,894 

13,392 

_ 

— 

446-543 

~ 

— 

6 

6 

415-530 

31,643 

33,237 

_ 

• 

415-505 

— 

— 

1 

1 

405^92 

5,000 

5,247 

- 

- 

377-457 

- 

- 

1 

1 

950-1,155 

12,276 

12,888 

0.5 

0.5 

415-580 

2,316 

2,430 

2 

2 

1,048-1,273 

30,552 

30,552 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

11,400 

11,400 

- 

- 

783-950 

_ 

- 

4 

4 

584-710 

32,034 

32,880 

4 

4 

492-599 

27,080 

28,416 

1 

1 

446-543 

6,516 

6,516 

1 

1 

41.5-530 

6,060 

6.060 

1 

1 

415-505 

5,760 

6,060 

1 

1 

584-710 

8,520 

8,520 

o 

2 

50.5-614 

14,086 

14,586 

1 

1 

492-599 

7,188 

7,188 

12 

12 

446-543 

72,925 

74,758 

4 

4 

41.5-530 

22,374 

22,890 

3 

3 

405-492 

15,000 

15,741 

1 

1 

571-692 

8,304 

8,304 

2 

2 

492-599 

14,376 

14,376 

2 

2 

415-530 

11.895 

12,120 

1 

1 

435-530 

6,360 

6,360 

4 

4 

41.5-505 

23,525 

24,115 

1 

1 

505-614 

7,368 

7,368 

2 

2 

457-556 

11,465 

12,045 

i 

1 

415-505 

5,100 

5,3.52 

1 

1 

644-783 

9,285 

9,396 

1 

1 

530-644 

7,728 

7,728 

1 

1 

415-530 

6,060 

6,060 

1 

1 

783-950 

11,400 

11,400 

1 

1 

530-676 

7,728 

7,728 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,256 

6,516 

1 

1 

415-530 

5,484 

5,760 

2 

2 

415-505 

11,659 

11,945 

2 

2 

415-505 

12,120 

12.120 

1 

1 

359^35 

4.434 

4,650 

1 

1 

783-950 

11,400 

11.400 

2 

2 

415-530 

9,812 

10,300 

_ 

_ 

746-905 

_^ 

_ 

1 

1 

614-746 

8,282 

8,700 

2 

2 

530-644 

13,7.58 

14,400 

1 

1 

492-599 

6,936 

7,188 

1 

1 

480-584 

6,060 

6,360 

5 

5 

425-517 

27,669 

29,067 

18.5 

18.5 

(82,838) 

94,467 

94,467 

128 


128 


$792,511 


$929,625 


$951,.581 


RESOURCES 
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DEPARTMENT   OF   PARKS  AND   RECREATION — Continued 


111 

z 

3 


SAI.ARIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       Qalh.l       lAolli.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


PLANNING   AND    DEVELOPMENT 
DIVISION 

Division  Chief's  Office : 

Deputy  division  chief 

Park  ranger  VI 

Park    ranger   V 

Recreation   planner  III 

Assoc    management    analyst 

Asst  civil  engineer 

Recreation   planner  II 

Park  ranger  III   

Sr  steno 

Steno   II   

Sr  clerk-typist 

Statewide  Planning  Branch : 

Supvr  statewide   recr 

Park  &  recr  planning  resources 

manager    

Recreation  planner  V 

Sr  landscape  architect 

Recreation   planner   IV 

Recreation  planner  III 

Assoc  landscape  architect 

Recreation  planner  II 

Asst  landscape  architect 

Recreation    planner   I   

Sr   steno   

Park  Unit  Master  Planning  Branch : 

Supvr  park  planning  &  develmt 

Park  &  recr  resources  manager 

Sr  landscape  architect 

Recreation  planner  IV 

Recreation  planner  III 

Assoc  landscape  architect 

Recreation  planner  II 

Asst  landscape  architect 

Park   ranger  III 

Jr  landscape  architect 

Steno  II 

Development  Branch  : 

Park  landscape  architect 

Sr  civil  engineer 

Sr   architect 

Sr  landscape  architect 

Assoc  civil  engineer 

Civil  engrng  assoc 

Assoc    architect   

Assoc  constm  analyst 

Recreation  planner  III 

Supvng  land   surveyor  

Assoc  landscape  architect 

Park  ranger  V 

Land  surveyor 

Asst  civil  engineer 

Supervisor     

Civil  engrng  techn  II 

Asst  landscape  architect 

Architectural  asst 

Sr   delineator 

Jr  landscape  architect 

Civil  engrng  techn  I 

Instrumentman    

Delineator 

Graphic   artist 

Engrng  aid  II 

Sr  steno 

Steno   II   

Engrng  aid  I 

Grants  Administration  and  Local  As- 
sistance Branch  : 

Park  and  recr  resources  manager 

Recreation  planner  III 

Park  and  recr  consultant 

Assoc   planner    

Recreation  planner  II 

Sr   steno   

Steno   II   

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

1 

1 

1 

$1,405-1,708 

$20,496 

$20,496 

0.7 

— 

— 

1,155-1,405 

_ 

_ 

0.4 

— 

_ 

950-1,155 

_ 

_ 

1.6 

1 

1 

950-1.155 

13.860 

13,860 

0.1 

1 

1 

950-1,155 

13,860 

13.S60 

0.9 

1 

1 

821-1,048 

11,448 

11,976 

— 

1 

1 

821-998 

10,860 

11,400 

0.9 

— 

_ 

746-905 

_ 

_ 

1 

_ 

_ 

505-614 

_ 

_ 

- 

1 

1 

- 

5,490 

5,766 

1 

1 

1 

492-599 

6,516 

6,.S52 

0.6 

1 

1 

1,273-1,548 

15,276 

16,044 

_ 

1 

1 

1,155-1,405 

14,566 

15.276 

— 

1 

1 

1,155-1,405 

16,044 

16.S60 

1 

1 

1 

1,100-1.337 

16,044 

16,044 

1 

1 

1 

1,048-1.273 

12,576 

13,200 

1.2 

2 

2 

950-1,155 

22,800 

23,952 

f> 

2 

2 

950-1,155 

26,904 

27,555 

2 

1 

1 

821-998 

9,852 

10,356 

0.1 

1 

1 

821-998 

9,586 

10,062 

0.9 

_ 

_ 

676-821 

— 

— 

1 

1 

1 

505-614 

6,756 

7,098 

1 

1 

1 

1.337-1,626 

19,512 

19.512 

1 

1 

1 

1,155-1,405 

16,044 

16,860 

3.5 

4 

4 

1,100-1,337 

64,176 

64,176 

9 

9 

9 

1.048-1.273 

27,852 

28,476 

6 

6 

6 

9o0-l,155 

80,812 

82,078 

6.9 

7 

7 

9.O0-1.155 

93,111 

94,476 

5.2 

6 

6 

821-998 

66,048 

68.232 

11.7 

15 

15 

821-998 

166,384 

172,632 

0.1 

1 

1 

746-905 

10,860 

10.860 

3.4 

1 

1 

783-905 

10,104 

10,608 

2.2 

2 

2 

446-543 

13,032 

13,032 

0.5 

1 

1 

1,273-1.548 

18,576 

18.-576 

2 

2 

2 

1,155-1.405 

33,720 

33.720 

1 

1 

1 

1.1.00-1,405 

16,860 

16.860 

1.4 

1 

1 

1,100-1.337 

16,044 

16,044 

4 

6 

6 

99.S-1.273 

81,480 

83,376 

3.9 

3 

3 

950-1.213 

41,415 

41,580 

2.2 

3 

3 

998-1,213 

41,238 

41,844 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

950-1,155 

13,750 

13,860 

2 

2 

9 

950-1,155 

27.720 

27.720 

3.5 

3 

3 

950-1.1.55 

40,246 

40,868 

0.4 

_ 

_ 

950-1.155 

_ 

_ 

1.4 

1 

1 

905-1.048 

11.832 

12,426 

8.8 

9 

9 

821-1.048 

104,748 

106,164 

0.5 

1 

1 

821-998 

11.400 

11.976 

4.9 

5 

5 

783-998 

55,414 

55,914 

8.9 

8 

S 

S21-998 

90,735 

93.468 

9 

2 

2 

821-998 

23,952 

23,9.52 

2.4 

2 

9 

746-905 

21,720 

21,720 

9 

2 

9 

783-905 

21,597 

22,260 

4.1 

5 

5 

676-863 

48,120 

49,260 

4.8 

5 

5 

644-746 

43.868 

44,616 

14.2 

14 

14 

614-746 

121,344 

132.000 

1 

1 

1 

584-710 

8.520 

8.520 

3.8 

4 

4 

556-676 

29,682 

31.150 

1 

1 

1 

505-614 

7.098 

7,368 

9 

2 

2 

446-543 

13.032 

13,032 

2.9 

4 

4 

435-530 

23,458 

24,565 

0.7 

1 

1 

1,155-1.405 

16,860 

16,860 

2 

2 

9 

950-1.155 

27,720 

27.720 

0.1 

1 

1 

950-1.155 

12,576 

13.200 

0.4 

_ 

— 

950-1,155 

— 

_ 

1.2 

2 

9 

821-998 

22.530 

23,664 

1 

1 

1 

505-614 

7,368 

7,368 

0.4 

— 

— 

446-543 

— 

_ 

3 

16.7 

16.7 

(18,703) 
$1,660,295 

147,339 
$2,017,387 

147,339 

156.8 

178.7 

178.7 

$2,065,145 

612 
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DEPARTMENT  OF   PARKS  AND   RECREATION— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FilleJ)       (Ai]lh.)       (tath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


OPERATIONS   DIVISION 

Division  Chief's  Office : 

Deputy  division  chief 111 

Park  ranger  VI -               1               1 

Park  ranger  V 2              3              3 

Asst  purchasing  analyst 111 

Park  ranger  IV -               1               1 

Recreation  planner  II 0.9           —              — 

Sr   steno   0.4            1               1 

District  Headquarters : 

Park  ranger  VI 6              6              6 

Park  ranger  V 12            12            12 

Forester  II 111 

Dist  aquatic  supvr 2              2              2 

Park   naturalist  II 2.1            1               1 

Park  ranger  III 0.2 

Heavy   equipt  mechanic 111 

Carpenter  foreman 5.9           6              6 

Park  ranger  II 0.7            1               1 

Park  naturalist  I 0.3 

Auto  mechanic 3              3              3 

Carpenter  I   3              3              3 

Park   equipment   operator 10             10             10 

Property  clerk  I 5               5               5 

Sr  steno   3              3              3 

Sr  clerk-typist 1.4           -              — 

Personnel  asst  I 0.6           2              2 

Accounting  technician   6              6              6 

Stock  clerk 111 

Steno  II   6.9           8              8 

Clerk-typist  II 4.8           4              4 

Clerk   II    111 

Account  clerk  II 5.7           6               6 

Clerk-typist  I 0.3           1              1 

Field  Services : 

Restoration  &  maint  supvr  historic 

ships 111 

Park  ranger  IV 15.1         19            19 

Park  naturalist  II 0.9 

Chief  engineer  I 0.1           -              - 

Park  ranger  III 34.7         30            30 

Institution   fire   chief 0.1           —              — 

Snow  safety  specialist 0.1           -             — 

Shipwright  foreman 111 

Park  ranger  II 105.1       105          105 

Park  historian  I 111 

Historian — exhibit   specialist   111 

Maint  supvr 1               —              — 

Auto  mechanic 1.1           3              3 

Electrician    I    111 

Boatswain-deckmaster    0.6           1              1 

Water  &  sewage  plant  supvr 3.1           3              3 

Lifeguard  supvr 7.3           8               8 

Shipwright-joiner     3               3               3 

Stationary    engineer 0.3           —              — 

Supvng  groundsman  I 1               —              — 

Supvng  housekeeper  &  custodian  —  1              -              - 

Guide,  II 2.S 

Boat   operator    111 

Institution  fireman 0.3           -              - 

Lifeguard    2.2           5               5 

Park  equipment  operator 5.6           9               9 

Stationary  fireman 0.1           -              - 

Park  ranger  I 177.7       207          207 

Curator  I   111 

Guide  I 35.8        12           12 

Dispatcher-clerk     8              3              3 

Sr   cashier   clerk    1               —              — 

Sr  account  clerk 1               —              — 

Groundsman 20.1         14            14 

Park  attendant 207.8       228.5       228.5 

Supvng  housekeeper  I 1              -             - 

Deckhand 5.1           6              6 

Steno  II 9.7         10            10 

Clerk-typist  II 10            12.5         12.5 

Clerk  II 3              2              2 

Janitor    19.4         10.5         10.5 

Clerk-tvpist  I 0.5           2              2 

Temporary  help 372.2       341.4      341.4 

Totals,  Authorized  Positions 1,148       1,132.9    1,132.9 


SALARY  BANGB 

$1,405-1,708 

$20,496 

$20,496 

1,155-1,405 

16,860 

16.860 

950-1.155 

40,296 

41,580 

863-1,048 

12,576 

12,576 

821-998 

11,400 

11,976 

821-998 

— 

_ 

505-614 

7,368 

7,368 

1,155-1,405 

98,856 

99,576 

950-1,155 

165,036 

165,660 

821-1.048 

11,976 

11,976 

783-950 

22.800 

22,800 

783-950 

10,692 

11,220 

746-905 

— 

_ 

710-863 

9,396 

9,396 

764-842 

59,688 

60,132 

676-821 

8,952 

9,396 

676-821 

— 

_ 

676-821 

26,856 

26,856 

692-764 

27,504 

27,504 

644-710 

84,860 

85,200 

530-644 

38,520 

38,640 

505-614 

22,104 

22,104 

492-599 

_ 

_ 

492-599 

14,376 

14,376 

492-599 

41.478 

42,208 

480-584 

7,008 

7,008 

446-543 

50.536 

51,108 

415-530 

25.440 

25.440 

415-505 

6,060 

6,060 

415-505 

34,399 

35.352 

377-457 

5,330 

5,599 

884-1,074 

12,888 

12,888 

821-998 

223,068 

225,924 

783-950 

— 

— 

801-927 

_ 

_ 

746-905 

318,168 

319,944 

728-884 

_ 

_ 

710-863 

_ 

_ 

764-842 

10,104 

10.104 

676-821 

1,014,030 

1,026,550 

676-821 

9,852 

9,852 

676-821 

8,700 

9,137 

746-821 

— 

— 

676-821 

26,016 

26,424 

728-801 

9,612 

9,612 

728-801 

8,736 

9,168 

728-801 

28,466 

28,836 

644-783 

72,723 

73.884 

692-764 

27,504 

27.504 

692-764 

_ 

_ 

614-746 

- 

- 

614-746 

_ 

_ 

614-746 

— 

_ 

614-746 

7,952 

8,350 

599-728 

— 

_ 

584-710 

37,272 

38,712 

644-710 

73,388 

75,016 

628-692 

_ 

_ 

584-676 

1,636,566 

1.657.864 

556-676 

8,112 

8.112 

556-676 

97.902 

97.916 

492-599 

21,116 

21,452 

492-599 

_ 

_ 

492-599 

_ 

_ 

505-584 

96,828 

96,384 

505-584 

1,559,707 

1,582,574 

457-556 

_ 

_ 

505-556 

38,652 

39,408 

446-543 

62,150 

63,192 

415-530 

69,306 

71,106 

415-505 

12,120 

12,120 

415-505 

61,119 

62,321 

377-^57 

9,156 

9,600 

(2,014,994) 

1,795.638 

1,79.^,638 

§8,093,562 

$8,237,714 

$8,318,059 

KESOURCES 
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DEPARTMENT   OF   PARKS   AND    RECREATION — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFilliiil      (tiitb.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


10 

11 

12 
13 

14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SQUAW   VALLEY  STATE 
RECREATION   AREA 

Park  ranger  IV 0.9  - 

Chief  engineer  I   0.9  1 

Institution  fire  chief 0.9  1 

Snow  safety  specialist 0.9  1 

Park  ranger  II 0.9  1 

Auto  mechanic 0.9  - 

Water  &  sewage  plant  supvr 0.9  1 

Stationary  engineer 3.5  4 

Institution  fireman   3.7  2 

Park  equipment  operator 0.9  - 

Stationary   fireman 0.7  1 

Park  ranger  I 0.9  1 

Park   attendant   3  3 

Steno  II 0.9 

Temporary  help 4.7  4.9 

Totals,  Authorized  Positions 24.6  20.9 


SALAST  BANGG 

- 

$821-998 

- 

— 

1 

801-927 

$11,124 

$11,124 

1 

728-884 

10,608 

10,608 

1 

710-863 

10,062 

10,356 

1 

676-821 

9,852 

9,852 

_ 

676-821 

_ 

— 

1 

728-801 

9,612 

9,612 

4 

692-764 

36,564 

36,672 

2 

599-728 

17,472 

17,472 

— 

644-710 

— 

— 

1 

628-692 

7,728 

8,112 

1 

584-676 

8,080 

8,112 

3 

505-584 

20,226 

20,532 

_ 

446-543 

_ 

_ 

4.9 

(23,644) 

33,974 

33,974 

20.9 


HEARST  SAN   SIMEON   STATE 
HISTORICAL  MONUMENT 

Park  ranger  IV -  1  1 

Park   ranger   III —  1  1 

Park  ranger  II -  2  2 

Maint  supvr —  1  1 

Supvng  groundsman  I —  1  1 

Supvng  housekeeper  &  custodian -  1  1 

Guide  II -  3  3 

Park  ranger  I -  3  3 

Guide  I  -  25  25 

Sr  cashier  clerk   -  1  1 

Sr  account  clerk —  1  1 

Groundsman   -  7  7 

Park   attendant   -  12  12 

Supvng  housekeeper  I -  1  1 

Steno  II -  1  1 

Clerk-typist    II    -  2  2 

Clerk   II   -  2  2 

Janitor     -  13  13 

Stock  clerk -  1  1 

Temporary  help -  33  33 

Totals,  Authorized  Positions -  112  112 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    1,512.6  1,627.5  1,627.5 


$202,283 


$175,302 


$176,426 


$821-998 

$11,976 

$11,976 

746-905 

8,952 

9,396 

676-821 

18,681 

19,590 

746-821 

9,738 

9,852 

614-746 

8,952 

8,952 

614-746 

8,952 

8,952 

614-746 

26,318 

26,820 

584-676 

24,336 

24,336 

556-676 

192,694 

196,790 

492-599 

7,188 

7,188 

492-599 

7,188 

7,188 

505-584 

49,056 

49,056 

505-584 

81,856 

83,112 

457-556 

6,672 

6,672 

446-543 

6,516 

6,516 

415-530 

11,565 

11,870 

415-505 

11,795 

12,120 

415-505 

75,846 

78,071 

480-584 

5,910 

6,210 

188,105 
$762,296 

188,105 

- 

$772,772 

$11,406,203 

$12,742,664 

$12,911,829 

614 


RESOURCES 


DEPARTMENT   OF   WATER   RESOURCES 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE,  ADMINISTRATIVE  AND 
TECHNICAL  SERVICES 

Executive 

California  Water  Commission : 

Member  California  Water  Commis- 
sion (9)  per  diem 

Principal  engineer 

Executive  secretary 

Sr  steno 

Ofl5ce  of  the  Director : 

Director 

Deputy  director 

Financial  adviser 

Special  representative   

Supvng   engineer 

Contracting  agency  and  community 

services  off 

Special   asst  to  dep   director 

Sr  engineer 

Sr  management  analyst : 

Assoc  engineer 

Engrng  associate 

Administrative  asst  I 

Secretary  II  

Secretary  I  

Sr  steno 

Sr  clerk-typist 

Sr   information  clerk 

Stock  clerk  

Steno  II 

Clerk-typist  II 

Clerk  II  

Clerk-typist  I 

Claims  Appeal  Board : 

Principal  engineer 

Supvng  engineer 

Sr  engineer 

Sr  steno 

Stenographic  Services  Section : 

Supvng  clerk  II 

Sr  steno 

Sr  clerk-typist 

Steno  II 

Clerk-typist  II  _— 

Steno   I   

Clerk-typist  I 

Internal  Axiditor : 

Supvng  examiner  1 

Examiner    III    

Examiner  II 

Auditor  I   

Clerk-typist  II 

OlBce  of  the  Chief  Counsel : 

Chief  counsel 

Asst  chief  counsel 

Sr  attorney  

Assoc  attorney 

Assoc  engineer 

Asst    counsel    

Jr  counsel 

Librarian  III 

Student  legal  asst 

Legal  secretary   

Sr  legal  steno 

Sr   steno   

Legal  steno 

Steno  II  

Clerk-typist  II 

Public  Information  Office : 

Information  officer  II 

Information  officer  I 

Sr  clerk-typist 

Clerk-typist  II 


S.^LARY  RANGE 

1.1 

— 

— , 

$50  day 
1,548^1,882 

$18,000 

$18,000 

0.9 

1 

1 

22,584 

22,584 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

25,725 

25,725 

25,725 

3 

3 

3 

2,141 

77,076 

77,076 

1 

1 

1 

1,405-1,708 

20,496 

20,496 

1 

1 

1 

1,708 

20,496 

20,496 

2 

2 

2 

1,337-1,626 

39,024 

39,024 

1 

1 

1 

1,273-1,548 

18,284 

18,576 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

2 

1 

1 

1,155-1,405 

16,860 

16,860 

O.S 

1 

1 

1,155-1,405 

16,860 

16,860 

0.5 

1 

1 

998-1,213 

14,556 

14,556 

0.5 

- 

— 

950-1,155 

- 

- 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

644-783 

9,396 

9,396 

2 

3 

3 

584-710 

24,048 

24,408 

3,8 

3 

3 

50.T-614 

22,104 

22,104 

1 

492-599 

_ 

_ 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

480-584 

7,008 

7,008 

1.9 

2 

o 

446-543 

12,258 

12,876 

2.1 

2 

2 

415-530 

11,668 

11,936 

2.S 

3 

3 

415-505 

17,761 

18,105 

- 

1 

1 

377-457 

4,650 

4,880 

0.9 

1 

1 

1,548-1,882 

22,584 

22,584 

1 

1 

1 

1,337-1.626 

19,512 

19,512 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

660-801 

9,612 

9,612 

1.7 

3 

3 

50.5-614 

20,324 

20,976 

1.7 

o 

2 

492-599 

13,928 

14,264 

64 

6 

6 

446-543 

34,967 

36,393 

3  6 

2 

2 

415-530 

11.659 

11,945 

0.5 

2 

2 

40.5-492 

10,060 

10,557 

0.1 

1 

1 

377-457 

4,760 

5,000 

1 

1 

1 

1,048-1,273 

15,276 

1.5,276 

1 

1 

1 

950-1,155 

12,176 

12,784 

3.3 

3 

3 

783-905 

31,584 

32,952 

0.6 

1 

1 

644-746 

8,350 

8,772 

1 

1 

1 

41.5-530 

6,060 

6,360 

1 

1 

1 

1,708-2,076 

24,912 

24,912 

o 

9 

o 

1,548-1,882 

45.168 

45.168 

4.1 

5 

5 

1,337-1,626 

94,416 

95,967 

6.7 

10 

10 

1,213-1,475 

153,818 

159,784 

1 

_ 

_ 

998-1.213 

— 

— 

3 

2 

2 

905-1,100 

22,035 

23,136 

1.S 

f) 

2 

78.3-950 

19,065 

20.018 

1 

1 

1 

710-863 

9,852 

10,356 

3.5 

4 

4 

480-530 

25,800 

27,132 

0.7 

1 

1 

584-710 

8,520 

S,.520 

3,2 

2 

o 

543-660 

15,840 

15,840 

3.2 

5 

5 

505-614 

34,902 

35,832 

1.4 

1 

1 

460-571 

6,852 

6,852 

1 

2 

2 

446-543 

11,060 

11,613 

1.5 

2 

2 

415-530 

10,616 

11,152 

1 

1 

1 

1,100-1.337 

14,266 

14,976 

2 

2 

2 

90.5-1.100 

24,952 

26,192 

O.H 

1 

1 

492-599 

6,8.52 

7,188 

0.9 

1 

1 

41.5-530 

5,714 

6,010 

RESOURCES 


615 


DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Flllid)      (Aoth.l       (Aiith.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE,   ADMINISTRATIVE   AND 
TECHNICAL  SERVICES— Continued 

Administrative  and  Technical 
Services 

Comptroller  : 

Comptroller 1 

Staff  administrative  analyst 0.1 

Assoc  DP  systems  analyst 0.3 

Asst   administrative   analyst 0.7 

Steno    II    1 

Accounting  Office : 

Accounting  officer  IV 1 

General  accountant  III 1.7 

Accounting  officer  III 1 

General  auditor  II   0.8 

Accounting  officer  II   l.S 

Supvng  account  clerk  II 1 

Auditor    I    0.4 

Accountant  trainee 1 

Accountant   I    5 

Sr  account  clerk   3 

Accounting    technician    5.7 

Clerk-typist  II 4.5 

Clerk    II    4.4 

Bookkeeping  mach  operator  I 1 

Account  clerk  II 15.1 

Clerk-typist  I 0.6 

Utility  Accounting  Office : 

General  accountant  IV 1 

General  accountant  III 2 

General  accountant  II 5.3 

Accountant  trainee   1.4 

Accountant   I   4.7 

Sr  clerk-typist   0.5 
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Steno   II   0.8 

Clerk-typist  II 1.3 

Account  clerk  II 2.7 

Steno   I   0.1 

Budget  Office : 
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Assoc  budget  analyst 2.8 

Asst  budget  analyst 1.4 
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Sr    steno    1 

Clerk-typist  II 1 

Service  and  Supply  Office  : 

Business  and  service  officer  IV 1 

Business  service  officer  II 1 
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Clerk-typist  II 1 
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Photogrammetrist    II    0.5 

Supvng  photocopyist 1 
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Stock  clerk 1 
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Central  Records  : 

Supvng  file  elk  I 1 
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Clerk  I 8.3 

Purchases  and  Stores: 

Business   service   officer   I 1 
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Storekeeper  II 1 

Property    inspector 1 

Business  service  asst 1 

Property  clerk  II 1 
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EXECUTIVE,  ADMINISTRATIVE  AND 
TECHNICAL   SERVICES— Continued 

Administrative  and  Technical 
Services — Continued 

Comptroller — Continued 

Service  and  Supply  Office — Continued 
Purchases  and  Stores — Continued 

Storekeeper  I 1 

Sr  clerk 1 

Stock  clerk 7.9 

Clerk-t.vpist   II    3.7 

Clerk  II 7.5 

Clerk  I 0.3 

Contracts  Coordination  : 

Business  service  officer  I 1 

Clerk-typist  II 1 

Accountins  Systems  Section : 

Staff  administrative  analyst 0.7 

Assoc  DP  systems  analyst 0.7 

Assoc  administrative  analyst 1.3 

Asst  DP  systems  analyst - 

Asst  administrative  analyst 0.4 

Programmer  trainee 0.2 

Steno   II   O.S 

Clerk-typist    II    0.2 

Personnel  Management  and 
Training : 

Personnel  officer  III 1 

Sr  clerk-typist 1 

Department  Personnel  Services : 

Assoc  personnel   analyst 1 

Asst  personnel  analyst 1 

Jr  staff  analyst 1 

Sr  clerk-typist 0.5 

Steno  II 2 

Clerk-typist    II    0.4 

Policies,  Procedures,  and 
Transactions : 

Asst  personnel  analyst 0.8 

Supvng  clerk  II 1 

Sr   clerk    2.9 

Sr  clerk-typist 1.8 

Personnel  asst  I 1.2 

Clerk-t.vpist   II    12.4 

Project  Personnel  Services : 

Assoc  personnel  analyst 0.1 

Asst  personnel  analyst 2 

Administrative  trainee 0.2 

Personnel  Standards  and  Studies : 

Assoc  personnel  analyst 1 

Asst   personnel   analyst 1.1 

Steno  II 0.7 

Clerk-typist  II 0.8 

Training : 

Training  officer  I 2 

Sr  clerk-typist 1 

Steno  II 0.1 

Clerk-typist  II 2.7 

Clerk-typist   I    0.2 

Management  Analysis  Office : 

Sr  management  analyst 0.2 

Staff  management  analyst 1 

Assoc  management  analyst 1 

Records   mgt   analyst   II 1 

Asst  management  analyst 2.2 

Jr  staff  analyst 1 

Administrative  trainee 0.4 

Sr  clerk-typist 1 

Steno  II 0.1 

Clerk-typist    II    2 

Graphic  Services : 

Graphic  services  supvr 1 

Sr  photographer 1 

Duplicating  mach   supvr   I 0.9 

Sr   steno    0.7 

Reproduction  mach  opr  I 1 

Steno  II 0.3 

Clerk-typist   II   1 

Clerk  II 1 
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EXECUTIVE,  ADMINISTRATIVE  AND 
TECHNICAL  SERVICES— Continued 

Administrative  and  Technical 
Services — Continued 

Graphic  Services — Continued 
Audio-Visual : 

Audio-visual  asst 

Delineator       

Graphic  artist 

Clerk    ir    

Photography : 

Supervisor       

Sr   photographer   

Photographer     

Photocopy  ist     

Clerk-typist  II 

Reproduction  : 

Duplicating  mach  supvr  I 

Varitypist     

Duplicating  mach  operator  II 

Reproduction  mach  opr  I 

Blueprinter     

Duplicating  mach  operator  II 

Clerk   II   

Duplicating  mach  operator  I 

Technical  Services  Office: 

Principal  engineer 

Sr  steno 

Laboratories : 

Supvng  engineer 

Sr  clerk-typist 

Groundsman     

Clerk-typist  II 

Watchman      

Clerk  II  

Janitor      

Chemical : 

Supervisor    

Assoc  chemical  testing  engr 

Asst  chemical  testing  engr 

Asst  chemist 

Asst  water  quality  biologist 
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Lab  asst  I 
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1 

692-764 

8,664 

9,096 

1 

2 

2 

692-764 

17,472 

17,904 

1 

1 

1 

584-644 

7,728 

7,728 

0.3 

- 

- 

505-556 

— 

- 

618 
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DEPARTMENT  OF   WATER   RESOURCES — Continued 


SALARIES  AJ>JD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillsd)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE,  ADMINISTRATIVE  AND 
TECHNICAL  SERVICES— Continued 

Administrative  and  Technical 
Services — Continued 

Technical  Services  Office — Continued 
Subsurface  Exploration : 

Sr  engrng  geologist 1 

Sr  account  clerk 1 

Stock  clerk 1 

Clerk-typist  II - 

Geophysical  Surveys : 

Assoc  engrng  geologist 1 

Asst  engrng  geologist 2 

Technician    II    1 

Jr  engrng  geologist 1 

Statewide  Drilling : 

Supervisor 1 

Drilling  superintendent 1 

Sr  drilling  foreman 4 

Foundation  drilling  foreman 10 

Foundation    driller    19.5 

Maint  man  II 0.5 

Skilled  laborer 2.5 

Stock  derk 0.9 

Maps  and  Surveys  : 

Supvng   engineer 1 

Asst  civil  engineer 0.7 

Asst  engineer 0.3 

Steno  II 1 

Statewide  Mapping : 

Engrng  associate 1.8 

Photogrammetrist   II 2 

Asst  civil  engineer 0.3 

Technician  II 2 

Photogrammetrist  I 2 

Instrumentman    1 

Engrng  aide  II 3.8 

Planimetry  : 

Assoc  land  &  water  use  analyst  1 

Asst  land  &  water  use  analyst  1 

Delineator     1 

Engrng  aid  II 2 

Drafting : 

Supervisor    1 

Sr  delineator 2 

Delineator     0.2 

Computer  Systems  Branch : 

Branch  chief 1 

Sr  DP  systems  analyst 0.4 

Sr  engineer     0.3 

Oper  research  specialist  III 1 

Oper  research  sijecialist  II 0.4 

Assoc  DP  systems  analyst 2.3 

Oper  research  specialist  I 0.4 

Asst  DP  systems  analyst 1.6 

Sr  clerk 1 

Steno  II 1 

Clerk-typist  II 1.8 

Clerk   II    1 

Operations : 

DP   manager    I    0.3 

Assoc  DP  systems  analyst 0.2 

Computer   operations   supvr  II  - 

Asst  DP  systems  analyst 0.5 

Computer  operations  supvr  I 1.8 

Sr  computer  operator 3.4 

Computer  operator 11.3 

Key  punch  supvr  I 1 

Tab  mach  operator 1.3 

Computer  operator  trainee 0.3 

Key  punch  operator 14.5 

Clerk   II 4.9 

Clerk  I   0.9 


SALARY  BANGE 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

492-599 

7,188 

7,188 

1 

1 

480-584 

7,008 

7,008 

1 

1 

415-530 

5,100 

5,352 

1 

1 

998-1,213 

12,680 

13,310 

2 

2 

821-998 

23,664 

23,952 

1 

1 

783-950 

11,400 

11,400 

1 

1 

783-905 

9,852 

10,356 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

863-1,048 

12,576 

12,576 

4 

4 

783-950 

44,892 

45,420 

10 

10 

710-863 

101,676 

103,056 

20 

20 

644-710 

170,422 

174,604 

1 

1 

614-676 

8,112 

8,112 

H 

3 

584-644 

21,864 

22,824 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1,337-1,626 

19,512 

19,512 

_ 

_ 

821-998 

_ 

— 

1 

1 

821-998 

11,976 

11,976 

1 

1 

446-543 

6,516 

6,516 

2 

2 

950-1,155 

26,904 

27,555 

2 

950-1,155 

27,720 

27,720 

— 

— 

821-998 

— 

— 

2 

2 

783-950 

21,486 

22,260 

2 

783-950 

22,800 

22,800 

i 

1 

644-746 

8,452 

8,880 

4 

4 

556-676 

31,228 

32,000 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

11,400 

11,400 

1 

1 

614-746 

8,952 

8,952 

2 

2 

556-676 

16,224 

16,224 

1 

1 

821-998 

11,976 

11,976 

2 

2 

746-905 

21,720 

21,720 

1 

1 

614-746 

7,548 

7,920 

1 

1 

1,337-1.626 

19,512 

19,512 

— 

— 

1,155-1,405 

— 

— 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

988-1,213 

11,976 

12,576 

3 

3 

950-1,155 

37,794 

39,571 

— 

— 

821-998 

_ 

— 

9 

2 

783-950 

19,878 

20,847 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

O 

2 

415-530 

11,115 

11,659 

i 

1 

415-505 

6,060 

6,060 

1 

1 

1,048-1,273 

13,365 

14,034 

1 

1 

950-1,155 

11,688 

12,276 

1 

1 

950-1,155 

11,400 

11,976 

<> 

2 

783-950 

20,796 

21,252 

1 

1 

783-950 

9,700 

10,188 

5 

5 

64^783 

41,638 

43,484 

9 

9 

556-676 

70,070 

71.808 

1 

1 

492-599 

7,132 

7,188 

— 

— 

480-584 

— 

_ 

1 

1 

505-556 

6,310 

6,620 

15 

15 

425-517 

89,946 

91,560 

5 

5 

415-505 

27,907 

28,966 

2 

2 

359-^35 

8,958 

9,390 

RESOURCES 
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DEPARTMENT  OF   WATER   RESOURCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aolh.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


EXECUTIVE,  ADMINISTRATIVE   AND 
TECHNICAL  SERVICES— Continued 

Administrative  and  Technical 
Services — Continued 

Technic.il  Services  Office — Continued 
Computer  S.vstems  Braneii — 
Continued 
Profframrains  : 

Sr    eiiRineer    

DP  manager  I 

Applied  science  programmer  IV 

Assoc  DP  systems  analyst 

Applied  science  programmer  III 

Supvr  EDP   

Aisst  DP  systems  analyst 

Applied  science  programmer  II 

Programmer  II 

Applied  science  programmer  I_ 

Programmer  I 

Programmer  trainee 

Mobile  Equipment : 

OUef   

Assoc  etjuipt  engineer 

Asst  equipt  engineer 

Sr   steno   

Sr  clerk 

Steno   II   __- 

Clerk    II   

Service  Accounting : 

Sr  account  clerk 

Steno   II 

Clerk-typist  II 

Clerk   II   

Account  clerk  II 

Service  Maintenance : 

Mobile  equipt  supt 

Asst  mobile  equipt  supt 

Equipt  maint  foreman 

Heavy  equipt  mechanic 

Sr  mach  parts  storekeeper 

Mechanics  helper 

Mach  parts  storekeeper 

Laborer 

Program  Control : 

Princip.il  engineer 

Supvng   engineer 

Sr  engineer 

Assoc  engineer 

Engrng  associate 

Asst  civil  engineer 

Asst  engineer 

Sr   steno    

Steno   II   

Temporar.v  help 

Consultants    


Totals,  Authorized  Positions 


POWER  OFFICE 

Office  of  the  Chief : 

Chief    

Research   writer   

Sr   steno   

Sr  clerk 

Steno  II   

Clerk-typist  II 

Staff  Specialists — Nuclear 
Energy  : 
Staff  hydro — mech  engineer  _ 
Assoc  soils  specialist 

Power  Contracts  Branch  : 

Supvng  electric  utilities  engr_ 
Sr  electric  utilities   engineer. 

Assoc  electric  utilities  engr 

Asst  elec  engineer 


SALARY  RANGE 

0,7 

— 

— 

1,155-1,405 

- 

- 

1.8 

3 

3 

1,048-1,273 

40,702 

42,732 

0.1 

- 

— 

998-1,213 

_ 

_ 

1.6 

1 

1 

950-1,155 

12,276 

12,888 

1.9 

1 

1 

950-1,155 

12,276 

12,888 

5.4 

6 

6 

950-1,155 

72.104 

75,712 

2.6 

o 

o 

783-950 

19,210 

20,166 

4.3 

5 

5 

783-950 

49,564 

51,648 

8.3 

13 

13 

7S3-9.50 

126,926 

132.627 

6.3 

5 

5 

676-783 

42.7S8 

44.fi.S0 

9.2 

6 

6 

676-783 

49,284 

51,768 

2.7 

- 

- 

614-710 

- 

- 

1 

1 

1.155-1,405 

16,860 

16.860 

1 

1 

998-1.213 

13,148 

13,805 

2.3 

4 

821-1,048 

41,571 

43,668 

1 

1 

5n.5-614 

6,060 

6.360 

0.3 

1 

492-599 

5,904 

6.204 

1 

1 

446-543 

6,516 

6.516 

1 

1 

415-505 

6,060 

6,060 

1 

1 

492-599 

7,188 

7.1SS 

0.9 

446-543 

6,516 

6,516 

2 

2 

415-530 

11,083 

11,645 

1 

1 

415-505 

6,060 

6,060 

1 

1 

415-505 

5,160 

5,418 

1 

1 

950-1.155 

13,585 

13.860 

1 

1 

863-1,048 

12,176 

12,576 

5 

6 

6 

783-950 

61,176 

61.632 

15.9 

19 

19 

710-863 

173,502 

176,785 

0.7 

1 

1 

556-676 

7,984 

8,112 

10.4 

12 

12 

556-676 

87,734 

88.296 

1.6 

2 

2 

50.5-614 

14,646 

14.736 

2 

2 

2 

505-556 

13,344 

13,344 

0.4 

_ 

_ 

1,54.8-1,882 

_ 

_ 

<> 

3 

3 

1,337-1,626 

55,068 

55,884 

0.3 

1 

1 

1,155-1,405 

16,860 

16,860 

0.7 

- 

_ 

998-1,213 

- 

- 

2 

2 

2 

9.50-1.1.55 

27,720 

27,720 

1.7 

— 

_ 

821-998 

_ 

— 

0.7 

2 

2 

821-998 

23,952 

23,952 

0.3 

1 

1 

50.5-614 

7,008 

7,368 

1.9 

2 

9 

446-543 

11,876 

12  282 

18 

34.6 

34.6 

(143,747) 

277,734 

277,734 

- 

1 

1 

- 

10,000 

10,000 

700.6 

775.6 

775.6 

$5,876,862 

$6,862,767 

$7,016,350 

1 

1 

0.3 

1 

1.6 

2 

1 
1 
1 
1 
3 
2 

1 

1 
1 
1 
3 
2 

$1,708-2.076 
90.5-1,100 
505-614 
492-599 
446-543 
41.5-530 

$24,912 

11.688 

6,060 

7,188 

17,680 

11,613 

$24,912 

19,W6 

6.360 

7,188 

18,236 

11,895 

1 
1 

1 
1 

1 

1 

1,3.37-1,626 
998-1,213 

19,512 
14,556 

19.512 
14,556 

1 
1 

2.8 
2.1 

1 
1 
4 
3 

1 
1 
4 
3 

1,337-1,626 

1,155-1,405 

998-1.213 

821-998 

19,512 
16,860 
53,100 
33,324 

19.512 
16,860 
54,784 
34,308 

620 
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SALAKIES  AND  WAGES 


I      NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


POWER  OFFICE— Continued 

OflBce  of  the  Chief — Continued 

Power  Systems  Branch : 

Supyng  electric   utilities   engr, 

Sr  electric  utilities  engineer 

Assoc  electric  utilities  engr 

Asst  elec  engineer 

Jr   elec   engineer   

Power  Utilization  Branch  : 

Supvng  electric  utilities  engr__ 

Sr  electric  utilities  engineer 

Assoc  electric  utilities  engr 

Asst  elec  engineer 

Jr  elec  engineer 

Elec  engrng  technician  I 

Temporary  Help   

Totals,  Authorized  Positions  — 


DIVISION   OF   RESOURCES 
DEVELOPMENT 

Office  of  the  Division  Engineer : 

Division  engineer 

Sr  steno 

Program  Control : 

Engrng  associate   

Sr  steno 

Sr  clerk   

Steno   II    

Clerk-typist  II   

Statewide  Planning  Branch  : 

Principal  engineer 

Sr  steno 

Water  Development  Staging : 

Supvng   engineer   

Sr  engineer 

Assoc  engineer 

Asst  engineer   

Technician  II 

Clerk-typist  II  

Water  Utilization  Analysis: 

Supvng  engineer 

Sr  land  &  water  use  analyst  __ 

Sr  engineer 

Sr  resources  economist 

Assoc  engineer  

Engrng  associate  

Assoc  land  &  water  use  analyst 

Assoc  statistician 

Assoc  resources  economist 

Technician  II 

Steno   II      

Earthquake  Engineering : 

Staff  seismology  specialist 

Sr  engrng  geologist 

Assoc  engrng  geologist 

Assoc  seismologist 

Electronics    specialist 

Technician  II 

Clerk-typist   II 

Interstate  Planning  Branch : 

Principal  engineer 

Supvng   engineer    

Sr  steno 

Sr  clerk-typist 

Steno   II   

Water  Project  Analyst  Branch  : 

Supvng    engineer    

Sr  engineer 

Sr  resources  economist 

Assoc   engineer 

Engrng   associate 

Research  writer 

Asst  civil  engineer 

Asst  engineer 

Technician  II 

Sr  steno 

Clerk-typist  II 


SALARY  RANGE 

1 

1 

1 

1,337-1.626 

19,512 

19,512 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

3.4 

4 

4 

998-1,213 

51,634 

53,544 

0.6 

3 

3 

821-998 

29,556 

31,068 

0.4 

1 

1 

783-905 

9,396 

9,852 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

2 

2 

2 

1,155-1,405 

33,312 

33,720 

2.9 

4 

4 

998-1,213 

48,904 

51,344 

2.1 

4 

4 

821-998 

41,289 

43,374 

0.7 

1 

1 

783-905 

9,396 

9,852 

1 

1 

1 

676-821 

9,852 

9,852 

1.9 

2.1 

2.1 

(15,062) 

16,800 

16,800 

33.8 


45.1 


45.1 


$413,175 


$542,028 


$555,689 


1 

1 

$1,783-2,140 

$25,680 

$25,680 

1 

1 

505-614 

7,368 

7,368 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

505-614 

6,060 

6,360 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6.516 

1 

1 

451-530 

6,060 

6,060 

1 

1 

1,548-1.882 

22,584 

22,584 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1,337-1,626 

19,512 

19,512 

9 

2 

1,155-1,405 

33,720 

33,720 

4 

4 

998-1,213 

54,832 

56,244 

1 

1 

821-998 

11,976 

11,976 

2 

2 

783-950 

22,800 

22,800 

1 

1 

415-530 

6,360 

6,360 

1 

1 

1,337-1,626 

19,512 

19,512 

2 

o 

1,155-1.405 

33,720 

33,720 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,724 

16,860 

3 

3 

998-1,213 

42,862 

43,552 

2 

2 

950-1,155 

27,500 

27,720 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

950-1,155 

13,860 

13,860 

2 

2 

950-1,155 

25,260 

25,930 

1 

1 

676-821 

11,400 

11,400 

1 

1 

446-543 

6,004 

6,308 

1 

1 

1,337-1,626 

18,966 

19,512 

1 

1 

1,155-1,405 

16,860 

16,860 

2 

2 

998-1.213 

26,418 

27,738 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

842-973 

10,272 

10,780 

2 

2 

783-950 

21,378 

21.882 

1 

1 

415-530 

6,360 

6,360 

3 

3 

1,548-1,882 

63,780 

64,709 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

7,008 

7,008 

1 

1 

446-543 

6,240 

6,516 

1 

1 

1,337-1,626 

19,512 

]9,.512 

2 

2 

1,15.5-1,405 

33,720 

33,720 

1 

1 

1,155-1,405 

16,860 

16,860 

5 

5 

998-1,213 

70,068 

71,632 

1 

1 

950-1,155 

13,880 

13,860 

1 

1 

905-1,100 

13,200 

13,200 

1 

1 

821-998 

9,852 

10,356 

5 

5 

821-998 

59,688 

59,880 

1 

1 

783-950 

11,400 

11,400 

1 

1 

50.5-614 

7,368 

7,368 

2 

2 

415-530 

10,837 

11,387 

RESOUKCES 
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DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(flllij)      (Aith.)      (»»lb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
6 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF    RESOURCES 

DEVELOPMENT— Continued 

Program  Formation  and  Coordination  : 
A.sst  division  engineer 

Sr    steno    

Federal- Local  Projects : 

Siipvng  engineer 

Sr  engineer 

Meteorologist   III   

Constrn  mgt  supvr 

As.soc  engineer 

Engrng  associate 

Asst  engineer 

Technician  II 

Sr   steno   

Steno  II   

Recreation  Planning  and  Coordina- 
tion : 

Recreation  &  wildlife  advisor 

Engrng  associate 

Steno  II 

Water  Resources  Evaluation: 

Sr  engineer  

Assoc  engineer 

Assoc  engrng  geologist 

Engrng  associate 

Asst  engineer 

Steno  II  

Clerk-typist   II    

Reports  Administration : 

Supervisor 

Research  writer 

Clerk-typist  II 

Planning  Support : 

Principal  engineer 

Chief  engrng  geologist 

Supvng  engineer 

Staff  chemical  engineer 

Supvng  engineer 

Supervisor 

Supvng  resources  economist 

Sr  engineer 

Sr  resources  economist 

Sr  water  quality  biologist 

Sr   steno   

Steno  II 

Davis-Grunsky  Administration : 

Engrng  associate 

Technician  II 

Flood  Forecasting  and  Control: 

Principal  engineer 

Sr  clerk-typist 

Flood  Forecasting : 

Sr  engineer 

Meteorologist  III 

Assoc  engineer 

Engrng  associate 

Asst  civil  engineer 

Asst  engineer 

Technician  II 

Technician  I 

Snow    Surveys   and   Water   Supply 
Forecasting : 

Sr  engineer 

Assoc  engineer 

Asst  engineer 

Technician    II    

Technician    I    

Flood  Control  Maintenance : 

Sr  engineer  

Engrng  associate 

Temporary  help 

Consultants 

Totals,  Authorized  Positions 


1 
1 

1 

1 

SALARY  RANGE 

1,708-2,076 
505-614 

24,912 
7,368 

24,912 
7,368 

1 

2 
1 
1 
4 
3 
1 
2 
1 
1 

1 

2 

1 
1 
4 
3 
1 
2 
1 
1 

1,337-1,626 

1,155-1,405 

1,100-1,337 

1,100-1,337 

998-1,213 

950-1,155 

821-998 

783-950 

505-614 

446-543 

19,512 
33,720 
16,044 
16,044 
58,108 
41,360 
11,976 
22,620 
7,368 
6,516 

19,512 
33,720 
16,044 
16,044 
58,224 
41,580 
11,976 
22,800 
7,368 
6,516 

1 
1 

1 

1 

1 
1 

1,155-1,405 

950-1,155 

446-543 

16,860 

13,860 

5,352 

16,860 

13,860 

5,620 

1 
7 
1 
1 
2 
1 
1 

1 

7 
1 
1 
2 

1 
1 

1,155-1,405 

998-1,213 

998-1,213 

950-1,155 

821-998 

446-543 

415-530 

16,860 

101,718 

14,556 

13,860 

21,648 

6,1.54 

6,060 

16,860 

101,892 

14,556 

13,860 

22,333 

6,464 

6,060 

1 

_              2 

1 

1 
2 
1 

1,048-1,273 

905-1,100 

415-530 

15,276 

25,516 

6,060 

15,276 

26,400 

6,060 

1 
1 
_              2 
1 
1 
1 
1 
4 
1 
1 
1 
4 

1 
1 
2 
1 

1 
1 
1 
4 
1 
1 
1 
4 

1,548-1,882 

1,475-1,793 

1,337-1,626 

1,337-1,626 

1,337-1,626 

1,273-1,548 

1,273-1,548 

1,155-1,405 

1,155-1,405 

998-1,213 

505-614 

446-543 

22,584 
21,516 
37,212 
19,512 
19,512 
18,576 
18,576 
67,440 
16,860 
13.365 
7,368 
25,038 

22,584 
21,516 
38,088 
19,512 
19,512 
18,576 
18,576 
67,440 
16,860 
14,034 
7,368 
25,314 

1 

1 

1 
1 

950-1,155 
783-950 

13,860 
11,400 

13,860 
11,400 

1 
1 

1 
1 

1,548-1,882 
492-599 

22,.584 
6,656 

22,584 
6,992 

1 

1 

_              2 

1 

-  2 
_              2 

-  2 
3 

1 
1 
2 

1 
2 
2 
2 
3 

1,155-1,405 

1,100-1.337 

998-1,213 

950-1,155 

821-998 

821-998 

783-950 

676-821 

16,860 
16,044 
28,196 
13,860 
19,704 
20,796 
22,035 
27,720 

16,860 
16,044 
28.880 
13,860 
20,712 
21,840 
22,800 
28,607 

1 

1 

_              2 

_              2 

1 

1 
1 
2 
2 
1 

1,15.5-1,405 
998-1,213 

821-998 
783-950 
676-821 

16,860 
14..556 
23,616 
22,800 
9,852 

16,860 
14,556 
23,952 
22,800 
9,852 

1 
1 
12.2 
0.4 

1 

1 
12.2 
0.4 

1.155-1,405 
950-1,155 
(-) 

(-) 

16,860 

13,860 

97.983 

4,750 

$2,222,268 

16,860 
13,860 

97.983 
4,750 

171.6 

171.6 

$2,242,611 

622 
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DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.l       («uth.| 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   RIGHT-OF-WAY 
ACQUISITION 

Office  of  the  Chief : 

Division  chief 

Asst  division  engineer 

Asst  civil  engineer 

Asst  engineer 

Technician  II 

Jr  civil  engineer 

Sr  steno 

Steno  II 

Clerk-typist  II 

Clerk  II  

Real  Estate  Branch  : 

Supvng  land  agent 

Sr  land  agent   

Assoc  land  agent 

Asst  land  agent 

Sr  steno 

Steno  II    

Clerk-typist  II 

Clerk  II  

Account  clerk  II 

Clerk  I    

Relocations  Branch  : 

Supvng  land  agent  

Sr  engineer 

Sr   land   agent   

Assoc  engineer 

Engrng  associate 

Assoc  land  agent 

Asst  civil  engineer 

Asst  engineer 

Asst  elec  engineer 

Sr  delineator    

Technician  I 

Delineator 

Engrng  aid   II 

Drafting  aid  II 

Sr  steno 

Steno  II    

Right-of-Way  Engineering  Branch : 

Supvng  engineer    

Assoc  engineer 

Supvng  land  surveyor  

Land  surveyor    

Asst  civil  engineer 

Supervisor 

Asst  engineer 

Technician  II 

Sr  delineator 

Asst  title  officer 

Technician  I : 

Delineator 

Engrng  aid  II 

Drafting  aid  II 

Sr  steno 

Clerk-typist  II 

Drafting  aid  I 

Clerk-typist  I 

Temporary  help 

Totals,  Authorized  Positions 


DIVISION   OF  SAFETY  OF   DAMS 

Office  of  the  Chief : 

Asst  division  engineer 

Sr   steno   

Steno  II 

Project  Analysis  Branch : 

Principal    engineer    

Sr    engineer    

Assoc  engineer 

Asst  civil  engineer 

Asst  engineer 


SALARY  RANGE 

1 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

0.5 

— 

— 

1,405-1,708 

— 

_ 

1.2 

- 

- 

821-998 

- 

_ 

0.7 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

783-950 

11,400 

11,400 

0.2 

_ 

_ 

783-905 

_ 

_ 

0.9 

1 

1 

505-614 

6,060 

6,360 

1.1 

_ 

- 

446-543 

_ 

_ 

1 

2 

2 

415-530 

11,028 

11,028 

0.6 

1 

1 

415-505 

5,352 

5,622 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

3 

3 

3 

1,100-1,337 

48,132 

48,132 

9.3 

10 

10 

905-1,100 

126,682 

129,547 

6.4 

7 

7 

746-905 

72,852 

74,556 

0.7 

1 

1 

505-614 

6,700 

7,038 

8.9 

8 

8 

446-543 

48,125 

49,543 

1.7 

2 

2 

415-530 

11,460 

11,712 

O.S 

1 

1 

415-505 

5,507 

5.782 

1 

1 

1 

41.V505 

5,714 

6,010 

0.2 

- 

- 

359^35 

- 

- 

1 

1 

1 

1,273-1,-548 

1S,.576 

18,576 

o 

o 

2 

1,155-1,405 

33,720 

33.720 

0.9 

1 

1 

1,100-1,337 

13,805 

14,498 

1 

1 

1 

998-1,213 

14,556 

14,5.56 

3 

3 

3 

950-1,155 

40,865 

41,580 

0.1 

- 

_ 

90.5-1,100 

- 

- 

1.3 

_ 

— 

S21-998 

— 

— 

0.3 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

746-905 

10,860 

10,860 

0.7 

_ 

_ 

676-821 

_ 

>_ 

0.5 

_ 

_ 

014-746 

- 

_ 

0.2 

1 

1 

5.56-676 

7,488 

7,856 

O.S 

_ 

_ 

556-676 

_       . 

_ 

0.9 

1 

1 

50.5-614 

7,338 

7.368 

2.5 

2 

2 

446-543 

12,670 

12,978 

1 

1 

1 

1,337-1,626 

19,200 

19,512 

1 

1 

1 

998-1,213 

14,556 

14,556 

o 

o 

9 

950-1,155 

27,720 

27,720 

4.8 

4 

4 

905-1,048 

40,936 

50,125 

2.6 

_ 

_ 

821-998 

— 

__ 

1 

1 

1 

821-998 

11,976 

11,976 

1.2 

4 

4 

821-998 

46,368 

46,878 

9.1 

8 

8 

783-950 

89,337 

90,710 

1.2 

1 

1 

746-905 

10,315 

10,831 

1 

1 

1 

710-863 

9,396 

9.852 

4.7 

4 

4 

676-821 

35,886 

37,680 

4.8 

4 

4 

614-746 

33,678 

34,467 

2.2 

o 

o 

556-676 

15,115 

15,871 

9 

*> 

2 

556-676 

13,808 

14,498 

0.8 

1 

1 

50.5-614 

6,060 

6,360 

0.5 

1 

1 

41.5-530 

5,127 

5,383 

0.9 

1 

1 

435-530 

5,352 

5,622 

1.7 

1 

1 

377-457 

4.960 

5,200 

2.2 

3 

3 

17.433) 

24,179 
$1,009,947 

24,179 

103.1 

98 

98 

$1,007,167 

$1,037,230 

0.8 
0.9 
0.1 

1 
1 

1 
1 

$1,708-2,076 
505-614 
446-543 

0.8 

1 

1 

0.5 

0.6 

1 

1 
1 

2 

1 
1 

1 

2 

1,548-1,882 

1,155-1,405 

998-1,213 

821-998 

821-998 

$23,912 

6,029 

18,576 
16,860 
13,096 

23,952 


$24,912 

6,334 

19,512 
16,860 
13,750 

23,952 
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DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIItdl      (Auih.)      (Auih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DIVISION    OF  SAFETY  OF  DAMS- 
Continued 

Office  of  the  Chief — Continued 
Office  Services : 

Sr  steno 

Steno  II    

Clerk-typist  II 

Geology  Branch  : 

SupvnK  ensrnp  geologist 

Sr  engrng  geologist 

Assoc  engrng  geologist 

Field  Engineering  Branch  : 

Principal  engineer 

Supvng  engineer 

Sr  engineer 

Assoc  engineer 

Asst  civil   engineer 

Asst  engineer 

Engrng  .nifl   II 

Engrng  aid  I 

Design  Engineering  Branch  : 

Principal  engineer 

Supvng  engineer 

Sr  engineer 

Assoc  engineer 

Engrng    associate    

Asst  civil   engineer 

A.sst  engineer 

Technician    I    

Temporary'  help 

Totals,  Authorized  Positions 


SAL.\nY  RANGE 

1 

1 

1 

.^.05-014 

7,368 

7,368 

1.8 

o 

2 

446-543 

13,032 

13.032 

4.8 

6 

6 

415-530 

33,070 

34,118 

1 

1 

1 

1.337-1,626 

19,512 

19.512 

1 

1 

1 

1,15.--1.405 

16,860 

16,860 

2 

2 

2 

998-1,213 

29,112 

29,112 

0.2 

1 

1 

1,548-1,882 

22,584 

22,584 

1.9 

o 

2 

1,337-1,626 

39.024 

39,024 

9,7 

10 

10 

1.15.5-1.405 

166,900 

168.600 

7.8 

9 

9 

998-1.213 

125,022 

129,401 

1.6 

— 

— 

821-998 

_ 

_ 

0.7 

"> 

9 

821-998 

23,9.52 

23.9.52 

0.9 

1 

1 

556-676 

7,518 

7.888 

1 

1 

1 

435-530 

5.760 

6,060 

1 

1 

1 

1,. 548-1 .882 

90  09g 

22,.584 

1 

1 

1 

1,337-1,626 

19.434 

19,512 

3.8 

4 

4 

1,1.5.5-1,405 

66.080 

67,440 

7.8 

10 

10 

998-1.213 

137.089 

143,120 

0.4 

- 

_ 

9.50-1.155 

0.7 

_ 

- 

821-998 

_ 

_ 

0.3 

1 

1 

823-998 

11,976 

11,976 

1 

1 

1 

676-821 

8,989 

9,434 

0.6 

- 

- 

(4,743) 

- 

- 

57.7 


64 


DIVISION    OF  OPERATIONS  AND 
MAINTENANCE  1 

OflSce  of  the  Chief : 

Division  engineer — 

Asst  division  engineer — 

Sr  steno   - 

Sr  clerk-typist — 

Steno  II 

Clerk-tvpist  II  

Clerk   II    

Clerk-typist    I    

Operations  Engineering  Branch : 

Principal    engineer    — 

Supvng   engineer — 

Assoc  data  processing  sys  anal - 

Clerk-typist  II 

Water  Operations  Section : 

Sr  engineer - 

Assoc  engineer — 

Engrng    associate    — 

Asst    engineer    — 

Asst  data  processing  sys  anal — 

Technician    I    - 

Power  Operations  Section : 

Sr  power  op  &  maint  engr - 

Assoc  power  op  &  merit  engr - 

Project  Operations  Studies 
Section : 

Assoc  engineer — 

Engrng  associate — 

Asst    engineer    — 

Jr  elee  engineer   — 

Control  Systems  Operations 
Section  : 

Sr  control  system  engr — 

As.soc  control  system  engr — 

Asst  control  system  engr — 

Engrng  associate — 

Water  Quality  Control  Section  : 

Assoc  engineer — 

Assoc  water  quality  biologist —  - 

As.st    engineer    - 

Technician    II    — 

For  footnotes  see  the  end  of  this  agency  presentation, 
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$744,824 


$877,935 


$896,897 


1 
1 

1 
1 

6 
3 
1 

1 

1 
1 

1 
1 

6 
3 
1 

1 

$1,79.3-2.140 
1.708-2,076 
50.5-614 
492-599 
446-543 
415-530 
41.5-505 
359-435 

$25,680 

24.912 

7.368 

7,188 

34.336 

16..581 

6.060 

4.524 

$25,680 

24,912 

7,368 

7.188 

35.728 

17.108 

6.060 

4,750 

1 
1 
0 

i 

1 
1 
9 

i 

1.54,8-1.882 

1.337-1.626 

950-1,1.55 

41.5-530 

18..588 

19.512 

22.800 

6,060 

19,.517 

19,.512 

23,940 

6.060 

1 
9 

3 
2 
1 
1 

1 
9 

3 
2 

] 
1 

1.1.5.5-1,405 

998-1.213 

950-1.155 

821-998 

78.3-950 

676-821 

16.860 
26.455 
40.544 
22,995 
9..396 
8.112 

16.860 
27.778 
41.415 
23.904 
9.866 
8,518 

1 
5 

1 
5 

1.1.5.5-1.405 

998-1,213 

16.588 
67,779 

16,860 
69,827 

3 
2 
9 

i 

3 
9 

2 
1 

998-1.213 

950-1.1.55 

821-998 

783-905 

41,088 
27.720 
23.952 
10,146 

41.688 
27.720 
23.952 
10,650 

1 
3 

9 

i 

1 
3 
9 

i 

1.15.5-1.405 

998-1.213 

821-998 

950-1,155 

14,498 
38.898 
19,974 
13,640 

15,216 
40,837 
20.973 
13,860 

3 
1 

1 
1 

3 

1 
1 
1 

998-1.213 
821-998 
821-998 
783-950 

40,447 
11.310 
11.976 
10,905 

41,738 
11,880 
11,976 
11,400 

624 
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DEPARTMENT  OF  WATER  RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllliil)      (tuth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF  OPERATIONS  AND 
MAINTENANCE— Continued 

Office  of  the  Chief — Continued 

Maintenance  Engineering  Branch : 

Principal    engineer    

Supvng  power  op  &  maint  engr 

Sr  power  op  &  maint  engr 

ClerI^-t,vpist    II    

Civil  Maintenance  Section : 

Sr    engineer    

Assoc  engineer 

Weed  control  specialist 

Bngrng  associate 

Technician   I   

Mechanical — Electrical 
Maintenance  Section : 

Sr  power  op  &  maint  engr 

Assoc  power  op  &  maint  engr 

Testing  and  Analysis  Section  : 

Sr  elec-mech  testing  engr 

Assoc  elec  testing  engr 

Assoc  mech  testing  engr 

Assoc  control  system  engr 

Assoc  power  opr  &  maint  engr 

Elec-mech  testing  techu  III 

Elec-mech  testing  techn  II 

Control  System  Maintenance 
Section : 

Sr  eonti-ol  system  engr 

Assoc  control  system  engr 

Control  system  techn  III 

Control  system  techn  II 

Project  Surveillance  and 
Evaluation  Section : 

Sr  engineer 

Assoc  power  opr  &  maint  engr 
Operations  Control  Branch : 

Sr  engineer 

Clerk-typist    II    

Water  and  Power  Scheduling 
Section  : 

Sr  engineer 

Assoc  engineer 

Assoc  elec  utilities  engr 

Engmg  associate 

Asst  engineer 

Technician   II    

Water  and  Power  Dispatching 
Section : 

Chief  dispatcher   

Sr   dispatcher   

Dispatcher    

Project  Services  Branch  : 

Sr  power  opr  &  maint  engr 

Program  and  Procedure  Control 
Section : 

Engrng  associate 

Technician  II 

Project  Documentation  Section : 

Sr  engineer 

Assoc  engineer 

Engrng  associate 

Research  writer 

Asst  engineer 

Asst  elec  engineer 

Technician   I   

Safety  and  Training  Section : 

Sr  power  opr  &  maint  engr 

Assoc  power  opr  &  maint  engr 
Drafting  Services : 

Supervisor    

Sr  delineator 

Delineator     

Graphic    artist    

Drafting  aid  II 

Commvmications  Engineering 
Branch : 

Sr  communications  engr 

Assoc  control  system  engr 

Asst  control  system  engr 

Sr  communications  techn 

Dispatcher-clerk   


SALARY  RANGE 

1 
1 
1 
1 

1 
1 

1 
1 

1,548-1,882 

1,337-1,626 

1,155-1,405 

415-530 

18,588 

19,512 

13,918 

5,785 

19,512 

19,512 

14,616 

6,060 

1 

2 

1 
1 

1 

1 
2 

1 

1 
1 

1,155-1,405 

998-1,213 

950-1,155 

950-1,155 

676-821 

16,860 
26,532 
13,860 
13,860 
9,852 

16.860 
27,131 
13,860 
13,860 
9,852 

2 
3 

2 
3 

1,155-1,405 
998-1,213 

29,916 
41,133 

31,412 
42,462 

2 
3 

1 
1 

1 
4 
2 

2 
3 

1 

1 
1 
4 
2 

1,155-1,405 
998-1,213 
998-1,213 
998-1,213 
998-1,213 
905-1,100 
783-905 

30,105 
38,508 
11,976 
13,200 
14,556 
46,814 
19,869 

31,401 
39,706 
12,575 
13,860 
14,556 
49,155 
20,863 

1 
1 
3 
1 

1 
1 
3 

1 

1,155-1,405 

998-1,213 

905-1,100 

783-950 

14,150 

12,992 

32,886 

9,396 

14,858 

13,640 

34,531 

9,866 

1 
1 

1 
1 

1,155-1,405 
998-1,213 

13,860 
11,976 

14,553 
12,576 

1 

1 

1 

1 

1,155-1,405 
415-505 

16,860 
5,668 

16,860 
5,951 

1 

1 
1 
1 
1 

1 

1 

1 
1 
1 
1 

1 

1,155-1,405 

998-1,213 

998-1,213 

950-1,155 

821-998 

783-950 

13,860 
13,200 
14,556 
13,860 
11,976 
10,995 

14,556 
13,860 
14,556 
13,860 
11,976 
11,400 

1 
3 
6 

1 
3 
6 

1,155-1,405 

950-1,155 

821-998 

16,860 
Ji.955 
•■l|l,793 

16,860 
39,690 
63,832 

1 

1 

1,155-1,405 

15,036 

15,788 

1 
3 

1 
3 

950-1.155 
783-950 

13,860 
32,196 

13,860 
32,666 

1 
1 
3 

2 
1 
1 
1 

1 
1 
3 
2 
1 
1 
1 

1,155-1,405 
998-1,213 
9.50-1,155 
905-1,100 

821-998 
821-998 
676-821 

16,860 
14,556 
38,900 
23,424 
11.310 
11,496 
9,586 

16,860 
14,556 
39,696 
24,602 
11,880 
11,976 
9,852 

1 

1 

1 

1 

1,155-1,405 
998-1,213 

14,736 
13,918 

15,468 
14,556 

1 
1 
2 
1 
3 

1 
1 
2 
1 
3 

821-998 
746-905 
614-746 
584-710 
556-676 

10,188 
10,872 
17.336 

7,008 
22,680 

10,692 
10,872 
17,755 
7,008 
23,412 

1 
2 
1 
1 
2 

1 

2 
1 
1 
2 

1,155-1,405 

998-1,213 

821-998 

764-884 
492-599 

16,860 
23,952 
9,852 
10,608 
14,376 

16,860 
25,152 
10,356 
10,608 
14,376 

RBSOUHCES 


625 


DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (>iilh.)      l*oih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


DIVISION   OF  OPERATIONS  AND 
MAINTENANCE— Continued 

Office  of  the  Chief — Continued 
Oroville  Field  Division : 

Chief    

Maint   superintendent 

Operations  superintendent 

Sr  power  op  &  maint  engr 

Assoc  power  op  &  maint  engr 

General  maint  supt 

Mech  supvr 

Chief  operator 

Control  system  techn  III 

Asst   engineer 

Technician  II 

Technician  I 

Administrative  officer  I 

Sr  maint  foreman 

Electrician  foreman 

Mechanic  foreman 

Sr  operator  

Maint  foreman 

Electrician     

Mechanic   

Operator    

Maint  man  III 

Boat  operator 

Maint   man   II 

Jr  operator  

Sr  steno 

Mechanic's  helper   

Storekeeper   I  

Sr  clerk   

Maint   man   I 

Dispatcher-clerk   

Sr  account  clerk 

Stock  clerk  

Guard  and  janitor 

Clerk-typist  II 

Janitor 

Delta  Field  Division : 

Chief     

Sr  engineer  

Sr  power  op  &  maint  engr 

Maint  superintendent   

Operations  superintendent 

Assoc  power  op  &  maint  engr  _. 

Engrng  associate  

General  maint  supt 

Klec  supvr 

Mech  supvr 

Chief  operator   

Control  system  techn  III 

Asst    engineer    

Asst  mech  engineer 

Technician    II    

Control  system  techn  II 

Administrative  officer  I 

Training  asst 

Sr  maint  foreman 

Electrician  foreman 

Mechanic  foreman 

Sr   operator   

Technician    I    

Maint  foreman 

Electrician    II    

Electrician      

Mechanic     

Operator     

Maint  mechanic 

Machinist      

Maint  man  III 

Storekeeper  I  

Engrng  aid  II 

Maint  man  II 

Mechanic's  helper 

Lead  groundsman 

Property  clerk  I 

Sr  steno 

Groundsman     

Stock  clerk 

Maint  man  I 

Sr  account  clerk 

Steno  II  


SALARY  RANGE 

1 

1,337-1,626 

18,576 

19,512 

1 

1,155-1,405 

14,324 

15,036 

1 

1,155-1,405 

13,860 

14,556 

1 

1,155-1,405 

14,983 

15.732 

3 

998-1,213 

38,508 

39,706 

1 

950-1,155 

13,044 

13.695 

1 

950-1,155 

12,476 

13,096 

1 

950-1,155 

12,376 

12,992 

1 

905-1,100 

12,076 

12,680 

1 

821-998 

11,976 

11,976 

2 

788-950 

20,796 

21,266 

1 

676-821 

8,112 

8,518 

1 

783-950 

10,440 

10,950 

1 

783-950 

10,566 

11,085 

2 

2 

863-950 

21,006 

22,035 

1 

1 

863-950 

11,220 

11,400 

4 

4 

863-950 

38,602 

40,532 

5 

5 

676-821 

44,433 

45,284 

9 

9 

746-821 

82,091 

86,197 

6 

6 

746-821 

56,136 

58,450 

12 

12 

746-821 

112,391 

116,058 

o 

2 

644-746 

16,692 

17,079 

1 

1 

614-746 

8,952 

8,952 

9 

9 

614-676 

66,204 

69,516 

7 

7 

556-676 

49,459 

51,564 

1 

1 

505-614 

7,368 

7,368 

4 

4 

556-614 

26,736 

28,072 

1 

1 

530-644 

6.360 

6,678 

1 

1 

492-559 

5,760 

6,048 

16 

16 

530-584 

101,760 

106.848 

1 

1 

492-559 

5,760 

6.048 

1 

1 

492-559 

5,760 

6,048 

3 

3 

480-584 

17,280 

18,144 

4 

4 

457-556 

21,936 

23,032 

7 

7 

415-505 

34,860 

36,603 

3 

3 

415-505 

14,940 

15,687 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,724 

16,860 

1 

1 

998-1,213 

13,530 

14.208 

2 

2 

950-1,155 

26,748 

27,390 

1 

1 

950-1,155 

13,530 

13,860 

1 

1 

950-1,155 

12,376 

12,992 

1 

1 

950-1,155 

12,376 

12,992 

1 

1 

950-1,155 

13,044 

13,695 

1 

1 

905-1,100 

11,085 

11,640 

1 

1 

821-998 

11,976 

11,976 

1 

1 

821-998 

9,864 

10,357 

1 

1 

783-950 

9,396 

9,852 

2 

2 

783-950 

18,870 

19,814 

1 

1 

783-950 

10,440 

10,950 

1 

1 

783-950 

10,440 

10,950 

4 

4 

783-950 

43,872 

45,195 

2 

9 

863-950 

22,620 

22,800 

2 

2 

863-950 

21.636 

22,710 

6 

6 

863-950 

63,480 

66,600 

5 

5 

676-821 

46,056 

47,608 

8 

8 

676-821 

78,612 

82.095 

2 

2 

764-842 

17,904 

18,800 

6 

6 

746-821 

56,324 

58,200 

6 

6 

746-821 

55,081 

57,782 

14 

14 

746-821 

130,0&S 

135,002 

3 

3 

728-801 

25,920 

27,216 

1 

1 

692-764 

8,112 

8.518 

10 

10 

644-746 

78,612 

82,095 

2 

2 

-.30-676 

14,088 

14,400 

5 

5 

556-676 

36,688 

.38,116 

17 

17 

614-676 

128,027 

133,289 

2 

2 

556-614 

13,368 

14,036 

2 

*? 

530-644 

13,455 

14.128 

1 

1 

530-644 

7.428 

7,728 

1 

1 

505-614 

7,368 

7,368 

4 

4 

.505-584 

24,828 

25,734 

4 

4 

480-584 

23,568 

24.746 

5 

5 

530-584 

32,670 

34.304 

1 

1 

492-.599 

6,387 

6,387 

1 

1 

446-543 

5,559 

5,835 

626 
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DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllsd)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION    OF  OPERATIONS  AND 

MAINTENANCE— Continued 

OflSce  of  the  Chief — Continued 
Delta  Field  Division — Continued 

Clerk-typist  II 

Janitor    

Clerk-typist  I 

San  Luis  Field  Division  : 

Chief    

Sr  power  op  and  maint  engr 

Operations  superintendent 

Assoc  poiver  op  and  maint  engr_ 

Engrng  associate 

General   maint   supt 

Elec  supvr 

Mech    supvr 

Chief  operator 

Control  system  teehn  III 

Technician  II 

Control  system  techn  II 

Elee-mech  testing  techn  II 

Administrative  officer  I 

Training  asst 

Sr  maint  foreman 

Electrician  foreman 

Mechanic  foreman 

Sr  operator  

Technician  I 

Maint  foreman 

Electrician      

Mechanic     

Operator   

Maint  mechanic 

Storekeeper  II  

Maint  man  III 

Engrng  aid  II 

Maint  man  II 

Jr  operator  

Skilled  laborer 

Sr  clerk-typist 

Stock  clerk 

Maint  man  I 

Clerk-typist  II 

Engrnff  aid  I 

Clerk  II  

Account  clerk  II 

Janitor 

Clerk-typist  I 

San  Joaquin  Field  Division : 

Chief    

Maint  superintendent 

Operations  superintendent 

Assoc  engineer 

Assoc  power  op  &  maint  engr 

Engrng  associate 

General  maint  supt 

Elec  supvr 

Mach  supvr 

Chief  operator    

Technician  II 

Administrative  officer  I 

Sr  maint  foreman 

Sr  operator  

Technician  I 

Maint  foreman 

Electrician    

Mechanic 

Operator    

Maint  mechanic 

Maint  man  III 

Maint  man  II 

Engrng  aid  II 

Maint  man  I 

Storekeeper  I  

Jr  operator  

Lead  groundsman 

Engrng  aid  I 

Steno  II   

Clerk-typist  II 

Clerk   II    

Temporary  help 

Consultants     

Totals,   Authorized   Positions 


SAL.\EY  RANGE 

- 

5 

5 

415-530 

28,531 

29,360 

— 

6 

6 

415-505 

30,407 

31,927 

— 

1 

1 

377-457 

4,840 

5,080 

_ 

1 

1 

1,337-1,626 

18,430 

19,356 

- 

1 

1 

1,155-1,405 

14,616 

15,340 

— 

1 

1 

1,155-1,405 

14,324 

15,036 

— 

1 

1 

998-1,213 

13.530 

14,208 

- 

1 

1 

950-1,155 

13,860 

13,860 

- 

1 

1 

950-1,155 

12,836 

13,475 

- 

1 

1 

950-1,155 

12,426 

13,044 

— 

1 

1 

950-1,155 

12,992 

13,640 

- 

1 

1 

950-1,155 

11,400 

11,976 

— 

9 

o 

905-1.100 

21,744 

22,832 

- 

O 

o 

783-950 

20,460 

21,468 

- 

2 

o 

783-950 

18,792 

19,262 

- 

3 

3 

78.3-950 

28,738 

30,175 

— 

1 

1 

783-950 

10,188 

10,692 

- 

1 

1 

783-950 

10,020 

10,524 

- 

1 

1 

783-9.50 

11,400 

11,400 

_ 

o 

9 

863-950 

22,125 

22,800 

- 

2 

2 

863-950 

21,855 

22,800 

- 

5 

5 

863-950 

53,670 

56,325 

— 

9 

9 

676-821 

85.031 

86,901 

_ 

3 

3 

676-821 

28,.568 

29,556 

- 

6 

6 

746-821 

55,808 

57,592 

— 

8 

8 

746-821 

75,606 

79,386 

— 

10 

10 

746-821' 

93,788 

96,704 

_ 

2 

2 

728-801 

17,796 

18,669 

_ 

1 

1 

614-783 

8,350 

8,772 

_ 

S 

S 

644-746 

66,234 

68,203 

_ 

9 

9 

556—676 

68,538 

71,117 

_ 

7 

7 

614-676 

53,760 

55,232 

_ 

9 

9 

556-676 

65,540 

68,686 

_ 

2 

2 

584-644 

14,736 

15,426 

_ 

f> 

2 

492-599 

13,872 

14,208 

— 

4 

4 

480-5S4 

25,388 

26,299 

_ 

12 

12 

530-584 

81,288 

83,424 

_ 

5 

5 

41.5-530 

26,467 

27,800 

_ 

2 

2 

43.5-530 

11,294 

11,870 

_ 

2 

2 

415-505 

10,682 

11,221 

_ 

1 

415-505 

5,553 

5,835 

_ 

6 

41.5-.505 

29,880 

31,374 

- 

1 

377-457 

4,686 

4,920 

_ 

1 

1,337-1,626 

16,860 

17,700 

_ 

1 

1,15.5-1,405 

15,788 

16,588 

_ 

1 

1,1.55-1.405 

14,498 

15,216 

_ 

1 

99,S-1.213 

14,556 

14,556 

_ 

1 

998-1,213 

14,556 

14,.5.56 

„ 

1 

950-1.1.55 

13,860 

13,860 

_ 

1 

950-1.1.55 

13,860 

13,860 

_ 

1 

9.50-1,155 

13,860 

13,860 

_ 

1 

950-1.155 

11,592 

12,176 

_ 

1 

950-1,155 

12,888 

13,.530 

_ 

<> 

7S3-950 

22,395 

22,800 

_ 

1 

783-9.50 

10,818 

11,355 

_ 

1 

783-950 

10,.524 

11,040 

_ 

1 

863-950 

10,.S56 

10.860 

_ 

2 

676-821 

17,.524 

18.401 

_ 

1 

676-821 

9,026 

9,472 

_ 

1 

746-.821 

9.137 

9.586 

_ 

1 

746-821 

8.952 

9.396 

_ 

4 

746-821 

35.903 

37.698 

_ 

1 

728-801 

9,612 

9.612 

_ 

3 

644-746 

26,.S56 

26.856 

_ 

4 

614-676 

29,424 

30,896 

_ 

1 

556-676 

8,112 

8,112 

_ 

1 

530-584 

7,008 

7,008 

_ 

1 

530-676 

7,218 

7,578 

— 

2 

556-676 

14,456 

14,808 

- 

1 

530-644 

7,548 

7,728 

- 

1 

435-530 

5,474 

5,748 

— 

1 

446-543 

6,516 

6,516 

— 

2 

41.5-530 

12,024 

12.096 

— 

1 

i 

415-505 

6,048 

6,048 

- 

3S.3 

3S.3 

(-) 

306,444 

306,444 

- 

3.1 

3.1 

(-) 

31,000 

31,000 

630.4      630.4 


$5,918,967 


[,115,768 
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DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AST)  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FlllidI      («uih.)      (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2  [ 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 
86 


ilVISION   OF   DESIGN   AND 
CONSTRUCTION 

Office  of  the  Division  Engineer: 

Division   engineer    1 

Asst   division  engineer 1 

Sr   engineer   1 

Engrng  associate 0.5 

Supmg  clerk  I 1 

Sr   steno   1.6 

Steno  II 0.3 

Program  Liaison  and  Control  OflBee : 

Sup\-ng   engineer 1 

Sr    engineer    3.1 

Assoc  engineer 9.2 

Engrng  associate 2.8 

Asst  civil  engineer 0.7 

Asst    engineer    0.3 

Technician    I    0.3 

Delineator 1.8 

Sr  stenographer 1 

Clerk-typist  II 1 

Office  Services : 

Sr  steno 1 

Sr  clerk 1 

Stock  clerk 1 

Steno  II 2 

Clerk-tvpist  II 5 

Clerk  II 1 

Staff  Engineering  Branch : 

Principal  engineer 0.9 

Staff  concrete  engineer 1 

Staff  soils  engineer 1 

Supvng   engineer 1.9 

Chief  cost  estimator 1 

Constrn   suprr  III   0.1 

Sr  engineer 4 

Sr  corrosion  engineer 1 

Sr   mech    engr   thermo-hydraulics  0.9 

Sr  elec  engineer 1 

Sr  engrng  geologist 0.8 

Sr  cost  estimator 0.7 

Assoc  engineer 6.7 

Assoc  corrosion  engineer 2.4 

Assoc  materials  &  research  engr 0.7 

Assoc  mech  engineer 1 

Assoc  elec  engineer 1 

Snpvng  land  surveyor 1 

Engrng  associate 0.8 

Assoc  cost  estimator 3.1 

Constrn  supvr  I 1 

Research  writer 1.7 

Asst  civil  engineer 2.2 

Asst  engineer 0.7 

Technician  I 0.1 

Mech  draftsman 1 

Sr  steno 1 

Steno  II 2.8 

Clerk-tynist  II 1.2 

Clerk  II 0.9 

Design  Branch  : 

Branch    chief   1 

Sr  engineer 1 

Assoc  engineer 1.1 

Structural   draftsman  III 1.6 

Sr  delineator   0.3 

Structural  draftsman  II 2.5 

Delineator     3.1 

Structural  draftsman  I 4.1 

Drafting  aid  II 0.1 

Sr   steno    1 

Sr  clerk-tvpist 0.6 

Clerk-tj-pist  II 0.4 

Drafting  aid  I 1 

Clerk  II   1.2 

Clerk   I 0.7 

Youth  summer  aid 0.1 

Civil  Design  : 

Principal    engineer    1 

Supvng  engineer 2 

Sr    engineer    8 

Assoc  engineer 24.5 


SALARY  RANGE 

1 

1 

$1,793-2,140 

$25,680 

$25,680 

1 

1 

1,70.'!^2,076 

24,912 

24,912 

1 

1 

950-1,1.55 

13,860 

13,860 

1 

1 

1,1.5.5-1,405 

16,860 

16,860 

1 

1 

571-^92 

8.112 

8.112 

2 

2 

.50.5-614 

13,338 

13,728 

- 

- 

446-.543 

- 

- 

1 

1 

1,337-1,626 

19,512 

19,512 

4 

4 

1,15.5-1,405 

61,440 

62,832 

9 

9 

998-1,213 

124,009 

126,638 

8 

3 

950-1,155 

41,580 

41,580 

_ 

_ 

821-998 

— 

_ 

1 

1 

821-998 

11,976 

11,976 

1 

1 

676-821 

9,852 

9,852 

2 

o 

614-746 

16,500 

16,872 

1 

1 

505-614 

7,368 

7,368 

1 

1 

41.5-530 

6,060 

6,060 

1 

1 

50.5-614 

7,368 

7,368 

1 

1 

492-599 

7,188 

7,188 

1 

1 

480-584 

7,008 

7,008 

2 

2 

446-543 

12,108 

12,720 

fi 

6 

41.5-530 

34.657 

35,193 

1 

1 

41.5-505 

6,060 

6,060 

_ 

_ 

1,548-1,882 

_ 

_ 

1 

1 

1,47.5-1.793 

21,.516 

21,516 

1 

1 

1,475-1,793 

21,.516 

21.516 

1 

1 

1,3.37-1.626 

17,618 

18.499 

1 

1 

1.337-1.626 

19,-512 

19,512 

_ 

_ 

1,273-1,.548 

— 

— 

4 

4 

1.15.5-1.405 

67.440 

67.440 

1 

1 

1,15.5-1,405 

16,860 

16,860 

_ 

1,1.55-1.405 

— 

— 

_ 

_ 

1.1 5.5-1,405 

— 

_ 

1 

1 

1,15.-1-1.405 

13,860 

14,556 

_ 

1.100-1.337 

— 

— 

7 

7 

99,8-1.213 

97.632 

98,997 

3 

3 

99S-1.213 

38.952 

40.598 

1 

1 

99,8-1.213 

12.992 

13.640 

1 

1 

99,8-1.213 

13.695 

14,3.82 

1 

1 

99,8-1,213 

14..5.56 

14.5.50 

1 

1 

9.50-1,155 

13,860 

13,860 

1 

1 

950-1,155 

12,426 

13,044 

4 

4 

9.50-1,155 

50,624 

52,582 

1 

1 

9.50-1,1.55 

12,476 

13.096 

9 

9 

90.5-1.100 

22..548 

23,676 

1 

1 

821-998 

9,852 

10.3.56 

2 

O 

821-998 

23,952 

23,952 

_ 

_ 

676-821 

— 

— 

1 

1 

614-746 

8,700 

8,952 

505-614 

- 

- 

0 

9 

446-543 

11.686 

12,136 

9. 

2 

41.5-530 

11,019 

11,570 

415-505 

- 

- 

1 

1 

1,708-2.076 

24,912 

24.912 

1 

1 

1,15.5-1.405 

16.860 

16.860 

1 

1 

998-1,213 

14.556 

14.556 

1 

1 

821-998 

11,976 

11.976 

746-905 

_ 

— 

1 

1 

746-905 

10.069 

10.572 

3 

3 

614-74fi 

25,866 

26,529 

4 

4 

614-746 

34,404 

34.776 

556-676 

— 

— 

1 

1 

50.5-614 

5,904 

5.904 

1 

1 

492-599 

6,712 

7,048 

1 

1 

41.5-505 

4,980 

5,229 

435-530 

- 

_ 

1 

1 

41.5-505 

5,242 

5,-507 

1 

1 

359-435 

4,488 

4,704 

185-205 

- 

- 

o 

9 

1,54,8-1.882 

45.079 

45,168 

4 

4 

1,337-1,626 

73.722 

75.396 

15 

15 

1,155-1,405 

243.984 

248.462 

30 

30 

998-1.213 

416,540 

424,490 

628 


BESOUKCES 


DEPARTMENT  OF  WATER   RESOURCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      l/kulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DIVISION   OF   DESIGN   AND 

CONSTRUCTION— Continued 

Office  of  the  Division  Engineer — 
Contiuued 
Design  Branch — Continued 
Civil  Design — Continued 

Engrng  associate 2.1 

Asst  civil  engineer 11.5 

Structural   draftsman  III - 

Asst  engineer 4.3 

Technician   II   3.7 

Structural   draftsman   II 3.8 

Jr  civil  engineer 1.2 

Technician    I    3 

Delineator     1.5 

Structural  draftsman  I 1.5 

Encrng  aid  II 1 

Drafting  aid  II 0.3 

Sr  clerk-typist - 

Steno  II 2 

Clerk-typist  II 0.7 

Clerk    II   

Structural  Design : 

Principal    engineer    1 

Supvng  engineer 2 

Sr  engineer 5 

Sr  architect 1 

Assoc  engineer 35.1 

Assoc   architect 1 

Engrng  associate 1.2 

Architectural  assoc 1 

Asst  civil  engineer 13.1 

Structural  draftsman  III 3 

Asst  engineer 5 

Architectural  asst 3.7 

Technician   II   1 

Sr  delineator 1 

Structural  draftsman  II 3.4 

Jr  civil  eusineer 0.7 

Jr  architectural  asst 1.2 

Delineator     1 

Structural  draftsman  I 3.6 

Engrng  aid  II 0.2 

Steno  II 3 

Engrng  aid  I 0.5 

Clerk  II   0.5 

Mechanical  and  Electrical  Design  : 

Principal  mech  &  elec  engr 1 

Engrng  aid  II . 1.8 

Sr  clerk-typist 1 

Steno  II 1.6 

Engrng  aid  I 0.2 

Clerk  II   1 

Clerk-tvpist  I 0.4 

Clerk  I ^ 

Mechanical  Design : 

Supvng   mech   engineer 2.9 

Sr  mech  engineer 7.5 

Assoc   mech  engineer 21.5 

Assoc  mech  engineer 3 

Asst   mech   engineer 31.3 

Mech  engrng  techn  II 1 

Sr  mech  draftsman 4 

Jr  mech  engineer 5.4 

Delineator 0.2 

Slech   draftsman   5.4 

Engrng  aid  II 0.6 

Drafting  aid  II 0.5 

Electrical  Design  : 

Supvng  elec  engineer 2.7 

Sr  elec  engineer 9.3 

Assoc  elec  engineer 0.9 

Assoc  elec  engineer 18.5 

Research  writer 0.3 

Asst  elec  engineer 34.7 

Sr  elec  draftsman 4 

Jr  elec  engineer 3.2 

Elec  engrng  techn  I 3 

Elec  draftsman 3.5 

Engrng  aid  II 1 

Drafting   aid   II   5.2 

Drafting  aid  I 0.6 


SALAET  E.^NGE 

1 

1 

950-1,155 

13,860 

13,860 

— 

— 

821-998 

_ 

_ 

2 

2 

821-998 

23,952 

23,952 

16 

16 

821-998 

183,185 

187,123 

6 

6 

783-950 

66,246 

67,652 

1 

1 

746-905 

10,872 

10,872 

— 

— 

783-905 

_ 

_ 

4 

4 

676-821 

36,289 

38,104 

1 

1 

614-746 

8,952 

8,952 

1 

1 

614-746 

8,418 

8,839 

2 

2 

556-676 

16,224 

16,224 

— 

— 

556-676 

— 

_ 

1 

1 

492-599 

7,188 

7,188 

o 

2 

446-543 

12,282 

12,570 

2 

2 

415-530 

12.096 

12,096 

1 

1 

415-505 

5,622 

5,910 

1 

1 

1,548-1,882 

22,584 

22,584 

2 

2 

1,337-1,626 

39,024 

39,024 

5 

5 

1,155-1,405 

81,276 

83,688 

1 

1 

1,155-1,405 

16,860 

16,860 

27 

27 

998-1,213 

375,580 

386,182 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

950-1,155 

12,992 

13,640 

1 

1 

950-1,155 

13,860 

13,860 

_ 

_ 

821-998 

_ 

— 

o 

2 

821-998 

22,707 

23,244 

10 

10 

821-998 

115,677 

119,078 

4 

4 

821-998 

44,424 

46,038 

1 

1 

783-950 

10,905 

11,400 

1 

1 

746-905 

9,978 

10,482 

4 

4 

746-905 

42,318 

42,810 

1 

1 

783-905 

8,952 

8,952 

1 

1 

783-905 

9,548 

10,020 

1 

1 

614-746 

8,952 

8,952 

3 

3 

614-746 

26,784 

26,856 

556-676 

_ 

_ 

1 

1 

446-543 

6,464 

6,510 

_ 

435-530 

— 

— 

- 

- 

415-505 

- 

- 

1 

1 

1,548-1.882 

22,584 

22,584 

2 

2 

556-676 

14,496 

15,216 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

_ 

435-530 

— 

— 

1 

1 

415-505 

6,060 

6,060 

1 

1 

377-457 

4,704 

4,940 

1 

1 

359-435 

4,308 

4,523 

3 

3 

1,337-1,626 

57,527 

58,458 

S 

8 

1,155-1,405 

132,813 

134,470 

20 

20 

998-1,213 

271,480 

277,293 

9 

9 

998-1,213 

26,192 

27,502 

23 

23 

821-098 

254,507 

264,391 

1 

1 

783-950 

11,400 

11,400 

4 

4 

746-905 

41,662 

42,642 

_ 

_ 

783-905 

_ 

_ 

1 

1 

614-746 

8,180 

8,592 

5 

5 

614-746 

42,332 

44,002 

1 

1 

556-676 

7,638 

8,016 

- 

- 

556-676 

- 

- 

3 

3 

1,337-1,626 

56,445 

58,302 

10 

10 

1,155-1,405 

158,880 

162,764 

_ 

_ 

998-1,213 

- 

- 

19 

19 

998-1,213 

254,660 

263,040 

1 

1 

905-1,100 

11,832 

12.426 

32 

32 

S21-998 

357,861 

369,288 

4 

4 

746-905 

40,960 

42,222 

6 

6 

783-905 

59,889 

60,861 

3 

3 

676-821 

27,152 

28,492 

4 

4 

614-746 

35,096 

35,659 

o 

f> 

556-676 

14,792 

15,300 

6 

6 

556-676 

44,366 

46,562 

- 

- 

435-530 

- 

- 

RESOTJECES 
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DEPARTMENT  OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 

(Fliitd)  (>|]lh.)  (»Blh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 
50 
51 
52 

53 
54 

55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
78 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION    OF   DESIGN   AND 

CONSTRUCTION— Continued 

Office  of  the  Division  Engineer — 
Continued 
Design  Branch — Continued 
Aqueduct  Design  : 

Principal  engineer 1 

Supvng  engineer 0.8 

Sr  engineer 5.3 

Assoc  engineer 17.2 

Engrng  assoe 0.5 

Asst  civil  engineer 11.7 

Structural  draftsman  III 1.3 

Asst    engineer    10.3 

Technician    II    4 

Sr  delineator 0.4 

Structural  draftsman  II 1.3 

Jr  civil  engineer 0.8 

Technician   I   1.8 

Delineator    1.2 

Structural  draftsman  I 1 

Engrng  aid  II 1.8 

Drafting  aid  II 0.7 

Sr  clerk-tvpist 1 

Clerk-t.vpist  II 1.3 

Clerk  II   1 

Engineering  Analysis  : 

Assoc  engineer   0.3 

Structural  draftsman  III 0.7 

Sr   delineator    0.3 

Structural  draftsman  II 0.5 

Delineator   0.7 

Structural   draftsman  I 0.9 

Drafting  aid  II 0.5 

General     and     Branch     Aqueduct 
Design  : 

Supvng   engineer   0.3 

Sr  engineer 0.7 

Assoc  engineer 1.1 

Engrng  associate 0.2 

Asst  civil   engineer 2.2 

Technician  II 0.7 

Engrng  aid  II 0.3 

Clerk-typist  II 0.3 

North  San  Joaquin  Design  : 

Sr  engineer 1.3 

Assoc  engineer 2.4 

Engrng  associate 0.3 

Asst  civil  engineer 5.4 

Technician  II 0.8 

Jr  civil  engineer 0.3 

Engrng  aid   II 0.2 

Clerk-typist  II 0.3 

South  San  Joaquin  Design : 

Supvng   engineer   0.3 

Sr  engineer 1 

Assoc  engineer 4.6 

Engrng  associate 0.1 

Asst  civil  engineer 7 

Technician  II 0.7 

Jr  civil  engineer 0.3 

Technician  I 1 

Engrng  aid  II 0.7 

Clerk-typist  II 0.3 

Specifications  Office : 

Chief  specification  writer 1 

Sr  specification  writer 1.4 

Assoc  engineer 0.6 

Assoc   specification  writer 8.8 

Clerk-typist  II 1 

Project  Geology  Branch  : 

Supvng  engrng  geologist 1 

Sr  engrng  geologist 5 

Assoc  engrng  geologist 7.6 

Asst  engrng  geologist 11.8 

Jr  engrng  geologist 1-3 

Delineator    2.1 

Engrng  aid  II 1 

Clerk-typist  II 1 


SALARY  RANGE 

- 

- 

1,548-1,882 

— 

— 

- 

— 

1,337-1,626 

— 

— 

- 

- 

1,155-1,405 

— 

— 

- 

- 

998-1,213 

- 

— 

- 

— 

950-1,155 

— 

— 

- 

— 

821-998 

— 

— 

_ 

- 

821-998 

— 

— 

_ 

_ 

821-998 

_ 

— 

- 

_ 

783-950 

_ 

— 

- 

_ 

746-905 

- 

— 

- 

- 

746-905 

— 

— 

_ 

_ 

783-905 

— 

— 

- 

_ 

676-821 

—  ■ 

— 

_ 

_ 

614-746 

_ 

— 

_ 

_ 

614-746 

— 

— 

_ 

_ 

556-676 

— 

— 

_ 

_ 

556-676 

_ 

— 

_ 

_ 

492-599 

— 

— 

_ 

_ 

415-530 

— 

— 

- 

- 

415-505 

- 

— 

_ 

— 

998-1,213 

— 

- 

— 

_ 

821-998 

— 

— 

— 

_ 

746-905 

— 

— 

_ 

_ 

746-905 

— 

— 

_ 

_ 

614-746 

— 

— 

_ 

_ 

614-746 

— 

— 

- 

- 

656-676 

— 

— 

1,337-1,626 

_ 

_ 

_ 

_ 

1,155-1,405 

— 

— 

- 

_ 

998-1,213 

— 

- 

_ 

_ 

950-1,155 

— 

— 

_ 

_ 

S21-99S 

— 

— 

_ 

_ 

783-950 

— 

— 

_ 

_ 

556-676 

— 

— 

- 

- 

415-530 

— 

— 

_ 

^ 

1,155-1.405 

- 

- 

_ 

_ 

998-1,213 

— 

— 

- 

_ 

950-1,155 

- 

— 

_ 

_ 

821-998 

— 

— 

_ 

_ 

783-950 

— 

- 

_ 

_ 

783-905 

— 

— 

_ 

_ 

556-676 

— 

— 

- 

- 

415-530 

- 

- 

_ 

_ 

1,337-1,626 

— 

- 

_ 

_ 

1,155-1,405 

— 

— 

_ 

_ 

998-1,213 

— 

— 

_ 

_ 

950-1,155 

- 

- 

_ 

_ 

821-998 

— 

— 

_ 

_ 

783-950 

— 

— 

_ 



783-905 

— 

— 

_ 

_ 

676-821 

- 

- 

_ 

_ 

556-676 

- 

- 

- 

- 

415-530 

- 

— 

1 

1 

1,337-1,626 

19,512 

19,512 

9. 

2 

1,155-1,405 

30,764 

32,312 

_ 

99,S-1.213 

— 

— 

9 

9 

998-1,213 

126,974 

129,023 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1,337-1,626 

19,512 

19.512 

4 

4 

1,155-1,405 

67,258 

67,392 

5 

5 

998-1.213 

69,967 

71,586 

?, 

2 

821-998 

22,599 

23,729 

_ 

783-905 

— 

— 

_ 

_ 

614-746 

— 

— 

_ 

_ 

556-676 

— 

- 

1 

1 

415-530 

6,360 

6,360 

630 


RESOUHCBS 


DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.l       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   DESIGN   AND 

CONSTRUCTION— Continued 

Office  of  the  Division  Engineer — 
Continued 
Construction  Branch : 

Branch  chief 

Principal  constrn  engineer 

Sr  control  system  engineer 

Labor  relations  coordinator 

Constrn  mgt   supvr 

Assoc  control  system  engineer 

Sr   steno    

Slieno  II 

Clerk-typist  II 

Construction    Control    and    Man- 
agement : 

Supvng   engineer 

Constrn   supvr   III 

Elec  constrn  supvr  II 

Sr  engineer  

Sr  cost  estimator 

Constrn  mgt  supvr 

Assoc  engineer 

Assoc  specification  writer 

Assoc  mech  engineer 

Assoc  cost  estimator 

Constrn   supvr  I 

Mech  estimator  II 

Asst  civil  engineer 

Steno  II  

Clerk-typist  II 

Office  Engineering : 

Constrn  mgt  engineer 

Sr  engineer  

Constrn  mgt  svipvr 

Assoc  engineer 

Assoc  mech  engineer 

Engrng  associate 

Asst  civil  engineer 

Asst  engineer 

Technician  II 

Jr  civil  engineer 

Technician  I 

Delineator 

Engrng  aid  II 

Steno  II 

Clerk-typist  II 

Engrng  aid  I 

Clerk  II 

Clerk-typist  I 

Clerk  I  

Youth   summer  aid 

Contract  Administration  : 

Principal  constrn  engr 

Constrn  mgt  engineer 

Sr  engineer 

Constrn  mgt  supvr 

Assoc  engineer 

Assoc  mech  engineer 

Assoc  elec  engineer 

Engrng  associate 

Constrn  supvr  I 

Asst  civil  engineer 

Asst  engineer 

Constrn  inspector 

Sr  steno 

Steno   II 

Clerk-typist  II 

Clerk-typist  I 

Equipment  &  Materials   Section : 

Prinicipal  constrn  engr 

Supvng   engineer 

Constrn  mgt  engineer 

Supvng  elec  constrn  engr 

Elec  constrn  supvr  II 

Mech  constrn  supvr  II 

Sr  mech  engineer 

Supervisor    

Constrn  mgt  supvr 

Elec  constrn  supvr  I 


SALARY  RANGE 

1 

1 

1 

1,708-2,076 

24,912 

24,912 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

0.2 

- 

- 

1,155-1,405 

- 

- 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

- 

1 

1 

1,100-1,337 

13,200 

13,860 

0.4 

— 

— 

998-1,213 

— 

— 

2 

3 

3 

505-614 

19,008 

19,303 

0.7 

_ 

_ 

446-543 

_ 

_ 

0.2 

1 

1 

415-530 

5,910 

6,060 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

1.4 

1 

1 

1,273-1,548 

18,211 

18,576 

0.9 

1 

1 

1,100-1,475 

14,498 

15,216 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,100-1,.337 

16,044 

16,044 

O.S 

1 

1 

1,100-1,337 

16,044 

16,044 

2.7 

2 

2 

998-1,213 

27,032 

27,652 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

998-1,213 

14,556 

14,556 

3 

4 

4 

950-1,155 

50.434 

52,262 

0.1 

_ 

_ 

950-1,155 

_ 

— 

2.6 

2 

2 

950-1,155 

26,086 

26,696 

0.2 

— 

— 

821-998 

— 

— 

0.8 

_ 

_ 

446-543 

_ 

— 

1.2 

3 

3 

415-530 

16,956 

17,325 

1 

1 

1 

1,337-1,626 

18,888 

19,512 

2 

2 

9 

1,155-1,405 

33,040 

33,720 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

3.2 

4 

4 

998-1,213 

54,888 

56,177 

1 

1 

1 

998-1,213 

14,556 

14,556 

2.8 

2 

2 

950-1,155 

27,720 

27,720 

1.3 

-_ 

— 

821-998 

— 

— 

0.7 

2 

2 

821-998 

23,952 

23,952 

5 

5 

5 

783-950 

56,640 

57,000 

0.5 

1 

1 

783-905 

9,396 

9,852 

5 

6 

6 

676-821 

54,630 

56,375 

1 

1 

1 

61^746 

8,952 

8,952 

3.8 

5 

5 

556-676 

37,150 

38,769 

1 

1 

1 

446-543 

5,954 

6,256 

5.8 

6 

6 

415-530 

32,633 

33,659 

1 

4 

4 

435-530 

21,672 

22,757 

4 

4 

4 

415-505 

23,102 

23,821 

1.5 

3 

3 

377^57 

14,163 

14,872 

2 

3 

3 

359-435 

13,375 

14,043 

0.2 

- 

- 

185-205 

- 

- 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

2 

2 

2 

1,337-1,626 

38,088 

39,024 

0.8 

1 

1 

1,155-1,405 

16,860 

16,860 

4.2 

5 

5 

1,100-1,337 

76,484 

77,972 

0.8 

3 

3 

998-1,213 

38.508 

39,706 

1 

1 

998-1,213 

11,976 

12,576 

_ 

1 

1 

998-1,213 

11,976 

12,576 

5.9 

6 

6 

950-1,155 

79,287 

81,684 

2.9 

4 

4 

950-1,155 

51,105 

52,682 

1  H 

_ 

_ 

821-998 

— 

— 

0.3 

1 

1 

821-998 

11,976 

11,976 

0.6 

_ 

_ 

50.5-614 

_ 

— 

0.7 

1 

1 

50.5-614 

7,278 

7,368 

2 

1 

1 

446-543 

5,904 

6,204 

1.7 

2 

2 

415-530 

11,155 

11,434 

0.2 

1 

1 

377-457 

4,686 

4,920 

1 

1 

1 

1,548-1,882 

21,006 

22,050 

1.9 

2 

2 

1,337-1,626 

34,784 

36,518 

09 

1 

1 

1,337-1,626 

18,503 

19,434 

1 

1 

1 

1,337-1,626 

19,512 

19.512 

2.8 

4 

4 

1,100-1,475 

56,945 

58,231 

1.8 

2 

2 

1,100-1,475 

30,312 

31,832 

1 

1 

1 

1,1.55-1,405 

16,384 

16.860 

1 

1 

1 

1,100-1,337 

14,266 

14,976 

0.8 

9 

2 

1,100-1,337 

28,296 

29,712 

4.9 

9 

9 

950-1,273 

106,872 

112,242 

RESOURCES 
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DEPARTMENT   OF  WATER   RESOURCES — Continued 


SALARIES  AJSSD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flll»d)      (Aalh.)       (Aijlh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


)IVIS10N    OF   DESIGN   AND 

CONSTRUCTION— Continued 

Office  of  the  Division  Engineer — • 

Continued 
Construction  Branch — Continued 

Equipment  &  Materials  Section — 
Continued 

Mech  eonstrn  supvr  I 9.9 

Assoc  mech  engineer 0.8 

Assoc  elec  engineer 1 

Engrng  associate 2 

Assoc  cost  estimator 0.2 

Assoc  steel  inspector 7.3 

Constrn  supvr  I 1.3 

Constrn  office  manager 0.8 

Asst  civil   engineer 0.7 

Elec  constrn  inspector 3.7 

Mech  constrn  inspector 6.9 

Mech  engrng  techn  III 1 

Asst  engineer 0.3 

Asst  mech  engineer 1.8 

Technician  II 5.3 

Asst  steel  inspector 16.1 

Constrn   inspector 5.1 

Technician    I    6 

Engrng  aid  II 0.8 

Sr  steno   0.9 

Sr  clerk-typist 0.5 

Sr  clerk 

Steno  II  : 0.9 

Clerk-typist  II 7.5 

Clerk   II   0.1 

Clerk-typist  I 0.7 

Clerk   I    1 

Student  engrng  aid 0.1 

Oroville  Pro,iect  Office  : 

Principal  constrn  engr 1 

Supvng  constrn  engineer 2.4 

Constrn  mgt  engineer 1 

Supvng  elec  constrn  engr 1 

Constrn  supvr  III 1.8 

Elec  constrn  supvr  II 1.9 

Mech  constrn  supvr  II 3 

Sr  engineer 4.2 

Constrn   supvr   II 4.3 

Consrtn  mgt  supvr 5.3 

Elec  constrn  supvr  I 5.4 

Mech  constrn  supvr  I 2.6 

Assoc  engineer 6.4 

Engrng  associate 5.8 

Constrn  supvr  I 15.3 

Constrn  office  manager 1 

Information   officer  I 1 

Asst  civil  engineer 19.2 

Elec  constrn  inspector 6.7 

Mech  constrn  inspector 5.7 

Asst  engineer 5.1 

Asst  mech  engineer 1 

Technician  II 37.9 

Constrn   inspector 19.2 

Elec-mech  testing  techn  II 0.4 

Structural  draftsman   II 0.5 

.Tr  civil  engineer 0.7 

Technician  I 25.2 

Maintenance  mechanic 1 

Instrumentman    3.5 

Delineator 1 

Photographer    0.5 

Storekeeper  I 0.8 

Engrng  aid  II 30.9 

Building  maint  man 2 

Sr  clerk-typist 3 

Reproduction  mach  opr  I 0.6 

Laborer 5.7 

Steno  II 1 

Clerk-typist    II    11.7 

Engrng  aid  I 3.4 

Clerk   II    2 

Janitor    3.4 


SALARY  RANGE 

12 

12 

950-1,273 

157.968 

164,390 

1 

1 

998-1,213 

12,476 

13,096 

1 

1 

998-1,213 

13,918 

14,556 

4 

4 

950-1,155 

49,285 

51,114 

1 

1 

950-1,155 

12,076 

12,680 

9 

9 

950-1,155 

118,868 

120,629 

•2 

9 

950-1,155 

26,236 

26,855 

2 

2 

950-1.155 

23,876 

23,876 

_ 

_ 

821-998 

_ 

_ 

3 

3 

783-950 

33,222 

33,828 

9 

9 

783-950 

89,153 

93,068 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

821-998 

10,356 

10,860 

■-> 

2 

821-998 

21,354 

22,410 

6 

6 

783-950 

65,094 

66,914 

16 

16 

783-950 

163,772 

171,258 

7 

7 

783-950 

74,034 

76,353 

7 

7 

676-821 

66,004 

67,602 

2 

2 

556-676 

14,697 

15,432 

1 

1 

505-614 

6,646 

6,980 

1 

1 

492-599 

7,188 

7,188 

2 

9 

492-599 

11..520 

12,096 

1 

1 

446-543 

5,743 

6,029 

S 

8 

415-530 

46,044 

47,136 

_ 

415-505 

— 

— 

1 

1 

377-J57 

4,740 

4,980 

2 

2 

359^35 

9,180 

9,424 

- 

359-435 

- 

- 

_ 

_ 

1,548-1.882 

_ 

_ 

o 

2 

1,337-1,626 

39,024 

39,024 

1 

1 

1,337-1,626 

18,888 

19,512 

_ 

_ 

1,337-1,626 

- 

- 

_ 

_ 

1,273-1,548 

— 

— 

_ 

_ 

1,100-1,475 

- 

- 

_ 

_ 

1,100-1,475 

- 

- 

1 

1 

1,155-1.405 

16,848 

16,848 

1.100-1,337 

- 

- 

_ 

_ 

1,100-1,337 

- 

- 

2 

2 

950-1,273 

25,308 

26,574 

_ 

950-1,273 

- 

- 

_ 

_ 

998-1,213 

— 

— 

_ 

_ 

950-1,155 

- 

- 

2 

2 

950-1,155 

27,170 

27,720 

_ 

_ 

950-1,155 

— 

— 

1 

1 

905-1.100 

13,200 

13,200 

821-1,048 

- 

- 

2 

2 

783-950 

20,447 

21,470 

_ 

_ 

783-950 

— 

— 

_ 

_ 

821-998 

- 

- 

821-998 

— 

_ 

3 

3 

783-950 

33,016 

34,654 

783-950 

— 

— 

1 

1 

78.S-9.nO 

11,085 

11,400 

746-905 

— 

— 

_ 

_ 

783-905 

- 

- 

1 

1 

676-821 

9,864 

9,864 

728-801 

- 

- 

„ 

_ 

644-746 

— 

— 

_ 

_ 

614-746 

- 

— 

_ 

_ 

599-728 

- 

— 

„ 

_ 

530-676 

— 

— 

1 

1 

556-676 

8.112 

8,112 

1 

1 

584-644 

7,666 

8,049 

492-599 

— 

— 

_ 

457-556 

— 

— 

1 

1 

50.-1-556 

6,684 

6,684 

446-543 

— 

— 

1 

1 

41.5-530 

5,496 

5,771 

43.5-530 

— 

— 

_ 

_ 

41.5-505 

— 

— 

_ 

_ 

415-505 

— 

- 

632 


KESOUKCES 


DEPARTMENT  OF  WATER  RESOURCES— Continued 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Autli.)      (Auth.1 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
S3 
84 
«5 
S6 


DIVISION   OF   DESIGN   AND 

CONSTRUCTION— Continued 

Office  of  the  Division  Engineer — 

Continued 
Construction  Branch — Continued 

North  Bay  Project  Office  : 

Asst  civil  engineer 0.7 

Asst  engineer 0.2 

Technician  II 3 

Technician  I 0.7 

Engrng  aid  II 1.7 

South  Bay  Project  Office : 

Sr  engineer 1 

Mech  constrn  supvr  I 0.2 

Assoc  engineer 1 

Assoc  control  system  engr 0.5 

Constrn  supvr  I 1 

Asst  elec  engineer 0.5 

Technician  II 0.3 

Constrn  inspector 2 

Engrng  aid  II 1.2 

Laborer 0.8 

Steno  11 1 

Lower  San  Joaquin  River  Flood 
Control  Project : 

Constrn  supvr  II 0.1 

Constrn  supvr  I — 

Sr  clerk-typist 0.2 

San  Luis  Liaison — Los  Banos : 

Constrn  supvr  I 1 

Clerk-typist  I 0.4 

Student  engrng  aid 0.6 

North  San  Joaquin  Project  Office : 

Principal  constrn  engineer 0.1 

Supvng  constrn  engineer 1 

Constrn  mgt  engineer 0.9 

Supvng  elec  constrn  engineer 1 

Constrn  supvr  III 3.6 

Elec  constrn  supvr  I 0.3 

Mech  constrn  supvr  I 1 

Sr  engineer 2 

Sr  elec   engineer 0.7 

Constrn  supvr  II 6.2 

Constrn  mgt  supvr 3.6 

Elec  constrn  supvr  I 5.5 

Mech  constrn  supvr  I 1.8 

Assoc  engineer 5.6 

Assoc  mech  engineer 0.2 

Engrng  associate 2.8 

Associate  cost  estimator 0.8 

Matrls  &  research  engrng  assoc  1.3 

Assoc  steel  inspector 0.8 

Constrn   supvr  I 15.6 

Constrn  office  manager 1 

Asst  civil  engineer 7.7 

Elec  constrn  inspector 2.1 

Mech  constrn  inspector 0.9 

Asst    engineer    2,5 

Asst  mech  engineer 0.8 

Technician    II    21.8 

Constrn  inspector 26.8 

Business  service  officer  I 0.3 

Sr   delineator    0.4 

Jr  civil  engineer 2.3 

Technician    I    21.0 

Instrumentman    2.6 

Delineator     1 

Photographer      1 

Storekeeper  I 0.2 

Engrng  aid  II 30.2 

Property  clerk  I 1 

Sr  clerk 0.3 

Sr  clerk-typist 1.7 

Laborer     6.4 

Steno  II 1 

Clerk-typist  II 11.6 

Engrng  aid  I 7.6 

Clerk  II 4.1 


SALARY  RANGE 

_ 

_ 

821-998 

- 

- 

821-998 

- 

- 

783-950 

_ 

- 

676-821 

- 

- 

556-676 

1 

1 

1,155-1,405 

1 

1 

950-1,155 

1 

1 

998-1,213 

1 

1 

998-1,213 

1 

1 

950-1,155 

— 

— 

821-998 

- 

_ 

783-950 

1 

1 

788-950 

- 

— 

556-676 

- 

— 

505-556 

1 

1 

446-543 

_ 

_ 

1,100-1,337 

1 

1 

950-1,155 

- 

- 

492-599 

1 

1 

950-1,155 

1 

1 

377-^57 

359-435 

1 

1 

1,548-1,882 

1 

1 

1,337-1,626 

- 

- 

1,337-1,626 

1 

1 

1,337-1,626 

3 

3 

1,273-1,548 

- 

- 

1,100-1,337 

- 

- 

1,100-1,475 

2 

2 

1,155-1,405 

1 

1 

1,155-1,405 

— 

- 

1,100-1,337 

3 

3 

1,100-1.337 

7 

7 

950-1,273 

1 

1 

950-1,273 

4 

4 

998-1,213 

— 

- 

998-1,213 

1 

1 

950-1,155 

_ 

950-1,155 

1 

1 

950-1,155 

950-1,155 

_ 

_ 

950-1,155 

1 

1 

950-1,155 

_ 

_ 

821-998 

1 

1 

783-950 

78.3-950 

_ 

_ 

■  821-998 

_ 

_ 

821-998 

4 

4 

783-950 

3 

3 

783-950 

783-950 

_ 

_ 

746-905 

_ 

_ 

78.S-905 

6 

6 

676-821 

9. 

2 

644-746 

_ 

614-746 

1 

1 

599-728 

530-676 

13 

13 

556-676 

1 

1 

5.30-644 

492-599 

2 

2 

492-599 

1 

1 

505-556 

1 

1 

446-543 

4 

4 

415-530 

4 

4 

435-530 

415-505 

16,860 
11,400 
13,420 
12,326 
13,860 


11,400 
6,516 

11,400 


13,860 
4,722 


20,496 
19,512 

17,630 
54,304 


33,696 

15,788 

46,540 

88,402 
13,860 
57,760 

13,585 

11,400 


13,860 
11,400 


40,751 
30,471 


56,498 
16,120 

8,304 

97,433 

7,387 

12,186 
6,048 
6,179 

21,970 

23,687 


16,860 
11,970 
14,092 
12,940 
13,860 


11,400 
6,516 

11,976 


13,860 
4,960 


21,516 
19,512 

18,503 
55,160 


33,696 
16,588 

47,396 
90,173 
13,860 
57,760 

13,860 

11,976 


13,860 
11,400 


42,219 
31,995 


58,337 
16,926 

8,736 

100,849 
7,728 

12,804 
6.350 
6,490 

22,517 

23,965 


RESOURCES 
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DEPARTMENT   OF  WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      Hulh.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION    OF   DESIGN   AND 

CONSTRUCTION— Continued 

Office  of  the  Division  Engineer — 
Continued 
Construction  Brancti — Continued 
Soutli  San  Joaquin  Project  Office  : 

Principal   constrn   engineer 111 

Constrn  mgt  engineer 111 

Supvng  elec  constrn  engineer 0.1            1               1 

Constrn  supvr  III 5               5               5 

Elec  constrn  supvr  II 0.6           1               1 

Mech  constrn  supvr  II 0.9            1               1 

Sr  engineer 1.8           2              2 

Constrn  supvr  II 7.3           8               8 

Constrn  mgt  supvr 4               4              4 

Elec  constrn  supvr  I 0.9           7               7 

Mech  constrn  supvr  I 1.1           3               3 

Assoc  mecli   engineer -               2               2 

Assoc  engineer 2.2         14  14 

Assoc  elec  engineer -              3              3 

Engrng  associate 8.4         12  12 

Matrls  &  research  engrng  assoc  1.8           4             4 

Constrn  .supvr  I 16           26  26 

Constrn  office  manager 0.9           1              1 

Asst  civil  engineer 11.4           -              - 

Elec   constrn   inspector 0.2         10  10 

Mech   constrn   inspector 2.8         12  12 

Asst  engineer 8.1         32  32 

Asst  mech  engineer 0.6           6              6 

Asst  elec  engineer 0.1           6              6 

Technician  II 36.1         44  44 

Constrn   inspector   49.1         52  52 

Business  service  officer  I 13              3 

Sr  maint  foreman 0.9           1               1 

Sr   delineator   1.3           1              1 

Jr  civil  engineer 3              6              6 

Rr  photographer 111 

Technician  I 26.6         30  30 

Instrumentman 3.4           3              3 

Maint  man  III 1.8           2              2 

Photographer    111 

Business  mgt  trainee 111 

Storekeeper  I 0.8           1              1 

Engrng  aid  II 48.9        53  53 

Maint  man  II 4.4           2               2 

Property  clerk  II -               1               1 

Property   clerk   I 111 

Sr  steno 111 

Auto    serviceman    1.8           1               1 

Sr  clerk -               1               1 

Sr   clerk-typist   111 

Stock  clerk 1.3           2              2 

Maint  man  I 9              8              8 

Laborer    1.4           1              1 

Patrol,  maint  &  constrn  man  —  2.2           -             - 

Steno   II   5.3           8              8 

Clerk-tvpist  II 7.5           9             9 

Engrng  aid  I 16.7         20  20 

Account  clerk  II 111 

Clerk-tvpist  I 2.8           3              3 

Clerk  I 0.9           3              3 

Youth  summer  aid 0.1           -             — 

Temporary  help 111.5         81.9  81.9 

Consultants 0.2           6.1           6.1 


Totals,  Authorized  Positions 


1,683.7    1,297       1,297 


NORTHERN    DISTRICT 

Office  of  the  District  Engineer : 

District  engineer  I 

Principal    engineer    

Technician    II    

Sr   steno    

Steno    II    

Clerk-typist  II 

Clerk-typist  I 


SALARY  RANGE 

1..04S-1.8S2 

22,.584 

22,584 

1,337-1,626 

19,512 

19,512 

1,337-1,626 

16,180 

17,000 

1,273-1, .548 

92,077 

92,880 

1,100-1.475 

14.266 

14,979 

1.100-1,475 

13,805 

14,498 

1,1.05-1,405 

32,776 

33,584 

1,100-1,.337 

122,988 

127,136 

1,100-1,337 

63.344 

64,176 

950-1,273 

81,548 

85,625 

950-1.273 

36,660 

37,812 

998-1,213 

23,952 

25,150 

998-1,213 

174,094 

181,.528 

998-1,213 

35,928 

37,725 

9.50-1,155 

161,531 

163,775 

950-1,155 

47,244 

49,623 

9.50-1.155 

320,201 

333,265 

950-1.155 

11,736 

12,326 

821-998 

_ 

— 

783-950 

94,994 

99.746 

783-950 

117,820 

123,044 

821-998 

356,268 

364,264 

821-998 

59,448 

62.472 

821-998 

59.]  84 

62,142 

783-950 

473,631 

486,109 

783-950 

545,990 

568,100 

783-950 

29.844 

31.144 

783-950 

9,396 

9,852 

746-905 

10.473 

10.S60 

783-905 

55,743 

58,532 

692-842 

9,735 

10,104 

676-821 

275,805 

287,123 

644-746 

25,322 

26,604 

644-746 

17,796 

17,904 

599-728 

8,448 

8,736 

614-710 

7,888 

8,282 

530-676 

6,924 

7,278 

556-676 

393,940 

412,241 

614-676 

16.224 

16,224 

614-746 

7,356 

7.724 

530-644 

6,896 

7,248 

50.5-614 

7,218 

7,368 

556-614 

7,356 

7,356 

492-599 

5,904 

6,204 

492-599 

6,712 

7,048 

480-584 

12,556 

13,190 

530-584 

55,416 

55,734 

505-556 

6,684 

6,684 

505-556 

— 

— 

446-543 

47,202 

48.968 

41.5-530 

50,266 

52,228 

435-530 

115,563 

120.991 

415-505 

5,622 

5.910 

377-^57 

14,664 

15,390 

359-^35 

13,104 

13,758 

185-205 

— 

— 

(892,062) 

600.093 

600.093 

(1,650) 

61,250 

61,250 

06 

_ 

_ 

$1,548-1,882 

0.4 

1 

1 

1,548-1,882 

1 

1 

1 

783-950 

0.9 

1 

1 

505-614 

08 

446-543 

0.2 

1 

1 

415-530 

0.1 

377-457 

5,810 


$17,114,251    $14,196,978    $14,580,790 


$22,584 

$22,584 

10,524 

11,040 

6,438 

6,756 

6,060 


634 


RESOUKCES 


DEPARTMENT  OF   WATER  RESOURCES — Continued 


SALAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aijlh.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
^6 


NORTHERN    DISTRICT— Continued 

Office  of  the  District  Engineer — 
Continued 
Administrative  Section : 

Administrative  officer  II 

Storekeeper    I    

Sr  clerli-typist 

Stock    clerk    

Steno  II 

Clerk-tvpist    II    

Clerk  II  

Clerk-typist   I   

Clerk  I   

Planning  Section : 

Supvng  engineer 

Sr   engineer    

Assoc  engineer 

Engrng    associate    

Research    writer   

Asst  civil  engineer 

Asst  engineer 

Technician  II 

Engrng  aid  II 

Steno  II  

Clerk-typist  II 

Engrng  aid  I 

Special  Investigation  Section  : 

Supervising   engineer    

Sr  land  &  water  use  analyst 

Sr    engineer    

Sr    engrng    geologist    

Sr  resources   economist 

Assoc  engineer 

Assoc  engrng  geologist 

Engrng  associate 

Assoc  land  &  water  use  analyst 

Assoc  resources  economist 

Asst  civil  engineer 

Asst  engrng  geologist 

Asst  land  &  water  use  analyst 

Sr   delineator 

Jr  engrng  geologist 

Technician    I    

Delineator 

Engrng  aid  II 

Steno   II   

Clerk-typist  II 

Engrng  aid  I 

Right-of-Way  Section : 

Assoc  land  agent 

Asst  land  agent 

Operations  Section : 

Supvng   engineer 

Sr    engineer    

Assoc  engineer 

Engrng  associate 

Asst  civil  engineer 

Asst    engineer    

Technician  II 

Technician   I    

Engrng  aid  II 

Steno  II 

Clerk-typist    II    

Clerk-typist  I 

Sutter    Maint   and   Repair   Unit : 

Assoc  engineer 

General  maint  supt 

Sr  maint  foreman 

Maint   foreman   

Maint  man  III 

Storekeeper  I  

Maint  man  II 

Sr  clerk 

Stock  clerk 

Maint  man  I 

Clerk-typist  II 

Temporary   help    

Consultant    

Totals,  Authorized  Positions 


SALARY  RANGE 

- 

1 

1 

950-1,155 

11,400 

11,976 

0.9 

1 

1 

530-676 

7,338 

7,698 

1 

1 

1 

492-599 

7,188 

7,188 

0.1 

— 

— 

480-584 

_ 

_ 

1 

1 

1 

446-543 

6,516 

6,516 

1.4 

1 

1 

415-530 

5,785 

6,060 

0.4 

1 

1 

415-505 

5,200 

5,462 

1.8 

2 

2 

877-457 

9,624 

10,092 

0.6 

- 

- 

359-435 

- 

- 

0.8 

1 

1 

1,387-1,626 

16,860 

17,700 

4.1 

4 

4 

1,155-1,405 

65,448 

66,624 

7.4 

9 

9 

998-1,213 

117.070 

121,772 

2.5 

2 

2 

950-1,155 

27,720 

27,720 

1 

1 

1 

905-1,100 

13,200 

18,200 

4.7 

— 

_ 

821-998 

_ 

_ 

2.3 

8 

8 

821-998 

93,288 

95,261 

1.1 

1 

1 

783-950 

9,396 

9,852 

0.3 

— 

— 

556-676 

— 

— 

0.2 

1 

1 

445-543 

6,004 

6,308 

1.8 

1 

1 

415-580 

6,060 

6,060 

3 

3 

3 

435-530 

17,136 

17,998 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

0.5 

1 

1 

1,155-1,405 

14.916 

15,660 

2 

2 

2 

1,155-1,405 

33,720 

83,720 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

16,248 

16,860 

2 

o 

2 

998-1,213 

28,031 

28,706 

1 

1 

1 

998-1,213 

14,556 

14,556 

2.7 

3 

3 

950-1,155 

40,700 

41,580 

- 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

950-1,155 

13,860 

18,860 

0.8 

— 

_ 

821-998 

— 

— 

5 

5 

5 

821-998 

58,071 

59,036 

2 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

746-905 

10,524 

10,860 

1.5 

1 

1 

788-905 

10,356 

10,860 

4 

4 

4 

676-821 

35,979 

37,564 

1 

1 

1 

614-746 

8,486 

8,916 

1 

1 

1 

556-676 

7,668 

8,048 

2 

9 

2 

446-543 

12,083 

12,694 

1 

1 

1 

415-530 

6,060 

6,060 

0.1 

- 

- 

435-530 

- 

- 

1 

1 

1 

905-1,100 

12,992 

13,200 

1 

1 

1 

746-905 

9,936 

10,440 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

3 

O 

2 

1,155-1,405 

33,720 

33,720 

1 

_ 

_ 

998-1,213 

— 

— 

4.7 

5 

5 

950-1,155 

66,840 

67,416 

o 

_ 

_ 

821-998 

— 

— 

1 

2 

2 

821-998 

23,952 

23,952 

13 

13 

13 

783-950 

145,362 

146,922 

4 

4 

4 

676-821 

37,855 

39,218 

_ 

1 

1 

556-676 

6,840 

7,188 

1 

1 

1 

446-543 

6,516 

6,516 

0.5 

1 

1 

415-530 

5,352 

5,622 

0.5 

- 

- 

877--157 

- 

- 

1 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

1 

950-1.155 

18,860 

13,860 

2 

9 

2 

783-950 

22,755 

22,800 

5.5 

5 

5 

676-821 

49,260 

49,260 

7.7 

9 

9 

644-746 

78,848 

79,966 

1 

1 

1 

530-676 

7,698 

7,728 

19.6 

2'> 

22 

614-676 

174,186 

177,280 

1 

1 

1 

492-599 

6,600 

6,986 

1 

1 

1 

480-584 

7,008 

7,008 

13.9 

15 

15 

530-584 

103,152 

104,448 

1 

1 

1 

415-530 

6,060 

6,060 

3.8 

3.7 

3.7 

(29,413) 

26,300 

26,300 

0.3 

0.4 

0.4 

(2,700) 
$1,590,723 

4,000 

$1,724,179 

4,000 

164.5 

169.1 

169.1 

$1,756,558 

KESOURCES 


635 


DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Flllad)       (Aolh.l       (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34: 

35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CENTRAL   DISTRICT 

Office  of  the  District  Engineer : 

Principal  engineer 

Technician  II 

Sr   steno   

Clerk-typist  II 

Administrative  Section : 

Administrative  officer  III 

Administrative  officer  II 

Property  cleric  I 

Personnel  asst  I 

Sr  file  clerk 

Accounting  technician 

Steno  II 

Clerk-typist  II 

Clerk   II   

Clerk   I  

Planning  Section : 

Supvng  engineer 

Sr  engineer 

Assoc  engineer 

Engrng  associate 

Technician  II 

Technician  I 

Engrng  aid  II 

Sr   steno   

Steno  II 

Clerk-typist  II 

Engrng  aid  I 

Investigations  Section : 

Supvng  engineer 

Sr  engineer 

Sr  engrng  geologist 

Sr  resources  economist 

Assoc  engineer 

Engrng  associate 

Sanitary  engrng  associate 

Assoc  resources  economist 

Research  writer 

Asst  engineer 

Asst  engrng  geologist 

Technician  II 

Sr   delineator 

Technician  I 

Delineator 

Blueprinter 

Steno  II 

Engrng  aid  I 

Right-of-Way  Section : 

Assoc  land  agent 

Asst  land  agent 

Steno  II 

Water  Resources  Evaluation   Sect : 

Supvng   engineer 

Sr  land  &  water  use  analyst 

Sr  engineer 

Engrng  associate 

Assoc   land  &  water  use  analyst 

Asst  engineer 

Technician    II    

Asst   land   &    water    use    analyst 

Technician  I 

Engrng  aid  II 

Sr  clerk 

Steno   II 

Clerk-typist  11 

Operations  Section : 

Supvng   engineer 

Sr  engineer 

Assoc  engineer 

Engrng  associate 

Asst  engineer 

Technician  II 

Technician  I 

Engrng  aid  II 

Steno   II   

Clerk-typist  II 


SALARY  RANGE 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

783-950 

10,566 

11.085 

1 

1 

505-614 

7,368 

7,368 

2 

2 

415-530 

11,160 

11,412 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

905-1.100 

11,400 

11,976 

1 

1 

530-644 

7,728 

7,728 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

6,600 

6,936 

1 

1 

492-599 

5.904 

6,204 

1 

1 

446-543 

6,003 

6,641 

2 

2 

415-530 

12,301 

12,635 

4 

4 

415-505 

22,427 

23,257 

1 

1 

359-435 

4,416 

4,632 

1 

1 

1,337-1,626 

19,512 

19.512 

4 

4 

1,155-1,405 

57,380 

57,380 

H 

8 

998-1.213 

112,032 

113,389 

H 

3 

950-1.1.55 

40,712 

41,360 

1 

1 

783-950 

11,400 

11.400 

4 

4 

676-821 

38,200 

39.115 

2 

2 

556-676 

14,952 

15,300 

1 

1 

505-614 

7.368 

7,368 

2 

2 

446-543 

12.720 

13,030 

1 

1 

41.5-530 

5,580 

5,701 

1 

1 

435-530 

6,085 

6,360 

1 

1 

1,337-1,626 

19,512 

19,512 

o 

2 

1,1.5.5-1.405 

33,696 

33,696 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,15.5-1.405 

16,860 

16,860 

4 

4 

998-1,213 

57,528 

57,.528 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

950-1.155 

11.400 

11.976 

2 

2 

950-1.155 

27,665 

27,720 

1 

1 

905-1.100 

12.576 

13.200 

2 

2 

821-998 

22.215 

23,328 

1 

1 

821-998 

11.355 

11.928 

1 

1 

783-950 

11,400 

11,976 

1 

1 

746-905 

10,860 

10,860 

1 

1 

676-821 

8,112 

8.520 

3 

3 

614-746 

26.322 

26,748 

1 

1 

457-556 

6,672 

6,672 

2 

2 

446-543 

13,0.32 

13,032 

3 

3 

435-530 

17,665 

17.940 

1 

1 

905-1,100 

13,200 

13.200 

4 

4 

746-905 

41,406 

41,976 

2 

2 

446-543 

12,798 

13,032 

1 

1 

1,337-1,626 

19.512 

19.512 

2 

2 

1,155-1.405 

33,720 

33.720 

2 

2 

1,15.5-1,405 

33,720 

33,720 

4 

4 

950-1,155 

54,728 

55,385 

9, 

2 

950-1,155 

26,748 

27,390 

7 

7 

821-998 

82,860 

83,832 

9 

9 

783-950 

99,212 

100,526 

3 

3 

783-950 

33,480 

34,200 

S 

8 

676-821 

77,652 

77.652 

2 

2 

556-676 

15,336 

16.096 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

5,490 

5,766 

1 

1 

415-530 

6,060 

6,360 

1 

1 

1.337-1.626 

19,512 

19..512 

3 

3 

1,155-1.405 

50,568 

50,568 

5 

5 

998-1.213 

71,699 

72,373 

7 

7 

950-1.155 

97,020 

97,020 

7 

7 

821-998 

81.142 

81,685 

5 

5 

78.3-950 

53,133 

55.059 

3 

3 

676-821 

29,214 

29,556 

1 

1 

556-676 

8.112 

8,112 

3 

3 

446-543 

18,478 

19.082 

1 

1 

415-530 

6,060 

6,060 

636 


RESOURCES 


DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fillid)      (Aoth.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


CENTRAL   DISTRICT— Continued 

Office  of  the  District  Engineer — 
Continued 
Operations  Section — Continued 
Sacramento    Maintenance    Yard : 

General  maint  supt 

Sr  maint  foreman 

Maint  foreman 

Maint   mechanic    

Maint  man  III 

Storekeeper  I  

Maint  man  II 

Maint  man  I 

Delta  Studies  Section : 

Supvng  engineer 

Sr   engineer   

Assoc  engineer 

Engrng  associate 

Assoc  land  and  water  use  analyst 

Asst  engineer 

Technician    II    

Jr  civil  engineer 

Asst  water  quality  biologist 

Technician  I   

Sr   steno    

Steno  II 

Engrng  aid  I 

Temporary   help    

Consultant    

Totals,  Authorized  Positions 


SAN  JOAQUIN   DISTRICT 

Office  of  the  District  Engineer : 

District  director  I 

Principal  engineer 

Asst  civil  engineer 

Asst  engineer 

Sr  steno 

Steno  II  

Clerk-typist  II 

Administrative  Section  : 

Administrative  officer  II 

Property  clerk  I 

Sr  steno 

Sr  clerk 

Steno   II   

Clerk-tvpist  II 

Clerk  II  

Account  clerk  II 

Steno  I 

Clerk-typist  I 

Planning  Section  : 

Supvng  engineer 

Sr  engineer  

Sr  sanitary  engineer 

Assoc  engineer 

Asst  civil  engineer 

Assoc  water  quality  biologist- 

Asst  engineer 

Technician  II 

Asst   water   quality  biologist- 

Engrng  aid  II 

Laborer   

Steno  II  

Engrng  aid  I 

Special  Investigations  Section : 

Sr  engineer 

Sr  sanitary  engineer 

Assoc  engineer 

Engrng  associate 

Asst  civil  engineer 

Asst  engineer 

Technician  II 

Jr  civil  engineer 

Engrng  aid  II 

Steno  II   

Engrng  aid  I 

Clerk-typist  I 


SALARY  RANGE 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

783-950 

11,130 

11,400 

3 

3 

676-821 

29,328 

29,556 

1 

1 

728-801 

9,612 

9,612 

8 

8 

644-746 

69.412 

70,310 

1 

1 

530-676 

7,728 

7,728 

10 

10 

614-676 

79.708 

81,666 

9 

9 

530-584 

60,380 

62,347 

1 

1 

1,337-1,626 

19,512 

19,512 

2 

2 

1,155-1,405 

33,696 

33,696 

6 

6 

998-1.213 

84,973 

87.046 

4 

4 

950-1,155 

53,516 

54,575 

1 

1 

950-1,155 

13,200 

13,860 

9 

9 

821-998 

104,940 

106,593 

4 

4 

783-950 

44,451 

45,285 

1 

1 

783-905 

10,860 

10,860 

1 

1 

676-821 

8,664 

9,100 

4 

4 

676-821 

36,624 

37,472 

1 

1 

505-614 

7,188 

7,368 

2 

2 

446-543 

13,032 

13,032 

1 

1 

435-530 

6.360 

6,360 

10.2 

10.2 

(-) 

83,929 

83.929 

0.4 

0.4 

(-) 

4,000 
$2,616,143 

4,000 

243.6 

243.6 

$2,652,918 

0.6 

_ 

_ 

$1,548-1,882 

_ 

- 

0.4 

1 

1 

1,548-1,882 

$22,584 

$22,584 

0.7 

_ 

_ 

821-998 

— 

_ 

0.3 

1 

1 

821-998 

11,976 

11,976 

1 

1 

1 

505-614 

7,368 

7,368 

0.3 

1 

1 

446-543 

5,490 

5,766 

1 

1 

1 

415-530 

6,060 

6,060 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

530-644 

7,698 

7,728 

1 

1 

1 

505-614 

7,368 

7,368 

1 

1 

1 

492-599 

7,188 

7,188 

1.8 

3 

3 

446-543 

17,726 

18,286 

2 

2 

9 

415-530 

11,220 

11,478 

1 

1 

1 

415-505 

5,885 

6,060 

1 

1 

1 

415-505 

6,060 

6,060 

0.4 

_ 

_ 

405^92 

— 

— 

0.1 

- 

- 

377-457 

- 

- 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

16,452 

16,860 

2 

1 

1 

998-1,213 

14,556 

14,556 

9.^ 

_ 

_ 

821-998 

— 

— 

06 

1 

1 

821-998 

10,146 

10,650 

0.9 

2 

2 

821-998 

23,952 

23,952 

3 

o 

2 

783-950 

22,632 

23,190 

0.4 

_ 

_ 

676-821 

— 

— 

0.7 

1 

1 

556-676 

7,128 

7,488 

0.5 

1 

1 

505-556 

6,672 

6,672 

1 

1 

1 

446-543 

6,516 

6,516 

2 

2 

2 

435-530 

11,290 

11,870 

o 

2 

2 

1,15.5-1,405 

33,720 

33.720 

0.9 

1 

1 

1,155-1,405 

15,980 

16,792 

4S 

5 

5 

998-1,213 

68,120 

69..340 

1 

1 

1 

950-1,155 

13,860 

13,860 

4 

_ 

_ 

821-998 

- 

- 

1.7 

5 

5 

821-998 

55,737 

57,918 

03 

_ 

_ 

783-950 

— 

— 

0.2 

_ 

_ 

783-905 

- 

- 

1,2 

1 

1 

556-676 

7,608 

7,984 

1 

1 

1 

446-543 

6,104 

6,412 

0.8 

1 

1 

435-530 

5,810 

6,110 

1 

— 

- 

377-457 

— 

- 
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DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)       (Aulh.)        (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SAN   JOAQUIN    DISTRICT— Continued 

Office  o£  the  District  Engineer — 
Continued 

Engineering  Services  Section : 

Sr  land  &  water  use  analyst 

Sr  engineer 

Sr  engrng  geologist 

Assoc  engineer 

Assoc  engrng  geologist 

Engrng  associate 

Assoc  land  &  water  use  analyst 

Asst  civil  engineer 

Asst  engineer 

Asst  engrng  geologist 

Technician  II 

Asst  land  &  water  use  analyst 

Sr  delineator 

Technician  I 

Jr  land  &  water  use  analyst 

Delineator 

Engrng  aid  II 

Drafting  aid  II 

Steno  II   

Steno   I   

Right-of-Way  Section : 

Assoc  land  agent 

Asst  land  agent 

Steno  II 

Operations  Section: 

Supvng  engineer 

Sr  resources   economist 

Assoc  engineer 

Engrng  associate 

Assoc  resources  economist 

Asst  civil  engineer 

Asst  engineer 

Jr  civil  engineer 

Technician  II 

Asst  econ  analyst 

Steno  II  

San  Luis  Field  Division : 

Chief      

Sr  power  operatns  &  maint  engr 

Operations    superintendent    

Assoc  pwT  operatns  &  maint  engr 

Engrng  associate 

General  maint  snpt 

Elec  supvr 

Mech  supvr 

Chief  operator 

Technician   II   

Control  system  techn  II 

Elec-mech  testing  techn  II 

Administrative  officer  I 

Training  asst 

Sr  maint  foreman 

Electrician  foreman 

Mechanic    foreman    

Sr   operator    

Technician  I 

Maint   foreman   

Electrician      

Mechanic     

Operator     

Maint  mechanic     

Storekeeper  II  

Maint  man  III 

Storekeeper  I  

Engrng  aid  II 

Maint  man  II 

Jr  operator  

Skilled   laborer    

Sr  clerk-typist 

Groundsman     

Stock  clerk 

!Maint  man  I 

Clerk-typist  II 

Engrng  aid  I 

Clerk  II  

Account  clerk  II 

Janitor 

Clerk-typist    I    


SALARY  RANGE 

1 

1 

1 

1.155-1 ,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

16,860 

16,800 

0.8 

1 

1 

1,155-1,405 

15,916 

16,724 

1 

1 

1 

998-1.213 

13.310 

13.976 

1.2 

1 

1 

998-1,213 

14,556 

14,556 

9 

2 

2 

950-1.155 

27.720 

27.720 

2.9 

3 

3 

950-1,155 

40,246 

40,868 

1.9 

— 

— 

821-998 

— 

_ 

0.7 

2 

2 

821-998 

23,568 

23,952 

f> 

2 

9 

821-998 

23,157 

23,817 

7 

7 

7 

7S3-950 

79,485 

79,800 

2.1 

9 

9 

783-950 

22,800 

22,800 

1 

1 

1 

746-905 

10,482 

10,860 

4 

4 

4 

676-821 

35,165 

36.923 

1 

1 

1 

710-821 

8,808 

9,248 

1 

1 

1 

614-746 

8,9.52 

8,952 

3 

3 

3 

556-676 

23,230 

24.112 

1 

1 

1 

556-676 

8,112 

8,112 

1.2 

1 

1 

446-543 

6,516 

6,516 

0.8 

- 

- 

405-492 

- 

- 

1 

1 

1 

905-1,100 

12,326 

12,940 

1 

1 

1 

746-905 

10,872 

10.872 

0.7 

1 

1 

446-543 

5,490 

5,766 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

0.1 

— 

— 

1,155-1,405 

— 

— 

.0.H 

6 

6 

998-1,213 

85,338 

86,145 

O.S 

1 

1 

950-1,155 

11,400 

11,976 

o 

9 

9 

950-1,155 

26,540 

27,170 

0.7 

_ 

_ 

821-998 

— 

_ 

0.3 

4 

4 

821-998 

41,568 

43,047 

_ 

2 

2 

783-950 

17,904 

18,800 

1 

1 

1 

783-950 

11,400 

11,400 

1.9 

1 

1 

783-950 

10,864 

11,400 

1 

1 

1 

446-543 

5,835 

6,129 

1 

_ 

_ 

1,337-1,626 

_ 

_ 

1 

- 

- 

1,155-1,405 

— 

— 

0.9 

— 

— 

1,155-1,405 

— 

— 

0.5 

- 

- 

998-1,213 

— 

— 

1 

_ 

_ 

950-1,155 

— 

~ 

1 

_ 

_ 

950-1,155 

— 

— 

1 

— 

— 

950-1,155 

— 

— 

1 

_ 

_ 

950-1.155 

. 

_ 

OR 

_ 

_ 

950-1.155 

_ 

_ 

1  9 

_ 

_ 

783-950 

— 

— 

09 

_ 

_ 

783-950 

— 

— 

0? 

_ 

_ 

783-950 

— 

- 

1 

_ 

_ 

783-9.50 

— 

— 

1 

_ 

_ 

783-950 

— 

_ 

1 

_ 

_ 

783-950 

_ 

_ 

o 

_ 

_ 

863-950 

_ 

_ 

2 

_ 

_ 

863-950 

- 

- 

o 

_ 

_ 

86.3-950 

_ 

_ 

7.8 

_ 

_ 

676-821 

— 

- 

3 

_ 

_ 

676-821 

— 

_ 

4.6 

_ 

_ 

746-821 

— 

_ 

6 

_ 

_ 

746-821 

— 

— 

9.1 

_- 

— 

746-821 

— 

— 

0.7 

_ 

_ 

72.8-801 

— 

— 

0.6 

_ 

_ 

614-783 

_ 

_ 

4.H 

- 

- 

644-746 

— 

— 

0.4 

_ 

— 

530-676 

_ 

_ 

6.3 

_ 

_ 

.556-676 

_ 

— 

4.3 

— 

"_ 

614-676 

— 

_ 

R.7 

_ 

_ 

556-676 

— 

_ 

"> 

— 

_ 

584-644 

— 

— 

1.S 

_ 

_ 

492-599 

_ 

_ 

0.1 

_ 

_ 

50.5-584 

— 

— 

2.9 

_ 

_ 

480-584 

. 

_ 

7.1 

_ 

_ 

530-.584 

— 

— 

4.1 

_ 

_ 

41.5-530 

— 

. 

1.1 

_ 

_ 

435-530 

_ 

— 

1.8 

_ 

_ 

41.5-.505 

_ 

— 

0.8 

_ 

_ 

41.5-.505 

_ 

_ 

0.2 

_ 

_ 

41.5-505 

_ 

_ 

0.2 

— 

— 

377-457 

— 

— 
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DEPARTMENT   OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FJlled)      (Aulh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SAN  JOAQUIN  DISTRICT— Continued 

Office  of  the  District  Engineer- 
Continued 
San  Joaquin  Field  Division : 

Chief    

Maint  superintendent 

Operations  superintendent 

Assoc  engineer 

Assoc  pwr  opratns  &  maint  engr_ 

Engrng  associate 

General  maint  supt 

Blec  supvr   

Mech  supvr 

Chief  operator 

Technician  II 

Administrative  officer  I 

Sr  maint  foreman 

Technician  I 

Maint  foreman 

Electrician    

Mechanic 

Operator    

Maint  mechanic 

Maint  man   III 

Storekeeper  I  

Engrng  aid  II 

Maint  man  II 

Jr  operator  

Lead   groundsman 

Maint  man   I 

Laborer 

Steno  II  

Clerk-typist  II  

Engrng  aid  I 

Clerk   II    

Temporary  help 

Consultant    

Totals,  Authorized  Positions  — 


SOUTHERN    DISTRICT 

Office  of  the  District  Engineer : 

Asst  division  engineer 

District    director    II    

Sr   attorney   

Assoc  attorney 

Sr   steno   

Sr    clerk-typist    

Legal   steno    

Steno  II  

Clerk-typist  II 

Information  Office : 

Information   officer  I 

Steno   II   

Program  Control  Office : 

Supvng   engineer   

Assoc  engineer 

Asst  civil  engineer 

Asst    engineer    

Sr  clerk-typist 

Clerk-typist   II 

Administrative  Branch : 

Administrative   officer   IV 

Training    asst    

Sr    clerk-typist    

Clerk-typist  II 

Clerk   II    

Personnel  and  Fiscal  Sections : 

Administrative  officer  II 

Accountant  I   

Supvng  clerk   I 

Sr    clerk    

Sr  clerk-typist 

Sr  account  clerk 

Accounting   technician 

Clerk-typist  II 

Clerk   II   

Account  clerk  II 

Clerk-typist    I    


SALARY  RANGE 

1 

_ 

_ 

1,337-1,626 

- 

_ 

0.7 

— 

— 

1,155-1,405 

— 

— 

0.9 

- 

_ 

1,155-1,405 

_ 

- 

0.8 

- 

- 

998-1,213 

— 

- 

0.5 

- 

- 

998-1,213 

— 

- 

0.8 

_ 

— 

950-1,155 

— 

— 

0.8 

- 

— 

950-1,155 

- 

- 

0.4 

— 

— 

950-1,155 

— 

— 

0.3 

- 

- 

950-1,155 

- 

- 

0.5 

- 

- 

950-1,155 

- 

— 

1.3 

— 

— 

783-950 

_ 

_ 

0.8 

_ 

- 

783-950 

_ 

_ 

0.4 

- 

- 

783-950 

_ 

- 

1 

- 

- 

676-821 

_ 

- 

0.4 

- 

- 

676-821 

- 

- 

0.8 

— 

— 

746-821 

_ 

_ 

0.5 

_ 

- 

746-821 

_ 

- 

2.8 

_ 

- 

746-821 

— 

_ 

0.7 

_ 

_ 

728-801 

- 

— 

2 

- 

- 

644-746 

— 

— 

0.8 

_ 

_ 

530-676 

_ 

— 

0.4 

_ 

- 

556-676 

- 

- 

2.6 

_ 

_ 

614-676 

- 

- 

1 

_ 

- 

556-676 

- 

- 

0.6 

_ 

— 

530-644 

— 

- 

1 

- 

- 

530-584 

— 

- 

0.2 

- 

- 

505-556 

- 

— 

0.7 

- 

— 

446-543 

— 

- 

1.1 

_ 

— 

415-530 

— 

— 

0.4 

- 

- 

435-530 

- 

- 

0.4 

- 

- 

415-505 

- 

- 

14.2 

2 

2 

(113,242) 
$2,248,908 

16,645 

16,645 

- 

1 

1 

9,720 
$1,174,295 

9,720 

244 

107 

107 

$1,196,222 

0.4 

1 

1 

$1,708-2.076 

$24,912 

$24,912 

0.6 

_ 

_ 

1,708-2.076 

— 

— 

0.3 

1 

1 

1,337-1,626 

17,919 

18,810 

0.8 

_ 

_ 

1,213-1,475 

— 

— 

1 

2 

2 

505-614 

13,104 

13,399 

0.2 

_ 

492-599 

_ 

- 

0.7 

1 

1 

469-571 

6,104 

6,412 

0.3 

_ 

_ 

446-543 

_ 

— 

1 

2 

2 

415-530 

11,040 

11,280 

1 

1 

1 

905-1.100 

11,832 

12,426 

1 

1 

1 

446-543 

6,516 

6,516 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

0.4 

1 

1 

998-1,213 

11,976 

12,576 

0.7 

_ 

_ 

821-998 

— 

— 

0.3 

1 

1 

821-998 

11,976 

11,976 

0.3 

_ 

492-599 

— 

— 

0.4 

- 

- 

415-505 

- 

- 

0.8 

1 

1 

1,15.5-1,405 

13,860 

14,556 

0.8 

1 

1 

783-950 

9,396 

9,852 

1 

1 

1 

492-599 

7,188 

7,188 

0.4 

415--530 

- 

- 

0.2 

- 

- 

415-505 

- 

- 

1 

1 

1 

950-1,155 

12,026 

12,628 

1 

1 

584-710 

7,008 

7,358 

1 

1 

1 

471-692 

7,996 

8,124 

1.4 

3 

3 

492-599 

18,528 

19,104 

0.7 

1 

1 

492-599 

6,8.52 

7,020 

1 

1 

1 

492-599 

6,360 

6,684 

0.9 

1 

1 

492-599 

6,490 

6,824 

6.1 

6 

6 

41.5-530 

33,625 

35,027 

2.2 

4 

4 

415-505 

21,634 

22,409 

1.7 

2 

2 

41.5-505 

10,676 

11,212 

0.1 

377-457 

- 

- 

RESOURCES 
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DEPARTMENT   OF   WATER  RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIedl      (Aulh.)      (iulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SOUTHERN    DISTRICT— Continued 

Office  of  the  District  Engineer — 
Continued 
Administrative  Branch — Continued 
Office  Service  Section : 

Business  service  officer  II 1 

Business  service  officer  I 0.9 

Business  service  asst 0.1 

Supvng  file  clerk  I 0.4 

Storekeeper  I 0.9 

Propert.v  clerk  I 1 

Dispatcher    0.7 

Sr   steno 0.7 

Sr  clerk 1.2 

Sr  clerk-typist 1.3 

Sr  file  clerk 0.6 

Blueprinter     1.8 

Steno  II 2.5 

Clerk-typist  II 7.2 

Clerk   II   14.1 

Account  clerk  II 0.7 

Clerk  I   

Machine  Computations  Section  : 

Applied  science  programmer  III  0.4 

Supvr,  EDP 0.6 

Applied  science  programmer  II  0.9 

Sr   computer   operator 0.5 

Applied   science   programmer  I  0.3 

Programmer  I 2.2 

Computer  operator 1.2 

Sr  tab  mach  operator 0.7 

DP  asst 0.3 

Key  punch   supvr  I 1 

Clerk-typist    II    0.4 

Key  punch  operator 2.9 

Planning  Branch  : 

Principal    engineer    0.2 

Supvng  engineer 0.8 

Assoc  engineer 0.7 

Research  writer 1 

Asst  civil  engineer 0.3 

Sr  steno 0.4 

Steno  II 1.3 

Water  Resources  Implementation 
Section : 

Supvng   engineer 0.2 

Sr  engineer 1.5 

Assoc  engineer 2.9 

Engrng  associate 2.3 

Assoc  land  &  water  use  analyst  0.7 

Asst  civil  engineer 3.6 

Asst  engineer 3.5 

Technician    II    1.7 

A.sst  land  &  water  use  analyst  0.7 

Asst  econ  analyst 0.7 

Sr   delineator 1 

.Tr  civil  engineer 3.1 

Technician   I   0.7 

Jr  land  &  water  use  analyst 1.1 

Delineator    4.9 

Varitvpist 0.4 

Steno  II 1.8 

Clerk-typist  II 

Engrng  aid  I 0.4 

Clerk  II   0.6 

Water  Resources  Evaluation  Sec- 
tion : 

Supvng  engineer 0.5 

Sr    engineer   2.1 

Sr  engrng   geologist 0.7 

Assoc  engineer 0.8 

Assoc  geochemist 1.8 

Assoc  engrng  geologist 2.3 

Assoc  land  &  water  use  analyst  0.3 

Research    writer   0.8 

Asst  civil  engineer 3.8 

Asst  engineer 2.7 

Asst  engrng  geologist 4.1 

Technician    II    1.3 

Asst  land  &  water  use  analyst  0.3 


SALAHY  HANGE 


1 

1 

86.3-1,048 

12,576 

12,576 

1 

1 

783-9.50 

9,814 

10,314 

_ 

_ 

644-783 

_ 

_ 

_ 

_ 

571-692 

_ 

_ 

1 

1 

530-676 

7,578 

7,728 

1 

1 

530-644 

6,700 

7,038 

1 

1 

530-644 

7,248 

7,608 

1 

1 

505-614 

7,368 

7,368 

9. 

2 

492-599 

13.092 

13,392 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

7,188 

7.188 

2 

2 

457-556 

12,452 

12.882 

3 

3 

446-543 

17,496 

18,048 

11 

11 

415-530 

61,093 

62.922 

15 

15 

41.5-505 

84,788 

87,090 

_ 

_ 

415-505 

— 

_ 

1 

1 

359^35 

4,308 

4,523 

_ 

_ 

950-1,155 

_ 

_ 

1 

1 

950-1,155 

12,326 

12.940 

1 

1 

783-950 

9.814 

10.314 

1 

1 

644-783 

7,920 

8,316 

_ 

_ 

676-783 

_ 

_ 

3 

3 

676-783 

24,744 

25,992 

1 

1 

556-676 

7,638 

8,016 

1 

1 

530-644 

7,608 

7,728 

_ 

_ 

556-614 

_ 

_ 

1 

1 

492-599 

6.908 

7,188 

1 

1 

415-530 

5,100 

5,352 

3 

3 

425-517 

17,639 

18,013 

_ 

_ 

1.548-1,882 

_ 

_ 

1 

1 

1,337-1,626 

19,512 

19,.512 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

905-1,100 

13,200 

13,200 

_ 

_ 

821-998 

_ 

_ 

_ 

_ 

505-614 

— 

_ 

2 

2 

446-543 

12,798 

13,032 

1,155-1,405 

2 

2 

1,155-1,405 

30,708 

31,401 

5 

5 

998-1.213 

71,751 

72,490 

2 

2 

950-1,155 

26,644 

27,280 

_ 

_ 

950-1,155 

— 

_ 

_ 

_ 

821-998 

_ 

_ 

11 

11 

821-998 

127,894 

129.454 

1 

1 

783-950 

10,566 

11,085 

_ 

_ 

783-950 

_ 

_ 

-, 

_ 

783-950 

_ 

_ 

1 

1 

746-905 

9,978 

10.482 

783-905 

- 

- 

3 

3 

676-821 

24,336 

25,554 

_ 

_ 

710-821 

— 

— 

4 

4 

614-746 

35,808 

35,808 

1 

1 

492-599 

6.824 

7,160 

1 

1 

446-543 

6,516 

6,516 

1 

1 

415-530 

5,100 

5.352 

1 

1 

435-530 

6,360 

6.360 

1 

1 

415-505 

5,100 

5,352 

1 

1 

1,337-1,626 

19,512 

19,512 

3 

3 

1,15.5-1,405 

48,244 

49,832 

_ 

1.155-1.405 

— 

— 

3 

3 

998-1,213 

36.788 

38.627 

3 

3 

998-1.213 

39.524 

40.773 

1 

1 

998-1,213 

13.976 

14,556 

1 

1 

950-1,155 

13,640 

13.860 

2 

2 

90.5-1,100 

22,848 

23,991 

o 

o 

821-998 

19,704 

20,712 

6 

6 

821-998 

70,164 

71.280 

_ 

821-998 

— 

_ 

9. 

o 

783-950 

22,530 

22.800 

1 

1 

783-950 

10,188 

10,692 

640 


EESOUKCBB 


DEPARTMENT  OF  WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SOUTHERN  DISTRICT— Continued 

Office  of  the  District  Engineer — 
Continued 
Planning  Branch — Continued 
Water  Resources  Evaluation  Sec- 
tion : 

Asst  econ  analyst - 

Asst  chemist   2.6 

Jr  civil  engineer 1.3 

Technician   I   2.5 

Jr   chemist   — 

Jr  land  &  water  use  analyst 0.7 

Engrng  aid  II 2.6 

Sr  clerk-typist 1 

Steno   II   1 

Planning  Investigations  Section : 

Supvng  engineer 0.7 

Sr  engineer 1.2 

Sr  engrng  geologist 1.3 

Assoc  engineer 4.7 

Assoc  engrng  geologist 2.7 

Engrng  associate 1 

Assoc  resources  economist 1 

Research  writer 0.7 

Asst  civil  engineer 5 

Asst  engineer 1.7 

Asst  engrng  geologist 5.8 

Jr  civil  engineer 3.6 

Jr  engrng  geologist 1.3 

Technician  I 1 

Geologic  aid - 

Steno  II 2.5 

Design  and  Construction  Branch  : 

Principal  engineer 1 

Engrng  associate 0.8 

Constrn  supvr  I 1 

Asst  civil  engineer 0.9 

A.sst  eugineer 0.3 

Technician    II    1.4 

Jr  civil  engineer 0.9 

Drafting  aid  II 0.5 

Sr   steno    1 

Clerli-typist  II 1.3 

Engrng  aid  I 1.9 

East  Branch  and  General  Design 
Section  : 

Supvng   engineer   1 

Sr  engineer 4.7 

Sr  meeh   engineer 1 

Sr   elec   engineer 1 

Assoc    engineer    15.3 

Assoc  mech  engineer 4 

Assoc  elec  engineer 2 

Engrng  associate 6.4 

Asst  civil  engineer 17.3 

Asst  engineer 9.7 

Asst  meeh  engineer 4.8 

Asst  elec  engineer 4.6 

Structural  draftsman  II 1 

Jr  civil  engineer 5.7 

Jr  mech  engineer 1 

Jr  elec  engineer 1.8 

Technician  I 0.8 

Delineator 3.1 

Engrng  aid  II 1.6 

Jr  drafting   aid 0.6 

Blueprinter 0.2 

Steno  II 1.7 

Clerk-typist  II 1.1 

Tehachapi  and  West  Branch  Des 
Section : 

Supvng   engineer 1 

Sr  eugineer 2 

Assoc  engineer 3.8 

Engrng  associate 3 

Asst  civil  engineer 10.7 

Asst  engineer .5.3 

Technician  II    1.3 

Steno  II 1 

Clerk-typist  II    1 


SALARY  RANGE 

1 

1 

783-950 

9,396 

9,852 

2 

2 

783-950 

22,587 

22,812 

2 

2 

783-905 

19,210 

20,166 

3 

3 

676-821 

25,158 

26,416 

1 

1 

644^746 

7,740 

8,127 

2 

710-821 

17,292 

18,163 

4 

4 

556-676 

28,604 

29,628 

1 

1 

492-599 

6,712 

7,048 

1 

1 

446-543 

5,490 

5,766 

_ 

_ 

1,337-1,626 

_ 

_ 

1 

1 

1,155-1,405 

16,384 

16,860 

2 

2 

1,155-1,405 

33,720 

33,720 

3 

3 

998-1,213 

42,914 

43,668 

4 

4 

998-1,213 

54,657 

56,664 

1 

1 

950-1,155 

12,426 

13,044 

1 

1 

950-1,155 

13,420 

13,860 

1 

1 

905-1,100 

10,860 

11,400 

_ 

— 

821-998 

_ 

4 

4 

821-998 

46,980 

47,533 

8 

8 

821-998 

93,300 

95,232 

2 

2 

783-905 

19,134 

20,082 

2 

2 

78.S-905 

19,248 

20.208 

1 

1 

676-821 

9,063 

9,510 

1 

1 

556-676 

6,840 

7,188 

2 

2 

446-543 

11,798 

12,282 

1 

1 

1,548-1,882 

22,584 

22,584 

1 

1 

950-1,155 

12,426 

13,044 

1 

1 

950-1,155 

13,860 

13,860 

— 

— 

821-998 

— 

— 

1 

1 

821-998 

9,852 

10,356 

2 

2 

783-950 

22,800 

22,800 

1 

1 

783-905 

10,608 

10,860 

1 

1 

556-676 

6,840 

7,188 

1 

1 

505-614 

7,368 

7,368 

*> 

2 

41.5-530 

11,422 

11,997 

1 

1 

435-530 

6,360 

6,360 

1 

1 

1,337-1,626 

19,512 

19,512 

5 

5 

1,15.5-1,405 

82,940 

84,300 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,155-1,405 

16,860 

16,860 

13 

13 

998-1,213 

179,251 

185,489 

4 

4 

998-1,213 

57,308 

57,992 

2 

2 

998-1,213 

28,474 

29,112 

6 

6 

950-1,155 

82,335 

82,500 

_ 

_ 

821-998 

_ 

_ 

24 

24 

821-998 

273,666 

281,940 

3 

3 

821-998 

35,448 

35,928 

4 

4 

821-998 

45,883 

45,739 

1 

1 

746-905 

9,814 

10,314 

1 

1 

783-905 

9,825 

10,316 

_ 

_ 

783-905 

_ 

_ 

1 

1 

783-905 

10,872 

10,872 

1 

1 

676-821 

8,520 

8.520 

2 

2 

614^746 

16,872 

17,381 

1 

1 

556-676 

7,488 

7,856 

I 

1 

505-614 

7,368 

7,368 

_ 

_ 

50.5-614 

_ 

_ 

1 

1 

446-543 

5,639 

5,921 

1 

1 

415-530 

5,190 

5,450 

1 

1 

1,337-1,626 

19,356 

19,512 

2 

2 

1,1.55-1,405 

33,176 

33,720 

4 

4 

99,8-1,213 

54,697 

56,890 

3 

3 

950-1,155 

39,205 

40.755 

1 

1 

821-998 

9,8.52 

10,356 

15 

15 

821-998 

173,526 

177,777 

2 

2 

783-950 

22,092 

22,620 

1 

1 

446-543 

6,256 

6,516 

1 

1 

415-530 

5,668 

5,960 

RESOURCES 
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DEPARTMENT  OF  WATER  RESOURCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllld)      (Aolh.)      (»ulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SOUTHERN  DISTRICT— Continued 

Office  of  the  District  Engineer — 
Continued 
Design  and  Construction  Branch — 
Continued 
Project  Geology  Section : 

Supvng  engrng  geologist 1 

Sr  engrng  geologist 1.9 

Assoc  eugrng   geologist 10.4 

Engrng  associate 0.8 

Asst  civil   engineer 0.2 

Asst  engrng  geologist 23.4 

Jr  engrng  geologist 3.1 

Technician  I    2.4 

Delineator    1.6 

Engrng  aid  II 0.2 

Drafting  aid  II 0.4 

Geologic  aid 0.5 

Skilled  laborer 1 

Sr  clerk 1 

Dispatcher-clerk    1 

Engrng  aid  I 0.9 

Engineering  Services  Section : 

Supvng  engineer 1 

Sr  engineer    2.7 

A.SSOC  engineer 3 

Assoc  specification  writer 3 

Supvng   land   surveyor 2 

Engrng  associate 4 

Land  surveyor 2.8 

Asst  civil  engineer 6.7 

Asst  engineer 3.2 

Technician  II    18.6 

Sr  delineator 2 

Jr  civil  engineer   1 

Asst  land  agent 1.8 

Asst  title  officer 2.6 

Technician  I    13.4 

Instrument  man 4 

Delineator    5.8 

Engrng  aid  II 13.5 

Drafting  aid  II 0.9 

Sr  steno    1 

Jr  drafting  aid 0.4 

Dispatcher-clerk    1 

Steno  II 1 

Clerk-typist  II 5.6 

Engrng  aid  I 4.1 

Drafting  aid  I 0.7 

Clerk  II    1.3 

Property  Acquisition  Section : 

Sr  land  agent 1 

Assoc  land  agent 3.9 

Asst  land  agent 11.5 

Tax  representative 0.1 

Building  maint  man 0.3 

Sr  steno    1 

Steno  II 1.8 

Clerk-typist  II 2 

Tehaehapi     West     Branch     Project 
Office: 

Principal  constrn  engineer 1 

Constrn  mgt  engineer 1 

Constrn  supvr  III 5.4 

Sr   engineer   1 

Constrn  supvr  II 7 

Constrn  mgt  supvr 4 

Elec  constrn  supvr  I 0.6 

Assoc  engineer 5.4 

Engrng  associate 3.3 

Constrn  supvr  I 25.6 

Constrn  office  manager 1 

Land  surveyor 1.3 

Asst  civil  engineer 8 

Asst  engrng  specialist 0.2 

Asst  engineer 6.8 

Elec  constrn  inspector  — 

Technician   II   28.2 

Constrn  inspector 54.6 

Sr  delineator 0.6 


SALARY  RANGE 


1 

1 

1,337-1,626 

19,512 

19,512 

2 

2 

1,155-1,405 

32,092 

38,652 

11 

11 

998-1,213 

154,379 

157,491 

-. 

<m 

950-1,155 

_ 

_ 

- 

- 

821-998 

_ 

_ 

21 

21 

821-998 

243,546 

249,551 

3 

3 

783-905 

31,110 

32,076 

— 

— 

676-821 

_ 

_ 

1 

1 

614-746 

8,844 

8,952 

_ 

_ 

556-676 

_ 

1 

1 

556-676 

7,573 

7,952 

- 

- 

556-676 

_ 

— 

584-644 

_ 

_ 

1 

1 

492-599 

7,188 

7,188 

1 

1 

492-599 

6,852 

7,188 

- 

- 

435-530 

- 

- 

1 

1 

1,337-1,626 

19,512 

19,512 

2 

2 

1,155-1,405 

32,200 

32,200 

4 

4 

998-1,213 

52,606 

55,237 

3 

3 

998-1,213 

42,422 

43,088 

2 

2 

950-1,155 

27,720 

27,720 

4 

4 

950-1,155 

54,520 

55,165 

2 

2 

90.5-1,048 

24,468 

25,063 

— 

_ 

821-998 

— 

— 

9 

9 

821-998 

105,084 

106,938 

18 

18 

783-950 

193,922 

198,437 

2 

2 

746-905 

21,342 

21,720 

1 

1 

783-905 

9,738 

10,230 

2 

2 

746-905 

20,145 

20,598 

2 

2 

710-863 

20,157 

20,621 

11 

11 

676-821 

101,138 

104,144 

4 

4 

644-746 

34,876 

35,736 

4 

4 

614-746 

33,408 

34,744 

13 

13 

556-676 

96,518 

100,800 

2 

2 

556-676 

14,195 

14.905 

1 

1 

505-614 

7,368 

7,368 

_ 

_ 

505-614 

_ 

_ 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

4 

4 

415-530 

22,200 

22,912 

3 

3 

435-530 

16,329 

16,884 

1 

1 

435-530 

6,360 

6,360 

2 

2 

415-505 

11,040 

11,040 

1 

1 

1,100-1,337 

16,044 

16,044 

5 

5 

905-1,100 

62,836 

63,992 

16 

16 

746-905 

158,070 

164,252 

_ 

_ 

644^783 

_ 

— 

_ 

„ 

584-644 

_ 

- 

1 

1 

505-614 

7,098 

7,368 

3 

3 

446-543 

17,206 

18,067 

2 

2 

415-530 

11,175 

11,745 

1 

1 

1,548-1,882 

22,495 

22,584 

1 

1 

1.337-1,626 

17,000 

17,846 

S 

8 

1,273-1,548 

139,423 

142,523 

1 

1 

1,155-1,405 

16,848 

16,848 

9 

9 

1,100-1,337 

140,226 

142,688 

4 

4 

1,100-1,337 

61,438 

63,108 

1 

1 

950-1,273 

13,148 

13,805 

6 

6 

998-1,213 

85,498 

86,987 

4 

4 

950-1.155 

54,245 

55,165 

29 

29 

950-1,155 

372,954 

385,682 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

905-1,048 

12,576 

12,576 

821-998 

— 

— 

821-998 

— 

— 

22 

22 

821-998 

251,818 

257,633 

1 

1 

783-950 

9,396 

9,866 

28 

28 

783-950 

302,360 

311,669 

17 

17 

783-950 

176,629 

183,748 

1 

1 

746-905 

10,860 

10,860 

21—4316  SW 
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DEPARTMENT  OF  WATER  RESOURCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


SOUTHERN  DISTRICT— Continued 

OfBce  of  the  District  Engineer — 
Continued 
Tehachapi   West   Branch   Project 
Office — Continued 

Jr  civil  engineer 12.9 

Technician  I   19.2 

Storekeeper  II 0.8 

Instrumentman    5.1 

Delineator    0.5 

Photographer   1 

Supvng  clerk  I 1 

Storekeeper  I 0.2 

Engrng  aid  II 30.4 

Building  maint  man 0.7 

Maint  man  I - 

Stock  clerk 0.2 

Laborer 7.3 

Steno  II 2.5 

Clerk-typist  II 11.8 

Engrng  aid  I 9.3 

Clerk  II   3.4 

Clerk-typist  I 0.1 

Clerk  I   0.2 

Mojave  Division  Project  Office : 

Principal  constrn  engineer 0.6 

Constrn  mgt  engineer 1 

Constrn  supvr  III 1.8 

Sr   engineer   2.1 

Constrn  supvr  II 2.1 

Elec  constrn  supvr  II - 

Mech  constrn  supvr  II - 

Constrn  mgt  supvr 0.5 

Assoc  engineer — 

Mech  constrn  supvr  I - 

Elec  constrn  supvr  I 0.1 

Supvng  land  surveyor 1 

Engrng  associate 2.5 

Assoc  cost  estimator 0.3 

Mat'ls  &  research  engrng  assoc  —  0.3 

Constrn  supvr  I 5.5 

Constrn  office  manager 1 

Elec  constrn  inspector - 

Mech  constrn  inspector - 

Asst  civil  engineer 0.2 

Asst  engineer 0.6 

Technician  II    14.4 

Constrn  inspector   12.7 

Business  service  officer  I 0.9 

Jr  civil  engineer 1.4 

Technician  I 5.5 

Instrumentman    1.7 

Photographer    0.5 

Storekeeper  I 0.7 

Engrng  aid  II 13.2 

Drafting  aid  II 0.5 

Stock  clerk 0.2 

Blueprinter 1 

Sr  steno - 

Laborer   2.5 

Dispatcher-clerk - 

Sr  clerk-typist - 

Steno  II   1-2 

Clerk-typist  II 7.8 

Engrng  aid  I 7.1 

Drafting  aid  I 0.1 

Janitor 0.9 

Santa  Ana  Division  Project  Office : 

Principal  constrn  engr — 

Supvng  constrn  engr — 

Supvng  elec  constrn  engr - 

Constrn  mgt  engr - 

Constrn  supvr  III 0.4 

Constrn  supvr  II 1.8 

Constrn  mgt  supvr - 

Engrng  associate 0.8 

Constrn  supvr  I 2.8 

Asst  civil  engineer 0.5 

Asst  engineer 0.4 

Technician  II 6.4 


SALARY  RANGE 


6 

6 

783-905 

58,099 

61,006 

22 

22 

676-821 

197,807 

205,148 

1 

1 

614-783 

8,452 

8,880 

6 

6 

644-746 

50,216 

52,296 

1 

1 

614-746 

8,664 

8,952 

1 

1 

599-728 

7,984 

8,376 

1 

1 

571-692 

8,112 

8,304 

— 

— 

430-644 

— 

_ 

86 

36 

556-676 

265,575 

276.655 

1 

1 

584-644 

7,728 

7,728 

1 

1 

530-584 

6,360 

6,678 

2 

9 

480-584 

11,870 

12,470 

9 

9 

505-556 

57,496 

60,034 

3 

3 

446-543 

18,434 

19,033 

13 

13 

415-530 

70,652 

73,863 

11 

11 

435-530 

60,816 

63.831 

3 

3 

415-505 

16,137 

16,947 

— 

— 

377-457 

— 

_ 

1 

1 

359-435 

4,416 

4,632 

1 

1 

1,548-1,882 

22,228 

22,584 

1 

1 

1,337-1,626 

16,520 

17,350 

3 

3 

1,273-1,548 

54,432 

55,290 

4 

4 

1,155-1,405 

67,032 

67,440 

9 

9 

1,100-1,337 

126,768 

131,304 

1 

1 

1,100-1,337 

13,200 

13,860 

1 

1 

1,100-1,337 

13,200 

13,860 

1 

1 

1,100-1,337 

16,044 

16,044 

2 

2 

998-1,213 

23,952 

25,150 

2 

2 

950-1,155 

22,800 

23,940 

2 

2 

950-1,155 

22,800 

23,940 

1 

1 

950-1,155 

13,860 

13,860 

5 

5 

950-1,155 

61,052 

63,412 

- 

- 

950-1,155 

- 

_ 

1 

1 

950-1,155 

13,475 

13,860 

9 

9 

950-1,155 

116,816 

119,896 

1 

1 

950-1,155 

13,860 

13,860 

2 

2 

783-950 

18,792 

19,732 

1 

1 

783-950 

9,396 

9,866 

— 

— 

821-998 

— 

— 

2 

2 

821-998 

23,016 

23,568 

28 

28 

783-950 

289,301 

298,421 

25 

25 

783-950 

248,250 

260,100 

1 

1 

783-950 

11,400 

11,400 

3 

3 

783-905 

26,856 

28,200 

18 

18 

676-821 

152,630 

160,017 

2 

2 

644-746 

17,832 

17,904 

1 

1 

599-728 

7,362 

7,728 

1 

1 

530-676 

7,008 

7,368 

29 

29 

556-676 

205,823 

215,193 

1 

1 

556-676 

6,840 

7,188 

1 

1 

480-584 

6,728 

7,008 

1 

1 

457-556 

6,060 

6.360 

1 

1 

505-614 

5,904 

6,199 

3 

3 

505-556 

19,554 

19.860 

1 

1 

492-599 

5,760 

6,048 

1 

1 

492-599 

5,760 

6,048 

2 

2 

446-543 

11,519 

12,100 

10 

10 

415-530 

56,865 

58,348 

16 

16 

435-530 

86,917 

91,267 

- 

- 

435-530 

- 

1 

1 

415-505 

5,484 

5,484 

1 

1 

1,548-1,882 

18,588 

19,517 

1 

1 

1,337-1,626 

16.044 

16,846 

1 

1 

1,337-1,626 

16.044 

16.846 

1 

1 

1,337-1,626 

16,044 

16,846 

4 

4 

1,273-1,548 

64,452 

66,744 

5 

5 

1,100-1,337 

71.124 

73.680 

3 

3 

1,100-1,337 

39,600 

41,580 

3 

3 

950-1,155 

36,660 

37,800 

15 

15 

950-1,155 

179,160 

187,425 

1 

1 

821-998 

9,864 

10,357 

1 

1 

821-998 

11,688 

11,976 

19 

19 

783-950 

187,893 

195,296 
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DEPARTMENT  OF   WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllltd)      (Aoth.)      (Aulb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


SOUTHERN  DISTRICT— Continued 

Office  of  the  District  Engineer — 
Continued 
Santa  Ana  Division  Project  Ofice — 
Continued 

Constrn  inspector 

Jr  civil  engineer 

Business  service  officer  I 

Technician   I    

Instrumentman    

EngrnR  aid  II 

Property  clerk  I 

Sr  clerk-typist 

Clerk-typist  II 

Engrng  aid  I 

Operations  Branch : 

Supvng  engineer 

Asst  engineer 

Steno  II   

Clerk-typist  II 

Steno  I   

Operations  and  Maintenance 
Section : 

Chief  of  zone  opers  &  maint 

Sr  engineer 

Sr  power  opers  &  maint  engr  _ 

Assoc  engineer 

Assoc  power  opers  &  maint  engr 

Engrng  associate 

Elec  supvr  

Mech  supvr    

Chief  operator 

Asst  civil  engineer 

Asst  engineer 

Asst  mech  engineer 

Asst  elec  engineer 

Technician  II    

Jr  civil  engineer 

Maint  foreman    

Technician  I    

Maint  man  III 

Maint  man  II 

Engrng  aid  II 

Maint  man  I 

Clerk-typist  II 

Water  Control  Mgt  Section: 

Sr  engineer    

Assoc  engineer    

Engrng  associate 

Assoc  resources  economist 

Asst  civil  engineer 

Asst  engineer 

Technician  II    

Jr  civil  engineer 

Technician  I    

Engrng  aid  II 

Steno  II 

Clerk  II 

Temporary  help 

Consultant    

Totals,  Authorized  Positions 


STAFF  AND  SERVICES 
MANAGEMENT2 

Office  of  the  Assistant  Chief  Engineer : 

Division   engineer   1 

Engrng  associate 1 

Sr  steno 1 

Office  Services : 

Sr  steno   1 

Steno  II 1 

Clerk-typist  II 1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

2.8 

22 

22 

783-950 

210,749 

221,291 

0.3 

2 

2 

783-905 

18,588 

19,517 

- 

1 

1 

783-950 

9,396 

9,852 

2.5 

23 

23 

676-821 

190,812 

199,374 

1.3 

2 

2 

644-746 

16,836 

17,688 

2.5 

18 

18 

556-676 

122,113 

128,044 

- 

1 

1 

530-644 

6,360 

6,678 

- 

2 

2 

492-599 

11,520 

12,006 

0.2 

4 

4 

415-530 

19,920 

20,667 

2.2 

15 

15 

435-530 

78,939 

82,892 

0.8 

1 

1 

1,337-1,626 

16,044 

36,860 

0.1 

1 

1 

821-998 

11,085 

11,640 

- 

1 

1 

446-543 

5,490 

5,766 

1 

1 

1 

415-530 

6,360 

6,360 

0.4 

— 

— 

405-492 

— 

— 

_ 

1 

1 

1,337-1,626 

16,044 

16,846 

2 

3 

3 

1,155-1,405 

47,556 

48,248 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1.8 

2 

2 

998-1,213 

29,112 

29,112 

1 

1 

1 

998-1,213 

12,628 

13,255 

0.7 

1 

1 

950-1,155 

13,860 

13,860 

- 

2 

2 

950-1,155 

22,800 

23,940 

— 

2 

2 

950-1,155 

22,800 

23,940 

- 

2 

2 

950-1,155 

22,800 

23,940 

1.8 

2 

2 

821-998 

19,704 

20,712 

0.6 

1 

1 

821-998 

11,976 

11,976 

0.4 

_ 

_ 

821-998 

_ 

_ 

2 

2 

2 

821-998 

22,971 

23,520 

2 

2 

2 

783-950 

22,800 

22,800 

1 

1 

1 

783-905 

10,146 

10,650 

_ 

1 

1 

676-821 

8,112 

8,518 

3.5 

4 

4 

676-821 

37,452 

38,648 

1 

2 

2 

644-746 

16,260 

16,647 

_ 

1 

1 

614-676 

7,356 

7,724 

2.4 

2 

2 

556-676 

15,468 

15,836 

1 

1 

1 

530-584 

7,008 

7,008 

0.9 

1 

1 

415-530 

5,242 

5,507 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

998-1,213 

14,556 

14,556 

0.9 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

950-1,155 

13,860 

13,860 

1.1 

1 

1 

821-998 

9,852 

10,356 

0.3 

1 

1 

821-998 

11,130 

11,688 

1.3 

2 

2 

783-950 

21,162 

21,756 

1 

1 

1 

783-905 

9,662 

10,146 

2.6 

2 

2 

676-821 

18,915 

19,362 

1.9 

2 

2 

556-676 

15,904 

16,224 

0.6 

1 

1 

446-543 

5,789 

6,079 

1 

1 

1 

415-505 

6,060 

6,060 

93.2 

111 

111 

(612,483) 

745,633 

745,633 

0.9 

0.9 

(400) 
$9,331,070 

8,650 
$12,211,197 

8,650 

999.8 

1,248.9 

1,248.9 

$12,568,509 

$1,793-2,140 

950-1,155 

505-614 

505-614 
446-543 
415-530 
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RESOtlKCES 


DEPARTMENT  OF  WATER  RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aolh.)      (*olh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
88 
84 
85 
86 


STAFF  AND  SERVICES 

MANAGEMENT— Continued 

Office  of  the  Assistant  Chief  Engineer 
— Continued 

Western  States  Water  Planning : 

Principal  engineer 1 

Supvng  engineer 1 

Assoc  engineer 1 

Sr  steno 1 

Sr    clerk-typist 1 

General  Staff : 

Principal   engineer   1 

Chief  engrng  geologist 1 

Supvng  engineer   2 

Staff  chemical  engineer 0.7 

Staff    seismology    specialist    1 

Supvng  engrng  geologist 1 

Supervisor    1 

Supvng  resources  economist 1 

Recreation  &  wildlife  advisor 1 

Sr  land  &  water  use  analyst 1 

Sr  engineer 5 

Sr  engrng  geologist 1 

Sr  resources  economist 1 

Meteorologist  III 1 

Sr  water  quality  biologist 1 

Assoc  chemical  engineer 1 

Assoc  resources  economist 1.2 

Sr  steno 1 

Steno  II 5 

Water  Contracts  Coordination : 

Supvng   engineer 1 

Sr  steno 1 

Project  Analysis : 

Sr   engineer   1 

Sr  resources  economist 1 

Assoc  engineer 4 

Research  writer 1 

Asst  civil  engineer 3.3 

Asst  engineer 1.5 

Technician  II 1 

Clerk-typist  II 1 

Water  Contracts  : 

Sr  engineer 1 

Assoc  engineer 1 

Engrng  associate 1 

Asst  civil  engineer 0.7 

Asst  engineer 0.3 

Clerk-typist  II 1 

Technical  Support : 

Principal  engineer 1 

Sr  clerk-typist 1 

Reports  Administration : 

Supervisor 1 

Research  writer 2 

Clerk-typist  II 1 

Advanced  Techniques : 

Assoc  engineer 1.9 

Assoc  resources  economist 1 

Asst  engineer 0.2 

Earthquake  Engineering: 

Sr  engrng  geologist 1 

Assoc  engineer 1 

Assoc  engrng  geologist 2 

Assoc   seismologist   1 

Research   writer   1 

Asst   elec  engineer   0.4 

Asst  engrng  geologist 0.5 

Electronics  specialist 0.3 

Technician   II   3 

Engrng  aid  II 2.8 

Sr  steno   0.9 

Laborer 1 

Clerk-typist    II    1 

Temporary   help    3.5 

Totals,  Authorized  Positions 88.2 


SALARY  RANGE 

1,548-1.882 

1,337-1,626 

998-1,213 

505-614 

492-599 

1,548-1,882 

1,475-1,793 

1,337-1,626 

1,337-1,626 

1,337-1.626 

1,337-1,626 

1,273-1,548 

1,273-1,548 

1,155-1.405 

1,155-1,405 

1,155-1.405 

1,155-1,405 

1,155-1,405 

1,100-1,337 

998-1.213 

998-1,213 

950-1,155 

505-614 

446-543 

1,337-1,626 
505-614 

1,155-1,405 

1.155-1,405 

998-1,213 

905-1,100 

821-998 

821-998 

783-950 

415-530 

1,155-1,405 

998-1,213 

950-1,155 

821-998 

821-998 

415-530 

1,548-1,882 
492-599 

1,048-1,273 

90.5-1,100 

415-530 

998-1,213 

950-1,155 

821-998 

1,155-1,405 

998-1,213 

998-1,213 

998-1,213 

905-1,100 

821-998 

821-998 

842-973 

783-950 

556-676 

505-614 

505-556 

415-530 

(28,024) 

$1,074,488 


RESOURCES 
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DEPARTMENT  OF  WATER  RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Fiiitd)      (Aolh.)      (Aiilh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
80 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STATEWrOE   PLANNING  0FFICE2 

Statewide  Planning  Office : 

Asst  division  engineer 1 

Engrng    associate   1 

Sr  steno   1 

Sr  clerk 1 

Steno  II 1 

Planning  Investigations  Branch  : 

Principal   engineer   1 

Sr  steno   1 

Water    Development    and     Staging 
Section : 

Supvng  engineer 1 

Sr  engineer 2 

Assoc   engineer   3.7 

Asst  civU  engineer 0.8 

Asst  engineer 0.3 

Technician   II   2 

Steno  II 0.3 

Clerk-typist  II 0.6 

Water  Utilization  Analysis  Section  : 

Supvng  engineer 1 

Sr  land  &  water  use  analyst 1 

Sr   engineer   1 

Sr  resources  economist 1 

Assoc  engineer 1 

Engrng    associate    2 

Assoc  land  &  water  use  analyst  0.5 

A.SS0C    statistician    1 

Assoc  resources  economist 1 

Technician   II   1 

Steno  II 1 

Data  Coordination  Branch : 

Sr  engineer 1 

Assoc  engineer 6 

Assoc  engrng  geologist 1 

Assoc  land  &  water  use  analyst  1 

Asst  civil  engineer 0.5 

Asst    engineer    0.3 

Technician   II   0.5 

Steno  II 1 

Clerk-typist   II   1 

Local  Activities  Coord  Branch : 

Supvng  engineer ; 1 

Sr   engineer   3 

Constrn  mgt  supvr . 1 

Assoc  engineer 4 

Engrng  associate 4 

Asst  civil  engineer 1.3 

Asst    engineer   0.7 

Technician  II   3 

Sr   steno 1 

Clerk-typist   II   1 

Recreation  Planning  &  Coord : 

Engrng  associate 0.7 

Framework  Branch : 

Principal  engineer 0.6 

Steno  II 0.4 

Temporary   help    1.6 

Totals,  Authorized  Positions 64.8 


STATEWIDE  OPERATIONS 
OFFICES 

Statewide  Operations  Office : 
Office  of  the  Chief : 

Division  engineer 0.3 

Asst  division  engineer 1 

Supervisor 0.7 

Sr  delineator 0.3 

Delineator . 1.5 

Graphic  artist 0.6 

Drafting  aid  II 2.5 

Sr  steno 1 

Sr  clerk-typist 1.4 

Steno  II 2.9 

Clerk-typist  II 4.6 

Clerk  II 1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

$1,708-2,076 

950-1,155 

505-614 

492-559 

446-543 

1,548-1,882 
505-614 


1,337-1,626 

1,155-1,405 
998-1,213 
821-998 
821-998 
783-950 
446-543 
415-530 

1,337-1,626 

1,155-1,405 

1,155-1,405 

1,155-1,405 

998-1,213 

950-1,155 

950-1,155 

950-1.155 

950-1,155 

783-950 

446-543 

1,15.5-1,405 

998-1,213 

998-1,213 

950-1,155 

821-998 

821-998 

783-950 

446-548 

415-530 

1,337-1,626 

1,155-1,405 

1,100-1,337 

998-1,213 

950-1,155 

821-998 

821-998 

783-950 

505-614 

415-530 

950-1,155 

1,548-1,882 

446-543 

12,616 


$820,075 


$1,793-2,140 
1,708-2,076 
821-998 
746-905 
614-746 
584-710 
556-676 
505-614 
492-599 
446-543 
415-530 
415-505 
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DEPARTMENT  OF  WATER  RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (tilth.)      (Aatli.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
S3 
84 
85 
86 


STATEWIDE  OPERATIONS 
OFFICE — Continued 

Statewide  Operations  Office — 
Continued 

Program  Control  Office : 

Engrng  associate 1 

Tech  Training  and  Safety  Section : 

Sr  power  opers  &  maint  engr 1 

Assoc  power  opers  &  maint  engr  1 

Mech  supvr 0.6 

Chief  operator 0.8 

Communications  Systems  Engr  Sect : 

Sr  communications  engr 1 

Assoc  control  system  engineer 0.2 

Sr  communications  technician 1 

Dispatcher-clerk 2 

Water  Operations  and  Maintenance  : 

Supvng  engineer 1 

Sr  engineer 4 

Sr  control  system  engineer 1.3 

Assoc  engineer 6.6 

Assoc  elec  engineer 0.1 

Assoc  control  system  engr 3.7 

Assoc  power  opers  &  maint  engr  0.1 

Assoc  sanitary  engineer 0.1 

Weed  control  specialist 1 

Engrng    associate    8.2 

Control  system  tech  III 0.5 

Research  writer 2 

Asst  civil  engineer 2.8 

Assoc  water  quality  biologist 0.8 

Asst  engineer 1.3 

Asst  elec  engineer 1.1 

Asst  control  system  engr 0.5 

Technician  II 2 

Control  system  technician  II 0.2 

Technician  I 2 

Power  Operations  &  Maint  Section  : 

Supvng  power  opers  &  maint  engr  1 

Sr  power  opers  &  maint  engr 3.1 

Assoc  engineer 1 

Assoc  elec  testing  engr 0.4 

Assoc  control  system  engr 1 

Assoc  power  opers  &  maint  engr  10.3 

Engrng    associate    2 

Blec-mech  testing  techn  III 1 

Asst  civU  engineer 0.7 

Asst  engineer 0.3 

Technician   II   1 

Blec-mech  testing  techn  II 0.6 

Jr  elec  engineer 1 

Pro.iect  Operation  Control  Center: 

Sr  engineer 1 

Clerk-typist  II 0.8 

Clerk-typist  I — 

Water  and  Power  Scheduling : 

Assoc  engineer 1 

Assoc  elec  utilities  engr 0.8 

Engrng    associate    1 

Asst  civil  engineer 0.6 

Asst  engineer 0.3 

Technician   II   1 

Water  and  Power  Dispatching : 

Chief  dispatcher   1 

Sr  dispatcher 1.7 

Dispatcher    2.3 

Flood  Forcasting  and  Control : 

Principal   engineer   1 

Flood  Operations  and  Forcasting : 

Sr  engineer 1 

Meteorologist  III   1 

Assoc   engineer    2.2 

Engrng  associate 1 

Asst  civil  engineer 1 

Asst    engineer   0.8 

Technician   II   1.8 

Technician   I   3.5 


SALARY  RANGE 
950-1,155 

1,155-1,405 
998-1,213 
950-1,155 
950-1,155 

1,155-1,405 

998-1,213 

764-884 

492-599 

1,337-1,626 

1,155-1,405 

1,155-1,405 

998-1,213 

998-1,213 

998-1,213 

998-1.213 

998-1,213 

950-1,155 

950-1,155 

905-1,100 

905-1.100 

821-998 

821-998 

821-998 

821-998 

821-998 

783-950 

783-950 

676-821 

1,337-1,626 

1,155-1,405 

998-1.213 

998-1.213 

998-1,213 

998-1,213 

950-1.155 

905-1,100 

821-998 

821-998 

783-950 

783-950 

783-905 

1,155-1,405 
415-530 
377-457 

998-1.213 

998-1,213 

950-1,155 

821-998 

821-998 

783-950 

1,155-1,405 

950-1,155 

821-998 

1,548-1,882 

1,155-1.405 

1,100-1,337 

998-1,213 

950-1,155 

821-998. 

821-998 

783-950 

676-821 
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DEPARTMENT   OF  WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIeil)      («ulh.|      (Aoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STATEWIDE  OPERATIONS 
OFFICE — Continued 

Statewide  Operations  Office — 
Continued 

Snow    Surveys    and   Water   Supply 
Forecasting  Section : 

Sr   engineer   1 

Assoc   engineer    1 

Asst  civil  engineer 1.3 

Asst  engineer 0.7 

Technician   II   2 

Technician  I   1 

Flood  Control  Maintenance : 

Sr  engineer   1 

Engrng  associate 1 

Temporary  help 11.9 

Totals,  Authorized  Positions 134.8 


SAN   FRANCISCO   BAY 
DISTRICT2 

Office  of  the  District  Engineer : 

District  director  I 0.6 

Principal   engineer   0.4 

Assoc  engineer 0.1 

Sr  steno   1 

Clerk-typist   II    0.8 

Clerk-typist   I    0.4 

Administrative  Section : 

Administrative   officer   II 0.3 

Accounting  technician 0.6 

Steno  II 0.5 

Clerk-typist   II    1 

Clerk  II 1.8 

Clerk-typist  I 0.8 

Clerk   I   0.1 

Planning  Section : 

Supvng  engineer 1 

Sr   engineer   3 

Sr  engmg  geologist 1 

Assoc  engineer 3 

Assoc  mech  engineer 0.7 

Assoc  engrng  geologist 1 

Engrng  associate 0.6 

Research  writer 1 

Asst  civil  engineer 2 

Asst  engineer 0.9 

Asst  engrng  geologist 1 

Technician   II   0.8 

Asst  econ  analyst 0.7 

Sr  delineator 1 

Technician  I   1.1 

Steno  II 1.9 

Clerk-typist   II    1 

Engmg  aid  I 0.3 

Water  Supply  and  Quality  Section  : 

Supvng  engineer 1 

Sr  land  &  water  use  analyst 1 

Sr  engineer 2 

Engrng   associate    1 

Assoc  land  &  water  use  analyst 1 

Sanitary  engrng  assoc 0.9 

Asst  civil  engineer 3.5 

Asst  engineer 1.8 

Technician   II   3.1 

Asst  land  &  water  use  analyst 1.8 

Technician   I   3 

Engrng  aid  II 1 

Sr   clerk    1 

Steno  II 1 

Clerk-typist   II    1.4 

Operations  Section : 

Sr   engineer    1 

Assoc  engineer 1 

Assoc  mech  engineer 0.3 

Engrng  associate 1 

Asst  civil  engineer 0.5 

Asst  mech  engineer 1 

Technician   II   0.2 

Clerk-typist  II 1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  KANGE 

1,155-1,405 
998-1,213 
821-998 
821-998 
783-950 
676-821 

1,155-1,405 
950-1,155 
(99,543) 

$1,518,367 


$1,548-1,882 

1,548-1,882 

998-1,213 

505-614 

415-530 

377-457 

950-1,155 
492-599 
446-543 
415-530 
415-505 
377-^57 
359-435 

1,337-1,626 

1,155-1,405 

1,155-1,405 

998-1,213 

998-1,213 

998-1,213 

950-1,155 

905-1,100 

821-998 

821-998 

821-998 

783-950 

783-950 

746-905 

676-821 

446-543 

415-530 

435-530 

1,337-1,626 

1,155-1,405 

1,155-1,405 

950-1,155 

950-1,155 

950-1,155 

821-998 

821-998 

783-950 

783-950 

676-821 

556-676 

492-599 

446-543 

415-530 

1,155-1,405 

998-1,213 

998-1,213 

950-1,155 

821-998 

821-998 

783-950 

415-530 
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DEPARTMENT   OF  WATER   RESOURCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (ADtb.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
87 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SAN   FRANCISCO  BAY 
DISTRICT — Continued 

Office  of  the  District  Engineer — 
Continued 
Delta  Field  Division : 

Chief    1 

Sr  engineer 1 

Sr  power  opers  &  maint  engr 1 

Maint  superintendent    1 

Operations  superintendent    1 

Assoc  power  oprns  &  maint  engr  1 

Engrng  associate 2 

General  maint  supt 1 

Elec  supvr   1 

Mech  supvr 1 

Chief  operator 1 

Control  system  techn  III 0.8 

Asst  civil  engineer 0.5 

Asst  engineer 0.3 

Control  system  teehn  II 0.2 

Administrative  officer  I 1 

Training  asst 1 

Sr  maint  foreman 2.7 

Electrician  foreman 1.6 

Mechanic  foreman    1.9 

Sr  operator 6 

Technician  I    4.5 

Maint  foreman    4.3 

Electrician   4.6 

Mechanic     4,9 

Operator 8.5 

Maint  mechanic 1 

Maint  man  III 1.9 

Storekeeper  I 1.9 

Engmg  aid  II 2.8 

Maint  man  II 11.5 

Jr  operator    0.3 

Lead  groundsman 0.6 

Property  clerk  I 0.8 

Sr  steno   1 

Sr  account  clerk 1 

Groundsman     0.4 

Stock  clerk 1.8 

Maint  man  I 1.7 

Laborer     0.3 

Steno  II 0.8 

Clerk-typist  II 4.3 

Janitor    1.3 

Clerk-typist  I 1.2 

Right-of-Way  Section : 

Assoc  land  agent 1 

Temporary  help 12 

Totals,  Authorized  Positions 163.3 


SACRAMENTO   DISTRICT2 

Office  of  the  District  Engineer : 

District  director  I 0.6 

Principal  engineer 0.4 

Technician   II   1 

Sr   steno    1 

Clerk-typist  II 1 

Administrative  Section : 

Administrative  officer  III 1 

Property  clerk  I 1 

Sr  clerk-typist 0.8 

Personnel  asst  I 0.2 

Sr  file  clerk 0.3 

Accounting   technician 1 

Blueprinter 1 

Steno   II 1 

Clerk-typist  II 1.9 

Clerk  II 3.5 

For  footnotes  see  the  end  of  this  agency  presentation. 


SAL.4EY  E.^NGE 

1,337-1,626 

1,155-1,405 

1,155-1,405 

1,155-1,405 

1,155-1,405 

998-1,213 

950-1,155 

950-1,155 

950-1,155 

950-1,155 

950-1,155 

905-1,100 

821-998 

821-998 

783-950 

783-950 

783-950 

783-950 

863-950 

863-950 

863-950 

676-821 

676-821 

746-821 

746-821 

746-821 

728-801 

644-746 

530-676 

556-676 

614-676 

556-676 

530-644 

530-644 

505-614 

492-599 

505-584 

480-584 

530-584 

505-556 

446-543 

415-530 

415-505 

377-457 

905-1,100 
(95,669) 

$1,551,553 


$1,548-1,882 

1,548-1.882 

783-950 

505-614 

41.5-530 

1,048-1,273 
530-644 
492-599 
492-599 
492-599 
492-599 
457-556 
446-543 
415-530 
415-505 
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DEPARTMENT   OF  WATER   RESOURCES— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllid)      (Aolh.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SACRAMENTO   DISTRICT— Continued 

Office  of  the  District  Engineer — 
Continued 
Planning  Section : 

Supvng  engineer 1 

Sr  engineer 4 

Assoc  engineer 8 

Engrng  associate 4 

Asst  civil  engineer 0.7 

Asst  engineer 0.3 

Teclinician  I 2 

Sr  steno 1 

Steno  II   1 

Clerk-typist  II 0.6 

Engrng  aid  I 0.7 

Special  Investigations  Section : 

Supvng  engineer 1 

Sr  land  &  water  use  analyst 1 

Sr  engineer 1 

Sr  resources  economist 1 

Assoc  engineer 3 

Assoc  engrng  geologist 0.6 

Engrng  associate 1.9 

Assoc  land  &  water  use  analyst 1 

Assoc  resources  economist 2 

Research  writer 0.6 

Asst  civil  eugineer 0.8 

Asst  engineer 0.3 

Technician    II    3 

Asst  land  &  water  use  analyst 1.3 

Sr   delineator 1 

Technician  I 1 

Delineator 3 

Engrng  aid  II l.S 

Steno  II 1.8 

Clerk-typist  II 0.1 

Engrng  aid  I 1.2 

Right-of-Way  Section : 

Assoc  land  agent 1 

Asst  land  agent 3.1 

Steno  II 1 

Operations  Section : 

Supvng  engineer 1 

Sr   engineer   3 

Assoc  engineer 2.6 

Engrng  associate 8 

Asst  civil  engineer 5.2 

Asst  engineer 2 

Asst  elec  engineer 0.6 

Technician  II 9 

Technician  I 6.7 

Engrng  aid  II 1 

Laborer    0.2 

Steno  II   1.4 

Clerk-typist  II 2.5 

Sacramento  Jlaintenance  and 
Repair  Unit : 

General  maint  supt 0.9 

Sr  maint  foreman 1 

Maint  foreman 3 

Maint  mechanic 1 

Maint  man  III 7.2 

Storekeeper  I 1 

Maint  man   II S.4 

Maint  man  I 8.7 

Clerk-typist  II 0.9 

Clerk  II 0.1 

Oroville  Field  Division : 

Chief    1 

Sr  power  opers  &  maint  engr 0.7 

Maint  superintendent 1 

Assoc  power  opers  &  maint  engr  _  0.4 

General  maint  supt 1 

Mech  supvr 1 

Chief  operator 1 

Control  system  techn  III 0.2 

Asst  civil  engineer 0.1 

Asst  engineer 0.3 

Technician  II 1 

Administrative  officer  I 1 


SALARY  RANGE 

1,337-1,626 

1,155-1,405 

998-1,213 

950-1,155 

821-998 

821-998 

676-821 

505-614 

446-543 

415-530 

435-530 

1,337-1,626 

1,155-1,405 

1,155-1,405 

1,155-1,405 

998-1,213 

998-1,213 

950-1,155 

950-1,155 

950-1,155 

905-1,100 

821-998 

821-998 

783-950 

783-930 

746-905 

676-821 

614-746 

556-676 

446-543 

415-530 

435-530 

905-1,100 
746-905 
446-543 

1,337-1,626 

1,155-1,405 

998-1,213 

950-1,155 

821-998 

821-998 

821-998 

783-950 

676-S21 

556-676 

505-556 

446-543 

415-530 


950-1,155 
783-950 
676-821 
728-801 
644^746 
530-676 
614-676 
530-584 
415-530 
415-505 

1,337-1,626 

1,15.5-1,405 

1,155-1,405 

998-1,213 

950-1,155 

950-1,155 

950-1,155 

905-1,100 

821-998 

821-998 

783-950 

783-950 
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DEPARTMENT   OF  WATER   RESOURCES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
7T 
78 
79 
80 
81 
82 
83 
84 
85 


SACRAMENTO  DISTRICT— Continued 

OlEce  of  tlie  District  Engineer — 

Continued 

Oroville  Field  Division — Continued  SALARY  KANGE 

Sr  maint  foreman 1  -  -  783-950 

Electrician  foreman 0.6  -  -  863-950 

Mechanic  foreman 0.9  -  -  863-950 

Sr  operator 2.8  -  -  863-950 

Maint  foreman 2.3  -  -  676-821 

Electrician    3.4  -  -  746-821 

Mechanic 3.4  -  -  746-821 

Operator   7.1  -  -  746-821 

Maint  man  III 0.9  -  -  644-746 

Boat  operator 0.8  -  -  614-746 

Maint  man  II 0.5  -  -  614-676 

Jr  operator 3.8  -  -  556-676 

Sr  steno 1  -  -  505-614 

Maint  man  I 3.3  -  -  530-584 

Delta  Studies  Section : 

Supvng  engineer 1  -  -  1,337-1,626 

Sr  engineer 2  -  -  1,155-1,405 

Assoc  engineer 4.9  -  -  998-1,213 

Engrng  associate 3.2  -  -  950-1.155                           -                          — 

Assoc  land  &  water  use  analyst 1  -  -  950-1,155                           -                          — 

Asst  civil  engineer 5.5  -  -  821-998                           -                          - 

Asst  engineer 2.7  -  -  821-998 

Technician  II 4  -  -  783-950 

Jr  civil  engineer 1.7  -  -  783-905 

Asst  water  quality  biologist 1  -  -  676-821                           -                          - 

Technician  I 3.9  -  -  676-821 

Engrng  aid  II 2  -  -  556-676 

Sr  steno   1  -  -  50-5-614 

Steno  II 2.9  -  -  446-543 

Engrng  aid  I 1  -  -  435-530 

Temporary  help 10.8  -  -  (86,667) 

Totals,  Authorized  Positions 237  -  -  $2,349,1.57 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    4,675.3   4,850.3   4,850.3  $45,640,620        $49,356,704        $50,619,542 

1  Departmental  reorganization  resulted  in  a  total  reduction  of  35  positions   by   consolidation   of   San   Francisco   Bay   District   and 

Sacramento  District ;  restructuring  of  the  Statewide  Planning  Office,  Staff  and  Services  Management,  and  Statewide  Operations 
Office.  The  salary  supplement  includes  the  past  year  actual  organization  structure  on  page  643. 

2  Past  year  actual  organization  structure  and  man  year  levels  prior  to  reorganization. 


AiR   RESOURCES   BOARD 


Executive  officer 0.7 

Manager    0.6 

Supvng  pollution  engineer 1.2 

Supvng  air  sanitation  engineer 0.6 

Supvng  pollution  specialist — 

Supvng  pollution  physicist 0.6 

Spectroscopist     0.6 

Sr  pollution  engineer 1.8 

Sr  air  sanitation  engineer 0.6 

Staff  electronics  &  instrumentation  engr  0.3 

Air  pollution  specialist 1.8 

Adm  service  officer  I - 

Asst  executive  officer 0.6 

Assoc  pollution  engineer 3.5 

Assoc  air  sanitation  engineer 0.6 

Information    officer   I    0.6 

Air  resources  fld  rep 0.5 

Asst  air  pollution  engineer 0.6 

Accounting  officer  II - 

Supervisor    0.6 

Vehicle  coordinator 1.3 

Instrument  technician 1.6 

Power  equipt  mechanic 1.2 

Auto  equipt  operator  I 0.6 

Sr  steno    0.6 

Sr  clerk-typist 0.6 

Steno  II  1.1 

Clerk-typist  II 3.6 

Temporary  help — advisory  committee - 

Temporary  help 0.3 

Totals,  Authorized  Positions 26.7 


SALABY  RANGE 

1 

1 

$1,708-2,055 

$24,660 

$24,660 

1 

1 

1,475-1,793 

21,516 

21,516 

2 

2 

1,337-1,626 

39,024 

39,024 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1,273-1,548 

15,276 

16,044 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1,183-1,439 

17,268 

17,268 

4 

4 

1,155-1,405 

65,856 

66,624 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,100-1,337 

13,200 

13,860 

3 

3 

1,100-1,337 

48,132 

48,132 

1 

1 

1,048-1,273 

14,606 

15,276 

1 

1 

1,048-1,273 

15,276 

15,276 

6 

6 

998-1,213 

85,564 

86,200 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

905-1,100 

11,880 

12,476 

4 

4 

863-1,048 

42,972 

45,096 

1 

1 

821-998 

11,976 

11,976 

1 

1 

783-950 

9,396 

9,852 

1 

1 

801-927 

11,124 

11,124 

1 

1 

746-905 

10,860 

10,860 

5 

5 

728-842 

47,784 

48,648 

2 

2 

710-783 

18,792 

18,792 

1 

1 

584-644 

7,728 

7,728 

1 

1 

505-614 

7,368 

7,368 

3 

3 

492-599 

21,032 

21,564 

2 

2 

446-543 

12,620 

12,928 

6 

6 

415-530 

34,937 

35,770 

0.5 

0.5 

(3,285) 

8,000 

8,000 

0.5 

0.5 

6,254 

6,254 

56 


56 


$320,797 


$692,605 


$701,820 


RESOURCES 


651 


STATE   WATER   RESOURCES   CONTROL   BOARD 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Fllledl      (Auih.)      (Auth.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STATE   BOARD 

Board  chairman 

Board  member 

Executive  officer   

Division  chief,  water  rights 

Division  chief,  water  quality 

Chief  counsel 

Sr  attorney 

Staff  water  quality  control  engineer 

Supervising  engineer 

Sr  engineer,  water  resources 

Sr  engineering  geologist 

Sr  water  quality  control  engineer 

Associate  engineer,  water  resources 

Associate  water  quality  control  engr 

Engineering  associate,  water  resources 

Accounting  officer  III 

Research  writer 

Assistant  civil  engineer 

Water  resources  technician  II 

Accounting  officer  II 

Assistant  budget  analyst 

Junior  civil  engineer 

Delineator 

Secretary  I 

Supervising  stenographer  I 

Accountant  I 

Supervising  file  clerk  I 

Sr  legal  stenographer 

Sr  stenographer 

Sr  clerk-typist   

Personnel  asst  I 

Sr  file  clerk 

Sr  account  clerk 

Accounting  technician  II 

Duplicating  machine  operator  II 

Stenographer  II    

Clerk-typist  II 

Clerk  II    

Clerk  I 

Temporary  help 

Totals,  Authorized  Positions 


REGIONAL   BOARDS 

Executive  officer  II 

Exeoutive  officer  I 

Sr  vater  quality  control  engineer 

Civil  engineering  assoc 

Assoc  sanitary  engineer 

Assoc  water  quality  control  engineer- 
Sanitary  engineering  assoc 

Asst  civil  engineer 

Asst  sanitary  engineer 

Asst  engineering  specialist 

Sanitary  engineering  technician  II 

Jr  civil  engineer 

Engineering  aid  II 

Sr  stenographer 

Sr  clerk-typist 

Stenographer  II    

Clerk-typist  II 

Temporary  help 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


SALARY  RANGE 

1 

1 

1 

$22,050 

$22,050 

$22,050 

3.2 

4 

4 

21,525 

86,100 

86,100 

1.5 

1 

1 

1,626-1,976 

23,712 

23,712 

1 

1 

1 

1,626-1,976 

23,712 

23,712 

0.6 

1 

1 

1,626-1,976 

23,712 

23.712 

1 

1 

1 

1,708-1,976 

23,712 

23,712 

3.1 

3 

3 

1,337-1,626 

58,536 

58,536 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

3.1 

3 

3 

1,337-1,626 

58,536 

58,536 

7.6 

8 

8 

1,155-1,405 

134,540 

134,880 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

3.9 

4 

4 

1,155-1,405 

65,376 

66,112 

5 

6 

6 

998-1,213 

83,553 

85,366 

1 

2 

2 

998-1,213 

25,781 

27,074 

6 

6 

6 

950-1,155 

82,136 

82,775 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

905-1,100 

11,784 

12,376 

10.7 

11 

11 

821-1,048 

127,584 

129,180 

1 

1 

1 

783-950 

10,650 

11,175 

0.4 

1 

1 

783-950 

9,586 

10,062 

0.4 

1 

1 

783-950 

11,400 

11,400 

0.7 

1 

1 

783-905 

9,624 

10,104 

2 

2 

2 

614-746 

17,904 

17.904 

1.7 

2 

2 

584-710 

16,110 

16,666 

1 

1 

1 

584^710 

8,520 

8,520 

1 

1 

1 

584-710 

8,048 

8,452 

1 

1 

1 

571-692 

8,304 

8.304 

1 

1 

1 

543-660 

7,188 

7.536 

6 

6 

6 

505-614 

43,848 

44,208 

1 

1 

1 

492-599 

7,188 

7,188 

0.3 

1 

1 

492-599 

6,516 

6,852 

1 

1 

1 

492-599 

7,188 

7,188 

1.7 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

0.9 

1 

1 

457-556 

5,645 

5,935 

5.4 

6 

6 

446-543 

36,842 

38,227 

11.1 

12 

12 

415-530 

67,095 

69,151 

2.2 

2 

2 

415-505 

11,035 

11,412 

0.4 

1 

1 

359-435 

4,452 

4,668 

1 

0.5 

0.5 

(12,120) 
$1,079,128 

3,250 
$1,215,825 

3,250 

94.9 

101.5 

101.5 

$1,230,643 

3 

3 

3 

$1,405-1,708 

$59,930 

$61,488 

6 

6 

6 

1,273-1,548 

111,456 

111.456 

13.7 

15 

16 

1,155-1,405 

242,428 

260,748 

1 

1 

950-1.155 

13,860 

- 

0.6 

1 

1 

998-1,213 

12.940 

13.585 

10 

10 

10 

998-1,213 

139,919 

141.818 

7.7 

7 

7 

950-1,155 

92,627 

95,923 

3.6 

3 

3 

821-1,048 

35,352 

35,928 

1.8 

2 

2 

821-998 

23,712 

23,952 

0.9 

1 

1 

821-998 

10,146 

10,650 

2.1 

2 

2 

783-950 

22,710 

22,800 

1 

1 

1 

783-905 

9,700 

10,188 

0.9 

1 

1 

556-676 

7,518 

7,888 

6.9 

7 

7 

505-614 

51,276 

51,576 

2 

2 

2 

492-599 

14,376 

14,376 

7.9 

9 

9 

446-543 

54,169 

56,618 

5.4 

5 

5 

415-530 

27,884 

28.672 

0.7 

2.5 

2.5 

(8,559) 
$857,108 

15,461 
$945,464 

$2,161,289 

16,710 

75.2 

78.5 

78.5 

$964,376 

170.1 

180 

180 

$1,936,236 

$2,195,019 

OFFICE   OF   NUCLEAR   ENERGY 


Coordinator 
Administrative  asst  II 

1 

0.3 
1 
0.1 

1 

1 
0.1 

1 

1 
0.1 

SALARY  RANGE 
$21,000 

950-1,155 

584-710 
(222) 

$32,542 

$21,000 

8,520 
600 

$21,000 

Secretary   I 
Temporary  help 

8,520 
600 

Totals,  authorized  positions 

2.4 

2.1 

2.1 

$30,120 

$30,120 

652 


RESOURCES 


RECLAMATION   BOARD 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)      (Anth.)      (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-59 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Board  member  (7)  per  diem 

General  mgr  &  chief  engineer 

Supvng  engineer,  water  resources  — 

Administrative  adviser 

Supvng  land  agent  

Sr  engineer  

Sr  land  agent 

Assoc  engineer,  water  resources 

Supvng  land  surveyor  

Bngrng  associate  (water  resources) 

Administrative  Asst  II 

Assoc  land  agent 

Asst  civil  engineer 

Technician  II  (water  resources)  — 

Accounting  officer  II 

Asst  land  agent 

Technician  I  (water  resources) 

lustrumentman    

Delineator 

Secretary  I  

Accountant  I  

Jr  right-of-way  agent 

Bngrng  aid  II 

Drafting  aid  II 

Sr  legal  steno 

Sr  clerk-typist  

Accounting  technician   

Steno  II   

Clerk-typist   II    

Account  clerk  II 

Clerk  I   

Temporary  help 

Totals,  Authorized  Positions 


SALARY  RANGE 

- 

- 

- 

$20  day 

$4,500 

$4,500 

1 

1 

1 

1,626-1,976 

23,712 

23,712 

1 

1 

1 

1,837-1,626 

19,512 

19,512 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

2 

2 

2 

1,155-1,405 

33,720 

33,720 

3.9 

4 

4 

1,100-1,337 

57,240 

60,096 

9.4 

9 

9 

998-1,213 

128,063 

130,873 

1 

1 

1 

950-1,155 

13,860 

13,860 

6.3 

6 

6 

950-1,155 

80,964 

82,237 

1 

1 

1 

950-1,155 

13,860 

13,860 

6.2 

7 

7 

905-1,100 

86,597 

88,948 

8 

9 

9 

821-1,048 

103,029 

105,783 

3.7 

4 

4 

783-950 

44,052 

44,556 

1 

1 

1 

783-950 

10,146 

10,650 

7.2 

6 

6 

746-905 

57,715 

60,552 

4.8 

5 

5 

676-821 

47,290 

49,032 

2 

2 

2 

644-746 

17,904 

17,904 

3.1 

2 

2 

614-746 

17,904 

17.904 

1.4 

1 

1 

584^710 

8,520 

8,520 

1 

1 

1 

5S4-710 

7,518 

7,888 

0.3 

1 

1 

614-710 

7,578 

7,952 

6 

6 

6 

556-676 

46,652 

48,224 

1.1 

2 

2 

556-676 

14,980 

15,330 

1 

1 

1 

543-660 

7,920 

7,920 

0.5 

1 

1 

492-599 

7,920 

7,920 

2 

2 

2 

492-599 

14,320 

14,376 

5.9 

6 

6 

446-543 

37,145 

38,219 

4.9 

5 

5 

415-530 

29,453 

30,010 

2 

o 

2 

415-505 

11,659 

11,945 

1 

1 

1 

359-^35 

4,578 

4,800 

1.5 

1.9 

1.9 

(12,263) 

$921,521 

14,044 
$1,010,443 

14,044 

92.2 

93.9 

93.9 

$1,032,935 

COLORADO   RIVER   BOARD 


Chief  engineer 

Principal  hyd  engineer 

Supvng  hyd  engineer 

Sr  hyd  engineer 

Executive   secretary 

Civil  engrng  assoc 

Assoc  hyd  engineer 

Asst  civil  engineer 

Sr  delineator   

Librarian    II    

Accountant  I 

Sr  steno   

Steno  II  

Clerk-typist  II 

Totals,  Aiithorized  Positons 


SALARY  RANGE 

1.1 

1 

1 

$1,793-2,140 

$24,012 

$25,104 

0.9 

1 

1 

1,548-1,882 

20,666 

21,694 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

950-1,213 

13,860 

13,860 

1 

1 

998-1,213 

13,976 

14,556 

2 

2 

821-1,048 

28,238 

23,856 

1 

1 

746-905 

10,482 

10,860 

1 

1 

644-783 

9,398 

9,396 

1 

1 

584-710 

8,520 

8,520 

1 

1 

505-614 

7,368 

7,368 

1 

1 

446-548 

6,516 

6,516 

2.9 

3 

3 

415-530 

16,902 

17,454 

16.9 


17 


17 


$195,789 


$206,584 


$210,832 


SAN  FRANCISCO  BAY  CONSERVATION  AND  DEVELOPMENT  COMMISSION'' 

SALARY  RANGE 

Executive  director 1              1              0.5                $21,000                $21,000  $10,500 

Chief  planning  officer 1              1              0.5         1,387-1,626                  19,512  9,756 

Asst  executive  director 1              1              0.5         1,213-1,475                  17,700  8,850 

Assoc  planner    2.5           2              1               950-1,155                  26,036  13,218 

Asst  executive  director 1             1             0.5            950-1,155                 13,860  6,930 

Sr  steno   1              1              0.5               505-614                    7,368  3,684 

Sr  clerk-typist 1              1              0.5               492-599                    7,076  3,594 

Steno  II  0.9           1              0.5               446-543                    6,516  3,258 

Clerk-typist  I 1              1              0.5               377-^57                    5,000  2,610 

Temporary  help 0.6           1.1           0.5                   (4,193)                  6,300  3,000 

Totals,  Authorized  Positions 11            11.1           5.5              $123,779              $180,368  $65,400 

a  Chapter  1162,  Statutes  of  1965  provides  for  the  termination  of  the  commission  on  the  90th  day  after  the  final  adjournment  of  the 
1969  Regular  Session  of  the  Legislature.  Each  position  is  to  be  authorized  for  one-half  of  the  1969-70  fiscal  year. 


TRANSPORTATION 
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DEPARTMENT   OF  AERONAUTICS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 

ACTUAL 

ESTIMATED 

PROPOSED 

67-68 
(Flllsd) 

68-69 
(Aulh.l 

69-70 
(Aulh.) 

1967-68 

1968-69 

1969-70 

SALABT  RANGE 

- 

- 

— 

$25  day 

!!3,275 

$3,275 

1 

1 

1,548-1,708 

:  9,044 

20,004 

0.6 

1 

1,213-1,475 

14,676 

15,404 

1 

1 

998-1,213 

14,556 

14,556 

3 

4 

998-1,213 

54,783 

56,070 

0.2 

1 

950-1,155 

12,126 

12,732 

- 

1 

905-1,100 

10,860 

11,400 

- 

1 

821-998 

9,864 

10,356 

1.6 

2 

746-905 

18,237 

19,134 

1.2 

1 

505-614 

7,218 

7,368 

0.9 

1 

446-543 

5,628 

5,904 

1.6 

2 

2 

415-530 

12,020 

12,120 

0.8 

0.8 

0.8 

(9,193: 

9,188 

9,188 

- 

0.1 

0.1 

(-) 

551 

551 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
64 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Board  member  (7)  per  diem 

Director 

Deputy  director 

Associate  airport  engineer 

Aviation  consultant  II 

Associate  planner  

Asst  counsel 

Asst  airport  engineer 

Aviation  consultant  I 

Sr  stenographer  

Stenographer  II  

Clerk-typist  II 

Temporary  help 

Overtime 

Totals,  Authorized  Positions 11.9 


16.9        16.9 


$134,059 


$192,026 


$198,062 


TRAFFIC   SAFETY  AND   ALCOHOL 


Project  director,  traffic  safety  and  alco- 
hol study 

Personnel  training  consultant 

Sr   stenographer   

Totals,  Authorized  Positions 


SALARY  KANGE 

0.6 

1 

1 

$1,155-1,405 

$14,380 

$15,099 

0.2 

_ 

_ 

950-1,155 

_ 

_ 

0.6 

1 

1 

505-614 

6,435 

6,757 

1.4 


$14,385 


$20,815 


$21,856 


654 


TBANSPORTATION 


DEPARTMENT   OF   THE  CALIFORNIA   HIGHWAY  PATROL 


SALAKIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Aath.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 

7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 

31 
32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


ADMINISTRATION 

Executive :  a 

Commissioner 1 

Deputy  commissioner 1 

Supvng  traffic  inspector 3 

Traffic  inspector 3.9 

Traffic   capt   2 

Traffic  lieutenant  b 1.4 

Traffic  officer 1 

Information  officer  II 1 

Information  officer  I 2.8 

State  financial  examiner  III - 

State  financial  examiner  II 1 

Secretary   I    2.8 

Sr  steno   2 

Steno    lie    3.7 

Clerk-typist  lid   0.9 

General  Administration : 

Adm  service  officer  III 1.4 

Fiscal  officer  II   1 

Staff  management  analyst 1 

Assoc  budget  analyst 1 

Asst  management  analyst 1 

Jr  staff   analyst 1 

Sr  steno 2 

Steno    II    0.8 

Accounting  : 

Accounting  officer  III 1 

Accounting  officer  II 1 

Accountant    I    1.9 

Supvng  account  clerk  I 2 

Accounting   technician 1.1 

Sr  account  clerk 1 

Account  clerk  II 8.2 

Sr  steno 1 

Sr   clerk   1.1 

Sr  clerk-typist 1.8 

Steno    II    1 

Clerk-typist  II 14.4 

Clerk  II   1 

Personnel : 

Personnel  officer    II 1 

Personnel  officer    I 1 

Asst  personnel  analyst 4 

Safety  coordinator   1 

Coordinator,  disability  &  retirement  1 

Personnel  asst  II 0.9 

Personnel  asst  I 0.5 

Sr  steno   1 

Sr   clerk   1.8 

Sr  clerk-typist 2.4 

Steno  II 5.4 

Clerk-typist   II    19.3 

Clerk  II   2.2 

Office  Services : 

Records  mgt  analyst  II 0.1 

Supvng  clerk  II 0.9 

Supvng  clerk  I 1 

Duplicating  mach  supvr  I 1 

Duplicating  mach  operator  II 2 

Sr  clerk 2 

Sr  clerk-typist 1 

Stock  clerk 1 

Steno  II   1 

Clerk-t.vpist  II 10 

Clerk  11    11.4 

Stores  and  Equipment : 

Storekeeper  II 0.7 

Business  service  asst 1 

Storekeeper  I 2.5 

Property  clerk  I 0.1 

Mill  and  cabinet  worker 2 

Skilled  laborer 2.8 

Auto  equipt  operator  I 1 

Laborer 2 

Sr  steno   0.7 

Sr  account  clerk 0.9 

Stock  clerk 7.1 

Clerk-typist  II  e 2.5 

For  footnotes  see  the  end  of  this  agency  presentation 


SALARY  RANGE 

1 

1 

$23,625 

$23,625 

1 

1 

1,967 

23,604 

3 

3 

1,512-1,837 

65,523 

4 

4 

1,305-1,587 

74,838 

2 

2 

1,128-1,871 

31,104 

2 

2 

927-1,128 

26,873 

1 

1 

728-842 

10,104 

1 

1 

1,100-1,837 

16,044 

3 

3 

905-1.100 

87,260 

1 

1 

950-1,155 

11,400 

1 

1 

783-950 

11,400 

3 

3 

584-710 

24,768 

2 

2 

505-614 

18,884 

4 

4 

446-543 

25,527 

1 

1 

415-580 

6,060 

1 

1 

1,337-1,626 

19,512 

1 

1 

1,155-1,405 

14,796 

1 

1 

1,048-1,273 

15,276 

1 

1 

950-1,155 

18,860 

1 

1 

7S3-950 

9,434 

1 

1 

644-783 

8,112 

2 

2 

505-614 

14,736 

1 

1 

446-543 

6,516 

1 

1 

950-1,155 

13,860 

1 

1 

788-950 

10,524 

3 

3 

584-710 

23,016 

2 

2 

571-692 

14,782 

2 

2 

492-599 

12,158 

1 

1 

492-599 

7,188 

11 

11 

415-505 

59,696 

1 

1 

505-614 

6,980 

1 

1 

492-599 

7,188 

2 

2 

492-599 

13,342 

1 

1 

446-543 

6,204 

15 

15 

415-580 

86,559 

1 

1 

415-505 

6,010 

1 

1 

1,100-1,387 

16,044 

1 

1 

998-1,218 

14,556 

4 

4 

783-950 

41,996 

1 

1 

905-1.100 

13,200 

1 

1 

821-998 

11,976 

1 

1 

571-692 

8,144 

3 

3 

492-599 

21,144 

1 

1 

505-614 

7,368 

1 

1 

492-599 

6,656 

1 

1 

492-599 

6,908 

6 

6 

446-543 

36,671 

26 

26 

415-530 

135,914 

2 

2 

415-505 

10,518 

1 

1 

863-1,048 

10,398 

_ 

_ 

660-801 

_ 

1 

1 

571-692 

8,304 

1 

1 

580-644 

7,728 

4 

4 

457-556 

23.901 

2 

2 

492-599 

18,626 

1 

1 

492-599 

7,188 

1 

1 

480-584 

6,860 

1 

1 

446-543 

6,516 

12 

12 

415-530 

64,299 

13 

13 

415-505 

72,902 

1 

1 

614-783 

7,984 

1 

1 

644-783 

9,896 

3 

3 

580-676 

22,554 

1 

1 

530-644 

6,684 

2 

2 

692-764 

18,336 

4 

4 

584-644 

30.912 

1 

1 

584-644 

7,728 

3 

3 

505-556 

17,889 

505-614 

_ 

— 

492-599 

- 

10 

10 

480-584 

62,330 

4 

4 

415-530 

24,165 

$23,625 
23,604 
66,132 
75,726 
32,112 
27,018 
10,104 
16,044 
37,800 
11,400 
11,976 
25,152 
14.208 
25,880 
6,060 

19.512 

15,532 

15,276 

13,860 

9,894 

8,520 

14,736 

6,516 

18,860 
11,040 
23,744 
15,520 
12,772 

7,188 
64,002 

7,838 

7,188 
13,652 

6,516 
88,728 

6,060 

16,044 

14.556 

43,500 

18,200 

11,976 

8,804 

21,480 

7,368 

6,992 

7,188 

37,941 

150,198 

11,043 

10,905 

8,804 

7,728 

24,777 

13,956 

7,188 

6,672 

6,516 

69,484 

75,500 

8,384 

9,396 
22,914 

6,684 
18,386 
80,912 

7,728 
19,629 


67,195 
24,240 
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SALARIES  AND  "WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FiiJEill      (Aoih.)      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


ADMINISTRATION— Continued 

ilotor  Transport : 

Section  chief   

Asst  equipt  engineer 

Supvng  auto  equipt  installer 

Automobile  electrician 

Sr  auto  equipt  installer 

Auto  equipt  installer 

Auto  equipt  operator  I 

Sr  clerk-typist   

Steno  II   

Clerk-typist  II 

Communications : 

Communications  ofiBcer    

Communications  analyst   

Sr  clerk 

Stock  clerk 

Steno  II 

Clerk-typist  II 

Facilities : 

Business  service  officer  TV 

Business  service  officer  II 

Business  service  officer  I 

Maint  mechanic 

Drafting  aid  II 

Skilled  laborer 

Sr  steno 

Clerk-typist  II  

Temporary  help 

Totals,  Authorized  Positions 

Uniformed    

Nonuniformed    


FIELD   OPERATIONS 

Zone  I : 

Supvng  traffic  inspector 1 

Traffic  inspector   1 

Traffic  capt 6 

Traffic  lieutenant 7.4 

Traffic  sgt 22.6 

Traffic  officer 190.8 

Assoc  motor  carrier  specialist 1 

Asst  motor  carrier  specialist 4 

Station  and  vehicle  inspection  spe- 
cialist    2 

Radio  dispatcher 14.8 

Auto  serviceman 5 

Maint  man 5 

Sr  steno  2.9 

Sr  clerk 1 

Steno  II 6.2 

Clerk-tvpist  II 12.7 

Clerk  II   1 

.Janitor 6.1 

Zone  II : 

Supvng  traffic  inspector 1 

Traffic  inspector 2.3 

Traffic  capt 10.2 

Traffic  lieutenant 19.8 

Traffic  sgt 55.3 

Traffic  officer 551.9 

Assoc  motor  carrier  specialist 1 

Asst  motor  carrier  specialist 6 

Station  and  vehicle  inspection  spe- 
cialist    3.1 

Radio  dispatcher 18.7 

Auto  serviceman 9.5 

Maint  man 7.5 

Sr  steno   4.8 

Sr  clerk-tvpist 3 

Steno  II  21.2 

Clerk-typist  II 24.4 

Clerk   II   1 

Janitor    15.4 


SAL.\RY  B,\.\GE 

1 

1 

1 

998-1,213 

14,556 

14.556 

2 

2 

2 

821-1,048 

22,710 

23.241 

5 

2 

710-783 

18,240 

18,681 

2 

2 

2 

676-746 

17,904 

17,904 

3 

3 

3 

614-676 

24,336 

24.336 

14.3 

18 

18 

556-614 

128,314 

130,674 

2 

2 

2 

648-644 

15.456 

15.456 

0.9 

1 

1 

492-599 

7,132 

7,188 

2.4 

3 

3 

446-543 

18,010 

18,590 

5 

5 

5 

415-530 

29,927 

30,275 

1 

1 

1 

1,023-1.243 

13,374 

14,031 

1 

1 

1 

842-1,023 

10,737 

11,262 

1 

1 

1 

492-599 

6,308 

6,628 

1 

1 

1 

480-584 

6,386 

6,700 

1 

1 

1 

446-543 

6,004 

6,308 

2 

2 

2 

415-530 

11,412 

11,682 

1 

1 

1 

1,04,8-1,273 

15.276 

15,276 

1 

1 

1 

86.3-1,048 

12,576 

12,576 

4 

4 

4 

783-950 

40,760 

42,804 

4 

4 

4 

728-801 

37,716 

38,152 

0.8 

1 

1 

556-676 

7,128 

7,488 

3.9 

4 

4 

584-644 

30.372 

30,912 

1 

1 

1 

50.5-614 

7.368 

7,368 

3 

3 

3 

415-530 

16,573 

17,419 

2.3 

6.9 

6.9 

12.684 

39.113 

39.113 

231.5 

268.9 

268.9 

$1,759,849 

$2,089,246 

$2,153,103 

1S.3 

U 

U 

227,5U 

25.5,171 

258,321 

218.2 

25i.9 

254.9 

1,532,305 

1,834,075 

1,894,782 

1 

1 

$1,512-1,837 

$22,044 

S22.044 

1 

1 

1,30.5-1.587 

19,044 

19,044 

7 

7 

1,128-1,371 

110.960 

112.380 

9 

9 

927-1,128 

117,009 

119,478 

29 

29 

801-973 

321,714 

328,436 

285 

285 

728-842 

2,447,397 

2,774,458 

1 

1 

950-1,155 

13,530 

13,860 

4 

4 

783-950 

44,451 

45,285 

2 

9 

710-783 

18.792 

18,792 

21 

21 

517-628 

148,772 

152,079 

6 

6 

556-614 

39,779 

43,660 

5.5 

5.5 

457-556 

34.837 

35,8.53 

3 

3 

505-614 

21.406 

21.774 

1 

1 

492-599 

7,188 

7,188 

7 

7 

446-543 

43,092 

43.947 

33 

33 

41.5-530 

176,128 

183,077 

1 

1 

41.5-505 

6,060 

6.060 

6.8 

6.8 

415-505 

41,485 

42,515 

1 

1 

1.512-1,837 

22,044 

22.044 

2 

2 

1,30.5-1,.5S7 

.38.088 

ss.oss 

11 

11 

1,128-1,371 

174,612 

176,460 

24 

24 

927-1,128 

313,650 

318,960 

64 

64 

801-973 

726.350 

735,248 

672 

672 

728-842 

6,255.955 

6,642.798 

1 

1 

950-1,155 

13,475 

13,860 

6 

6 

783-950 

66,516 

68.310 

3 

3 

710-783 

28,188 

28.188 

28 

28 

517-628 

194,326 

199.963 

11 

11 

556-614 

75,959 

80,500 

8 

8 

457-556 

49,518 

51,174 

5 

5 

505-614 

36.250 

36,690 

3 

3 

492-599 

21,.564 

21,564 

23 

23 

446-.543 

144,629 

146.875 

48.8 

4S.S 

415-530 

272,110 

279,827 

1 

1 

415-.505 

6,060 

6,060 

15.6 

1.5.6 

415-505 

92,458 

93,071 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.l      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 


FIELD   OPERATIONS— Continued 

Zone  III : 

Supvng  traffic  inspector 1 

Traffic  inspector 2 

Traffic   capt   10.1 

Traffic  lieutenant 18.3 

Traffic  sgt 76.2 

Traffic  officer 912.1 

Information   officer   I — 

Assoc  motor  carrier  specialist 1 

Asst  motor  carrier  specialist 7.9 

Sr  station  and  vehicle  insp  specialist  1 

Station  and  vehicle  insp  specialist  _  6.9 

Brake  inspection  specialist 6 

Commercial  vehicle  insp  specialist  _  6 

Radio  dispatcher 32.9 

Auto  serviceman 13.8 

Maint  man 1 

Platform  scales  operator 2.6 

Field  representative - 

Sr  steno   4.2 

Sr  clerk  typist 6 

Steno  II 14.4 

Clerk-typist    II    61 

Clerk   II   0.4 

Steno  I 0.8 

Clerk-typist  I 0.7 

Janitor 13.3 

Zone  IV : 

Supvng  traffic  inspector 1 

Traffic   inspector   2.3 

Traffic   capt   9 

Traffic  lieutenant 20.2 

Traffic  sgt 66.2 

Traffic  officer 589.6 

Assoc  motor  carrier  specialist 1 

Asst  motor  carrier  specialist 8 

Station  and  vehicle  insp  specialist  _  4 

Brake  inspection  specialist 5.9 

Commercial  vehicle  insp  specialist  _  8 

Radio  dispatcher 35.8 

Auto  serviceman   11 

Maint  man 8.8 

Platform  scales  operator 2 

Sr  steno   3.9 

Sr  clerk 2 

Sr  clerk-typist 2.1 

Steno  II 17.5 

Clerk-typist  II 38.1 

Janitor    14.4 

Zone  V : 

Supvng  traffic  inspector 1 

Traffic  inspector 2.3 

Traffic  capt 12.2 

Traffic  lieutenant 23.1 

Traffic  sgt 82.9 

Traffic  officer 1,287.9   l,i 

Information  officer  I — 

Assoc  motor  carrier  specialist 1 

Asst  motor  carrier  specialist 13 

Station  and  vehicle  inspection  spe- 
cialist      9 

Brake  inspection  specialist 5.4 

Radio  dispatcher 39.1 

Commercial   vehicle   inspection   spe- 
cialist      4.6 

Auto  serviceman 16.9 

TWX  operator 1 

Telephone  operator 3 

Platform  scales  operator 7.9 

Sr  steno   9.9 

Sr  clerk-typist 2 

Steno  II 17.7 

Clerk-typist   II    72.3 

Clerk  II 1 

Janitor    14.6 


SALARY  RANGE 

1 

1 

1,512-1,837 

22,044 

22,044 

2 

9 

1,305-1,587 

38,088 

38,088 

12 

12 

1,128-1.371 

187,620 

190,398 

22 

22 

927-1,128 

286,158 

293,208 

83 

83 

801-973 

937,951 

954,746 

1,019 

1,019 

72S-S42 

9,409,872 

9,962,343 

1 

1 

905-1,100 

10,860 

11,400 

1 

1 

950-1,155 

13,860 

13,860 

8 

S 

788-950 

88,140 

9(l,.^34 

1 

1 

7S3-S63 

10,356 

10,356 

7 

7 

710-783 

65,550 

65,772 

8 

8 

644-783 

68,953 

71,106 

12 

12 

505-614 

79,726 

81,944 

41 

41 

517-628 

292,678 

299,316 

17 

17 

556-614 

114,909 

123,980 

1 

1 

457-556 

6,672 

6,672 

2 

2 

457-556 

13,344 

13,344 

9 

9 

710-862 

17,035 

17,035 

5 

5 

505-614 

36,840 

36,840 

6 

6 

492-599 

41,896 

42,568 

14.5 

14.5 

446-543 

93,078 

94,144 

86 

86 

415-530 

485,549 

498,958 

1 

1 

405-492 

5,184 

5,444 

1 

1 

377-^57 

4.704 

4,940 

18.1 

18.1 

415-505 

96,887 

100,097 

1 

1 

1,.512-1,837 

21,000 

22,044 

2 

2 

1,305-1,587 

38,088 

3S.08S 

10 

10 

1,128-1,371 

157,992 

160,122 

23 

23 

927-1,128 

299,427 

305,154 

75 

75 

801-973 

84.-i,742 

862,089 

732 

732 

728-842 

6,749,369 

7,191,602 

1 

1 

950-1,155 

13,475 

13,860 

8 

8 

7S3-950 

88,860 

91,200 

4 

4 

710-783 

37,584 

37,584 

9 

9 

644-783 

76,118 

79,354 

14 

14 

505-614 

91,892 

95,404 

42 

42 

517-628 

302,953 

308.326 

13.5 

13.5 

556-614 

93,609 

98,770 

9 

9 

457-556 

57,011 

58,586 

2 

2 

457-566 

12,242 

12,582 

3 

3 

50.5-614 

22,074 

22,104 

2 

2 

492-599 

14,236 

14,376 

3 

3 

492-599 

21,284 

21,564 

18 

18 

446-543 

112,600 

114,532 

59.8 

59.8 

415-530 

333.443 

342,422 

16.7 

16.7 

415-505 

94,773 

96,568 

1 

1 

1,512-1,837 

22,044 

22,044 

3 

3 

1,305-1,587 

53,799 

55,557 

14 

14 

1,128-1,371 

220,598 

224,830 

27 

27 

927-1.128 

344.613 

356,274 

91 

91 

801-973 

1,024,657 

1.045.7.54 

668 

1,668 

728-842 

15,080,129 

15,948,1,50 

1 

1 

905-1,100 

10,860 

11,400 

1 

1 

950-1.155 

13,860 

13,860 

13 

13 

783-950 

143,424 

147,615 

9 

9 

710-783 

83,760 

84,194 

9 

9 

644-783 

75,955 

78,840 

52 

52 

517-628 

363,567 

373,262 

12 

12 

505-614 

76,014 

79,620 

20 

20 

556-614 

139,647 

146,122 

1 

1 

457-556 

6,672 

6,672 

3 

3 

41.5-505 

18,180 

18,180 

3 

3 

457-556 

19,377 

19,730 

10 

10 

505-614 

73,650 

73,680 

9 

2 

492-599 

14.376 

14,376 

20 

20 

446-543 

124,676 

127,003 

100.5 

100.5 

415-530 

560,748 

578,984 

1 

1 

415-505 

6,060 

6,060 

24.3 

24.3 

415-505 

128.889 

136,707 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      («olh,)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


FIELD   OPERATIONS— Continued 

Zone  VI : 

Supvng  trafEc  inspector 111 

Traffic   inspector 2  2  2 

Traffic  capt   8  10  10 

Traffic   lieutenant   11.3  14  14 

Traffic  sgt 58.1  61  61 

Traffic  officer 506.5  673  673 

Assoc  motor  carrier  specialist 111 

Asst  motor  carrier  specialist 4  4  4 

Station  and  vehicle  inspection  spe- 
cialist      4  4  4 

Brake  inspection  specialist 5  7  7 

Radio  dispatcher 28.3  37  37 

Commercial   vehicle   inspection   spe- 
cialist      8.1  15  15 

Auto  serviceman 9.6  13.5  13.5 

TWX  operator 111 

I'latform  scales  operator 2.8  5  5 

Sr  steno   4  3  3 

Sr  clerk 1.9  2  2 

Sr  clerk-typist 2  3  3 

Steno  II 9.5  11  11 

Clerk-typist  II 30.6  52.5  52.5 

Steno  I 0.2  1  1 

Janitor    12.1  13.8  13.8 

Flight   pay   _  _  _ 

Temporary  help 7.9  33  33 

Overtime   182.2  192.8  192.8 

Motorcycle  skill  pay _  _  _ 

Pedestrian  crossing  guards 325  325  325 

Totals,  Authorized  Positions 5,945.9  7,341.7  7,341.7 

Uniformed.     .^,750.8  5,8^5.8  5,8J,5:8 

Nonuniformed    1,195.1  1,495.9  1,495.9 


OPERATIONAL   PLANNING 
AND  ANALYSIS* 

Office  of  Division  Chief : 

Traffic  inspector   1  1 

Sr  steno   1  1 

Operational  Planning : 

Traffic  captain 1  1 

Traffic  lieutenants 2.8  3 

Traffic  sergeant 2  2 

Traffic  officer 2.1  3 

Sr  steno   1  1 

Steno  II 1.8  2 

Operational  Analysis : 

Sr  research  analyst 1  1 

Assoc  research  analyst 3.8  4 

Jr  research   analyst 1.9  2 

Research  trainee 0.1  1 

Asst   statistician   1  1 

Asst  eeon  analyst 2  2 

Sr   steno    1  1 

Statistical  clerk 1  1 

Steno    II  h    1.8  2 

Clerk-typist   II    1.6  1 

Calculating  mach  operator 2.2  3 

Electronic  Data  Processing : 

DP  manager  II 1  1 

Assoc  DP  systems  analyst 2  1 

Supvisor,   EDP   2  3 

Computer  operations  supvr  II 0.8  1 

Computer  operations  supvr  I 1  1 

Sr  computer  operator 1.3  2 

Programmer  II   4.2  7 

Programmer  I 3.2  4 

Programmer  trainee 1.7  1 

Supvng   clerk  I 1.2  1 

Key  data  supvr  II 1  1 

Key  punch  supvr  I 3  3 

Key  punch  operator 32.7  41 

Computer  operator 4.1  8 

Computer  operator  trainee 3.5  2 

Sr  tab  mach  operator 0.3  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 


1,512-1,837 

22,044 

22,044 

1,305-1,587 

36,604 

37,488 

1,128-1,371 

155,258 

158,886 

927-1,128 

179,379 

184,974 

801-973 

688,334 

699,484 

728-842 

6,062,765 

6,536,331 

950-1,155 

13,860 

13,860 

783-950 

43,578 

44,892 

710-783 

37,584 

37,584 

644-783 

60,336 

62,871 

517-628 

260,410 

267,348 

505-614 

98,885 

102,814 

556-614 

92,293 

98,260 

457-556 

6,672 

6,672 

457-556 

33,100 

33,360 

505-614 

21,954 

22,404 

492-599 

14,264 

14,376 

492-599 

21,048 

21,564 

446-543 

67,668 

69,428 

415-530 

285,688 

296,279 

405-492 

5,040 

5,289 

415-505 

80,390 

81,755 

— 

3,386 

3,386 

(38,264) 

171,604 

171,604 

(1,648,681) 

1,860,766 

1,860,766 

(274,094) 

442,524 

442.524 

(2.00-2.10  hr) 

511,541 

511,541 

$49,396,259 

$63,959,696 

$67,361,776 

U,G71,222 

55,759,11s 

58,947,8.56 

4,725,087 

8,200,578 

8,413,920 

1 

$1,305-1,587 

$19,044 

$19,044 

1 

505-614 

7,368 

7,368 

1 

1,128-1,371 

14,556 

15,288 

3 

927-1,128 

39,048 

40,500 

2 

801-973 

22,527 

23,306 

H 

728-842 

28,944 

29,376 

1 

50.5-614 

7,368 

7,368 

2 

446-543 

12,213 

12,495 

1 

1,155-1,405 

16,860 

16,860 

4 

950-1,155 

53,242 

54,514 

2 

676-783 

17,311 

17,746 

1 

614-710 

7,760 

8,146 

1 

783-950 

10,104 

10,608 

2 

783-950 

21,561 

22,485 

1 

505-614 

7,368 

7,368 

1 

492-599 

6,308 

6,628 

9. 

446-543 

12,190 

12,470 

1 

41.5-530 

5,100 

5,352 

3 

435-530 

18,434 

18,730 

1 

1,155-1,405 

16,656 

16,860 

1 

9.50-1,155 

11,640 

12,226 

3 

950-1,155 

39,120 

39.696 

1 

950-1,155 

13,530 

13,860 

1 

783-950 

9,978 

10,482 

9 

644-783 

17,580 

18,459 

7 

783-950 

72,289 

74,406 

4 

676-783 

33,264 

34,944 

1 

614-710 

8,350 

8,520 

1 

571-692 

8,304 

8,304 

1 

571-692 

8,240 

8,304 

3 

492-599 

20,370 

21.032 

41 

425-517 

217,453 

239,985 

S 

556-676 

55,544 

57,948 

2 

505-556 

13.266 

13,344 

1 

530-644 

6,360 

6,672 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (AdII.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


OPERATIONAL   PLANNING 

AND   ANALYSIS— Continued 

Electronic  Data  Processing — ContinTied 

Tab  mach  operator 

Sr  steno  

Sr  clerk 

Sr  clerk-typist 

Steno  II 

Clerk-typist  II 

Clerk  II   

Steno  I  

Clerk  I   

Special  Services :  l 

Traffic    captain    

Traffic   lieutenant   

Traffic  sergeant  J 

Traffic  officer 

Administrative  asst  I 

Radio   dispatcher  fe   

Supvr  elk  I 

Sr  steno   

Sr  clerk 

Steno  II  

Clerk-typist    II    

Clerk   II   

Clerk  I   

TWX   operator!   

Temporary    help    

Totals,  Authorized  Positions 

Uniformed 

Nonuniformed 


SAFETY  SERVICES  l,m 


SALARY  RANGE 

1.7 

1 

1 

480-584 

6,620 

6,952 

0.6 

— 

- 

_ 

_ 

_ 

0.8 

1 

1 

492-599 

7,188 

7.188 

1.2 

2 

2 

492-599 

13.430 

13.956 

1.8 

2 

o 

446-543 

12.121 

12.397 

7.8 

7 

7 

415-530 

40,736 

41,578 

23.3 

31 

31 

415-505 

158,572 

177,867 

0.1 

— 

— 

— 

— 

— 

0.2 

1 

1 

359-435 

4,668 

4,900 

1 

1 

1 

1,128-1.371 

14.556 

15.288 

1 

1 

1 

927-1.12S 

13,374 

13,536 

1.7 

2 

2 

801^73 

22.542 

23,076 

0 

5 

5 

728-842 

50.520 

50.520 

1 

1 

1 

783-950 

10,146 

10,6.50 

11 

13 

13 

517-628 

92,717 

95,053 

0.3 

1 

1 

571-«92 

7.275 

7.632 

1 

1 

1 

505-614 

7.368 

7,368 

3 

3 

3 

492-599 

19,884 

20,892 

3 

3 

3 

446-543 

19,011 

19,314 

21.4 

26 

26 

415-530 

144,899 

152.861 

3.8 

4 

4 

415-505 

23.069 

23,623 

— 

1 

1 

359-435 

5,220 

5.220 

8 

8 

8 

457-556 

51.789 

52,730 

2.2 

2 

2 

(10.910) 
$1,347,324 

8,689 
$1,613,644 

8,689 

194 

228 

228 

$1,691,984 

17.6 

19 

19 

200.7S8 

^25,111 

229,93i 

1764 

209 

209 

1,U6,5S6 

1,3SS,533 

1462.050 

Division  Chief  Office : 

Traffic  inspector   1  1 

Administrative  asst  I 1  1 

Sr  steno    1  1 

Steno  II   0.2  1 

Engineering  Section  : 

Sr  auto  equipt  stds  engr 1  1 

Assoc  auto  equipt  stds  engr 2  2 

Asst  auto  equipt  stds  engr 3  4 

Steno  II   4.7  6 

Clerk-typist  II 3  2 

Commercial  Procedures : 

Traffic  captain 1  1 

Traffic  lieutenant  n   1  1 

Traffic  sergeant 2  2 

Assoc  auto  equipt  stds  engr 1  1 

Asst  auto  equipt  stds  engr 1  1 

Administrative  asst  I 1  1 

Sr  steno   1  1 

Steno  II   2  2 

Clerk-typist  II  o    2  3 

Administrative  Regulation : 

Traffic  captain 1.2  1 

Traffic  lieutenant  P   0.8  1 

Research  ■writer 1  1 

Administrative  asst  I 1  1 

Steno  II 1  1 

Clerk-typist  II 1  1 

Motor  Carrier  Safety : 

Motor  carrier  supvr 1  1 

Research  writer 1  1 

Asst  motor  carrier  specialist 1  1 

Sr  steno    1  1 

Steno  n   1  1 

Totals,  Authorized  Positions 39.9  43 

Vnijormed 7  7 

Ifonuniformed 32.9  36 

For  footnotes  see  the  end  of  this  agency  presentation. 


1 

$1,305-1.587 

$17,852 

$18,744 

1 

7S::i-950 

11.085 

11,400 

1 

505-614 

7,368 

7.368 

1 

446-543 

6,516 

6,516 

1 

1.155-1.405 

16.S60 

16.860 

o 

998-1.213 

27.392 

28,031 

4 

821-998 

42,012 

44.106 

6 

446-543 

36.506 

37.774 

2 

415-530 

12,120 

12,120 

1 

1.12,8-1.371 

15,536 

16.320 

1 

927-1,128 

12,837 

13.482 

2 

801-973 

22,527 

23.306 

1 

998-1,213 

12.784 

13,420 

1 

821-998 

11.976 

11.976 

1 

783-950 

10.104 

10.608 

1 

505-614 

7.368 

7.368 

9 

446-543 

12.545 

12.850 

3 

415-530 

16,897 

17,447 

1 

1,128-1.371 

14.796 

15.536 

1 

927-1.128 

13.536 

13.536 

1 

905-1.100 

13.200 

13.200 

1 

783-950 

9.894 

10.398 

1 

446-543 

6,516 

6,516 

1 

415-530 

5,507 

5,785 

1 

1.100-1,337 

16,044 

16.044 

1 

905-1,100 

11.640 

12,226 

1 

783-950 

10,272 

10,776 

1 

505-614 

6,542 

6,868 

1 

446-543 

6,516 

$414,748 

6,516 

43 

$344,913 

$427,097 

1 

9.5,729 

97,084 

100,92i 

36 

249,m 

317,664 

326,173 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (tilth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

58 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
78 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


TRAINING 

Administration  :  SALARY  RANGE 

Traffic  inspector    111          $1,305-1,587                $18,444  $19,044 

Training  officer  I 0.1           1              1               950-1,155                  12,026  12,628 

Training  asst 1.8           1              1                  783-950                  10,356  10,860 

Sr  steno   111                  505-614                    7,128  7,368 

Steno  II 111                 446-543                  6,516  6,516 

Academv : 

Traffic   eapt   111            1,128-1,871                  16,452  16,452 

Traffic   lieutenant 3.8           4              4               927-1,128                  51,5SS  53,496 

Traffic  sgtq 16.6        19           19                 801-973               217,124  220,088 

Traffic  officer  r 15.9         17            17                  72,8-842                166,909  168,714 

Audio-visual  asst 111                  746-905                  10,104  10,608 

Building   service   supvr 111                  660-801                    8,736  9,168 

Supvng  coolj  II 111                  660-801                    9,612  9,612 

Supvng  cook   I   111                  571-764                    8,304  8,304 

Cook  II 7              7              7                  517-692                  51,083  52,375 

Baker  I 111                  517-628                    7,188  7,536 

Butcher-meat  cutter  I 111                  517-628                    7,076  7,420 

Food  service  asst  I 26.6         30            30                  386-469                153,784  159,960 

Supvng  auto  equip  instaUer 1.1           1              1                  710-873                    8,520  8,952 

Auto  serviceman 2.9           3              3                  556-614                  22,104  22,104 

Motorcycle  mechanic 111                  676-746                    8,844  8,952 

Janitor  foreman  II 111                  530-644                    7,728  7,728 

Janitor  foreman  I 0.9           1              1                  457-556                    6,646  6,672 

Skilled   laborer    2              2              2                  584-644                  15,456  15,456 

Laborer 3.8           4              4                  505-556                  26,376  26,688 

Building  maint  man 3              3              3                  584-644                  23,184  23,184 

Sr  steno 111                  505-614                    7,368  7,368 

Sr    clerk-typist    0.9           1              1                  492-599                    7,188  7,188 

Groundsman 1.7           2              2                  505-584                  13,344  14.016 

Stock   clerk    3              3              3                  480-584                  18.761  19.694 

Steno  II   2              2             2                  446-543                  13,006  13,032 

Clerk-typist   II    7.9           8              8                  415-530                  47,805  48,480 

Account  clerk  II 111                  415-505                    5,860  6,060 

Janitor    12.9         14            14                  415-505                  83,038  84,240 

Field  Extension : 

Traffic   lieutenant 111               927-1,128                  13,536  13,536 

Steno  II 111                  446-543                    6,104  6,412 

Audio-visual  Section :  s 

Audio-visual  specialist 111               905-1,100                  12,076  12,680 

Sr  photographer 111                  692-842                    8,520  8,952 

Photographer   0.2           1              1                  599-728                    7,362  7,728 

Graphic  artist 111                  584-710                    8,180  8,520 

Clerk-typist   II    111                  415-530                    6,060  6.060 

Temporary   help   0.4           5.5          5.5                   (1,799)                31,187  31,187 

Totals,  Authorized  Positions 134.5       149.5       149.5              $973,567           $1,170,683  $1,195,038 

Vniiormed 39.S         43           J,3                   421,SU               J,8J,fi53  491,330 

NonuHiformed 95.2       106.5      106.5                552,223                686,630  703,708 

GRAND    TOTALS,    AUTHORIZED       '  ==^= 

POSITIONS    6,545.8   8,031.1    8,031.1         $53,821,912        $69,248,017  $72,828,998 

Uniformed 4,828       5,928.8    5,928.8           45,616,627          56,820,537  60,028,365 

Nonuniformed 1,717.8    2,102.3    2,102.3             8,205,285          12,427,480  12,800,633 

a  Information  and  education  function,  including  five  positions,  transferred  from  safety  services. 

b  Two  positions  transferred  from  field  operations,  one  to  coordinate  the  study  of  helicopter  utilization  in  traffic  law  enforcement  and 

one  to  coordinate  an  accident  records  research  project, 
c  One  position  transferred  from  field  operations  and  reclassified  from  clerk-typist  II  and  one  position  transferred  from  special  services 

and  reclassified  from  radio  telegraph  operator. 
d  One  position  transferred  to  operational  planning  and  analysis  and  reclassified  to  stenographer  II. 
e  One  position  transferred  from  field  operations. 

*  Photo  lab,  including  five  positions,  transferred  to  audio-visual  section  in  training, 
g  One  position  transferred  from  field  operations  to  establish  and  coordinate  an  emergency  planning  unit,  necessitated  by  increased 

civil  disturbances. 
S  One  position  transferred  from  the  executive  office  and  reclassified  from  clerk-typist  II. 

1  Special  services  section,  including  70  positions,  transferred  from  safety  services  to  operational  planning  and  analysis. 
i  One  position  transferred  from  field  operations  to  assume  responsibility  of  supervision  over  the  watch  office  which  will  be  transferred 

to  zone  II. 
t  Two  positions  transferred  from  field  operations. 
'  One  position  transferred  to  administration,  executive  office  and  reclassified  to  stenographer  II,  two  positions  transferred  to  field 

operations  and  reclassified  to  radio  dispatcher, 
m  Information  and  education  function,  including  five  positions  transferred  to  administration,  ex:eeutive  office, 
n  One  position  transferred  from  field  operations  to  assist  in  the  development  of  enforceable  vehicle  regulations. 

0  One  position  transferred  from  field  operations. 

p  One  position  transferred  from  field  operations  to  develop  and  coordinate  a  federally  acceptable  passenger  vehicle  inspection  program. 

1  Four  positions  transferred  from  field  operations  to  handle  increased  in-service  training, 
r  One  position  transferred  from  field  operations  to  handle  workload  of  disabled  officer. 

s  Photo  lab,  including  five  positions,  transferred  from  operational  planning  and  analysis. 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(filled)      (tilth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 


NEW  CAR   DEALERS  POLICY  AND 
APPEALS   BOARD 

Board  members  (9)  per  diem 

Executive   secretary   

Sr  stenographer 

Totals,  Authorized  Positions 

DEPARTMENTAL  ADMINISTRATION 


Executive : 

Director     1 

Deputy  director 2 

Asst  to  tlie  director  EDP 0.9 

Asst  division  chief - 

State  financial  examiner  III 1 

State  financial  examiner  II 1.4 

Auditor   I    2.1 

Secretarv  II 0.3 

Secretary    I    1.2 

Sr  stenographer 1.5 

Sr  clerk-typist 0.9 

Stenographer   II    2 

Compliance  Services  : 

Asst  division  chief 1 

Supvng  special  investigator  II 0.3 

Supvng  special  investigator  I 1.8 

Sr   special   investigator   3.7 

Special   investigator   1 

Sr    stenographer    1 

Sr  clerk 2 

Stenographer   II   3 

Clerk-typist  II 9.5 

Clerk  II 8.1 

Occupational  Licensing : 

Office  supervisor  I 0.8 

Supvng  clerk   II 1 

Supvng  clerk   I 1 

Sr   clerk    4 

Stenographer   II    4.8 

Clerk-tvpist    II    3.9 

Clerk   II   25.3 

Clerk  I   2 

Temporary  help 2.1 

Investigation  Section : 

Manager,     investigation    program  0.9 

Supvng  special  investigator  II 3.9 

Supvng  special  investigator  I 11.7 

Sr  special  investigator 23.8 

Special  investigator 140.3 

Motor  vehicles  investigator  I 1.9 

Investigator  trainee 0.9 

Sr  stenographer 1 

Sr  clerk 1 

Stenographer  II 9 

Clerk-typist  II 16 

Clerk   II   0.8 

Clerk-typist  I 0.1 

Janitor    0.2 

Division  of  Administration : 
General  Administration : 

Division  chief 1 

Asst  division  chief 1 

Secretary  I 1 

Sr  stenographer 1.8 

Sr  clerk-typist 1 

Stenographer  II   0.4 

Clerk  II 1 

Fiscal  and  Business  Management : 

Fiscal  officer  II 1 

Fiscal  officer  I 1 

,Assoe  adm  analyst — acct  sys 1.1 

Assoc  budget  analyst 1 

Asst  budget  analyst 1.2 

Jr  staff  analyst — 

Administrative  trainee 0.7 

Accounting  officer  III 1 

Accounting  officer  II 1 

Accountant  I 3 

Accounting  technician 5 


1 
1 


SALARY  RANGE 
$25  day 

1,475-1,793 
505-614 

$1,450 


$10,800 
21,516 

7,218 


$39,534 


$10,800 

21,516 

7,368 


$39,684 


1 

1 

$24,675 

$24,675 

$24,675 

o 

1,793-2,055 

49,083 

49,320 

1 

i 

1,475-1,793 

20,004 

21,006 

1 

1 

1,273-1.548 

18,576 

18,576 

1 

1 

950-1,155 

12,940 

13,585 

1 

1 

783-950 

11,400 

11,400 

3 

3 

614-746 

25,122 

26,354 

1 

1 

644-783 

9,100 

9,396 

1 

1 

584-710 

7,920 

8,816 

2 

2 

505-614 

12,788 

13,428 

1 

1 

492-599 

6,936 

7,188 

2 

o 

446-543 

13,032 

13,032 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

998-1,213 

11,976 

12,576 

2 

2 

863-1.048 

24,702 

25,152 

4 

4 

783-950 

43,596 

44,052 

1 

1 

710-863 

10,356 

10,356 

1 

1 

505-614 

7,368 

7,368 

2 

2 

492-599 

14,376 

14,376 

3 

3 

446-543 

18,624 

19,236 

10 

10 

415-530 

57,296 

58,978 

9 

9 

415-505 

53,733 

54,315 

„ 

_ 

783-950 

_ 

_ 

1 

1 

660-801 

10,860 

10,860 

2 

2 

571-692 

16,608 

16,608 

4 

4 

492-599 

28,752 

28,752 

5 

5 

446-543 

30,919 

31,483 

5 

5 

415-530 

28,879 

29,417 

27 

27 

415-505 

157,925 

160,703 

3 

3 

359-435 

14,856 

15,072 

4.6 

4.6 

(10,913) 

23,033 

23,033 

1 

1 

1,100-1,337 

15.276 

16,044 

4 

4 

998-1,213 

57,021 

57,934 

12 

12 

863-1,048 

150,112 

150.912 

24 

24 

783-950 

273,399 

275,148 

146 

146 

710-863 

1,457,343 

1,480,334 

2 

2 

644-783 

17,124 

17,508 

1 

1 

614-710 

7,888 

8,282 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

7.1S8 

7.1S8 

9 

9 

446-543 

56,031 

57,037 

17 

17 

415-530 

97,855 

100,049 

1 

1 

415-505 

5,530 

5,810 

1 

1 

377-^57 

4,668 

4.900 

0.3 

0.3 

415-505 

1,515 

1,515 

1 

1 

1,475-1,793 

21,516 

21,516 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

584-710 

8,520 

8,520 

3 

3 

505-614 

19,814 

20,428 

1 

1 

492-599 

7,188 

7,188 

446-543 

_ 

— 

1 

1 

415-505 

6,060 

6,060 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

1 

950-1,155 

11,605 

11,928 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

11,400 

11,400 

1 

1 

644-783 

8,112 

8,520 

_ 

_ 

614-710 

- 

- 

1 

1 

950-1,155 

12,992 

13,640 

1 

1 

783-950 

10,566 

11,085 

3 

3 

584-710 

23,468 

24,214 

5 

5 

492-599 

34,096 

34,820 
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DEPARTMENT  OF   MOTOR  VEHICLES — Continued 


SALAHIBS  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Fllleil)      (Aulh.j       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEPARTMENTAL 

ADMINISTRATION— Continued 

Division  of  Admiuistration — Continued 

Fiscal  and  Business  Management — 
Contiuued 

Sr  account  clerk 5 

Account  clerk  II 40.2 

Business  service  officer  III 1 

Business  service  officer  II 1 

Business  service  officer  I 1 

Storekeeper  III 1 

Storekeeper  II 1 

Storekeeper   I  b   3.6 

Stock   clerk  b   7.9 

Property  inspector 1 

Chief  engineer  II 0.3 

Graphic  artist 1 

Skilled  laborer 1 

Laborer 3 

Automotive  equipt  operator  I 6.9 

Women's  restroom  attendant 0.9 

Duplicating  mach  supervisor  II 1 

Duplicating  mach  supervisor  I 1 

Duplicating  mach  operator  II 3.4 

Duplicating  mach  operator  I 1 

Photocopyist 2 

Supvng  clerk  II 1 

Supvng  clerk  I 1 

Sr  stenographer 2 

Sr  clerk 8.9 

Stenographer  II   1.8 

Clerk-tvpist    II    10.9 

Clerk  II 40.7 

Clerk-typist  I 3.9 

Clerk   I   4.4 

Temporary  help 15.8 

Overtime     0.6 

Personnel  and  Training : 

Personnel  officer  III 1 

Personnel   officer  II   0.1 

Manager  V 0.7 

Assoc  personnel  analyst 0.8 

Asst  personnel   analyst 0.7 

Training  officer  I 0.3 

Supvng  special  investigator  I 0.7 

Supvng  clerk  I 1.8 

Jr  staff  analyst 0.7 

Administrative    trainee    0.6 

Personnel  asst  III 0.2 

Personnel  asst  I 3.1 

Sr    stenographer    0.3 

Sr   clerk-typist 2.5 

Stenographer   II   1.6 

Clerk-tvpist  II 9.4 

Clerk  II 4 

Clerk-typist  I 0.4 

Clerk   I   0.4 

Temporary  help 2.1 

Overtime 0.1 

Management  Analysis : 

Sr  management  analyst 1 

Staff  management  analyst 0.7 

Assoc  management  analyst 1.4 

Asst  management  analyst 1.6 

Jr  staff  analyst 2.4 

Administrative  trainee 0.7 

Sr  stenographer 0.9 

Clerk-typist    II    1.7 

Besearch  and  Statistics : 

Chief  of  research  and  statistics 1 

Staff  research  analyst 1.8 

Assoc  statistician   1 

Assoc  research  analyst 0.2 

Supvng  clerk  I 1 

Sr  stenographer 0.4 

Stenographer  II 0.6 

Clerk-typist  II 1 

Temporary  help 13.3 

Overtime   0.1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  nANGE 

5 

5 

492-599 

35,940 

35.940 

41 

41 

415-505 

236,948 

242,105 

1 

1 

950-1.155 

11,400 

11,',)70 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

783-950 

11,400 

11,400 

1 

1 

676-821 

9,852 

9,852 

1 

1 

614-783 

8,952 

8,952 

6 

6 

530-676 

46,368 

46,368 

12 

12 

480-584 

79,961 

81,.S56 

1 

1 

644-783 

9,396 

9,396 

0.4 

0.4 

801-973 

4,670 

4,670 

1 

1 

584-710 

7,698 

8,080 

1 

1 

584-644 

7,728 

7,728 

3 

3 

505-556 

20,016 

20,016 

7 

7 

584-644 

54,096 

54,096 

2 

2 

415-505 

11,160 

11,412 

1 

1 

614-746 

8,952 

8,952 

1 

1 

530-644 

7,728 

7,728 

4 

4 

457-556 

26,276 

26,584 

1 

1 

395^80 

5,599 

5,760 

2 

2 

457-556 

13,344 

13,344 

1 

1 

660-801 

9,612 

9,612 

1 

1 

571-692 

8,304 

8,304 

2 

2 

505-614 

14,736 

14,736 

9 

9 

492-599 

62,324 

63,260 

2 

2 

446-543 

11,699 

12,286 

10 

10 

415-530 

58,069 

59,217 

44 

44 

415-505 

254,227 

259,303 

5 

5 

377-457 

24,322 

25.264 

5 

5 

359-435 

22,934 

23,838 

20.7 

20.7 

(74,130) 

112,475 

112,475 

(4,087) 

— 

~ 

1 

1 

1,213-1,475 

17,700 

17,700 

1 

1 

1,100-1,337 

13,200 

13,860 

1,100-1,337 

— 

— 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

783-950 

9,700 

10,188 

1 

1 

950-1,155 

13,420 

13,860 

863-1,048 

— 

— 

1 

1 

571-692 

6,852 

7,188 

1 

1 

644-783 

7,856 

8,248 

614-710 

— 

— 

1 

1 

660-801 

8,272 

8,700 

5 

5 

492-599 

35,022 

35,520 

1 

1 

505-614 

6,784 

7,128 

1 

1 

492-599 

6,656 

6,992 

1 

1 

446-543 

5,490 

5,766 

8 

8 

415-530 

47,350 

48,019 

4 

4 

415-505 

24,240 

24,240 

3 

3 

377-457 

13,968 

14,660 

359-435 

— 

— 

4.3 

4.3 

(11,841) 

21,301 

21,301 

(568) 

~ 

1 

1 

1,155-1,405 

16,860 

16,860 

1,048-1,273 

— 

— 

1 

1 

950-1,155 

12,836 

13,475 

3 

3 

783-950 

29,990 

31,479 

644-783 

— 

— 

614-710 

— 

— 

1 

1 

505-614 

7,368 

7,368 

1 

1 

415-530 

5,960 

6,060 

1 

1 

1,213-1,475 

17,700 

17,700 

2 

2 

1,048-1,273 

28,300 

29,712 

1 

1 

950-1,155 

12,526 

13,148 

_ 

_ 

950-1,155 

— 

— 

1 

1 

571-692 

8,304 

8,304 

1 

1 

505-614 

7,158 

7,368 

446-543 

— 

— 

1 

1 

415-530 

6,935 

6,060 

10.7 

10.7 

(79,584) 

51,732 

51,732 

— 

— 

(415) 

— 

— 
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DEPARTMi^9T   OF   MOTOR  VEHSCLES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Flllod)      (Aulh.)      (Aotfa.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DEPARTMENTAL 

ADMINISTRATION— Continued 

Division  of  Administration — Continued 

Information  Section : 

Information  oflScer  II 

Information  oiBcer  I 

Sr  clerli-typist 

Stenograplier  II   

Clerk-typist  II 

Legal  OiEce : 

Administrative  advisor,  CBA 

Assoc  counsel  c 

Asst  counsel 

Sr  legal  stenographer 

Sr  stenograplier 

Sr  clerk-typist 

Legal  stenographer 

Stenographer  II 

Clerk-typist  II 

Clerk  II   


WORK  STANDARDS 

Asst  div  chief 

Staff  management  analyst 

Asst  management  analyst 

Jr   staff   analyst  a 

Administrative   trainee  a 

Sr  stenographer 

Clerk-typist  II  a   

Totals,  Authorized  Positions 


DIVISION   OF  REGISTRATION 


SALAKY  EANGB 

1 

o 

0.8 
0.5 
0.3 

1 

1 
1 

1 
1 

1 

1,100-1,337 

905-1,100 

492-599 

446-543 

415-530 

13,200 

13,200 

6,768 

13,860 

13,200 

7,104 

1 

2.4 
0.4 

1 
1 

1 

1 
4 

1 
2 
1 

1 
1 
1 

1 
3 

1 

2 

1 
1 

1 
1 

1,337-1,626 
1,213-1,475 
905-1,100 
543-660 
505-614 
492-599 
469-571 
446-543 
415-530 
415-505 

19,434 
64,086 

7,920 
13,428 
7,188 
5,766 
6,079 
6,035 

19,512 
51,360 

7,920 

13,728 

7,188 

6,054 

1 
1 
0.8 

6,386 
6,060 

576.5 

615 

614 

$4,486,554 

$5,007,984 

$5,075,179 

0.3 
0.3 
0.3 
1.2 
0.5 
0.3 
0.6 

1 

1 
5 
2 

2 

1 
1 
5 
2 

2 

$1,273-1,548 
1,048-1,273 
783-950 
644-783 
614-710 
505-614 
415-530 

$14,266 
10,062 
39,868 
15,306 

11,160 

$14,976 
10,566 
41,864 
16,064 

11,412 

3.5 


11 


General  Administration : 

Division    chief    1               1 

Asst  division  chief 2              2 

Manager  IV 1              1 

Manager  III 1.9           2 

Manager   I   1              1 

Secretary   I    1              1 

Sr  stenographer 3               3 

Sr  clerk 1              1 

Stenographer  II 1              1 

Clerk  II 1              1 

Vehicle  License  and  Title  Section : 

Manager  V 1              1 

Manager  III 2              2 

Supvng  clerk  II 12.2  13 

Supvng  file  clerk  II 1.8           1 

Supvng  teletypewriteo:  opr  II 1              1 

Supvng  clerk   I    12.7  14 

Supvng  file  clerk  I 1.9           1 

Supvng  teletypewriter  opr  I 1.8           2 

Sr  clerk 62.2  66 

Sr  clerk-typist 1              1 

Sr  file  clerk 4              4 

Teletypewriter  ooerator 25.3  26 

Stenographer   II    39.7  42 

Clerk-tvpist  II 90.7  97 

Clerk  II   508.8  531 

File  clerk  II 1              1 

Cashier-clerk  II 1               1 

Account  clerk  II 1              1 

Stenographer  I 5.9           7 

Clerk-typist  I 21.1  29 

Clerk  I   66.6  90 

Temporary  help 94.8  140 

Overtime 6.3           5.9 

For  footnotes  see  the  end  of  this  agency  presentation. 


11 


$30,226 


$90,662 


$94,882 


1 

$1,475-1,793 

$21,516 

$21,516 

2 

1,273-1,548 

37,152 

37.152 

1 

998-1,213 

14,556 

14,556 

2 

905-1,100 

25,880 

26,400 

1 

710-863 

10,356 

10,356 

1 

584-710 

8,520 

8,520 

3 

505-614 

22,104 

22,104 

1 

492-599 

7,188 

7,188 

1 

446-543 

6,516 

6,516 

1 

415-505 

6,060 

6,060 

1 

1,100-1,337 

16,044 

16,044 

2 

905-1,100 

26,400 

26,400 

13 

660-801 

124,771 

124,956 

1 

660-801 

9,612 

9,612 

1 

599-728 

8,736 

8,736 

14 

571-692 

114,080 

115,392 

1 

571-692 

8,304 

8,304 

2 

517-628 

13,974 

14,304 

66 

492-599 

453,383 

462,260 

1 

492-599 

7,188 

7,188 

4 

492-599 

28,752 

28.752 

26 

45T-556 

167,522 

170,244 

42 

446-543 

254,144 

261,505 

97 

415-530 

547,989 

563,356 

531 

415-505 

3,064,254 

3,130,671 

1 

415-505 

6,060 

6,060 

1 

415-505 

6,060 

6.060 

1 

415-505 

6,060 

6,060 

7 

405^92 

36,019 

37,817 

29 

377-457 

138,184 

144,784 

90 

359-435 

414,396 

431,792 

140 

(418,579) 

727,142 

727,142 

5.9 

(33,960) 

28,316 

28,316 
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DEPARTMENT   OF   MOTOR  VEHICLES — Continued 


SALARIES  AND  WAGES 


NO.  OPPOSITIONS 


67-68  68-69  69-70 
(Fllltd)      (Auih.)       lAuili.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
88 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
.72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DIVISION   OF   REGISTRATION— 
Continued 

Data  Pi'ocessiujj  Section : 

Data  processing  mgr  II 

Data  processing  mgr  I 

DP  mgr  I   (programming) 

Supvr.  BDP 

Asst  DP  systems  analyst 

Programmer  II,  EDP 

Programmer  I,  EDP 

Programmer  trainee,  EDP 

Computer  operations  supvr  II 

Computer  operations  supvr  I 

Sr  computer  operator 

Computer  operator 

Computer  operator  trainee 

Tabulating  operations  supvr  III 

Tabulating  operations  supvr  II 

Tabulating  operations  supvr  I 

Sr  tabulating  mach  operator 

Tabulating  mach  operator 

Tabulating  mach  operator  trainee 

Key  data  supervisor  IV 

Key  data  supervisor  III 

Key  data  supervisor  II 

Key  punch  supervisor  I 

Key  punch  operator 

Key  data  operator  trainee 

Storekeeper  I  b 

Stock   clerk  b   

Supvng  clerk  I 

Sr  stenographer 

Sr  clerk 

Stenographer    II   

Clerk-typist  II 

Clerk  II   

Clerk  I   

Temporary  help 

Overtime 

Totals,  Authorized  Positions 


DIVISION   OF   DRIVERS   LICENSES 

General  Administration : 

Division  chief 1 

Asst  division  chief 2 

Manager  IV 0.9 

Manager  III 1.1 

Manager  II 1.9 

Driver  improvement  analyst  IV 2.3 

Driver  improvement  analyst  III 0.6 

Secretary  I 1 

Supvng  clerk  II 1 

Sr  stenographer 2 

Sr  clerk-typist 1 

Stenographer  II 4 

Clerk-typist  II 2 

Clerk   II   0.6 

Drivers  License  Operations : 

Manager  IV 1 

Manager  III 1 

Office  supervisor  II 1 

Office  supervisor  I   1 

Supvng  clerk  II 6 

Supvng  clerk  I 20.3 

Jr  staff  analysts 0.5 

Administrative   trainee  a   2 

Sr   clerk    75.2 

Sr  clerk-typist 5.1 

Stenographer    II    5.2 

Clerk-typist   II  a   124 

Clerk   II   572 

File  clerk  II 1 

Stenographer   I    1.2 

Clerk-typist  I 44.7 

Clerk  I   150.8 

Temporary  help 11.2 

Overtime 11.8 

For  footnotes  see  the  end  of  this  agency  presentation. 


SAL.'VKT  K.\NGE 

1 

1 

1 

1,155-1,405 

16,860 

16.860 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

1 

2 

2 

1,048-1,273 

27,852 

28,476 

7.8 

8 

8 

950-1,155 

102,837 

106,415 

_ 

3 

3 

783-950 

28,188 

29,556 

12.1 

19 

19 

783-9,50 

200,809 

204,930 

6.2 

4 

4 

676-783 

32,924 

34,584 

3.5 

o 

2 

614-710 

16,074 

16,700 

3.6 

3 

3 

950-1,155 

39,731 

40,504 

3.1 

5 

5 

783-950 

52,242 

54,246 

8.2 

12 

12 

644-783 

104,362 

107,394 

11 

10 

10 

556-676 

76,532 

78,704 

5 

16 

16 

50.5-556 

101,026 

105,556 

0.3 

- 

_ 

905-1,100 

_ 

- 

5.1 

5 

5 

746-905 

52,032 

53,376 

4.8 

5 

5 

614-746 

48,140 

43,536 

3.8 

4 

4 

530-644 

30,912 

80,912 

10 

3 

3 

480-584 

21,024 

21,024 

2.5 

- 

_ 

377-^15 

- 

- 

0.1 

1 

1 

764-927 

10,104 

10,608 

1.9 

2 

2 

660-801 

17,044 

17,905 

4 

4 

4 

571-692 

32,224 

82,832 

11.5 

11 

11 

492-599 

75,918 

77,216 

153.5 

125 

125 

425-517 

747,182 

759,792 

15.1 

9 

9 

377-415 

40,932 

42,900 

1 

- 

_ 

530-676 

- 

- 

2 

_ 

_ 

480-584 

— 

— 

- 

3 

3 

571-692 

20,556 

21,564 

0.6 

1 

1 

50.5-614 

7,218 

7,368 

9 

13 

13 

492-599 

86,912 

88,524 

1 

1 

1 

446-543 

5,651 

5,929 

6.5 

8 

8 

415-530 

47,520 

47,772 

67.5 

68 

68 

415-505 

398,375 

404,952 

11.4 

55 

55 

359-435 

244,466 

256,418 

81 

104.9 

104.9 

(377,982) 

534,308 

534,308 

14.7 

- 

- 

(109,486) 

$8,251,988 

- 

- 

1,448.5 

1,599.8 

1,599.8 

$9,597,419 

$9,792,260 

1 

1 

$1,475-1,793 

$21,516 

$21,516 

2 

2 

1,273-1,548 

37,152 

37,152 

1 

1 

998-1,213 

18,475 

14,150 

2 

2 

905-1,100 

25,226 

25,828 

1 

1 

783-950 

11,400 

11.400 

9 

2 

905-1,100 

26,400 

26,400 

1 

1 

783-950 

11,400 

11,400 

1 

1 

584-710 

8,520 

8,520 

1 

1 

660-801 

9,242 

9,612 

2 

2 

505-614 

14,736 

14,736 

1 

1 

492-599 

7,188 

7,188 

4 

4 

446-543 

25,468 

26,012 

2 

2 

415-530 

12,270 

12,420 

1 

1 

415-505 

6,060 

6,060 

1 

1 

998-1,213 

14,556 

14,556 

1 

1 

905-1,100 

12,784 

13,200 

1 

1 

905-1,100 

12,176 

12,784 

1 

1 

783-950 

11,220 

11,400 

7 

7 

660-801 

64,166 

65,352 

22.8 

22.8 

571-692 

183,954 

186,608 

644-783 

— 

— 

_ 

_ 

614-710 

- 

- 

89.8 

89.8 

492-599 

618,497 

627,996 

5 

5 

492-599 

85,940 

35,940 

5.6 

5.6 

446-543 

34,271 

85,366 

129.8 

129.8 

415-530 

730,731 

755.487 

694.6 

694.6 

415-505 

3,918,180 

4,040,562 

1 

1 

415-505 

6,060 

6,060 

_ 

405-492 

— 

— 

53.2 

53.2 

377-457 

255,703 

268,195 

180.6 

180.6 

359-435 

1,043,901 

883,203 

24.4 

24.4 

(50,355) 

126,458 

126,458 

2 

2 

(61,291) 

12,110 

12,110 
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DEPARTM1^ST   OF  MOTOR  VEHICLES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DIVISION   OF   DRIVERS   LICENSES- 
Continued 

Driver  Improvement : 

Driver  improvement  analyst  V 

Driver  improvement  analyst  IV 

Driver  improvement  analyst  III 

Driver  improvement  analyst  II 

Driver  improvement  analyst  I 

Supvng  clerk  II 

Supvng  stenographer  I 

Supvng  clerk  I 

Sr   stenographer   

Sr  clerk 

Sr  clerk-typist 

Stenographer   II    

Clerk-typist  II 

Clerk  II   

Stenographer  I   

Clerk-typist  I 

Clerk  I 

Temporary  help 

Financial  Responsibility : 

Driver  improvement  analyst  IV 

Driver  improvement  analyst  III 

Office  supervisor  I 

Driver  improvement  analyst  II 

Supvng  clerk  II 

Driver  improvement  analyst  I 

Supvng  clerk  I 

Sr  clerk 

Sr   clerk    typist    

Stenographer   II    

Clerk-typist  II 

Clerk   II   

File  clerk  II 

Clerk-typist  I 

Clerk   I   

Temporary  help 

Overtime 

Data  Processing : 

Data  processing  mgr  II 

Data  processing  mgr  I  (program- 
ming)      

Data  processing  mgr  I 

Supervisor   EDP 

Assoc   data   processing   sys   analyst 

Asst  data  processing  sys  analyst 

Computer  operations  supvr  II 

Computer  operations  supvr  I 

Sr  computer  operator 

Computer  operator 

Computer  operator  trainee 

Programmer   II,   EDP 

Programmer  I,  EDP 

Programmer  trainee,  EDP 

Key  data  supervisor  III 

Key  data  supervisor  II 

Key  data  operator  trainee 

Key  punch   supervisor  I 

Key  punch  operator 

Key  entry  supervisor  I 

Key   entry   operator 

Supvng  clerk  II 

Supvng  clerk  I 

Sr   stenographer   

Sr   clerk    

Storekeeper  I  b   

Stock   clerk  b   

Stenographer   II   

Clerk-typist    II    

Clerk  II   

Clerk   I 

Temporary    help    

Overtime 

Totals,  Authorized  Positions 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

6 

6 

6 

905-1,100 

77,404 

78,576 

50.9 

53 

53 

788-950 

588,750 

593,007 

91.5 

122 

122 

710-863 

1,222,994 

1,239,608 

36.6 

21 

21 

644-7S3 

187,211 

190,489 

1 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

58^1^710 

8,520 

8,520 

3 

3 

3 

571-692 

24,880 

24,912 

10.7 

12 

12 

505-614 

86,958 

87,408 

7.9 

11 

11 

492-599 

70,514 

75,132 

0.1 

1 

1 

492-599 

6,712 

7,048 

29.7 

28 

28 

446-543 

175,726 

178,574 

105.6 

106.5 

106.5 

415-530 

635,597 

648,426 

10 

31 

31 

415-505 

154,705 

173,670 

1.7 

4 

4 

405-492 

20,084 

21,080 

17.7 

26 

26 

377-457 

124,480 

130,692 

1 

1 

1 

359-435 

5,140 

5,220 

0.1 

3.5 

3.5 

(648) 

21,631 

21,631 

1 

1 

1 

905-1,100 

13,200 

13,200 

1.8 

3 

3 

783-950 

34,200 

34,200 

1 

1 

1 

783-950 

11,400 

11,400 

12.8 

15 

15 

710-863 

150,954 

152,928 

o 

2 

2 

660-801 

19,224 

19,224 

19.7 

19 

19 

644-783 

173,372 

174,672 

1 

1 

1 

571-692 

8,304 

8,304 

7 

9 

9 

492-599 

59,348 

62,300 

3.8 

4 

4 

492-599 

26,409 

27,018 

2 

«> 

') 

446-543 

13,032 

13,032 

57.1 

62 

62 

415-530 

352,582 

362,103 

65.9 

109 

109 

415-505 

572,900 

619,720 

1 

1 

415-505 

5,100 

5,352 

5.5 

12 

12 

377-457 

58,024 

60,348 

3.2 

8 

8 

359-435 

36,856 

38,406 

3.7 

4.8 

4.8 

(15,787) 

27,227 

27,227 

0.8 

0.8 

0.8 

(4,610) 

3,626 

3,626 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1.3 

2 

2 

1,048-1,273 

29,026 

29,716 

0.9 

2 

2 

1,048-1,273 

27,852 

28,476 

6.3 

8 

8 

950-1,155 

103,991 

107,400 

0.2 

950-1,155 

- 

- 

0.1 

_ 

_ 

783-950 

— 

_ 

2.7 

4 

4 

950-1,155 

51,906 

53,918 

3 

3 

3 

783-950 

31,938 

33,048 

1.5 

7 

7 

644-783 

59,938 

62,004 

1.8 

11 

11 

556-676 

76,936 

80,838 

2.3 

12 

12 

505-556 

77.105 

79,934 

10 

19 

19 

783-950 

187,350 

196,491 

6.8 

8 

8 

676-783 

66,154 

69,492 

1 

_ 

614-710 

— 

_ 

1.4 

2 

2 

660-801 

17,532 

17,916 

1 

4 

4 

571-692 

32,448 

32,832 

11.4 

65 

65 

377-415 

307,668 

323,220 

0.2 

1 

1 

492-599 

6,992 

7,188 

9.3 

12 

12 

425-517 

68,306 

70,962 

3.5 

12 

12 

492-599 

83,526 

85,052 

13.6 

96 

96 

425-517 

525,109 

551,537 

0.6 

2 

2 

660-801 

19,076 

19.224 

0.8 

4 

4 

571-692 

32.012 

32,390 

1 

1 

1 

505-614 

7,368 

7,368 

1.8 

10 

10 

492-599 

70,340 

71,656 

0.3 

_ 

530-676 

- 

- 

0.5 

_ 

_ 

4S0-584 

— 

— 

2 

4 

4 

446-543 

23,335 

24,512 

2.9 

5 

5 

41.5-530 

29,319 

30,050 

16.1 

95 

95 

415-505 

507,735 

532,328 

8.1 

48 

48 

359-435 

218,916 

229,466 

462.8 

120.8 

120.8 

2,398,577 

566,318 

566,318 

14.3 

- 

- 

(98,346) 
$13,012,041 

- 

- 

2,210.7 

2,487.2 

2,487.2 

$15,553,536 

$15,830,576 
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DEPARTMENT   OF   MOTOR  VEHICLES — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
IFIIIedl      (Aulh.l      (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

.47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


DIVISION   OF   FIELD  OFFICE 
OPERATION 

General  Administration : 

Division  chief 1 

Asst  division  chief 3 

Manager  V 9 

Manager  IV 4 

Manager  III 1.9 

Manager  II   5 

Manager  I 4 

Secretary  I 1 

Sr  stenographer 3 

Stenographer  II 2.4 

Clerk-typist    II    2 

Stenographer  I 0.4 

Central  Control : 

Manager  II 1 

Motor  vehicle  rep  II 1 

Sr  clerl; 2.7 

Clerk-typist  II 6 

Clerk   II   19.8 

Temporary  help 7.1 

General  Services : 
Auxiliary : 

Building  maint  man 1 

Stock  clerk 1 

Teletypewriter  operator 2 

Laborer   2 

Watchman    3.3 

Clerk-typist  II 11.4 

Clerk  II 7 

Telephone  opr,  nonmultiple  board  1 

Telephone  opr,  multiple  board 3 

Temporary  help - 

Janitor    73.8 

Los  Angeles  Inquiry  Center: 

Supvng  clerk-typist  I 1.1 

Sr  clerk 3 

Teletypewriter   operator    1 

Clerk   II   26.9 

Clerk  I 7.4 

Temporary  help 2.8 

General  Operations : 

Manager  V 1 

Manager  IV 16.1 

Manager  III 47.1 

Manager  II 62.7 

Manager  I   138.9 

Motor  vehicle  rep  II 156.2 

Sr  drivers  license  examiner 1.3 

Drivers  license  examiner 467.9 

Motor  vehicle  rep  I 11.6 

Sr  clerk 2 

Sr  clerk-typist 1 

Sr  cashier-clerk 45.3 

Motor  vehicle  asst 419.7 

Stenographer  II 4 

Clerk-typist  II 132.5 

Clerk  11   51 

Cashier-clerk  II 60.2 

Clerk-typist  I 1.6 

Temporary  help 376.2 

Overtime 7 


1 

3 

10 

3 

2 
5 

4 
1 
3 
2 
2 
1 

1 
1 
3 
8 
30 
5.1 


1 

1 

2 

2 

3 
11.5 

7 

1 

4 

2.8 
78 

1 

5 

1 

16 

0.5 

1 
17 
47.8 
61.2 
139.6 
160 
1 
525 
12 
2 
1 
47 
431.5 

4 

223.5 

66 

71 

2 

398.2 

16.9 


1 

3 

10 

3 

2 
5 
4 
1 
3 
2 
2 
1 

1 
1 
3 
8 
30 
5.1 


1 

1 

2 

2 

3 
11.5 

7 

1 

4 

2.8 
78 

1 

5 

1 

16 

0.5 

1 

17 

47 

62 

139.6 

160 

1 

525 

12 

2 

1 

47 

431.5 

4 

223.5 

66 

71 

2 

398.2 

16.9 


SALARY  RANOE 

$1,475-1,793 

1,273-1,548 

1,100-1,337 

998-1,213 

905-1,100 

783-950 

710-863 

584-710 

505-614 

446-543 

415-530 

405^92 

783-950 
644-783 
492-599 
415-530 
415-505 
(35,229) 


584-644 
4S0-5S4 
457-556 
505-556 
435-530 
415-530 
415-505 
415-505 
415-505 

415-505 

571-692 
492-599 
457-556 
415-505 
359-^35 
(15,176) 

1,100-1,337 

998-1,213 

905-1,100 

783-950 

710-863 

644-783 

644-783 

584-710 

530-644 

492-599 

492-599 

492-599 

457-556 

446-543 

415-530 

415-505 

415-505 

377-^57 

(1,938,798) 

(52,468) 


$21,516 
54,012 

156,892 
43,668 
26,400 
57,000 
41,004 
8,520 
22,104 
13,032 
12,420 
5,080 

11,400 
9,396 
20,090 
46,285 
170,155 
28,369 


7,188 

7,008 

13,344 

13,344 

17.278 

66,895 

41,008 

5,985 

23,280 

15,575 

441,860 

6,852 
33,120 
6,672 
128,921 
7,995 
2,781 

16,044 

246,350 

623,612 

693,972 

1,437,701 

1,464,459 

9,396 

4,241,730 

90,400 

14,376 

7,188 

334,320 

2,823,392 

26,064 

1,245,285 

378,674 

407,160 

10,000 

2,215,031 

95,677 


$21,516 
54,852 

158,256 
43,668 
26,400 
57,000 
41,424 
8,520 
22,104 
13,032 
12,420 
5,331 

11,400 
9,396 

20,752 

47,064 

173.304 

28,369 


7.548 

7,008 

13,344 

13,344 

17,880 

69,190 

41,656 

6,060 

23,532 

15,575 

448,214 

7,188 
33.972 

6,672 
99,262 

2,781 

16,044 

247,452 

618,528 

703,299 

1,443,274 

1,482.221 

9,396 

4,335,340 

90,932 

14,376 

7,188 

336,012 

2,848,349 

26,064 

1,281,952 

388,404 

417,549 

10,498 

2,215,031 

95,677 


Totals,  Authorized  Positions  _—    2,225.3   2,449.6    2,449.6         $15,636,941        $17,967,280        $18,155,620 


7,164.6    7,163.6         $41,419,200        $48,256,415        $48,988,201 


GRAND  TOTALS,  AUTHORIZED 

POSITIONS    6,464.5 

a  Four  administrative  trainee- junior  staff  analyst  positions  and  a  clerk;typist  II  position  were  transferred  from  General  Operation  Sec- 
tion of  the  Division  of  Drivers  Licenses  to  the  newly  established  Work  Standards  bection.  ,„„„„,,  ^    „  „,.„„t  „,„^t  „„=; 

b  One  storekeeper  and  two  stock  clerk  positions  transferred  from  Division  of  Registration  and  one  storekeeper  and  two  stock  clerk  posi- 
tions transferred  from  Division  of  Drivers  Licenses  to  Fiscal  and  Business  Management  Section  of  Division  of  Administration 
to  centralize  supply  function. 

c  One  position  limited  to  June  30,  1969.  .  . 
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DEPARTMENTAL  ADMINISTRATION 


SALARIES  AJSTD  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


2     DIRECTOR'S  OFFICE 


4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Director 

Chief  deputy  director 

Deputy  director 

Deputy  director 

Assistant   to   tlie   secretary,   Business 
and  Transportation  Agency — 

Calif  Toll  Bridge  Authority  a 

State  trans  safety  coordinator  b 

Asst  trans  safety  coordinator  b 

Asst  director 

Supvng  highway  engineer 

Operations  security  ofBcer 

Asst  operations  security  officer 

Sr  planner,  transportation  studies 

Sr  management  analyst 

Personnel  officer  III 

Fiscal  ofBcer  II  b 

Secretary  II 

Secretary    I    

Supvng  stenographer  I 

Sr  stenographer 

Stenographer   II   

Clerk-typist  II 

Clerk-typist  I 

Sr  clerk 

Clerk   II   

Totals,  Authorized  Positions 28.6 


HIGHWAY  COMMISSION 

Secretary,  California  highway  comm  _ 
Asst  secretary,  Calif  highway  comm  _ 

Highways  administrative  officer  III 

Sr  stenographer 

Stenographer  II  

Totals,  Authorized  Positions 


INTERNAL  AUDIT  SECTION 


SALARY  RANGE 

1 

1 

1 

$2.5,725 

$25,725 

$25,725 

0.9 

1 

1 

2,142 

25,704 

25,704 

1 

1 

1 

2,141 

25,692 

25,692 

0.7 

1 

1 

1,976 

23,712 

23,712 

1 

1 

1 

2,140 

25,680 

25,680 

1 

— 

- 

1,475-1,793 

_ 

0.6 

_ 

_ 

1,155-1,405 

_ 

_ 

2 

2 

2 

1,475-1,793 

41,930 

42,947 

_ 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

1,273-1,548 

18,576 

18,576 

1 

1 

1 

1,048-1,273 

15,276 

15,276 

0.9 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1 

1,213-1,475 

17,700 

17,700 

0.2 

_ 

- 

1,155-1,405 

- 

_ 

1.5 

1 

1 

644-783 

9,396 

9,396 

2  2 

2 

2 

584-710 

16,248 

16,632 

1 

1 

1 

584-710 

8,520 

8,520 

2.5 

4 

4 

505-614 

24,240 

24,940 

2.7 

1 

1 

446-543 

5,674 

5,954 

1.5 

1 

1 

415-505 

4,980 

5,220 

1 

1 

1 

377-^57 

4,780 

5,020 

1 

1 

1 

492-599 

6,893 

7,188 

1.9 

2 

2 

415-505 

9,960 

10,440 

3.9 


Supvng  state  financial  examiner  II 
Supvng  state  financial  examiner  I, 

State  financial  examiner  III 

State  financial  examiner  II 

General  auditor  III 

General  auditor  II  

Auditor   I    

Fiscal  student  trainee 

Accounting  technician 

Sr  stenographer 

Stenographer  II  

Totals,  Authorized  Positions 25.6 


PUBLIC   INFORMATION 


27 


28 


Information  officer  II 1  1 

Information  officer  I 3  3 

Asst  information  officer 1  1 

Audio-visual  specialist  <: 0.5  — 

Audio-visual  asst  <^ 2  — 

Supvng  photographer  e 0.5  - 

Sr  photographer  c 2  - 

Photographer  c   0.9  — 

Sr  stenographer 1  1 

Clerk-typist  II 2  2 

Sr  clerk 1  1 

Clerk  lie 2.6  1 

Totals,  Authorized  Positions 17.5  10 

For  footnotes  see  the  end  of  this  agency  presentation. 


27 


$349,326 


$43,512 


28 


10 


$265,669 


$1,100-1,337 

905-1,100 

746-905 

905-1,100 

746-905 

842-1,023 

692-842 

599-728 

505-614 

415-505 

492-599 

415-505 

$155,381 


$363,918 


$50,152 


$295,898 


$15,318 
39,600 
10,860 


7,368 

12,120 

7,188 

6,060 

$98,514 


$367,554 


0.8 

1 

1 

$1,475-1,793 

$19,044 

$20,004 

0.9 

— 

— 

998-1,213 

— 

— 

0.1 

1 

1 

1,155-1,405 

16,372 

16,860 

1.4 

2 

2 

505-614 

14,736 

14,736 

0.7 

- 

- 

446-543 

- 

— 

$51,600 


1 

1 

1 

$1,155-1,405 

$16,860 

$16,860 

2 

2 

2 

1,048-1,273 

30,552 

30,552 

3 

3 

3 

950-1,155 

41,470 

41,580 

9.2 

8 

8 

783-950 

85,571 

87,271 

2.6 

2 

2 

950-1,155 

25,494 

26,769 

3 

4 

4 

783-950 

37,584 

39,408 

2.7 

5 

5 

644-746 

38,640 

40,560 

1.2 

1 

1 

480-614 

6,360 

6,672 

_ 

1 

1 

492-599 

6,029 

6,334 

0.8 

1 

1 

505-614 

7,338 

7,368 

0.1 

- 

- 

446-543 

- 

- 

$303,374 


$16,084 
39,600 
10,860 


7,368 
12,120 

7,188 
6,060 

$99,280 
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DEPARTMENTAL  ADMINISTRATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.l       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


STATE  TRANSPORTATION 
SAFETY   COORDINATOR 

State  transportation  safety  SALARY  RANGE 

coordinator   -  1  1  $1,475-1,793  $18,654 

Asst  transportation  safety  coordinator  -  5  5  1,155-1,405  70,176 

Sr  research  analyst -  1  1  1,155-1,405  13,860 

Fiscal  officer  II -  1  1  1,155-1,405  16,860 

Information  officer  I -  1  1  905-1,100  10,860 

Sr  stenographer -  2  2  505-614  13.338 

Stenographer  II -  1  1  446-543  5,352 

Totals,  Authorized  Positions -  12  12  -  $149,100 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    75.6        81  81  $813,888  $957,582 

a  Included  in  director's  office  for  reportlDg  purposes — fully  reimbursed. 

b  Positions  transferred  from  director's  office  to  State  Transportation  Safety  Coordinator. 

c  Positions  transferred  to  Division  of  Highways,  effective  January  1,  1968. 


Chief   

Deputy  chief    

Asst  chief 

Attorney  IV 

Attorney  III    

Asst  counsel 

Jr  counsel 

Student  legal  asst 

Sr  special  investigator 

Special  investigator    

Investigator  trainee    

Supervisor,  public  liability  claims- 
Highways  administrative  officer  I_ 

Jr  civil  engineer 

Supvng  legal  stenographer  II 

Supvng  legal  stenographer  I 

Legal  secretary   

Sr  legal  stenographer 

Legal  stenographer 

Sr  stenographer 

Stenographer  II    

Stenographer  I    

Sr  legal  typist 

Sr  clerk-typist 

Clerk-typist  II 

Clerk-typist  I 

Sr  clerk 

Clerk  II    

Clerk  I    

Telephone  operator 

Duplicating  machine  operator  II 

Totals,  Authorized  Positions 


LEGAL  DIVISION 


$19,594 
73,692 
14,056 
16,860 
11,400 
13,728 
5,628 


$155,458 


$977,266 


SALARY  RANGE 

1 

1 

1 

$1,793-2,140 

$25,680 

$25,680 

2.7 

3 

3 

1,708-2,076 

74,736 

74,736 

6 

6.5 

7.5 

1,626-1,976 

154,128 

177,840 

15 

15 

15 

1,548-1,882 

326,435 

331,925 

17.3 

17.5 

18.5 

1,213-1,475 

275,708 

304,351 

6.3 

5 

5 

905-1,100 

59,400 

62,380 

4.1 

5 

5 

746-950 

55,416 

56,460 

1.9 

2 

2 

480-863 

17,364 

17,724 

2.8 

3 

3 

783-950 

34,020 

34,200 

2.6 

3 

3 

710-863 

29,037 

29,946 

0.1 

_ 

_ 

614-710 

_ 

— 

0.9 

1 

1 

905-1,100 

12,940 

13,200 

1.4 

2 

3 

783-950 

20,964 

32,352 

0.2 

_ 

783-950 

— 

— 

3 

3 

3 

710-863 

30,336 

30,816 

4 

5 

5 

628-764 

45,048 

45,552 

0.5 

1 

1 

584-710 

8,282 

8,520 

20.7 

20 

20 

543-660 

154,085 

156,032 

1.5 

4 

4 

469-571 

25,845 

26,634 

4.1 

4 

4 

505-614 

29,472 

29,472 

4.7 

3 

3.5 

446-543 

21,419 

24,947 

0.1 

_ 

_ 

405-492 

— 

— 

1.2 

1 

1 

543-660 

6,824 

7,160 

3 

7 

7 

492-599 

45,344 

47,098 

10.2 

7 

7 

415-505 

40,338 

42,020 

0.7 

1 

1 

377-457 

4,686 

4,920 

5.3 

5.5 

5.5 

492-599 

38,095 

38,568 

5.6 

6 

6 

415-505 

34,448 

34,960 

0.4 

— 

_ 

359-435 

— 

— 

2.1 

2 

2 

415-505 

11,820 

12,120 

1.9 

2 

2 

457-556 

12,720 
$1,594,590 

12,720 

131.8 

135.5 

139 

$1,432,269 

$1,682,333 
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DIVISION   OF   HIGHWAYS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (A»lh.)       lAoth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 

O 

4 
5 
6 

7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


HEADQUARTERS  OFFICE 

Executive : 

State  highway  engineer ;_  1 

Deputy  state  highway  engineer 3 

Supervng  highway  engineer 0.3 

Secretary  I 1.6 

Sr  stenographer 2.2 

Stenographer    II    1 

Clerk-typist  II 2.9 

Administration : 
Executive : 

Assistant  state  highway  engineer  1 

Sr  stenographer 1 

OSice  Engineer : 

Supvr  of  drafting  services 0.5 

Sr   delineator 1 

Delineator 0.5 

City  and  County  Projects  : 

Principal  highway  engineer 1 

Supvng  highway  engineer 1 

Sr  highway  engineer 1 

Assoc  highway  engineer 1 

Highway  engineering  associates  _  2 

Asst  highway  engineer 1 

Highway  engineering  tech  I 1 

Delineator 9.1 

Highways  admin  officer  II 1 

Sr  stenographer 1 

Stenographer  II 1 

Clerk-typist  II 3 

Clerk   II   1 

Service  and  Supply : 

Highway  engineering  associate 0.7 

Highways  admin  officer  IV 1 

Highways  admin  officer  II 3.3 

Purchasing  specification  analyst  _  1 

Asst  purehas  specification  analyst  2 

Delineator 0.5 

Business  service  officer  I 0.3 

Property  clerk  II 1.5 

Storekeeper  I 1 

Stock  clerk 4.2 

Account  clerk  II 0.3 

Sr  stenographer 1 

Sr  clerk-typist 1.6 

Clerk-typist  II 6.7 

Sr  file  clerk 2 

Supvng  clerk  II 0.5 

Sr  clerk 2.2 

Clerk   II   14 

Material  handler 1 

Systems  Research : 

Principal  highway  engineer 1 

Supervng  highway  engineer 1 

Highways  admin  officer  III - 

Highways  admin  officer  II 1 

Highways  admin  officer  I — 

Sr  stenographer  - 1 

Program  Management : 

Asst  state  highway  engineer 1 

Sr  management  analyst 1 

Staff  management  analyst 0.2 

Assoc  management  analyst 4 

Asst  management  analyst 2 

Jr  staff  analyst 2 

Administrative  trainee 1 

Assoc  budget  analyst 0.4 

Fiscal  officer  I 0.9 

Accounting  officer  II 1.9 

Accountant  I 0.2 

Accounting  technician    1 

Sr  stenographer 0.2 

Sr  clerk-typist 1 

Clerk-typist  II 2 


SALAET  RANGE 


1 

1 

$1,976-2,141 

$25,692 

$25,692 

3 

3 

1,793-2,140 

76,272 

77,040 

1 

1 

1,337-1,626 

19,512 

19,512 

2 

2 

584-710 

17,040 

17,040 

3 

3 

505-614 

21,384 

22,104 

1 

1 

446-543 

6,516 

6,516 

3 

3 

415-505 

18,180 

18,180 

1 

1 

1,708-2,076 

24,912 

24,912 

1 

1 

505-614 

7,368 

7,368 

0.5 

0.5 

821-998 

5,988 

5,988 

1 

1 

746-905 

10,356 

10,860 

0.5 

0.5 

614-746 

4,476 

4,476 

1 

1 

1,548-1,882 

22,584 

22,584 

1 

1 

1,337-1,626 

19,.512 

19,512 

1 

1 

1,155-1,405 

16.860 

16,860 

1 

1 

998-1,213 

13,860 

14.556 

2 

2 

950-1,155 

27,720 

27,720 

1 

1 

821-998 

10,356 

10.860 

1 

1 

676-821 

9,396 

9,852 

« 

8 

614-746 

68,712 

69,912 

1 

1 

950-1,155 

13,200 

13.860 

1 

1 

505-614 

7,.36S 

7,368 

1 

1 

446-543 

5,352 

5,628 

3 

3 

415-505 

17,880 

18.180 

1 

1 

415-505 

5,484 

5,760 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1.273-1,548 

17,700 

18,576 

3 

3 

950-1,155 

40,296 

40,920 

1 

1 

998-1.213 

14.5.56 

14,-556 

o 

2 

863-1. 048 

25,1.52 

25,152 

0.5 

0.5 

614-746 

4,476 

4,476 

05 

0.5 

783-950 

5,430 

5,700 

1 

1 

614-746 

8,9.52 

8,952 

1 

1 

530-644 

7.728 

7,728 

4 

4 

480-584 

27,384 

27,696 

0  5 

0.5 

415-505 

3,030 

3.030 

1 

1 

50.5-614 

6,672 

7,008 

2 

2 

492-599 

12,720 

13,368 

7 

7 

41.5-505 

42,420 

42,420 

2 

2 

492-599 

14,376 

14,376 

0.5 

0.5 

660-801 

4,806 

4,806 

3 

3 

492-599 

21,564 

21,564 

IS 

15 

41.5-505 

89.148 

90,300 

1 

1 

530-584 

7,008 

7,008 

1 

1 

1,548-1,882 

22,584 

22.584 

1 

1 

1,337-1,626 

19,.512 

19,512 

1 

1 

1,15.5-1,405 

13,860 

14,556 

9 

9 

950-1,155 

10.5,060 

109,668 

1 

1 

783-9.50 

9.396 

9,850 

1 

1 

505-614 

7,368 

7,868 

1 

1 

1,708-2,076 

24,912 

24,912 

1 

1 

1,155-1,405 

16,860 

16,860 

1 

1 

1,048-1,273 

14,556 

15,276 

4 

4 

950-1,155 

52,896 

54,156 

2 

2 

783-950 

20,208 

21,216 

2 

2 

644-783 

17,472 

18,348 

2 

2 

614-710 

15,840 

16,632 

1 

1 

950-1,155 

11,976 

12,576 

1 

1 

1,048-1,273 

15,276 

15,276 

2 

2 

783-950 

21,756 

22,260 

1 

1 

584-710 

7,728 

8,112 

1 

1 

492-599 

7,188 

7,188 

1 

1 

505-614 

7,368 

7,368 

1 

1 

492-599 

7,188 

7,188 

2 

2 

415-505 

12,120 

12,120 
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DIVISION  OF  HIGHWAYS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


HEADQUARTERS  OFFICE— Continued 

Personnel : 
Executive: 

Principal  highway  engineer 1  1 

Personnel : 

Personnel  officer  II 1  1 

Assoc  personnel  analyst 2.9  2 

Asst  personnel  analyst 2  2 

Personnel  asst  III 0.3  1 

Personnel  asst  II 0.9  3 

Personnel  asst  I 1.3  6 

Assoc  data  processing  systems 

analyst    0.1  1 

Jr  staff  analyst 1  1 

Administrative  trainee 1  1 

Sr  stenographer 1  1 

Stenographer  II    3.8  4 

Sr  clerli-typist 2.3  3 

Clerk-typist  II 10.5  11 

Sr  file  clerk 1  1 

Supervising  clerk  II 0.7  - 

Supervising  clerk  I 2.1  - 

Sr  clerk    3.7 

Clerk  II    3  3 

Safety : 

Sr  highway  engineer 1  1 

Highway  engineering  assoc 1  1 

Highway  superintendent   1  1 

Sr  clerk-typist 1  1 

Clerk-typist  II 3.9  4 

In-Service  Training : 

Chief  mgt  development  &  training  1  1 

Training  officer  I 3  3 

Training  asst 1  1 

Jr  staff  analyst 1  1 

Administrative  trainee 1.5  2 

Government  interne    1  1 

Sr  clerk-typist 1  1 

Clerk-typist  II 3  3 

Audio- Visual : 

Audio-visual  specialist  a    0.6  1 

Audio-visual  asst  a    1.5  4 

Clerk  II  a 0.6  1 

Fiscal  Management : 

Comptroller    0.5  0.5 

Deputy  comptroller    1  1 

Asst  comptroller    2  2 

Sr  administrative  analyst 1  1 

Staff  admini.strative  analyst 2  2 

Assoc  administrative  analyst 5.1  6 

Asst  administrative  analyst 6  9 

Highways  administrative  officer  II_  0.5  1 

Fiscal  officer  I 1  1 

Accounting  officer  III 8.4  10.5 

Accounting  officer  II  b 23.6  24 

Accountant    lb    26  25 

Accounting   technician   19.9  20 

Sr  account  clerk 2  2 

Account  clerk  II 13  13 

Accountant  trainee 3  3 

Fiscal  student  trainee  •> 1  1 

Bookkeeping  machine  operator  II -  1 

Calculating  machine  operator 4.5  5 

Sr  stenographer 3.4  4 

Stenographer  II 5.5  6 

Stenographer  I —  1 

Clerk-typist  II 3  3 

Clerk   II   3.7  4 

Clerk   I   1  2 

Operations : 
Executive : 

Asst  state  highway  engineer 1  1 

Sr  stenographer 1  1 

Communications ; 

Dispatcher-clerk 1.5  1.5 

Supvng  clerk  I 0.5  0.5 

Clerk-typist  II 1  1 

For  footnotes  see  the  end  of  this  agency  presentation. 


SALARY  RANGE 

1 

1,548-1,882 

22,584 

22,584 

1 

1,100-1,337 

16.044 

16,044 

2 

950-1,155 

27,720 

27,720 

2 

783-950 

22,260 

22,800 

1 

660-801 

9,612 

9,612 

3 

571-692 

24,912 

24,912 

6 

492-599 

42,144 

42,456 

1 

950-1,155 

13,860 

13,860 

1 

644-783 

8,520 

8,952 

1 

614-710 

7,368 

7,728 

1 

505-614 

7,368 

7,368 

4 

446-543 

25,752 

26,064 

3 

492-599 

20,892 

21,228 

11 

415-505 

66,360 

66,660 

1 

492-599 

7,188 

7,188 

_ 

660-801 

_ 

_ 

571-692 

_ 

_ 

_ 

492-599 

_ 

_ 

3 

415-505 

17,880 

18,180 

1 

1,155-1,405 

16,860 

16,860 

1 

950-1,155 

13,860 

13,860 

1 

950-1,155 

13,860 

13,860 

1 

492-599 

7,188 

7,188 

4 

415-505 

23,940 

24,240 

1 

1,273-1.548 

18,576 

18,576 

3 

950-1,155 

39,696 

40.296 

1 

783-950 

9,852 

10,356 

1 

644-783 

9,396 

9,396 

o 

614-710 

14,736 

15,456 

1 

2.07-2.28  hr 

3,776 

3,976 

1 

492-599 

6,204 

6,516 

3 

415-505 

17,880 

18,180 

1 

905-1,100 

13,200 

13,200 

4 

746-905 

41,928 

43,440 

1 

415-505 

6,060 

6,060 

0.5 

1,626-1,976 

11,856 

11,856 

1 

1,337-1.626 

19,512 

19,512 

9 

1,155-1,405 

33,720 

33,720 

1 

1,15.'5-1,405 

16,860 

16,860 

2 

1,048-1,273 

28,416 

29.832 

6 

950-1,155 

76,788 

79,932 

9 

783-950 

92,748 

97,380 

1 

950-1,155 

11,976 

12,576 

1 

1,048-1,273 

14,556 

15,276 

10.5 

950-1,155 

139,176 

141.972 

23 

783-950 

257,112 

254,316 

24 

584-710 

197,832 

196.536 

20 

492-599 

138,096 

141,072 

2 

492-599 

14,376 

14,376 

13 

415-505 

74,448 

77,028 

3 

644-746 

23.952 

25,152 

_ 

480-614 

6,060 

_ 

1 

457-556 

5,484 

5,760 

5 

435-530 

31.800 

31.800 

4 

505-614 

28,464 

28,776 

6 

446-543 

38,784 

39,096 

1 

405-492 

4,860 

5,100 

3 

415-505 

18,180 

18,180 

4 

415-505 

23,640 

24,240 

2 

359-^35 

8,616 

9,048 

1 

1,708-2,076 

24,912 

24.912 

1 

505-614 

7,368 

7,368 

1.5 

492-599 

10,446 

10,614 

0.5 

571-692 

4,152 

4,152 

1 

415-505 

6,060 

6,060 
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DIVISIGM   OF  HIGHWAYS — Cosstinued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Aulh.)       («Dth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


HEADQUARTERS  OFFICE— Continued 

Planning : 
Executive : 

Asst  state  highway  engineer 111 

Sr  stenographer 111 

Highways  administrative  officer  II  0.5  0.5  0.5 

Stenographer  II 0.8  1  1 

Right-of-Way: 
Executive : 

Chief  right-of-way  agent 111 

Sr  stenographer 0.7  1  1 

Totals,   Authorized   Positions- 


317.5      352.5      349.5 


SALARY  RANGE 
1,708-2,076 

505-614 
950-1.155 

446-543 


1,708-2,076 
505-614 

$2,820,424 


24,912 
7,368 
6,930 

5,628 

21,516 
7,368 


$3,315,830 


DISTRICT  OFFICES 

Bridge  Department 

Asst  state  highway  engineer 

Principal  bridge  engineer 

Supvng  bridge  engineer 

Sr  bridge  engineer 

Assoc  bridge  engineer 

Asst  bridge  engineer 

Highways  administrative  officer  I 

Personnel  asst  I 

Accounting  officer  III  

Accounting  ofScer  II 

Accountant  I   

Accounting  technician 

Sr  account  clerk 

Account  clerk  II 

Sr  stenographer 

Stenographer  II  

Sr  clerk-typist 

Clerk-typist  II 

Sr  file  clerk 

Supervising  clerk  I 

Clerk  II  

Clerk  I  

Property  clerk  I 

Stock  clerk 

Totals,  Bridge  Department 65.9 

District  01 

Principal  highway  engineer 

Supvng  highway  engineer 

Senior  highway  engineer 

Associate  highway  engineer 

Asst  highway  engineer 

Highways  administrative  officer  II 

Personnel  asst  II 

Accounting  officer  III 

Accounting  officer  II 

Accountant  I  

Accounting  technician   

Account  clerk  II 

Supvng  stenographer  I 

Sr  stenographer 

Stenographer  II  

Clerk-typist  II 

Sr  clerk 

Clerk  II   

Property  clerk  II 

Dispatcher-clerk 

Key  punch  operator 

Totals,  District  01 34.2 

District  02 

Principal  highway  engineer 1 

Supvng  highway  engineer 1 

Sr  highway  engineer . 2.1 

Assistant  highway   engineer 1 

Highway  engineerinp:  technician  II 1 

Highways  adminstrative  officer  II 0.5 

Asst  information  officer 1 


70.5 


70.5 


$532,745 


1 

1 

1 

$1,548-1,882 

1 

1 

1 

1,337-1,626 

1 

1 

1 

1,155-1,405 

0.6 

1 

1 

998-1,213 

2 

2 

2 

821-998 

1 

1 

1 

950-1,155 

1 

1 

1 

571-692 

1 

1 

1 

950-1,155 

2 

2 

0 

783-950 

3 

3 

3 

584-710 

1 

1 

1 

492-599 

2 

2 

2 

415-505 

0.3 

1 

1 

584-710 

1.9 

2 

2 

505-614 

4.8 

6.5 

6.5 

446-543 

4 

3 

3 

41,5-530 

1 

1 

1 

492-599 

3.3 

4 

4 

415-505 

1 

1 

1 

614-746 

1 

1 

1 

492-599 

0.3 

1 

1 

425-517 

$603,786 


$21,516 
19,512 
16,860 
14,556 
23,952 
18,860 

7,536 
13,860 
21,252 
23,568 

6,516 
11,820 

8,112 
14,376 
39,948 
17,604 

6,852 
23,400 

8,952 

7,188 

6,204 


37.5 


1 
1 
2.5 

1 
1 
1 
1 


37.5 


1 

1 
2.5 

1 
1 

1 
1 


$289,510 


$327,444 


24,912 
7,368 
6,930 
5,904 


22,584 
7,368 


$3,359,246 


1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1.9 

2 

2 

1,548-1,882 

43,080 

44,100 

2.9 

3 

3 

1,337-1,626 

58,536 

58,536 

0.2 

1 

1 

1,155-1,405 

15,276 

16,044 

3.1 

3.5 

3.5 

998-1,213 

50,598 

50,946 

1.3 

1.5 

1.5 

821-998 

17,406 

17,676 

0.9 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

492-599 

7,188 

7,188 

0.9 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

783-950 

10,860 

11,400 

3 

3 

3 

584-710 

24,768 

25,152 

5 

5 

5 

492-599 

33,948 

34,832 

1 

1 

1 

492-599 

7,188 

7,188 

7.2 

8 

8 

415-505 

46,128 

47,880 

2 

2 

505-614 

14,736 

14,736 

5.9 

6 

6 

446-543 

38,784 

39,096 

2 

2 

2 

492-599 

12,720 

13,368 

10.2 

11 

11 

415-505 

65,760 

66,660 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

571-692 

8,304 

8,304 

8 

8.5 

8.5 

415-505 

51,510 

51,510 

1 

1 

1 

359-435 

4,524 

4,740 

1 

1 

1 

530-644 

7,728 

7,728 

3.4 

4 

4 

480-584 

27,384 

27,696 

$612,140 


$22,584 
19,512 
16,860 
14,556 
23,952 
13,860 

7,920 
13,860 
21,756 
24,744 

6,852 
12,120 

8,520 
14,736 
40,326 
18,480 

7,188 
23,664 

8,952 

7,188 

6,204 


$333,834 


$1,548-1,882 

$22,584 

$22,584 

1,337-1,626 

19,512 

19,512 

1,155-1,405 

42,150 

42,150 

821-998 

11,976 

11.976 

783-950 

11,400 

11,400 

7S3-950 

11,400 

11,400 

746-905 

10,356 

10,860 

TRANSPORTATION 


Department  of  Public  Works 


671 


DIVISION  OF  HIGHWAYS — Continued 


1 
2 
3 
/I 

5 
6 
7 
8 
9 
10 
H 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FllledJUuth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


DISTRICT  OFFICES— Continued 

4     District  02 — Continued 

Personnel  asst  II 0.3 

Accounting;  officer  III 1 

Accounting  officer  II 2 

Account.-int  I 3 

Accounting  technician   3 

Sr  account  clerk 1 

Account  clerk  II 3.6 

Supvng   .'jtenographcr  I 1 

Stenographer   II    2.9 

Clerk-typist  II 2 

Sr  file  clerk 1 

Supvng   clerk   I    0.6 

Clerk  II 1.5 

Propert.v  clerk  II 0.1 

Storekeeper  I 0..5 

Stock  clerk   2.9 

Dispatcher-clerk 0.5 

Totals,  District  02 34.5 

District  03 

Asst  state  highway  engineer 

Suprvng  highwa,v  engineer 

Sr  highway  engineer 

Assoc  highway  engineer 

Highway  engineering  associate 

Asst   highway    engineer   

Highway  engineering  technician  I 

Delineator 

Highways  admin  officer  II 

Highways  admin  officer  I 

A.sst  information  officer 

Personnel  asst  II 

Personnel  asst  I 

Jr  staff  analyst 

Sr  highway  foreman 

Accounting  officer  III 

Accounting  officer  II 

Accountant  I 

Accountant    trainee    

Accounting  technician 

Sr  account  clerk 

Account  clerk  II 

Secretary  I  

Supyng  stenographer  I 

Stenographer  II  

Clerk-typist  II 

Clerk-typist  I 

Clerk   II   

Property  clerk   II 

Storekeeper  I  

Stock  clerk 

Dispatcher-clerk 

Totals,  District  03 75.2 

District  04 

Metropolitan  district  engineer 1 

Supervising  highway  engineer 2 

Sr  highway  engineer 2 

Associate  highway  engineer 4 

Highway  engineering  associate 2 

Asst  highway  engineer 8.5 

Highway  engineering  technician  I 2 

Sr  delineator 1 

Delineator 5.3 

Engineering  aid  II 5.9 

Highways   administrative   officer  II 1 

Highways   administrative   officer  I 3 

Asst  information  officer 1 

Associate  personnel  analyst 1 

Asst  personnel  analyst 1 

Personnel  asst  II 1 

Personnel  asst  I '. 1.5 

Fiscal  officer  I 1 


1 
1 
2 
3 
3 
1 
4 
1 
3 
2 
1 

2 

1 

0.5 

3 

0.5 


1 
1 
2 

3 
3 
1 
4 
1 
3 
2 
1 

2 

1 

0.5 

3 

0.5 


37.5        37.5 


SALARY  RANGE 

.071-692 
9.50-1,155 
7S3-950 
5S4-710 
492-599 
402-599 
41,5-505 
584-710 
446-.543 
41.5-530 
492-599 
571-692 
415-505 
614-746 
530-644 
480-584 
492-599 

$288,035 


80.5 


80.5 


$575,143 


7,188 
11,976 
22,260 
25,152 
20,580 

7,188 
21,684 

8,520 
19..548 
12,720 

7,188 

11,544 
8,952 
3,864 

20,688 
3,594 


$342,024 


$657,744 


PROPOSED 
1969-70 


7,536 

12.576 
22,800 
25,560 
20,892 

7,188 
23,240 

8.520 
19,548 
32,720 

7,188 

11,820 
8.952 
3,864 

21.024 
3.594 


$346,904 


1.1 

1 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

2.1 

2.5 

2.5 

1,15.5-1.405 

42,150 

42,1.50 

1.5 

2 

2 

998-1,213 

28,416 

28,612 

1 

1 

1 

950-1,155 

12,576 

13,200 

2.2 

2.5 

2.5 

821-998 

29,940 

29,940 

1 

1 

1 

676-821 

9,8.52 

9,852 

1.7 

2 

2 

614-746 

17.472 

17,904 

1 

1 

1 

950-1,155 

13,200 

13,860 

0.8 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

746-905 

10,860 

10,860 

1 

1 

1 

571-692 

7,920 

8,304 

1 

1 

1 

492-599 

6,516 

6,852 

0.9 

1 

1 

644-783 

8,520 

8,9.52 

1.7 

2 

2 

783-950 

22,800 

22,800 

1 

1 

1 

950-1,155 

13,860 

13,860 

9 

2 

2 

783-950 

22,800 

22,800 

3.3 

4 

4 

584-710 

31,320 

31,448 

1 

1 

1 

644-746 

7,368 

7,728 

6 

6 

6 

492-599 

42,120 

42,292 

2 

2 

2 

492-599 

13,368 

13,372 

5.1 

6 

6 

415-505 

33,768 

33,908 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

584-710 

8,520 

8,.520 

10.1 

10 

10 

446-543 

53,520 

.54,280 

7 

8 

8 

415-530 

50,088 

50,380 

2.2 

3 

3 

377-457 

14,220 

14,940 

11 

11 

11 

415-505 

65,784 

66,360 

1 

1 

1 

614-746 

8.112 

8,520 

1 

1 

1 

5.30-644 

7,728 

7,728 

1 

1 

1 

4S0-584 

7,008 

7,008 

0.5 

0.5 

0.6 

492-599 

3,594 

3,.594 

$664,368 


1 

1 

$1,793-2,140 

$25,680 

$25,680 

2 

9 

1,337-1,626 

37,212 

38,088 

2 

2 

1,155-1,405 

31,416 

32,136 

4 

4 

998-1,213 

57,528 

58,224 

2 

2 

950-1,155 

27,720 

27,720 

10 

10 

821-998 

119,760 

119,760 

2 

2 

676-821 

19,704 

19,704 

1 

1 

746-905 

10,860 

10,860 

7 

7 

614-746 

61,368 

61,664 

7 

7 

556-676 

54,552 

54,656 

1 

1 

9.50-1,155 

13,200 

13,860 

3 

3 

783-950 

33,660 

34,200 

1 

1 

746-905 

10,860 

10,860 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

10,860 

11.400 

1 

1 

571-692 

7,536 

7.920 

2 

2 

492-599 

13,032 

13.704 

1 

1 

1,048-1,273 

14,556 

15,276 
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TEAJS[SPORTATION 


DIVISION  OF  HIGHWAYS— Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (tuth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DISTRICT  OFFICES— Continued 

District  04 — Continued 

Accounting  officer  III 2 

Accounting  officer  II 4 

Accountant  I 5.5 

Accountant  trainee 1 

Accounting  technician   7 

Sr  account  clerk 7 

Account  clerk  II 16.6 

Supvng  stenographer  I 0.1 

Sr  stenographer 3 

Stenographer   II   7 

Stenographer   I    0.6 

Clerk-typist  II 15 

Clerk-typist    I    3.1 

File  clerk  II 1 

Supvng  clerk  11 2 

Sr  clerk 3.3 

Clerk   II   7 

Property  clerk  II 1 

Storekeeper  I 1 

Stock  clerk 2 

Totals,  District  04 

District  05 

Principal  highway  engineer  

Sr  highway  engineer 

Asst  highway  engineer 

Sr  delineator  

Highways  administrative  officer  III 
Highways  administrative  officer  II_ 

Personnel  asst  II  

Personnel  asst  I  

Accounting  officer  III 

Accounting  officer  II 

Accountant  I  

Accounting  technician   

Sr  account  clerk 

Account  clerk  II 

Sr  stenographer 

Stenographer   II   

Stenographer   I    

Senior  clerk-typist 

Clerk-typist  II 

Clerk-typist  I 

Supervising  clerk  I 

Clerk   II   

Property  clerk  II 

Stock  clerk 

Telephone  operator — uoumultiple 
board    

Totals,  District  05 41.3 

District  06 

Principal  highway  engineer 1 

Supervising  highway  engineer 1 

Associate  highway  engineer 1.5 

Highway  engineer  associate 1 

Assistant  highway  engineer 2 

Highway  engineering  technician  I 2.5 

Highways  administrative  officer  II l" 

Highways  administrative  officer  I 1 

Personnel  assistant  II 0.2 

Accounting  officer  III l' 

Accounting  officer  II 3 

Accountant   I   3.5 

Accounting  technician 4' 

Senior  account  clerk 1 

Account  clerk  II 3.5 

Senior  stenographer 1.9 

Stenographer    II    l" 

Senior  file  clerk 1 

Clerk-typist  II 4  8 

Clerk   II   1 

Clerk   I   1 


4 
7 
1 
9 
7 

19 
1 
3 
7 
1 

17 
6 
3 
2 
5 

10 
1 
1 
2 


2 
4 
7 
1 
9 
7 

19 
1 
3 
7 
1 

17 
6 
3 
2 
5 

10 
1 
1 


SALARY  RANGE 
950-1,155 
783-950 
584-710 
644-746 
492-599 
492-599 
415-505 
584^710 
505-614 
446-543 
405-492 
415-530 
377-457 
415-505 
660-801 
492-599 
415-505 
614-746 
530-644 
480-584 


25,836 
41,964 
54,984 

7,728 

61,692 

48,300 

107,148 

7,728 
21,744 
41,712 

5,100 
104,520 
30,168 
17,580 
18,780 
35,604 
59,424 

8,520 

7,728 
14,016 


45.5 


,45.5 


$347,806 


$393,210 


26,436 
42,476 
55,356 

8,112 

62,184 

48,644 

108,784 

8,112 
22,104 
41,840 

5,352 
104,720 
31,128 
18,180 
19,224 
35,940 
60,300 

8,952 

7,728 
14,016 


133.4 

157 

157 

$1,054,146 

$1,283,640 

$1,299,160 

1 

1 

1 

$1,548-1,882 

$20,496 

$21,516 

1.2 

1 

1 

1,155-1,405 

15,276 

16,044 

4.8 

5 

5 

821-998 

59,304 

59,880 

1.3 

2 

2 

746-905 

21,216 

21,720 

1 

1 

1 

1,155-1,405 

15,276 

15,544 

0 

2 

2 

950-1,155 

25,152 

25,400 

1 

1 

1 

571-692 

7,536 

7,920 

1 

1 

1 

492-599 

6,516 

6,688 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

783-950 

11,400 

11,400 

4 

4 

4 

584^710 

32,880 

33,172 

2 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

492-599 

7,188 

7,188 

5.3 

6 

6 

415-505 

36,360 

36,360 

1.2 

2 

2 

505-614 

14,736 

14,736 

2 

2 

0 

446-543 

13,032 

13,032 

1 

1 

1 

405-492 

5,352 

5,628 

1 

1 

1 

■     492-599 

7,188 

7,188 

2.6 

3 

3 

415-530 

17,280 

17,680 

1.6 

2 

2 

377-457 

10,440 

10,968 

1 

1 

1 

571-692 

7,536 

7,920 

2 

2 

2 

415-505 

11,820 

12,120 

0.7 

1 

1 

614-746 

8,952 

8,952 

0.1 

1 

1 

480-584 

7,008 

7,008 

0.5 

0.5 

0.5 

415-505 

3,030 

3,030 

$399,330 


1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

1,337-1,626 

17,700 

18,576 

1.5 

1.5 

998-1,213 

21,834 

21,834 

1 

1 

950-1,155 

13,860 

13,860 

2 

9 

821-998 

23,952 

23,952 

3 

3 

676-821 

29,556 

29,556 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

783-950 

10,860 

11,400 

1 

1 

571-692 

7,536 

7,920 

1 

1 

950-1,155 

13,860 

13,860 

3 

3 

783-950 

33,660 

34,200 

4 

4 

584-710 

33,264 

34,080 

5 

5 

492-599 

35,940 

35,940 

1 

1 

492-599 

7,188 

7,188 

4 

4 

415-505 

24,240 

24,240 

2 

2 

505-614 

14,736 

14,736 

1 

1 

446-543 

6,204 

6,516 

1 

1 

492-599 

7,188 

7,188 

5 

5 

415-530 

31,500 

31,800 

1 

1 

415-505 

6,060 

6,060 

1 

1 

359-435 

4,740 

4,980 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(flllid)      (Aulh.)      (Aiilh.l 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


DISTRICT  OFFICES— Continued 

District  06 — Continued 

Property   clerk   II 1 

Storelieeper  I 1 

Stock  clerk   1.9 

Dispatcber-clerk 0.5 

Telephone  operator — nonmultiple 

board    1 

Totals,  District  06 43.3 

District  07 

Metropolitan  district  engineer  

Principal  liighway  engineer 

Supervising  highway  engineer 

Senior  highway  engineer 

Associate  highway  engineer 

Highway  engineering  associate 

Assistant   highway   engineer   

Highway  engineering  technician  II  . 
Highway  engineering  technician  I  _ 

Senior  delineator 

Delineator 

Highways  administrative  oflBcer  III 
Highways  administrative  officer  II 
Highways  administrative  officer  I  _ 

Assoc  DP  systems  analyst 

Associate  personnel  analyst 

Assistant  personnel   analyst 

Training  officer  I   

Training  assistant 

Information  officer  I 

Assistant   information   officer   

Editorial    aid   

Personnel  assistant  III 

Personnel  assistant  I 

Jr  staff  analyst 

Administrative  trainee 

Accounting  officer  IV 

Accounting  oflicer  III 

Accounting  ofiicer  II 

Accountant  trainee 

Accountant  I   

Accounting  technician  

Sr  account  clerk 

Account  clerk  II 

Sr  stenographer 

Stenographer  II  

Sr  clerk-typist 

Clerk-typist  II 

Clerk-typist    I    

Sr  file  clerk   

Supvng  clerk  I 

Sr  clerk 

Clerk  II 

Clerk   I   

Property  clerk  II 

Stock  clerk _ 

Dispatcher-clerk  supervisor 

Dispatcher-clerk 

Totals,  District  07 

District  08 

Principal   highway   engineer 

Supvng  highway  engineer 

Sr  highway   engineer   

Associate  highway  engineer 

Asst  highway  engineer 

Highway  foreman   

Highway   engineering   technician  I   . 
Highways  administrative  officer  III. 

Editorial    aid    

Accounting   officer  III 

Accounting  officer  II 

Accountant  I ^ 

Accounting  technician 


1 
1 
2 

0.5 


1 
1 
o 

0.5 
1 


47 


47 


SAL.\RY  BANGE 
614-746 
530-G44 
480-.'584 
492-599 

415-505 

$373,096 


8,952 

7,728 

14,016 

3,594 

5,760 


3420,372 


8,952 

7,728 

14,016 

3,504 

6.060 


$424,680 


1 

1 

1 

$1,793-2,140 

$24,912 

$25,680 

1 

1 

1 

1,548-1,882 

22,584 

22,584 

1.9 

2.5 

2.5 

1,337-1,626 

46,968 

47,844 

1.7 

2 

1,155-1,405 

30,600 

31,136 

3 

3 

3 

998-1,213 

43,668 

43.668 

1 

1 

1 

950-1,155 

13,860 

13.860 

13.2 

14 

14 

821-998 

166,512 

167,664 

1 

1 

1 

783-050 

11,400 

11,400 

4.1 

4.5 

4.5 

676-821 

44,334 

44,334 

2 

9 

2 

746-905 

21,720 

21,720 

3 

3 

3 

614-746 

25,584 

26,424 

0 

2 

2 

1,155-1,405 

33,720 

33,720 

2 

2 

o 

950-1,155 

25,776 

26,060 

4 

4 

4. 

783-950 

42,972 

43,520 

- 

1 

1 

950-1,155 

12,576 

12,700 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

783-950 

11,400 

11,400 

0.9 

1 

1 

950-1,155 

13,860 

13,860 

0.3 

1 

1 

7S.3-050 

10,860 

11,400 

2 

9 

2 

905-1,100 

26.400 

26.400 

2.6 

3 

3 

746-905 

32,076 

32.580 

1 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

660-801 

8,736 

9,168 

4 

4 

4 

492-599 

26,064 

26,408 

1 

1 

1 

64^783 

8,520 

8,940 

1.2 

3 

3 

614-710 

23,184 

23,3.36 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

2 

2 

2 

950-1,1.55 

27,060 

27,220 

5 

5 

5 

783-950 

50,316 

51,788 

1 

1 

1 

644-746 

7,728 

8,112 

9.3 

10 

10 

584-710 

80,088 

81,800 

17 

18 

18 

492-599 

117,480 

118,328 

5 

5 

5 

492-599 

33,588 

33,932 

18.8 

25 

25 

415-505 

139.560 

140.316 

5.9 

7 

7 

505-614 

50,184 

50,356 

10.3 

13 

13 

446-543 

82,212 

83,708 

3.1 

4 

4 

492-599 

28,416 

28,752 

52.5 

60 

60 

415-530 

360,600 

362,600 

- 

2 

2 

377-457 

9,048 

9,480 

2 

2 

2 

492-599 

13,704 

14.040 

1 

1 

1 

571-692 

8,304 

8,304 

6.3 

8 

8 

492-599 

53,520 

54,152 

25 

25 

25 

415-505 

150,900 

151,500 

2.2 

4 

4 

359-135 

18,816 

19.480 

1 

1 

1 

614-746 

8,952 

8,952 

0.2 

1.5 

1.5 

480-584 

9,564 

9,864 

0.5 

0.5 

0.5 

543-660 

3,960 

3,960 

2 

2 

2 

492-599 

14,040 
$2,034,774 

14,376 

228 

261 

261 

$1,794,177 

$2,055,274 

1 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

1 

1 

1 

1,155-1,405 

16,860 

16,860 

2 

2 

2 

998-1,213 

29,112 

29,112 

4 

4 

4 

821-998 

47,904 

47,904 

0.7 

1 

1 

676-821 

9,852 

9,&52 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

1,155-1,405 

15,276 

15,544 

0.9 

1 

1 

530-644 

7,728 

7,728 

1 

1 

1 

950-1,155 

13,200 

13,860 

2 

2 

2 

783-950 

21,720 

22,300 

4 

4 

4 

584-710 

33,672 

34,080 

4 

4 

4 

492-599 

27,408 

27,916 

22—4316  SW 
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TRANSPORTATION 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)       (Auth.)       (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 


DISTRICT  OFFICES— Continued 

District  08 — Continued 

Sr  account  clerk 

Account  clerk  II 

Supvng  stenographer  I 

Stenographer   II    

Clerk-typist  II 

Supvng   clerk   I   

Sr  clerk 

Clerk  II 

Clerk  I 

Property  clerk  II 

Stock  clerk 

Dispatcher-clerk     

Totals,  District  08 63.5 

District  09 

Principal  highway  engineer 

Asst  highway   engineer 

Highway  foreman 

Highways  administrative  officer  II 

Highway  field  office  asst 

Personnel  asst  I   

Accounting  officer  II  

Accountant  I  

Accounting  technician   

Account  clerk  II 

Stenographer    II    

Clerk-typist   II    

Sr  file  clerk  

Sr   clerk   

Clerk   II   

Property  clerk  II  

Totals,  District  09 20.1 

District  10 

Principal  highway  engineer 1 

Sr  highway  engineer 1 

Associate  highway  engineer 1.6 

Asst  highway  engineer 2.5 

Highway  engineering  technician  I 0.4 

Highways  administrative  officer  II 1 

Highways  administrative  officer  I 1.6 

Personnel  asst  II       1 

Accounting  officer  III 1 

Accounting  officer  II 3 

Accountant  I 3 

Accounting  technician   4 

Sr  account  clerk 3 

Account  clerk  II 5 

Sr  stenographer 2 

Stenographer   II   5.9 

Clerk-typist  II 11 

Clerk-typist   I    0.7 

Sr   clerk    1 

Clerk  II   0.9 

Clerk  I   3 

Property  clerk  II 0.9 

Dispatcher-clerk    0.4 

Telephone  opr — nonmultiple  board 1 

Totals,  District  10 55.9 

District  11 

Asst  state  highway  engineer 1 

Supvng  highway  engineer 0.9 

Sr  highway  engineer 1.5 

Highway  engineering  associate 1 

Asst  highway  engineer 1.8 

Sr   highway   foreman    1 

Engineering  aid  II 1.2 

Highways  administrative  officer  II 1 

Highways  administrative  officer  I 1.5 

Personnel  asst  II 1 


SALARY  BANGE 

2 

2 

2 

492-599 

14,376 

14,376 

5 

5 

5 

415-505 

29,424 

30,000 

1.8 

2 

2 

584^710 

17,040 

17,040 

9 

9 

9 

446-543 

57,096 

57,520 

5.5 

6 

6 

415-530 

35,760 

36,460 

1 

1 

1 

571-692 

8,304 

8,304 

2 

2 

2 

492-599 

14,376 

14,376 

10.1 

11 

11 

415-505 

63,228 

64,408 

1 

1 

1 

359-135 

4,980 

5,220 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

480-584 

7,008 

7,008 

0.5 

0.5 

0.5 

492-599 

3,594 

3,594 

65.5 


65.5 


$488,642 


21 


21 


$158,457 


$538,818 


$180,156 


62 


62 


$432,370 


$505,446 


$544,362 


1 

1 

1 

$1,548-1,882 

$22,584 

$22,584 

1.7 

2 

821-998 

23,952 

23,952 

1 

1 

1 

676-821 

9,852 

9,852 

1 

1 

1 

950-1,155 

13,200 

13,860 

1 

1 

1 

543-660 

7,536 

7,920 

1 

1 

1 

492-599 

6,204 

6,516 

1 

1 

1 

783-950 

10,860 

11,400 

2 

2 

584-710 

15,480 

16,248 

1 

1 

1 

492-599 

7,188 

7.188 

2 

2 

2 

415-505 

10.980 

11,544 

1.9 

2 

2 

446-543 

12,720 

13.032 

1 

1 

1 

415-530 

5,760 

6,060 

1 

1 

1 

492-599 

6,852 

7,188 

0.9 

1 

1 

492-599 

7,188 

7,188 

1.9 

2 

2 

415-505 

11,280 

11,544 

0.7 

1 

1 

614-746 

8,520 

8,952 

$185,028 


1 

1 

$1,548-1,882 

$22,584 

$22,584 

1 

1 

1,155-1.405 

16,860 

16,860 

2 

2 

998-1,213 

29,112 

29,112 

3.5 

3.5 

821-998 

41,916 

41,916 

1 

1 

676-821 

9,852 

9,852 

1 

1 

950-1,155 

12,576 

13,200 

2 

o 

783-950 

22.800 

22,800 

1 

i 

571-692 

7,188 

7,536 

1 

1 

950-1,155 

13,860 

13,860 

3 

3 

783-950 

34,200 

34,200 

4 

4 

584-710 

32,520 

33,288 

4 

4 

492-599 

28,752 

28,752 

3 

3 

492-599 

21.564 

21,564 

5 

5 

415-505 

29,424 

30,000 

2 

2 

505-614 

14,736 

14,736 

6 

6 

446-543 

37,896 

38,484 

13 

13 

415-530 

79,080 

81,180 

1 

1 

377-457 

4,980 

5,220 

1 

1 

492-599 

7,188 

7,188 

1 

1 

415-505 

5,484 

5,760 

3 

3 

359^35 

14,268 

14,700 

1 

1 

614-746 

8,952 

8,952 

0.5 

0.5 

492-599 

3,594 

3,594 

1 

1 

415-505 

6,060 

6,060 

$511,398 


1 

1 

$1,708-2,076 

$24,912 

$24,912 

1 

1 

1,337-1,626 

18,576 

19,512 

1.5 

1.5 

1,15.5-1,405 

25,290 

25,290 

1 

1 

950-1,155 

13,860 

13,860 

2 

2 

821-998 

23,952 

23,952 

1 

1 

783-950 

11,400 

11,400 

2 

2 

556-676 

15,840 

16,224 

1 

1 

950-1,155 

13,860 

13,860 

1.5 

1.5 

783-950 

17,100 

17,100 

1 

1 

571-692 

7,188 

7,536 
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SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Auth.)      («uth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DISTRICT  OFFICES— Continued 

District  11 — Continued 

Accounting  officer  III 

Accounting  oiEcer  II 

Accountant  I   

Accounting   technician 

Account  clerk  II 

Supvng  stenographer  I 

Sr    stenographer    

Stenographer   II   

Stenographer   I   

Clerk-typist  II 

Clerk   II   

Clerk  I   

Property  clerk  II 

Storekeeper  I  

Stock  clerk 

Totals,  District  11 

Totals,  Authorized  Positions  _. 


MAINTENANCE  OF  STATE 
HIGHWAYS 


SALAKY  HANGE 

1 

1 

1 

950-1,155 

13,860 

13,860 

2 

9 

2 

783-950 

22,200 

22,800 

4.7 

5 

5 

584-710 

41,376 

41,600 

6.4 

8 

8 

492-599 

53.1S4 

54.488 

3.2 

4 

4 

415-505 

22,524 

23.364 

1 

1 

1 

584-710 

8,520 

8.520 

2.3 

3 

3 

505-614 

21.408 

21.744 

5.8 

6 

6 

446-543 

38,784 

39,096 

1.7 

2 

2 

405-492 

10.452 

10,9x0 

6.7 

7 

7 

41,5-530 

44.220 

44,520 

5 

6 

6 

415-505 

36,360 

36,360 

4.5 

5 

5 

359-^35 

23,052 

24,180 

0.7 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

530-644 

7,728 

7,728 

1.5 

2 

2 

480-584 

13,680 

$538,338 

14,016 

59.4 

67 

67 

.$444,202 

$545,8.54 

854.7 

952 

952 

$6,778,329 

$7,825,752 

$7,922,332 

Permanent    and    seasonal    help  c 3,611       3,578       3,671 


$27,199,845        $27,618,552        $28,554,619 


MAINTENANCE— TRAFFIC 
OPERATIONS 

Permanent  and  seasonal  help  <:_ 


105 


130 


MAINTENANCE  OF   LANDSCAPE 
AND  FUNCTIONAL  PLANTING 

Permanent  and  seasonal  help  e 920       1,139       1,333 


MAINTENANCE  OF  SAFETY 
ROADSIDE   RESTS 

Permanent  and  seasonal  help  <:_. 


55 


100 


126 


$4,900,326 


$213,480 


$705,893 


$5,619,589 


$466,349 


$878,924 


1,587,444 


,442 


SUPERVISION   OF  OUTDOOR 
ADVERTISING 

Chief  highway  outdoor  advertising 

program    0.3           1              1             $884-1,074  $12,276  $12,888 

Sr  highway  outdoor  advertising 

inspector   2              2              2  692-842  19,716  20,208 

Highway  outdoor  advertising  inspector  8              8              8  599-728  68,256  69,024 

Highway  engineering  technician  I 111  676-821  9,852  9,852 

Supvng  clerk  I 111  571-692  8,304  8,304 

Clerk-typist   II    5              6              6  415-505  36,060  36,360 

Totals,   Authorized  Positions 17.3         19  19  $128,191  $154,464  $156,636 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    5,775.5    6,245.5   6,580.5         $42,040,595        $45,706,429        $48,047,643 

a  Positions  transferred  from  Departmental  Administration  to  Division  of  Highways  effective  1/1/68. 
b  Three  positions  limited  to  June  30,  1969. 

1=  Positions   are  related   directly   to   the  level   of  maintenance   activity  and  are  established  or  abolished  as  workload  varies.  Totals 
shown  for  the  1969-70  fiscal  year  are  based  on  the  best  available  estimates  of  the  maintenance  workload. 


DIVISION  OF  BAY  TOLL  CROSSINGS 

MAINTENANCE  OF  TOLL  BRIDGES 

Permanent  and  seasonal  help  a 212.6       220         227.7 


$2,280,480  $2,378,210 


$2,451,720 


a  Positions  are  related  directly  to  the  level  of  maintenance  activity  and  are  established  or  abolished  as  workload  varies.  Totals 
shown  for  the  1969-70  fiscal  year  are  based  on  the  best  available  estimate  of  the  maintenance  workload. 
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DEPARTMENT   OF  VETERANS   AFFAIRS 


SALARIES  AJSro  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Amh.)      (Auth.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 
63 

64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DIVISION    OF   ADMINISTRATION 

Board   members    (7)    

Director      

Medical  deputy  director 

Manager      

Deputy  director 

Sr  management  analyst 

Personnel  officer  II 

Secretary  II 

Secretary       

Sr  steno   

Sr   clerk    

Personnel  asst  I 

Steno  II   

Clerk-typist   II    

Totals,  Authorized  Positions 


DIVISION   OF  VETERANS 
SERVICES 

Manager      

Asst   manager    

Supvng   veterans   representative 

Information   officer  I   

Veterans    representative    

Veterans  educational  rep 

Sr  steno   

Sr    clerk    

Sr  clerk-typist 

Bookkeeping  mach  operator  II  _. 

Steno  II   

Clerk-typist  II 

Clerk   II   

File  clerk   II  

Clerk-typist   I    

Clerk   I   

Special    consultant 

Totals,  Authorized  Positions  _. 


DIVISION    OF   FARM    AND    HOME 
PURCHASES 

Administration : 

Division   manager  

Asst   manager   

Attorney      

Special  asst  to  director 

Propertj'  agent  III 

Supvr,  EDP 

Assoc  management  analyst 

Tab  operations  supvr  III 

Property   agent  II   

General  accountant  II 

Property  agent  I 

Supvng  clerk  II 

Supvng  cashier  clerk  II 

Programmer  I 

Tab  operations  supvr  I 

Property  clerk  II 

Secretary  I  

Accountant  I 


SAL.MiY  RANGE 

- 

- 

- 

$20  day 

$10,000 

$10,000 

1 

1 

1 

23,625 

23,625 

23,625 

1 

1 

1 

2,076-2,270 

27,240 

27,240 

1 

1 

1 

1,337-1,626 

19,512 

19,512 

- 

1 

1 

1,405 

16,860 

16,860 

1 

- 

- 

1,155-1,405 

— 

- 

1 

1 

1 

1,100-1,337 

16,044 

16,044 

1 

1 

1 

644-783 

9,396 

9,396 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

505-614 

7,368 

7,368 

0.9 

_ 

- 

492-599 

- 

- 

0.1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

446-543 

6,230 

6,516 

0.9 

1 

1 

415-530 

5,100 

5,352 

10.9 


11 


11 


$146,222 


$157,083 


$157,621 


1 

1 

1 

$1,155-1,405 

$15,532 

$16,316 

1 

1 

1 

950-1,155 

13,860 

13,860 

2.8 

2 

2 

950-1.155 

27,720 

27,720 

1 

1 

905-1,100 

10,860 

11,400 

16.7 

16 

16 

842-1,023 

194,652 

190,470 

8 

4 

4 

842-1.023 

49,104 

49,104 

4 

4 

4 

505-614 

29,472 

29,472 

0.3 

1 

1 

492-599 

6,600 

e.il.SG 

2 

2 

2 

492-599 

14,876 

14,;?76 

1.1 

1 

1 

457-556 

5,484 

5,760 

5.3 

7.5 

7.5 

446-543 

45,954 

46,950 

15.2 

14 

14 

415-530 

84.530 

85,082 

1 

1 

1 

415-505 

5,G22 

5,910 

1.1 

2 

9 

415-505 

12,120 

12,120 

1 

1 

i 

377-457 

5,484 

5,484 

0.2 

1 

1 

359-435 

4,452 

4,668 

0.8 

- 

- 

0-150  day 
$502,451 

- 

- 

56.5 

59.5 

59.5 

$525,822 

$581,578 

1 

1 

1 

$1,475-1,793 

$21,516 

$21,516 

2 

— 

— 

1.273-1,548 

— 

_ 

3 

2 

2 

1,213-1,475 

33,144 

83,978 

0.8 

— 

— 

1,405 

— 

— 

2 

2 

2 

1,100-1,837 

32,088 

82,088 

_ 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

950-1,155 

13,860 

13,860 

1 

1 

1 

905-1,100 

13,200 

13,200 

1 

1 

1 

905-1,100 

18,200 

13,200 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

783-950 

11,400 

11,400 

1 

1 

1 

660-801 

9,612 

9,612 

1 

1 

1 

660-801 

9,612 

9,612 

0.4 

2 

2 

676-783 

16,682 

17,472 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

614-746 

8,952 

8,952 

1 

1 

1 

584-710 

8,520 

8,520 

1 

1 

1 

584-710 

8.520 

8,520 
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DEPARTMENT   OF   VETERANS  AFFAIRS — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filledl       (Anih.)       (Aulh.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


DIVISION   OF  FARM  AND   HOME 
PURCHASES— Continued 

Administration — Continued 

Storekeeper  I  

Sr   legal   steno   

Sr  tab  mach  operator 

Sr  steno  

Sr  clerk 

Sr  clerk-typist 

A''aritypist 

Sr  file  clerk 

Accounting  technician 

Tab  mach  operator 

Stock  clerk 

Bookkeeping  mach  operator  II 

Duplicating  mach  operator  II 

Steno  II  

Clerk-typist  II 

Key  punch  operator 

Clerk   II   

File  clerk  II 

Clerk-typist  I 

Special   consultant   

Temporary  help  and  overtime 

District  Offices : 

Property  agent  III 

Property  agent  II 

Farm  property  appraiser 

Property  agent  I 

.Tr  appraiser 

Supvng  clerk  I 

Sr   steno   

Sr   clerk   

Sr  clerk-typist 

Sr  information  clerk 

Steno  II  

Clerk-typist  II 

Steno  I  

Temporary  help 

Totals,  Authorized  Positions 

GRAND  TOTALS,  AUTHORIZED 
POSITIONS    


SALARY  KANGE 

1 

1 

1 

530-676 

7,728 

7,728 

0.5 

0.5 

0.5 

543-660 

3,960 

3,960 

2 

2 

2 

530-644 

15,456 

15,456 

2 

2 

2 

505-614 

14,736 

14,736 

2 

2 

2 

492-599 

14,376 

14,376 

1 

1 

1 

492-599 

5,904 

6,204 

1 

1 

1 

492-599 

7,188 

7,188 

1 

1 

1 

492-599 

7,188 

7,188 

2 

2 

2 

492-599 

14,376 

14,376 

4.4 

3 

3 

480-584 

19,926 

20,226 

1.2 

1 

1 

480-584 

7,008 

7,008 

1 

1 

1 

457-556 

6,672 

6,672 

1 

1 

1 

457-556 

6,672 

6,672 

2.7 

o 

2 

446-543 

12,282 

12,570 

17.5 

20 

20 

415-530 

113,680 

114,720 

2 

2 

2 

425-517 

11,717 

11,993 

3 

3 

3 

415-505 

18,180 

18,180 

1 

1 

1 

415-505 

6,060 

6,060 

1.1 

1 

1 

377-457 

5,000 

5,242 

0.2 

_ 

_ 

1,337 

_ 

_ 

2 

2 

2 

(14,463) 

13,637 

13,637 

12 

5 

5 

1,100-1.337 

77,376 

78.036 

12.1 

5 

5 

905-1,100 

63,140 

64,200 

1 

1 

1 

905-1,100 

13,200 

13,200 

57.4 

59 

59 

783-950 

660,361 

664,566 

0.3 

_ 

_ 

614-710 

_ 

_ 

0.3 

_ 

_ 

571-692 

_ 

_ 

7.1 

7 

7 

505-614 

51,576 

51,576 

0.8 

1 

1 

492-599 

7,728 

7,728 

2 

2 

2 

492-599 

14.376 

14,376 

8 

3 

3 

492-599 

21,564 

21,564 

23.6 

25 

25 

446-543 

156,493 

159,483 

18.3 

20 

20 

415-530 

115,598 

117,893 

2 

9 

2 

405-492 

11,578 

11,808 

- 

0.2 

0.2 

(-) 
$1,838,003 

$2,486,676 

1,000 

1,000 

209.7 

198.7 

198.7 

$1,737,744 
$2,420,649 

$1,753,880 

277.1 

269.2 

269.2 

$2,443,079 
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VETERANS'   HOME  OF  CALIFORNIA 

UJ 

SALARIES  AND  WAGES 

NO.  OF  POSITIONS 

ACTUAL 
1967-68 

ESTIMATED 
1968-69 

PROPOSED 
1969-70 

J 

67-68  68-69  69-70 
(Filled)      (Auth.)      (Aulh.) 

1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
^ 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


ADMINISTRATION 

Executive : 

General  manager 0.8  1  1 

Assistant  general  manager 1  —  — 

Special  consultant 0.3  —  — 

Senior  stenographer 2  2  2 

Finance  Office — Accounting  and  Per- 
sonnel : 

Accounting  officer  III 111 

Property  clerk  II 111 

Accountant  I 111 

Senior  cashier-clerk 111 

Senior  account  clerk 111 

Bookkeeping  machine  operator  II 1  1  1 

Stenographer  II 111 

Account  clerk  II 4.2  4  4 

Clerk-typist  II 12  2 

Supply  Office : 

Service  and  supply  officer  II 111 

Storekeeper  II 111 

Storekeeper  I 2  2  2 

Senior  clerk 111 

Stenographer  II 0.5  1  1 

Clerk-typist  II 111 

Telephone : 

Chief  telephone  operator,  member 111 

Telephone  operator,  member 4  4  4 

Medicare  Unit : 

Physician  and  surgeon  II 1  -  - 

Senior  stenographer 111 

Stenographer  II 0.8  1  1 

Account  clerk  II 0.8  1  1 

Temporary  help 0.4  0.4  0.4 

Totals,  Authorized  Positions 81.8        81.4        81.4 

Civilian  employees 26.8         26.4        26-i 

Member  employees 5  5  5 


CARE  AND  WELFARE 

Custodial  and  Personal  Care : 

Adjutant   0.7 

Chief  security  officer - 

Supervising  clerk  I - 

Senior  clerk 1 

Stenographer  II 1 

Clerk-typist  II 0.9 

Clerk  II   5 

Janitor,   member   1 

Graduate  nurse 1 

Hospital  aid,  member - 

Hospital  aid 1 

Company  commander,  member 4 

First  sergeant,   member 4 

Captain  of  the  guard,  member 1 

Sergeant  of  the  guard,  member 2 

Member  of  the  guard,  member 8 

Barber 1 

Bandmaster    OJ. 

Medical  Care : 

Chief  of  medical  services 1 

Administrative  assistant 1 

Medical  record  librarian 1 

Senior  stenographer 2 

Stenographer  II 4.8 

Clerk   II   1.7 

Clerk-typist  II 5.1 

Physician  and  surgeon  III 2 

Staff  psychiatrist 2 

Physician  and  surgeon  II 13.2 

Surgeon-specialist ; 

eye-ear-nose-throat 1 

Dentist  II 1.5 

Dental  laboratory  technician 2 


SALARY  RANGE 

$1,273-1,548 

$16,044 

$16,860 

1,048-1,273 

— 

— 

80  day 

_ 

_ 

505-614 

14,736 

14,736 

950-1,155 

13,860 

13,860 

614-746 

8,952 

8,952 

584-710 

8,520 

8,520 

492-599 

7,188 

7,188 

492-599 

7,188 

7,188 

457-556 

6,672 

6,672 

446-543 

6,516 

6,516 

415-505 

23,233 

24,015 

415-505 

11,160 

11,412 

863-1,048 

12,576 

12,576 

61-1-746 

8,952 

8,952 

530-644 

15,276 

15,456 

492-599 

7,188 

7,188 

446-543 

5,490 

5,766 

415-505 

6,060 

6,060 

164-199 

2,280 

2,388 

156-190 

8,008 

8,296 

1,548-2,076 

_ 

_ 

505-614 

6,728 

7,068 

446-543 

6,029 

6,334 

415-505 

5,396 

5,668 

(434) 

4,000 

4,000 

$229,861 

$212,052 

$215,671 

220,199 

201,764 

204,987 

9,662 

10,2SS 

10,68Jf 

— 

_ 

$821-998 

_ 

_ 

1 

1 

710-863 

$8,520 

$8,952 

1 

1 

571-692 

7,536 

7,920 

1 

1 

492-599 

7,188 

7,188 

1 

1 

446-543 

6,516 

6,516 

1 

1 

415-505 

5,785 

6,060 

5 

6 

415-505 

30,300 

30,300 

1 

1 

156-190 

2,280 

2,280 

1 

1 

628-764 

7,728 

8,112 

1 

1 

156-190 

1,872 

1,968 

_ 

_ 

415-505 

_ 

- 

4 

4 

199-243 

10,704 

11,108 

4 

4 

148-180 

7,496 

7,880 

1 

1 

199-243 

2,916 

2,916 

2 

2 

164-199 

4,356 

4,452 

4 

4 

148-180 

8,120 

8,344 

1 

1 

469-571 

6,852 

6,852 

614-746 

- 

- 

1 

1 

1,882-2,286 

27,216 

27,216 

1 

1 

863-1,048 

12,576 

12,576 

1 

1 

692-842 

10,104 

10,104 

2 

2 

505-614 

13,780 

14,096 

5 

5 

446-543 

30,857 

31,700 

3 

3 

415-505 

16,280 

16,786 

6 

6 

415-530 

34,562 

35,353 

2 

2 

1,708-2,179 

50,960 

51,060 

2 

2 

1,548-2,076 

49,824 

49,824 

15 

15 

1,548-2,076 

346,460 

352,190 

1 

1 

1,626-2,076 

24,912 

24,912 

1.5 

1.5 

1,475-1,793 

32,274 

32,274 

2 

2 

710-863 

20,712 

20,712 
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VETERANS'  HOME  OF  CALIFORNIA — Continued 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aiilh.)      (Actt.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

84 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 

61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 


CARE  AND  WELFARE— Continued 

Medical  Care — Continued 

Dental   asst   1 

Pharmacist  II 1 

Pharmacist  I 2 

Psychiatric  social  worker 1 

Sr  X-ray  technician 1 

X-ray  technician 2 

Supvng  clinical  lab  technologist 1 

Sr  clinical  lab  technologist 2 

Clinical  laboratory  technologist 2 

Laboratory  asst  I 1 

Supvr  of  rehabilitation  services 1 

Sr  occupational  therapist 1 

Occupational  therapist 3 

Physical  therapist  II 1 

Physical  therapist  I 1.4 

Supvng  nurse  III 1 

Nursing  education  director 1 

Nurse   anesthetist 1 

Supvng  nurse  I 6.1 

Surgical  nurse  II 1 

Surgical  nurse  I 3.9 

Graduate  nurse 88 

Geriatric   nursing   asst   92 

Hospital  aid 95.3 

Hospital  aid,  member 3 

Janitor,   member 2 

Caretaker,  member 2 

Library  aid.  member 1 

Work  supervisor,  member 1 

Education  and  Recreation : 

Catholic  chaplain — part  time 0.2 

Protestant   chaplain   1 

Special  services  officer 1 

Sr   clerk   1 

Librarian  II 0.9 

Library  aid,  member 2 

Caretaker,  member 1 

Janitor,  member   2 

Temporary    help    0.3 

Totals,  Authorized  Positions 399.1 

Civilian    employees    S65.1 

Meniier   employees   34 


SUPPORT  AND  SUBSISTENCE 

Feeding : 

Food   manager 1 

Account  clerk  II 1 

Food  administrator  I 1 

Dietician 1.1 

Supervising  cook  II 1 

Supervising  cook  I 4 

Cook  II 16.8 

Cook  I 13.5 

Butcher — meat  cutter   II 1 

Butcher — meat  cutter  I 1 

Baker  II 1 

Baker  I 2 

Food  sen'ice  supervisor  II 1 

Food  service  supervisor  I 3.6 

Food  service  assistant  II 7.6 

Food  service  assistant  I 64.7 

Food  service  assistant,  member 14 

Clothing : 

Seamer-searastress 1 

Assistant  seamstress 4.6 

Janitor,  member 1 

Housekeeping : 

Janitor  foreman  III 1 

Janitor  foreman  I 1 

Window  cleaner 1 

Janitor    26.1 

Janitor,  member   1 

Caretaker,  meinber 4 


SALARY  RANGE 

1 

1 

457-556 

6,672 

6,672 

1 

1 

1.048-1,155 

13,860 

13,860 

2 

2 

998-1,100 

26,400 

26,400 

2 

2 

801-973 

21,288 

21,780 

1 

1 

584-710 

8,520 

8,520 

2 

2 

556-676 

15,540 

15,904 

1 

1 

821-998 

11,976 

11,976 

2 

2 

746-905 

21,720 

21,720 

3 

3 

710-821 

28,440 

28,878 

1 

1 

415-505 

6,060 

6,060 

_ 

_ 

863-1,048 

524 

_ 

1 

1 

710-863 

10,356 

10,356 

3 

3 

614-746 

26,460 

26,856 

1 

1 

746-905 

10,860 

10,860 

2 

2 

644-783 

17,316 

17,712 

1 

1 

998-1,213 

12,126 

12,732 

1 

1 

905-1,100 

13.200 

13,200 

1 

1 

863-1,048 

12,-576 

12,576 

6 

6 

746-905 

62,958 

63,942 

1 

1 

746-905 

10,860 

10,860 

5 

5 

676-821 

47,724 

48,144 

94 

94 

628-764 

841,748 

848,044 

160 

160 

457-556 

983,337 

1,015,406 

33 

33 

41.5-505 

186,073 

187,543 

3 

3 

156-190 

5,856 

6,1.56 

2 

2 

156-190 

4,1.52 

4,248 

2 

2 

148-180 

3,608 

3,800 

1 

1 

148-180 

1,928 

2,024 

1 

1 

172-209 

2,180 

2,298 

0.2 

0.2 

884-1,074 

2,986 

2.986 

1 

1 

884-1,074 

12.888 

12.888 

1 

1 

710-863 

10,356 

10,356 

1 

1 

492-599 

7,188 

7,188 

1 

1 

644-783 

7,920 

8,316 

2 

2 

148-180 

4.048 

4,144 

1 

1 

148-180 

1,776 

1,872 

2 

2 

156-190 

4,240 

4,460 

0.3 

0.3 

(453) 
$2,903,194 

1,000 
$3,255,406 

1,000 

415 

415 

$3,311,388 

38i 

38i 

2M1,599 

3,^89,874 

3,243,^38 

31 

31 

61,595 

65,532 

61,950 

1 

1 

$884-1,074 

$12,888 

$12,888 

1 

1 

415-505 

6,060 

6,060 

1 

1 

692-842 

10,104 

10,104 

3 

3 

571-692 

22,344 

23,028 

1 

1 

660-801 

9,612 

9,612 

4 

4 

571-692 

33,216 

33,216 

17 

17 

517-628 

126,800 

127,484 

15 

15 

425-517 

89,055 

91,107 

1 

1 

571-692 

8,304 

8,304 

1 

1 

517-628 

7,536 

7,536 

1 

1 

571-692 

8,304 

8,304 

2 

2 

517-628 

15,072 

15,072 

1 

1 

571-692 

8,304 

8,304 

4 

4 

469-571 

26,184 

26,460 

8 

8 

425-517 

48,528 

48,780 

77 

77 

386-469 

410,905 

418,432 

14 

14 

142-172 

27,248 

28,008 

1 

1 

517-628 

7,536 

7,536 

2 

2 

425-517 

12,408 

12,408 

1 

1 

156-190 

1,872 

1,968 

1 

1 

584-710 

8,520 

8,520 

1 

1 

457-556 

6,672 

6,672 

1 

1 

530-644 

7,728 

7,728 

24 

24 

415-505 

143,613 

144,840 

2 

2 

156-190 

4,112 

4,248 

4 

4 

148-180 

8,112 

8,304 

680 


Department  of  Veterans  Affairs 
VETERANS'   HOME  OF   CALIFORNIA — Continued 


VETEEANS  AFFAIRS 


SALARIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(Filled)      (Aulh.)       {Aulii.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
3 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 


SUPPORT  AND  SUBSISTENCE— Continued 


Laundry : 

Laundry  supervisor  II 

Laundryman 

Laundress   

Laundry  assistant 

Laundry  helper,  member 

Temporary  help 

Totals.  Authorized  Positions 

CiviJiaii  employees 

Memlier  employees 


PLANT  OPERATION 

Maintenance  of  Structures: 

Chief  of  plant  operations  III 1 

Account  clerk  II 1 

Painter  foreman   1 

Carpenter  foreman 1 

Mason    1 

Carpenter  I 2.6 

Painter  I 8 

Plumber   I   2 

Sheet  metal  worker 1 

Stationary   engineer 3.7 

Building   maintenance   man   6 

Skilled  laborer 1 

Maintenance  of  Grounds : 

Supervising  groundsman  II 1 

Lead  groundsman 1 

Groundsman 11.3 

Groundsman,    member    4.5 

Tractor  operator — laborer 1 

Automotive  equipment  operator  I 1 

Laborer,  member 2 

Light,  Heat  and  Power : 

Water  and  sewage  plant  supervisor  1 

Chief  engineer  I 1 

Electrician   I   2.9 

Machinist    1 

Steamfitter   1 

Stationary  fireman 5.7 

Fire  Protection : 

Institution  fire  fighter — intermittent  1.5 

Automobile  and  Trucks: 

Automobile  mechanic 2 

Automotive  equipment  operator  I 6 

Laborer 2 

Temporary  help - 

Totals,  Authorized  Positions 75.2 

Civilian    employees    6S.7 

Member  employees 6.5 

GRAND  TOTALS,  AUTHORIZED 

POSITIONS    704.8 

Civilian    employees    6S6.S 

Member   employees   68.5 


SALARY  RANGE 

1 

1 

1 

628-764 

9,168 

9,168 

3.3 

4 

4 

446-543 

22,443 

23,565 

13.9 

15 

15 

425-517 

89,300 

90.897 

0.8 

1 

1 

386-469 

4,841 

5,080 

3 

3 

3 

142-172 

5,112 

5,828 

0.7 

0.7 

0.7 

(10,963) 
$1,066,850 

5,200 

5,200 

198.7 

213.7 

213.7 

$1,207,101 

$1,224,161 

175.7 

189.7 

189.7 

i,02.',,SS9 

1,160,61,5 

1,176,305 

23 

U 

U 

1^%M1 

46,456 

47,856 

1 

1 

$1,023-1,243 

$14,916 

$14,916 

1 

1 

415-505 

6,060 

6,060 

1 

1 

76J-842 

10.104 

10,104 

1 

1 

764-842 

10,104 

10,104 

1 

1 

692-764 

9,168 

9,168 

3 

3 

692-764 

27,504 

27,504 

8 

8 

692-764 

73,236 

73.344 

9 

2 

728-801 

19,224 

19,224 

1 

1 

728-801 

9,612 

9,612 

4 

4 

692-764 

36,312 

36.672 

6 

6 

584-644 

46.368 

46,368 

1 

1 

584-644 

7,728 

7,728 

1 

1 

676-821 

9,852 

9,852 

1 

1 

530-644 

7.728 

7,728 

8 

8 

505-584 

56,064 

56,064 

3.5 

3.5 

172-209 

8,050 

8,4.37 

1 

1 

614-676 

8.112 

8,112 

1 

1 

5S-JI-644 

7,638 

7,728 

2 

2 

172-209 

4,4.52 

4,668 

1 

1 

728-801 

9,612 

9,612 

1 

1 

801-927 

11,124 

11,124 

3 

3 

728-801 

28,356 

28,799 

1 

1 

692-764 

9,168 

9,168 

1 

1 

728-801 

9,612 

9,612 

6 

6 

628-692 

48,544 

49,472 

1.5 

1.5 

73  mo 

13,140 

13,140 

1 

1 

676-746 

8,952 

8,952 

6 

6 

584-644 

46,368 

46,368 

2 

o 

505-556 

13,344 

13,344 

0.1 

0.1 

- 

240 

240 

71.1 

65.6 

5.5 


71.1 

65.6 

5.5 


$554,967 

541,644 

1S,S2S 


$570,692 

558,190 

12,502 


$573,224 

560.119 

13,105 


731.2 

731.2 

$4,754,872 

$5,245,251 

$5,324,444 

665.7 

665.7 

4,627,831 

5,110,473 

5,184,849 

65.5 

65.5 

127,041 

134,778 

139,595 

70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
SO 
81 
82 
83 
84 
85 
86 


MISCELLANEOUS 


681 


ADVISORY  COMMISSION   ON   INDIAN   AFFAIRS 


SAIiAEIES  AND  WAGES 


NO.  OF  POSITIONS 


67-68  68-69  69-70 
(FIII.J)      (Aurt.l      (»aih.) 


ACTUAL 
1967-68 


ESTIMATED 
1968-69 


PROPOSED 
1969-70 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 
86 


Executive  secretary   

Jr  staff  analyst — adm  trainee 

Sr   steno   

Temporary    help    

Totals,  Authorized  Positions 1.7 


S.iL.iRT  RANGE 

0.8 

1 

1 

$884 

$10,608 

$10,608 

0.2 

1 

1 

644-783 

7,728 

8,112 

0.7 

1 

1 

505-614 

7,368 

7,368 

(-) 

0.2 

0.2 

(85) 

945 

945 

3.2 


3.2 


$13,983 


826,649 


$27,033 


ADVISORY  COMMISSION   ON   THE  STATUS  OF  WOMEN' 


SALARY  RANGE 

Executive  secretary 0.9  1  -  $1,100 

Sr  steno 0.7  1  -  505-614 

Clerk-typist  II 0.1  -  -  415-530 

Temporary   help    -  0.5  -  (-) 

Totals,  Authorized  Positions 1.7  2.5  -  $16,938 

a  Chapter  854,  Statutes  of  1967  terminates  this  commission  on  June  30,  1969. 


$13,200 
7,278 

2,625 

$23,108 


ARTS   COMMISSION 


Executive   secretary   

Asst   director  

Sr  steno  

Steno  II  

Clerk-typist   II    

Temporary  help 

Totals,  Authorized  Positions. 


SALARY  RANGE 

0.9 

1 

1 

$1,337-1,626 

$19,512 

$19,512 

0.3 

1 

1 

950-1,155 

11,400 

11,976 

1 

1 

1 

50.5-614 

7,368 

7,368 

0.6 

1 

1 

446-543 

5,490 

5,766 

2 

3 

3 

415-530 

16,266 

16,806 

2 

0.1 

0.1 

(10,453) 

573 

573 

6.8 


7.1 


7.1 


$51,491 


$60,609 


$62,001 


COMMISSION   OF   THE  CALIFORNIAS 


Executive  officer 

Clerk  II   

Totals,   Authorized  Positions- 


1 
0.8 


1.8 


SALARY  RANGE 
$1,155 
415-505 

$16,593 


$13,860 
5,180 

$19,040 


$13,860 
5,440 

$19,800 


INDEX 


A 

Page 

Academic  Salary  Schedule — State  Colleges 9 

Academic  Salary  Schedule — University 7 

Accountancy,  Board  of 576 

Administrative  Procedures,  Office  of  (General  Services) 24 

Adult  Authority  (Corrections) 68 

Adult  Basic  Education 137 

Adult  Education  for  Civil  Defense 137 

Advisory  Commission  on.     See  subject  (e.g.,  Indian  Affairs, 

Status  of  Women,  etc.). 

Aeronautics,  Department  of 653 

Agency  Administrator.     See  Secretary  for. 

Aging,  California  Commission  on 450 

Agnews  State  Hospital . 477 

Agricultural  Services,  University  of  California 285 

Agriculture  and  Services,  Secretary  for 16 

Agriculture,  Department  of 52 

Air  Resources  Board 650 

Alcoholic  Beverage  Control  Appeals  Board 571 

Alcoholic  Beverage  Control,  Department  of 570 

Alcoholism,  Division  of  (Public  Health) 525 

Appeal,  District  Courts  of 13 

Apprenticeship  Standards,  Division  of  (Industrial 

Relations! 555 

Architects,  Board  of  Landscape 579 

Architectural  Examiners,  Board  of 576 

Architecture  and  Construction,  Office  of 31 

Arts  Commission 681 

Assistance,  Office  of  Local  (General  Services) 36 

At.ascadero  State  Hospital 480 

Athletic  Commission 576 

Audits  Division  (Finance) 439 

B 

Bakersfield,  State  College 299 

Banking  Department 571 

Barber  Examiners,  Board  of 577 

Bay  Toll  Crossing,  Division  of 675 

Bedding  Inspection,  Bureau  of  Furniture  and 579 

Berkeley  Campus,  University  of  California 158 

Berkeley  Center,  Industries  for  the  Blind 541 

Beverage  Control,  Department  of  Alcoholic 570 

Blind,  Division  of  Rehabilitation  of  the 540 

Blind,  School  for  the 142 

Blind,  Industries  for  the,  Los  Angeles  Center 541 

Blind.  Industries  for  the.  Manufacturing  Fund 542 

Blind,  Industries  for  the,  Berkeley  Center 541 

Blind,  Industries  for  the,  San  Diego  Center 542 

Blind,  Orientation  Center  for  the 543 

Board  of.     See  subject   (e.g..  Accountancy,   Control,  Pilot 

Commissioners,  etc.). 
Boys.  Schools  for     (See  Department  of  the  Youth 

Authority.) 

Budget  Division   (Finance) 439 

Buildings  and  Grounds  Division  (General  Services) 27 

Building  Construction,  Supervision  of  Public  School 

(General  Services) 36 

Building  Standards  Commission  (General  Services) 31 

Bureau  of.     See  subject  (e.g..  Enforcement,  Furniture  and 

Bedding  In.spections,  etc.). 

Business  and  Transportation,  Secretary  for 15 

Business  Enterprise  Program  for  the  Blind 541 


California   State  Government  Organization  and  Economy, 

Commission  on 46 

Califoi'nia,  University  of 153 

Californias,  Commission  of  the 681 

Camarillo  State  Hospital 483 

Cemetery  Board   577 

Certified  Shorthand  Reporters  Board 581 

Chico  State  College 300 

Chiropractic  Examiners.  Board  of 577 

Civil  Law  (Justice) 558 

Cleaners.  Board  of  Dry 578 

Clinics,  Youth  Authority  Reception  Centers  and 

Northern  California 112 

Southern  California 113 

Collection  Agenc.v  Licensing  Bureau 577 

College  System,  State 294 

Colorado  River  Board 652 

Commerce,  Department  of 59 


Page 

Economic  Development,  Division  of 59 

Museum  of  Science  and  Industry 59 

San  Francisco  Port  Authority 60 

Tourism  and  Visitor  Services,  Office  of 64 

World  Trade  Division 64 

Commission    on.     See    subject    (e.g.,    Californias,    Judicial 
Qualifications,  etc.). 

Community  Colleges,  Board  of  Governors  of  the 429 

Community  Health  Services,  Division  of  (Public  Health) 526 

Community  Welfare  Services  (Social  Welfare) 545 

Compensatory  Education,  Office  of 138 

Conciliation,  Division  of  (Industrial  Relations) 553 

Conservation  Board,  Wildlife 607 

Conservation  Camps  for  Boys,  Youth  Authority 115 

Conservation  Center,  California  (Corrections) ■. 69 

Conservation,  Department  of 589 

Conservation  Education  (Fish  and  Game) 600 

Consumer  Counsel,  Office  of 64 

Contractors'  License  Board 577 

Control,  Board  of 431 

Controller,  State 431 

Coordinating  Council  for  Higher  Education 152 

Corporations,  Department  of 572 

Correctional  Industries  Revolving  Fund 105 

Correctional  Institution  at  Tehachapi 76 

Correctional  Training  Facility 78 

Corrections  Agency,  Youth  and  Adult 16 

Corrections,  Department  of 65 

Cosmetology,  Board   of 578 

Council  on.     See  subject  (e.g.,  Intergovernmental  Relations, 
Criminal  Justice,  etc.). 

Counsel  Bureau,  Legislative 11 

Court,  Supreme 12 

Council,  Judicial 12 

Courts  of  Appeal 13 

Criminal  Identification  and  Investigation,  Bureau  of  (Jus- 
tice)     562 

Criminal  .lustice.   Council  on 565 

Criminal  Law  (Justice)   559 

D 

Davis  Campus,  University  of  California 178 

Deaf,  Berkeley  School  for  the 143 

Deaf,  Riverside  School  for  the 144 

Delinquency  Prevention  Services,  Division  of   (Youth  Au- 
thority)       110 

Dental  Examiners.  Board  of 578 

Dental  Health,   Division   of    (Public  Health)    526 

Department    of.     See    subject     (e.g..    Agriculture,    Public 
Health,  Water  Resources,  etc.) . 

Deuel  Vocational  Institution 82 

De  Witt  State  Hospital 487 

Diagnostic    School    for   Neiirologically   Handicapped    Chil- 
dren, Northern  California   142 

Diagnostic    School   for   Neurologically   Handicapped    Chil- 
dren,   Southern   California   143 

Disability  Determination,  Division  of   (Rehabilitation)    —  543 

Disaster   Office   17 

District   Courts   of  Appeal   13 

Districts    Securities   Commission    -- —  572 

Division  of.  See  subject  (e.g..  Beaches  and  Parks,  Libraries, 
etc.). 

Dominguez  Hills,  State  College 307 

Drivers  Licenses,  Division  of   (Motor  Vehicles)    663 

Dry  Cleaners,  Board  of 578 

E 

Economic   Development,    Division   of    (Commerce)    59 

Economic  Opportunity,  Office  of 461 

Education,    Board    of    132 

Education,  Department  of 132 

Education,  Vocational 147 

Educational  Agency  for  Surplus  Property,  State 145 

Electronic  Repair  Dealer  Registration,  Bureau  of 578 

Elementary  and  Secondary  Education  Act 138 

Employees'   Retirement   System,   Public   20 

Employment  Agencies,  Bureau  of 578 

Employment,  Department  of 451 

Employment  Practices,  Division  of  Fair 556 

Enforcement,  Division  of  Labor  Law 555 


(683) 


684 


INDEX 


Page 

Engineers,  Board  of  Registration  for  Professional 581 

Environmental  Health,  Division  of   (Public  Health) 526 

Equalization,   Board   of   434 

Examiners.  See  subject   (e.g.,  Architectural,  Barber,  etc.). 

Exposition,  State  Fair  and 45 

Exposition  and  Fair  Executive  Committee,  State   (General 

Services)    44 

Equalization,    Board   of   434 

Examiners.  See  subject   (e.g..  Architectural,  Barber,  etc.). 

F 

Facility,  Medical  (Corrections) 89 

Fair  and  Expositon,  State 45 

Fair   Employment   IPractices,    Division    of    556 

Fairs  and  Expositions,  Division  of    (Agriculture)    55 

Fairview   State   Hospital   511 

Farm  and  Home  Purchases,  Division  of  (Veterans  Affairs)   676 

Fifth  Appellate  District,  Court  of  Appeal 15 

Finance,   Department  of 439 

Fire  Marshal,   State   557 

First  Appellate  District,  Court  of  Appeal 13 

Fi,sh   and  Game,   Department   of   597 

Fish  Programs  in   Cooperation  with  the  Federal   Govern- 
ment,  Game   and   603 

Folsom,  State  Prison  at 84 

Forestry,  Division  of   (Conservation)    589 

Fourth  Appellate  District,  Court  of  Appeal 14 

Franchise  Tax  Board  441 

Fred  C.  Nelles  School  for  Boys 117 

Free   Textbooks    145 

Fresno   State   College   311 

Fricot  Ranch  School  for  Boys 115 

Fullerton,   State  College  at 319 

Funeral  Directors  and  Embalmer.s,  Board  of 579 

Furniture  and  Bedding  Inspection,  Bureau  of 579 


Game,   Department  of  Fish   and   597 

Game  and  Fish  Programs  in  Cooperation  with  the  Federal 

Government   603 

Gas.  Division  of  Oil  and    (Conservation)    594 

General  Services.  Department  of 22 

Geology.  Division  of  Mines  and  (Conservation)   593 

Gift  Tax.  Division  of  Inheritance  and  (Controller) 432 

Girls,    Schools   for    (See    Department   of   the    Youth    Au- 
thority.) 

Governors  of  the  Community  Colleges,  Board  of 429 

Guide  Dogs  for  the  Blind,  Board  of 579 

H 

Handicapped  Persons  Pilot  Project   (Public  Health) 534 

Harbor  Commissioners  for  Humboldt  Bay,  Board  of 574 

Harbors  and  Watercraft,   Department  of 608 

Hastings   College   of   the   Law   293 

H.ayward,  State  College  at 325 

Healtli  Care  Services,  Department  of 446 

Health  Departments,  Assistance  to  Counties  without  Local  534 

Health.  Department  of  Public 524 

Health   Services,  Division  of  Community    (Public  Health)  526 

Higher  Education,  Coordinating  Council  for 152 

Higher  Education.  Division  of 133 

Highway  Patrol.  Department  of  the  California 654 

Highways,   Division   of   668 

Home  Purchases.  Division  of  Farm  and  (Veterans  Affairs)  676 

Horse  Racing  Board  572 

Hospitals,  State.  See  subject   (e.g.,  Agnews,  Camarillo,  De 
Witt,  etc.). 

Housing  and  Community  Development,  Department  of 444 

Human  Resources  Development.   Department  of 450 

Human  Relations.  Secretary  for 15 

Humboldt  State  College  333 

Hygiene,  Department  of  Mental 464 


Income  Tax    (See  Operations,  Franchise  Tax  Board.) 442 

Indian   Ailairs,   Advisory  Commission  on 681 

Industrial  Accidents,   Division   of   554 

Industrial  Relations,  Department  of 553 

Industrial   Safety,   Division   of   554 

Industrial   Welfare.    Division   of   555 

Industries  for  the  Blind 541 

Industries  for  the  Blind  Manufacturing  Fund 542 

Inheritance  and  Gift  Tax  Division   (Controller)    432 

Inmate  Welfare  Fund    (Corrections)    103 

Institution  for  Men 86 


Page 

Institution   for   Women    98 

Insurance,  Department  of  573 

Insurance  OfBee   (General  Services)    24 

Intergovernmental  Relations,  Council  on 19 

International  Programs 298 

Introduction 3 

Irvine  Campus,  University  of  California 195 

J 
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